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List of Abbreviations 


A. 

Amperes 

A. Clnr. 

Air Cleaner 

A.C. 

Air Conditioning 

A.I.R. 

Air Injector Reactor 

A.P. 

Air Pump 

A.T. 

Automatic Transmission 

A.T.F. 

Automatic Transmission Fluid 

AC 

Allis Chalmers 

Accy. 

Accessory 

Adj. 

Adjustable 

Adjmt. 

Adjustment 

Air-Hyd. 

Air Over Hydraulic 

Almnm. 

Aluminum 

Alt. 

Alternator 

Assy. 

Assembly 

Auto. 

Automatic 

Aux. 

Auxiliary 

B-W 

Bendix Westinghouse 

B.B.C. 

Bumper To Back Of Cab 

B.P. 

By Pass 

Bbl. 

Barrel 

BP 

By Pass 

Brkt 

Bracket 

C.I.D. 

Cubic Inch Displacement 

C.O.E. 

Cab Over Engine 

C.S. 

Crankshaft 

Calif. 

California 

Cam. 

Camshaft 

Carb. 

Carburetor 

Cat. 

Caterpillar 

CC (cc) 

Cubic Centimeter(s) 

CDC 

Consolidated Diesel Corpora¬ 
tion 

CIH 

Case IH 

Chry. 

Chrysler 

Circ. 

Circumference 

CJ 

Cobra Jet 

Cng 

Compressed Natural Gas 

Co. 

Company 

Comm. 

Commercial 

Compr. 

Compressor 

Cond. 

Conditioning(er) 

Cont. 

Continental 

Conv. 

Conventional 

Convert. 

Convertible 

Cool. 

Cooling 

Corp. 

Corporation 

Cu. 

Cubic 

Cum. 

Cummins 

Cust. 

Custom 

Cvt 

Continuously Variable Trans¬ 
mission 

Cyl. 

Cylinder 

D.R.W. 

Dual Rear Wheels 

Deg. 

Degree 

Det. Diesel 

Detroit Diesel 

Dia. 

Diameter 

Dir. 

Dealer 

DOHC 

Dual Overhead Cam 

E.E.C. 

Evaporative Emission Control 

E.G.R. 

Exhaust Gas Recirculation 

Elec. 

Electric 

Eng. 

Engine 

Equip. 

Equipped, Equipment 

Exc. 

Except 

Exch. 

Exchanger 

Ext. 

External 

Fed. 

Federal 


Frt. 

Front 

Ft. 

Foot (Feet) 

Fwd. Cont. 

Forward Control 

G.V.W. 

Gross Vehicle Weight 

Gal. 

Gallon 

Gas 

Gasoline 

Gen. 

Generator 

GM 

General Motors 

GMC 

General Motors Corporation 

Go v. 

Governor 

H.D. 

Heavy Duty 

H.O. 

High Output 

H.P. 

Horsepower 

Hemi. 

Hemispherical 

Here. 

Hercules 

Hi Cap. 

High Capacity 

Hi Pert. 

High Performance 

Horiz. 

Horizontal 

HP 

Horsepower 

HR 

Heater Return 

Htr. 

Heater 

Hyd. 

Hydraulic 

Hydra. 

Hydramatic 

Inside Circumference 

ld! 

Inside Diameter 

I.H.C. 

International Harvester Com- 

IHC 

pany 

International Harvester Com¬ 


pany 

In. 

Inch (Inches) 

Inc. 

Increased 

Inci. 

Includes 

Inj. 

Injection 

Inst. 

Installed 

Install. 

Installation 

J.S. 

Jack Shaft 

JD 

John Deere 

L 

Litre 

L-Hd. 

L-Head 

L-N 

Leece Neville 

LC.F. 

Low Cab Forward 

L.C.I. 

Low Cut-In 

LD. 

Light Duty 

L.H. 

Left Hand 

L.H.D. 

Left Hand Drive 

Lb. (Lbs.) 

Poundfs) 

LPG 

Liquid Petroleum Gas 

Lt. 

Left 

Lyc. 

M.H.C. 

Lycoming 

Motorhome Chassis 

Mach. 

Machine 

Man. 

Manual 

Max. 

Maximum 

Mfg. 

Manufacturing 

Mfr. 

Manufacturer 

Mech. 

Mechanical 

Min. 

Minimum 

mm 

Millimeter 

Mtd. 

Mounted 

Mtr. 

Motor 

No. 

Number 

Norn. 

Nominal 

0 & HR 

Oil & Heat Resistant 

O.C. 

Outside Circumference 

O.D. 

Outside Diameter 

O.E.M. 

Original Equipment Manufac¬ 


turer 

O.H.C. 

Overhead Cam 


O.H.V. 

Overhead Valve 

OEM 

Original Equipment Manufac¬ 
turer 

OHC 

Overhead Cam 

OHV 

Overhead Valve 

Opt. 

Optional 

P.S. 

Power Steering 

P.T.O. 

Power Take-Off 

Pass. 

Passenger 

Perf. 

Performance 

Pkg. 

Package 

Prod. 

Production 

Pt. No. 

Part Number 

Pcv 

Positive Crankcase Ventilation 

Pwr. 

Power 

R.H. 

Right Hand 

R.H.D. 

Right Hand Drive 

R.P.M. 

Revolutions per Minute 

Rad. (Rads.) Radiator(s) 

Reg. 

Regular 

Repl. 

Replacement 

Rr. 

Rear 

Rt. 

Right 

S.P. 

Steering Pump 

S.R.W. 

Single Rear Wheels 

Sch. Bus 

School Bus 

Ser. 

Serial 

SOHC 

Single Overhead Cam 

Spec. 

Special 

Sq. 

Square 

Sta. Wagon 

Station Wagon 

Std. 

Standard 

Stg. 

Steering 

Strt. 

Straight 

Susp. 

Suspension 

Svt 

Special Vehicle Teams 

T.W. 

Top Width 

T’Glide 

Turboglide 

Tec. 

Tecumseh 

Th. 

Thick, Thickness 

Torq. 

Torqmatic 

Trac. Pac. 

Tractor Package 

Trans. 

Transmission 

Trlr. 

Trailer 

Trk. 

Truck 

Turbo 

Turbocharged 

U 

Upper 

Univ. 

Universal 

V. 

Volts 

V.P. 

Vacuum Pump 

Vac. 

Vacuum 

Vent. 

Ventilator 

Vert. 

Vertical 

W / 

With 

W/O 

Without 

W. 

Watts 

W.B. 

Wheelbase 

W.P. 

Water Pump 

Wauk. 

Waukesha 

Westh. 

Westinghouse 

Wgn. 

Wagon 

Wise. 

Wisconsin 

X.C. (XC) 

Extra Cooling 

& 

And 

2WD 

2 Wheel Drive 

4WD 

4 Wheel Drive 

4WS 

4 Wheel Steering 
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Index by Make 

MEDIUM/HEAVY TRUCKS 


Manufacturer 

Page Number 

Manufacturer 

Page Number 

Manufacturer 

Page Number 

Autocar. 

. 1-4 

Hino. 

. 205-207 

Reo. 

. 372-405 

Brockway. 

. 4-6 

International/Navistar. 

. 207-320 

Seagrave. 

. 405 

Chevrolet. 

. 6-42 

Isuzu. 

. 320-321 

Studebaker. 

. 405-406 

Diamond Reo. 

. 42-44 

Iveco. 

. 321 

UD (Nissan). 

. 406-407 

Divco. 

. 45-51 

Kenworth. 

. 321-332 

Volvo. 

. 407-408 

Dodge. 

. 51-61 

Mack. 

. 333-350 

Walter. 

. 408 

Duplex. 

. 61 

Magirus. 

. 350 

Ward La France. 

. 408-409 

F.W.D. 

. 61-66 

Marmon. 

. 350-352 

Western Star. 

. 409-411 

Ford. 

. 66-156 

Mercedes-Benz. 

. 352-353 

White. 

. 411-424 

Freightliner. 

. 156-167 

Mitsubishi Fuso. 

. 353 

White-GMC. 

. 424-428 

GMC. 

. 167-205 

Oshkosh. 

. 354-356 

Winnebago. 

. 428 

Hendrickson. 

. 205 

Peterhilt. 

. .055-372 








NOTE: Throughout this entire catalog, click on any item name or page number to jump directly to that item or page. 
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Model and Manufacturer Index 


Model 


1 


10 Series. 

11 Series. 

12 Series. 

12-11. 

12-12. 

12- 14. 

13 Series. 

13- 14. 

13-210. 

13-210. 

14 Series. 

15 Series. 

15-14. 

18-14. 

18-16. 

19 Series. 

100 Series.... 
112. 

113 . 

114 Series.... 
120 Series.... 
122 Series.... 
124 Series.... 
134 Series.... 

140. 

150. 

154 Series.... 

160A11. 

160A13. 

170 . 

171 . 

181. 

182. 

191 . 

192 . 

196. 

1013. 

1113. 

1115 . 

1116 . 

1117. 

1200. 

1200 Series.. 

1219. 

1223T. 

1225. 

1316. 

1319. 

1368. 

1419. 

1452 SC. 

1500 Series.. 

1500A. 

1500B. 

1500C. 

1500D. 

1525. 

1600. 

1624. 

1650. 

1652 SC. 

1654. 

1700. 

1703. 

1724. 

1750. 

1754. 

1800. 

1824. 

1850. 

1854. 

1890. 

1910A. 

1924 . 

1925 . 

1954 . 

1955 . 

10000 Series 


Manufacturer 

Model 

Manufacturer 

Divco 

2R14. 

2 

. Studebaker 

Divco 

2R15. 

. Studebaker 

Divco 

2R16. 

. Studebaker 

Iveco 

2R17. 

. Studebaker 

Iveco 

20 Series. 

. Reo 

Iveco 

21 Series. 

. Divco 

Divco 

21 Series. 

. Reo 

Iveco 

22 Series. 

. Divco 

Kenworth 

22 Series. 

. Reo 

Peterbilt 

22-210. 

. Kenworth 

Divco 

22-210. 

. Peterbilt 

Divco 

23 Series. 

. Divco 

Iveco 

23 Series. 

. Reo 

Iveco 

23-16. 

. Iveco 

Iveco 

24 Series. 

. Divco 

Reo 

200. 

. Peterbilt 

Divco 

200 Series. 

. Divco 

Scania 

200A13. 

. Magirus 

Scania 

206 Series. 

. Divco 

Divco 

214 Series. 

. Divco 

Reo 

220. 

. Kenworth 

Reo 

222. 

. F.W.D. 

Divco 

224. 

. Peterbilt 

Divco 

224 Series. 

. Divco 

F.W.D. 

227. 

. Peterbilt 

Kenworth 

232. 

. F.W.D. 

Divco 

233 D. 

. F.W.D. 

Magirus 

244 Series. 

. Divco 

Magirus 

257. 

. Brockway 

F.W.D. 

258. 

. Brockway 

F.W.D. 

260. 

. Brockway 

F.W.D. 

264. 

. F.W.D. 

F.W.D. 

265. 

. F.W.D. 

F.W.D. 

265. 

. Peterbilt 

F.W.D. 

280 Series. 

. GMC 

F.W.D. 

281. 

. Peterbilt 

Mercedes-Benz 

282. 

. Peterbilt 

Mercedes-Benz 

284. 

. F.W.D. 

F.W.D. 

284 D. 

. F.W.D. 

Mercedes-Benz 

285. 

. F.W.D. 

Mercedes-Benz 

285D. 

. F.W.D. 

White 

286. 

. F.W.D. 

White 

289. 

. Peterbilt 

Mercedes-Benz 

2000 Series. 

. International/Navistar 

Volvo 

2010A. 

. International/Navistar 

Volvo 

2050. 

. International/Navistar 

Mercedes-Benz 

2050A. 

. International/Navistar 

Mercedes-Benz 

2070. 

. International/Navistar 

Mercedes-Benz 

2070A. 

. International/Navistar 

Mercedes-Benz 

2100. 

. International/Navistar 

International/Navistar 

2110A. 

. International/Navistar 

White 

2114. 

. F.W.D. 

International/Navistar 

2115. 

. F.W.D. 

International/Navistar 

2116. 

. F.W.D. 

International/Navistar 

2117. 

. F.W.D. 

International/Navistar 

2125. 

. International/Navistar 

Mercedes-Benz 

2155. 

. International/Navistar 

International/Navistar 

2161. 

. F.W.D. 

International/Navistar 

2173. 

. F.W.D. 

International/Navistar 

2200. 

. International/Navistar 

International/Navistar 

2216. 

. F.W.D. 

International/Navistar 

2217. 

. F.W.D. 

International/Navistar 

2272. 

. F.W.D. 

International/Navistar 

2275. 

. International/Navistar 

International/Navistar 

2276. 

. F.W.D. 

International/Navistar 

2276. 

. International/Navistar 

International/Navistar 

2300 Series. 

. White 

International/Navistar 

2316. 

. F.W.D. 

International/Navistar 

2317. 

. F.W.D. 

International/Navistar 

2375. 

. International/Navistar 

International/Navistar 

2377. 

. F.W.D. 

International/Navistar 

2524. 

. International/Navistar 

International/Navistar 

2554. 

. International/Navistar 

International/Navistar 

2574. 

. International/Navistar 

International/Navistar 

2575. 

. International/Navistar 

International/Navistar 

2624. 

. International/Navistar 

International/Navistar 

2654. 

. International/Navistar 

Chevrolet 

2674. 

. International/Navistar 


Model 


Manufacturer 


2 - Continued 

2675. International/Navistar 


3 


3R14. 

. Studebaker 

3R15. 

. Studebaker 

3R16. 

. Studebaker 

3R17. 

. Studebaker 

30 Series. 

. Reo 

31 Series. 

. Divco 

33 Series. 

. Divco 

34 Series. 

. Divco 

36 Series. 

. Divco 

37 Series. 

. Divco 

300. 

. Peterbilt 

300 Series. 

. Divco 

300 Series. 

. GMC 

306 Series. 

. Divco 

310. 

. Peterbilt 

320. 

. Peterbilt 

324 D. 

. F.W.D. 

325 D. 

. F.W.D. 

326. 

. F.W.D. 

327. 

. F.W.D. 

327 D. 

. F.W.D. 

332. 

. F.W.D. 

334 Series. 

. Divco 

336. 

. F.W.D. 

340 Series. 

. GMC 

344 Series. 

. Divco 

348. 

. Peterbilt 

349. 

. Peterbilt 

350 Series. 

. GMC 

351. 

. Peterbilt 

352. 

. Peterbilt 

353. 

. Peterbilt 

354. 

. F.W.D. 

355. 

. F.W.D. 

357. 

. Peterbilt 

358. 

. Brockway 

359. 

. Brockway 

359. 

. Peterbilt 

360. 

. Brockway 

361. 

. Brockway 

362. 

. Peterbilt 

364 Series. 

. Divco 

364 D. 

. F.W.D. 

364HD Series. 

. Divco 

365 D. 

. F.W.D. 

366. 

. F.W.D. 

367. 

. F.W.D. 

368 D. 

. F.W.D. 

370 Series. 

. GMC 

372. 

. Peterbilt 

374 Series. 

. Divco 

375. 

. Peterbilt 

376. 

. Peterbilt 

377. 

. Peterbilt 

378. 

. Peterbilt 

379. 

. Peterbilt 

387. 

. Peterbilt 

3000 Series. 

. White 

3115. 

. F.W.D. 

3116. 

. F.W.D. 

3117. 

. F.W.D. 

3161. 

. F.W.D. 

3173. 

. F.W.D. 

3216. 

. F.W.D. 

3217. 

. F.W.D. 

3272. 

. F.W.D. 

3276. 

. F.W.D. 

3316. 

. F.W.D. 

3317. 

. F.W.D. 

3361 . 

. F.W.D. 

3377. 

. F.W.D. 

3800 Series. 

. Western Star 
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Model and Manufacturer Index 


Model 


40 Series.... 

41 Series.... 

42 Series.... 

43 Series.... 

44 Series.... 

45 Series.... 

46 Series.... 

400. 

400 Series.. 

406 D. 

407 . 

409 D. 

410 Series.. 
431 Series.. 

450. 

450 Series.. 

456 D. 

457 . 

459. 

459 D. 

466 D. 

469 D. 

470 Series.. 

486 D. 

487 . 

489 D. 

4000 Series 
4000 Series 

4116 . 

4117 . 

4161. 

4173. 

4200. 

4217. 

4270. 

4276. 

4300. 

4317. 

4370. 

4377. 

4600. 

4700. 

4800. 

4800 Series 

4900. 

4900 Series 


50 Series... 

50 Series... 

51 Series... 

52 Series... 

53 Series... 

54 Series... 

54 F. 

54 P. 

55 Series... 

56 Series... 

57 Series... 

57L. 

57 P. 

57 R. 

58 Series... 

500. 

500. 

500 Series. 

506 Series. 

507 . 

521. 

532 Series. 
550 Series. 

5000. 

5000 Series 
5000 Series 
5000 Series 

5010. 

5050. 

5070. 

5117. 

5161. 

5173. 


4 


5 


Manufacturer 


Divco 

Divco 

Divco 

Divco 

Divco 

Divco 

Divco 

International/Navistar 

GMC 

F.W.D. 

F.W.D. 

F.W.D. 

GMC 

Reo 

Brockway 

GMC 

F.W.D. 

F.W.D. 

Brockway 

F.W.D. 

F.W.D. 

F.W.D. 

GMC 

F.W.D. 

F.W.D. 

F.W.D. 

Chevrolet 

White 

F.W.D. 

F.W.D. 

F.W.D. 

F.W.D. 

International/Navistar 

F.W.D. 

International/Navistar 

F.W.D. 

International/Navistar 

F.W.D. 

International/Navistar 

F.W.D. 

International/Navistar 
International/Navistar 
International/Navistar 
Western Star 
International/Navistar 
Western Star 


Divco 

Reo 

Divco 

Divco 

Divco 

Divco 

Marmon 

Marmon 

Divco 

Divco 

Divco 

Marmon 

Marmon 

Marmon 

Divco 

International/Navistar 

Kenworth 

GMC 

Reo 

F.W.D. 

F.W.D. 

Reo 

GMC 

International/Navistar 

Chevrolet 

International/Navistar 

White 

International/Navistar 

International/Navistar 

International/Navistar 

F.W.D. 

F.W.D. 

F.W.D. 


Model Manufacturer 


5 - Continued 

5217. F.W.D. 

5276. F.W.D. 

5317. F.W.D. 

5377. F.W.D. 

5900 Series. Western Star 

6 

6M104. Marmon 

6M254. Marmon 

6M354. Marmon 

6M504. Marmon 

6PM354. Marmon 

6PM504. Marmon 

64C. Marmon 

64D-1234. Oshkosh 

64D-1634. Oshkosh 

64D-1638. Oshkosh 

64D-1644. Oshkosh 

64D-1660. Oshkosh 

65C. Marmon 

66C. Marmon 

600. International/Navistar 

600 Series. GMC 

606D. F.W.D. 

607. F.W.D. 

609D. F.W.D. 

620 Series. GMC 

630 Series. GMC 

630 Series. Reo 

650 Series. GMC 

660 Series. GMC 

662 Series. Reo 

6000 Series. Chevrolet 

6000 Series. White 

6217. F.W.D. 

6277. F.W.D. 

6317. F.W.D. 

6379. F.W.D. 

6900 Series. Western Star 

7 

70 Series. Divco 

71 Series. Divco 

72 Series. Divco 

73 Series. Divco 

74 Series. Divco 

75 Series. Divco 

76 Series. Divco 

700. International/Navistar 

703 Series. Reo 

707. F.W.D. 

720 Series. Reo 

730 Series. Reo 

740 Series. GMC 

750. F.W.D. 

750 Series. GMC 

758. Brockway 

760 . Brockway 

761 . Brockway 

762 . Brockway 

7000 Series. Chevrolet 

7000 Series. White 

7070B. International/Navistar 

7100. International/Navistar 

8 

8E5. Studebaker 

8MC. Marmon 

8MC2. Marmon 

800. Kenworth 

800 Series. GMC 

820 Series. GMC 

830 Series. Reo 

860 Series. GMC 

870 Series. GMC 

8000 Series. Chevrolet 

8100. International/Navistar 

8200. International/Navistar 

8300. International/Navistar 


Model Manufacturer 


9 


900. 

. International/Navistar 

900. 

. Kenworth 

900 Series. 

. GMC 

910 Series. 

. GMC 

920 Series. 

. GMC 

930 Series. 

. GMC 

948. 

. Mercedes-Benz 

950 Series. 

. GMC 

970 Series. 

. GMC 

980 Series. 

. GMC 

9000 Series. 

. Chevrolet 

9000 Series. 

. White 

9300. 

. International/Navistar 

9370. 

. International/Navistar 

9400. 

. International/Navistar 

9600. 

. International/Navistar 

9700. 

. International/Navistar 


A 

A60. 

. Chevrolet 

A80. 

. Chevrolet 

A150. 

. International/Navistar 

A160. 

. International/Navistar 

A170. 

. International/Navistar 

A375 Series. 

. Reo 

A475 Series. 

. Reo 

A600 Series. 

. Reo 

A700 Series. 

. Reo 

A800 Series. 

. Reo 

A Series. 

. Autocar 

A Series. 

. Oshkosh 

AC150. 

. International/Navistar 

AC160. 

. International/Navistar 

AC170. 

. International/Navistar 

AC400 Series. 

. Reo 

AC500 Series. 

. Reo 

AC600 Series. 

. Reo 

AC700 Series. 

. Reo 

AC800 Series. 

. Reo 

AC Series. 

. Autocar 

ACF150. 

. International/Navistar 

ACF160. 

. International/Navistar 

ACF170. 

. International/Navistar 

ACL64B Autocar.... 

. White 

ACM64 Autocar. 

. White 

ACO190. 

. International/Navistar 

AC0195. 

. International/Navistar 

ACO200. 

. International/Navistar 

ACO220. 

. International/Navistar 

ACOF190. 

. International/Navistar 

ACOF200. 

. International/Navistar 

AEB. 

. Walter 

AGB. 

. Walter 

AGR. 

. Walter 

AM 150. 

. International/Navistar 

AM 160. 

. International/Navistar 

AM170. 

. International/Navistar 

AMC150. 

. International/Navistar 

AMC160. 

. International/Navistar 

AMC170. 

. International/Navistar 

Astro. 

. GMC 

AT Series. 

. Autocar 

Autohauler. 

. Volvo 


B 

B150. 

. International/Navistar 

B160. 

. International/Navistar 

B170. 

. International/Navistar 

B180. 

. International/Navistar 

B630 Series. 

. Reo 

B700 Series. 

. Reo 

B730 Series. 

. Reo 

B830 Series. 

. Reo 

B Series. 

. Crane Carrier Co 

B Series. 

. Mack 

B Series. 

. Oshkosh 

B Series. 

. Walter 

BC150. 

. International/Navistar 

BC160. 

. International/Navistar 

BC170. 

. International/Navistar 


A4 














































































































































































































































Model and Manufacturer Index 


Model Manufacturer 


B - Continued 

BC180. International/Navistar 

BC1810. International/Navistar 

BC1890. International/Navistar 

BCF170. International/Navistar 

BCF180. International/Navistar 

BCF1890. International/Navistar 

Binder 1600. International/Navistar 

Binder 1624. International/Navistar 

Binder 1700. International/Navistar 

Binder 1724. International/Navistar 

Binder 1800. International/Navistar 

Binder 1824. International/Navistar 

Bison. Chevrolet 

Brigadier. GMC 

Bruin. Chevrolet 

Brute. Kenworth 

C 

C1F. Dodge 

C1G. Dodge 

Cl FI. Dodge 

C1J. Dodge 

C1K. Dodge 

C1R. Dodge 

C1T. Dodge 

CIV. Dodge 

C3A. Dodge 

C3AK. Dodge 

C3AKM. Dodge 

C3AT. Dodge 

C3ATAS. Dodge 

C3AY. Dodge 

C3F. Dodge 

C3G. Dodge 

C3H. Dodge 

C3HH. Dodge 

C3J. Dodge 

C3K. Dodge 

C3R. Dodge 

C3T. Dodge 

C3V. Dodge 

C6-2138. F.W.D. 

C8-2148. F.W.D. 

C40. Chevrolet 

C50. Chevrolet 

C60. Chevrolet 

C70. Chevrolet 

C80. Chevrolet 

C90. Diamond Reo 

C92. Diamond Reo 

Cl 01. Diamond Reo 

Cl 14. Diamond Reo 

Cl 16. Diamond Reo 

Cl 16. Giant Trucks 

Cl 19. Diamond Reo 

Cl 50. International/Navistar 

C200 Series. Reo 

C300 Series. Reo 

C400 Series. Reo 

C500. Dodge 

C500. Ford 

C500. Kenworth 

C500 Series. Reo 

C550. Ford 

C600. Dodge 

C600. Ford 

C700. Dodge 

C700. Ford 

C750. Ford 

C800. Dodge 

C800. Ford 

C850. Dodge 

C850. Ford 

C900. Dodge 

C900. Ford 

C950. Ford 

Cl 000. Dodge 

Cl 000. Ford 

Cl 100. Ford 

Cl 500. International/Navistar 

Cl 704. Marmon 


Model Manufacturer 


C - Continued 

Cl 804. Marmon 

Cl 854. Marmon 

C2044. Oshkosh 

C2056. Oshkosh 

C5000. GMC 

C5000 C5D Series. GMC 

C6000. Ford 

C6000. GMC 

C6000 C6D Series. GMC 

C6500. GMC 

C7000. Ford 

C7000. GMC 

C7000 C7D Series. GMC 

C8000. Ford 

Cl 0164. Reo 

Cl 1004. Marmon 

C M & S 6000. GMC 

C M & S 6500. GMC 

C M & S 7000. GMC 

C Series. Autocar 

C Series. F.W.D. 

CD50. Chevrolet 

CD60. Chevrolet 

CD6500. GMC 

CE40. Chevrolet 

CE50. Chevrolet 

CE60. Chevrolet 

CE4500. GMC 

CE5000. GMC 

CE5500. GMC 

CE6000. GMC 

CE6500. GMC 

CE9500. GMC 

CF65. Diamond Reo 

CF68. Diamond Reo 

CF6000. Ford 

CF7000. Ford 

CF8000. Ford 

CFT8000. Ford 

CG50. Chevrolet 

CG60. Chevrolet 

CG5500. GMC 

CG6000. GMC 

CH9500. GMC 

CFH Series. Mack 

CFHDT. Marmon 

CI9500. GMC 

CJ9500. GMC 

CL9000. Ford 

CL Series. Autocar 

CLA. UD (Nissan) 

CLT9000. Ford 

CM60. Chevrolet 

CM504. Marmon 

CM604. Marmon 

CM704. Marmon 

CM754. Marmon 

CM804. Marmon 

CM904. Marmon 

CM5500. GMC 

CM6500. GMC 

CM Series. Mack 

CMA. UD (Nissan) 

CMM5. Marmon 

CMM5T. Marmon 

CMM6. Marmon 

CMM6T. Marmon 

CN900. Dodge 

CN950. Dodge 

CNT800. Dodge 

CNT900. Dodge 

CNT950. Dodge 

CNT1000. Dodge 

CO50. Diamond Reo 

C054. Diamond Reo 

C078. Diamond Reo 

C088. Diamond Reo 

COI80-184. International/Navistar 

CO190. International/Navistar 

CO200. International/Navistar 

CO220. International/Navistar 

COI 600. International/Navistar 


Model 


Manufacturer 


C - Continued 


CO1610A. 

CO1610B. 

CO1630A. 

CO1710A. 

C017103. 

CO1730A. 

CO1750A. 

CO1750B. 

CO1810A. 

CO1810B. 

CO1830A. 

CO1850A. 

CO1850B. 

CO1910A. 

CO1910B. 

CO1950A. 

CO1950B. 

CO4010. 

C04070A. 

C04070B. 

CO5370. 

CO9670. 

COE. 

COF190. 

COF220. 

COF1810A. 

COF1810B. 

COF1819A. 

COF1910A. 

COF1910B. 

COF1950A. 

COF1950B. 

COF4010. 

COF4070A. 

COF4070B. 

COF4090A. 

COF5050. 

COF5370. 

COF5870. 

COF9670. 

Construcktor 2 Series 
Construcktor Series.... 

COT4010. 

CPB. 

CPC. 

CS50. 

CS60. 

CS4500. 

CS5000. 

CS5500. 

CS6000. 

CS Series. 

CT700. 

CT700. 

CT750. 

CT800. 

CT800. 

CT850. 

CT850. 

CT900. 

CT900. 

CT950. 

CT8000. 


International/Navistar 

International/Navistar 

International/Navistar 

International/Navistar 

International/Navistar 

International/Navistar 

International/Navistar 

International/Navistar 

International/Navistar 

International/Navistar 

International/Navistar 

International/Navistar 

International/Navistar 

International/Navistar 

International/Navistar 

International/Navistar 

International/Navistar 

International/Navistar 

International/Navistar 

International/Navistar 

International/Navistar 

International/Navistar 

White 

International/Navistar 

International/Navistar 

International/Navistar 

International/Navistar 

International/Navistar 

International/Navistar 

International/Navistar 

International/Navistar 

International/Navistar 

International/Navistar 

International/Navistar 

International/Navistar 

International/Navistar 

International/Navistar 

International/Navistar 

International/Navistar 

International/Navistar 

Autocar 

White 

International/Navistar 
UD (Nissan) 

UD (Nissan) 

Chevrolet 

Chevrolet 

GMC 

GMC 

GMC 

GMC 

Mack 

Dodqe 

Ford 

Ford 

Dodqe 

Ford 

Dodqe 

Ford 

Dodge 

Ford 

Ford 

Ford 


D 


D50. Chevrolet 

D60. Chevrolet 

D300 Series. Reo 

D400. Dodge 

D400. International/Navistar 

D400 Series. Reo 

D430 Series. Reo 

D500. Dodge 

D500 Series. Reo 

D600. Dodge 

D600 Series. Reo 

D603 Series. Reo 

D630 Series. Reo 

D633 Series. Reo 

D700. Dodge 

D700 Series. Reo 
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Model and Manufacturer Index 


Model 

Manufacturer 

D 

Continued 

D703 Series. 

. Reo 

D730 Series. 

. Reo 

D733 Series. 

. Reo 

D800. 

. Dodge 

D900. 

. Dodge 

D1500. 

. International/Navistar 

D3500 . 

. GMC 

D4000 . 

. GMC 

D Series. 

. Crane Carrier Co 

DB4000. 

. GMC 

DBH5000. 

. GMC 

DC101. 

. Diamond Reo 

DC400. 

. International/Navistar 

DC Series. 

. Autocar 

DCF400. 

. International/Navistar 

DCL430 Series.... 

. Reo 

DCL633 Series.... 

. Reo 

DCL703 Series.... 

. Reo 

DCL730 Series.... 

. Reo 

DCL733 Series.... 

. Reo 

DCOF405. 

. International/Navistar 

DCOT405. 

. International/Navistar 

DE9500. 

. GMC 

DF300 Series. 

. Reo 

DF330 Series. 

. Reo 

DF400. 

. International/Navistar 

DF400 Series. 

. Reo 

DF430 Series. 

. Reo 

DF500 Series. 

. Reo 

DF530 Series. 

. Reo 

DF600 Series. 

. Reo 

DF630 Series. 

. Reo 

DF700 Series. 

. Reo 

DF730 Series. 

. Reo 

DH5000. 

. GMC 

DJ9500. 

. GMC 

DK Series. 

. Autocar 

DL603 Series. 

. Reo 

DL630 Series. 

. Reo 

DL703 Series. 

. Reo 

DL730 Series. 

. Reo 

DL733 Series. 

. Reo 

DM Series. 

. Mack 

DMM Series. 

. Mack 

DN1000. 

. Dodge 

DNT1000. 

. Dodge 

DS4000. 

. GMC 

DS Series. 

. Autocar 

DW5000. 

. GMC 

DW9500. 

. GMC 


E 

E2. 

. Studebaker 

E3. 

. Studebaker 

E13. 

. Studebaker 

E14. 

. Studebaker 

E15. 

. Studebaker 

E16. 

. Studebaker 

E17. 

. Studebaker 

E25. 

. Studebaker 

E28. 

. Studebaker 

E35. 

. Studebaker 

E38. 

. Studebaker 

E40. 

. Studebaker 

E45. 

. Studebaker 

E80. 

. Chevrolet 

E200 Series. 

. Reo 

E300 Series. 

. Reo 

E330 Series. 

. Reo 

E350. 

. Ford 

E400 Series. 

. Reo 

E430 Series. 

. Reo 

E440 Series. 

. Reo 

E500 Series. 

. Reo 

E510 Series. 

. Reo 

E530 Series. 

. Reo 

E540 Series. 

. Reo 

E630 Series. 

. Reo 

E700 Series. 

. Reo 

E730 Series. 

. Reo 

EG4500. 

. GMC 


Model Manufacturer 


E - Continued 

EG5500. GMC 

EG6500. GMC 

EM4500. GMC 

EM5500. GMC 

EM6500. GMC 

ES4500. GMC 

ETG70. Chevrolet 

Euro 110. Iveco 

EVR. Isuzu 

F 

F6. Volvo 

F7. Volvo 

F86. Volvo 

F500. Ford 

F600. Ford 

F700. Ford 

F750. Ford 

F800. Ford 

F850. Ford 

F880. Ford 

F900. Ford 

F950. Ford 

FI 000. Ford 

F1100. Ford 

FI 504. Marmon 

FI 604. Marmon 

FI 700. International/Navistar 

FI 704. Marmon 

FI 754. Marmon 

FI 800. International/Navistar 

FI 834. Oshkosh 

FI 850. International/Navistar 

FI 854. Marmon 

FI 910A. International/Navistar 

FI 924. International/Navistar 

FI 954. International/Navistar 

FI 954. Marmon 

F2000D. International/Navistar 

F2010A. International/Navistar 

F2050. International/Navistar 

F2050A. International/Navistar 

F2070A. International/Navistar 

F2125. International/Navistar 

F2275. International/Navistar 

F2276. International/Navistar 

F2375. International/Navistar 

F2524. International/Navistar 

F2554. International/Navistar 

F2574. International/Navistar 

F2575. International/Navistar 

F2624. International/Navistar 

F2654. International/Navistar 

F2674. International/Navistar 

F2675. International/Navistar 

F4200. International/Navistar 

F4270. International/Navistar 

F4300. International/Navistar 

F4370. International/Navistar 

F5010. International/Navistar 

F5050. International/Navistar 

F5070. International/Navistar 

F5070B. International/Navistar 

F6000. Ford 

F7000. Ford 

F7070B. International/Navistar 

F8000. Ford 

F8500M. International/Navistar 

F9370. International/Navistar 

F11004. Marmon 

F Series. Crane Carrier Co 

F Series. Mack 

F Series. Oshkosh 

F Super Duty. Ford 

FA14. Hino 

FBI4. Hino 

FD16. Hino 

FD17. Hino 

FE. Mitsubishi Fuso 

FE6. Volvo 

FE7. Volvo 


Model 


Manufacturer 


F - Continued 


FE16. 

. Hino 

FE17. 

. Hino 

FE19. 

. Hino 

FE9500. 

. GMC 

FF17. 

. Hino 

FF19. 

. Hino 

FFB. 

. Walter 

FFBL. 

. Walter 

FFK. 

. Walter 

FG. 

. Mitsubishi Fuso 

FH. 

. Mitsubishi Fuso 

Fire Truck. 

. Hendrickson 

Fire Truck. 

. Ward La France 

FJ9500. 

. GMC 

FK. 

. Mitsubishi Fuso 

FL Series. 

. Mack 

FLA. 

. Freightliner 

FLC. 

. Freightliner 

FLD. 

. Freightliner 

FLT. 

. Freightliner 

FM. 

. Mitsubishi Fuso 

Forward W4. 

. GMC 

Forward W5. 

. GMC 

Forward W6. 

. GMC 

Forward W7. 

. GMC 

FS Series. 

. Mack 

FSR. 

. Isuzu 

FT800. 

. Ford 

FT900. 

. Ford 

FTR. 

. Isuzu 

FVR. 

. Isuzu 

FW9500. 

. GMC 

FYM. 

. Walter 

FZM. 

. Walter 


G 


GC17. 

. Hino 

General. 

. GMC 

GR. 

. Duplex 

GR6. 

. Duplex 


H 


H. 

. F.W.D. 

H. 

. Hendrickson 

HI. 

. Hendrickson 

H3. 

. Hendrickson 

H70. 

. Chevrolet 

H80. 

. Chevrolet 

H90. 

. Chevrolet 

H950. 

. Ford 

HI 000. 

. Ford 

H7500. 

. GMC 

H8500. 

. GMC 

H9500. 

. GMC 

HA. 

. F.W.D. 

HD950. 

. Ford 

HD1000. 

. Ford 

HDT. 

. Marmon 

HDT850. 

. Ford 

HDT950. 

. Ford 

HE90. 

. Chevrolet 

HE9500. 

. GMC 

HG. 

. F.W.D. 

HG70. 

. Chevrolet 

HG7500. 

. GMC 

HH9500. 

. GMC 

HI9500. 

. GMC 

HJ70. 

. Chevrolet 

HJ7500. 

. GMC 

HJ9500. 

. GMC 

HM70. 

. Chevrolet 

HM80. 

. Chevrolet 

HM5500. 

. GMC 

HM7500. 

. GMC 

HM8500. 

. GMC 

HN90. 

. Chevrolet 

HN9500. 

. GMC 

HR. 

. F.W.D. 

HRT. 

. F.W.D. 

HRU. 

. F.W.D. 

HT850. 

. Ford 
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Model and Manufacturer Index 


Model 


Manufacturer 


H - Continued 


HT950. 

. Ford 

Hustler. 

. Kenworth 

Hustler 200. 

. Kenworth 

HV70. 

. Chevrolet 

HV7500. 

. GMC 

HY7500. 

. GMC 


J 


J70. 

. Chevrolet 

J80. 

. Chevrolet 

J90. 

. Chevrolet 

J7500. 

. GMC 

J8500. 

. GMC 

J9500. 

. GMC 

JC90. 

. Chevrolet 

JE90. 

. Chevrolet 

JE9500. 

. GMC 

JG70. 

. Chevrolet 

JG7500. 

. GMC 

JH9500. 

. GMC 

JI9500. 

. GMC 

JJ70. 

. Chevrolet 

JJ7500. 

. GMC 

JJ9500. 

. GMC 

JM70. 

. Chevrolet 

JM80. 

. Chevrolet 

JM7500. 

. GMC 

JM8500. 

. GMC 

JN90. 

. Chevrolet 

JN7500. 

. GMC 

JN8500. 

. GMC 

JN9500. 

. GMC 

JV70. 

. Chevrolet 

JV80. 

. Chevrolet 

JV7500. 

. GMC 

JV8500. 

. GMC 

JY7500. 

. GMC 


K 


K. 

. Duplex 

K100. 

. Kenworth 

K130. 

. Kenworth 

K150. 

. Kenworth 

K220. 

. Kenworth 

K501. 

. Duplex 

KM Series. 

. Autocar 

KS. 

. Isuzu 


L 


L. Duplex 

L6. Duplex 

L50. Chevrolet 

L60. Chevrolet 

L600. Dodge 

L700. Dodge 

L700. Kenworth 

L800. Ford 

L880. Ford 

L900. Ford 

L6602. Duplex 

L8000. Ford 

L9000. Ford 

L Series. Crane Carrier Co 

L Series. Oshkosh 

LA8000. Ford 

LA9000. Ford 

LC600. Duplex 

LD. F.W.D. 

LD6. Marmon 

LD6P. Marmon 

LD7-4. Marmon 

LE Series. Crane Carrier Co 

LET Series. Crane Carrier Co 

LL9000. Ford 

LN600. Ford 

LN700. Ford 

LN750. Ford 

LN800. Ford 

LN900. Ford 

LN1000. Dodge 


Model 

Manufacturer 

L 

Continued 

LN6000. 

. Ford 

LN7000. 

. Ford 

LN8000. 

. Ford 

LN9000. 

. Ford 

LNT800. 

. Ford 

LNT880. 

. Ford 

LNT900. 

. Ford 

LNT1000. 

. Dodge 

LNT8000. 

. Ford 

LNT9000. 

. Ford 

Loadstar 1500 . 

. International/Navistar 

LSI 000. 

. Dodge 

LS8000. 

. Ford 

LS9000. 

. Ford 

LT800. 

. Ford 

LT880. 

. Ford 

LT900. 

. Ford 

LT1000. 

. Dodge 

LT8000. 

. Ford 

LT9000. 

. Ford 

LTA9000. 

. Ford 

LTL9000. 

. Ford 

LTS800. 

. Ford 

LTS900. 

. Ford 

LTS8000 . 

. Ford 

LTS9000. 

. Ford 

M 

M6. 

. F.W.D. 

M15. 

. Studebaker 

M15A. 

. Studebaker 

M16. 

. Studebaker 

M17. 

. Studebaker 

Ml 8-34. 

. Oshkosh 

Ml 8-38. 

. Oshkosh 

Ml 8-44. 

. Oshkosh 

M20-48. 

. Oshkosh 

M34-34. 

. Oshkosh 

M50-50. 

. Oshkosh 

M65. 

. Chevrolet 

M70. 

. Chevrolet 

M80. 

. Chevrolet 

M90. 

. Chevrolet 

Ml 04. 

. Marmon 

M254. 

. Marmon 

M354. 

. Marmon 

M412CBE. 

. International/Navistar 

M504. 

. Marmon 

M604. 

. Marmon 

M612CAE. 

. International/Navistar 

M613CAE. 

. International/Navistar 

M613CBE. 

. International/Navistar 

M623CAE. 

. International/Navistar 

M623CBE. 

. International/Navistar 

M704. 

. Marmon 

M754. 

. Marmon 

M804. 

. Marmon 

M904. 

. Marmon 

Ml 500. 

. International/Navistar 

Ml 600. 

. International/Navistar 

Ml 700. 

. International/Navistar 

M2208. 

. Oshkosh 

M2209. 

. Oshkosh 

M4616. 

. Oshkosh 

M4817. 

. Oshkosh 

M4906. 

. Oshkosh 

M5817. 

. Oshkosh 

M5906. 

. Oshkosh 

M6123CAE. 

. International/Navistar 

M6123CBE. 

. International/Navistar 

M6500. 

. GMC 

M8234CBE. 

. International/Navistar 

M Series. 

. Crane Carrier Co 

MAI 500. 

. International/Navistar 

MB60. 

. Chevrolet 

MB623CBE. 

. International/Navistar 

MB6123CBE. 

. International/Navistar 

MB Series. 

. Mack 

MCI 600. 

. International/Navistar 

MCI 700. 

. International/Navistar 

MC9500. 

. GMC 


Model Manufacturer 


M - Continued 

MC Series. Mack 

ME6500. GMC 

ME9500. GMC 

Metro II. International/Navistar 

MH440. Marmon 

MH555 . Marmon 

MH610. Marmon 

MH615. Marmon 

MH620. Marmon 

MH625. Marmon 

MH630. Marmon 

MH9500. GMC 

MH Series. Mack 

MI90. Chevrolet 

MI9500. GMC 

MJ9500. GMC 

MM6500. GMC 

MR Series. Mack 

MS Series. Mack 

N 

N10. Volvo 

N12. Volvo 

N50. Chevrolet 

N60. Chevrolet 

N80. Chevrolet 

N500. Ford 

N600. Ford 

N700. Ford 

N750. Ford 

N850. Ford 

N950. Ford 

N1000. Ford 

Nil00. Ford 

N6000. Ford 

N7000. Ford 

N8000. Ford 

NPR. Isuzu 

NRR. Isuzu 

NT850. Ford 

NT950. Ford 

NT1000. Ford 

NT8000. Ford 

O 

OT5. Marmon 

P 

P4T042. Chevrolet 

P4T042. GMC 

P6T042. Chevrolet 

P6T042. GMC 

P30. Chevrolet 

P40. Chevrolet 

P50. Chevrolet 

P350. Ford 

P400. Dodge 

P400. Ford 

P500. Ford 

P600. Ford 

P3500. Ford 

P3500. GMC 

P5000. Ford 

P Series. Oshkosh 

PD. Kenworth 

PD200. Kenworth 

PS40. Chevrolet 

PS4500. GMC 

Q 

Q50. Chevrolet 

Q60. Chevrolet 

Q80. Chevrolet 

R 

R. Duplex 

R4. Marmon 

R5. Marmon 

R6. Marmon 
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Model and Manufacturer Index 


Model 

Manufacturer 

R - Continued 

R150. 

International/Navistar 

R160. 

International/Navistar 

R170. 

International/Navistar 

R180. 

International/Navistar 

R180-184. 

International/Navistar 

R184. 

International/Navistar 

R185. 

International/Navistar 

R190. 

International/Navistar 

R200. 

International/Navistar 

R210. 

International/Navistar 

R220. 

International/Navistar 

R230. 

International/Navistar 

R450. 

Duplex 

R Series. 

Mack 

R Series. 

Oshkosh 

RB44-2361. 

F.W.D. 

RC160. 

International/Navistar 

RC180. 

International/Navistar 

RD. 

Duplex 

RD Series. 

Mack 

RF170. 

International/Navistar 

RF190. 

International/Navistar 

RF200. 

International/Navistar 

RF210. 

International/Navistar 

RF220. 

International/Navistar 

RF230. 

International/Navistar 

RL Series. 

Mack 

RM150. 

International/Navistar 

RM Series. 

Mack 

Road Boss. 

White 

Road Boss 2 . 

White 

Road Commander. 

White 

Road Commander 2... 

White 

Road Xpeditor. 

White 

Road Xpeditor 2. 

White 

RS Series. 

Mack 

RU. 

F.W.D. 

RW Series. 

Mack 

RWL Series. 

Mack 

RWS Series. 

Mack 

S 


S150. 

International/Navistar 

S160. 

International/Navistar 

S170. 

International/Navistar 

SI 80-184. 

International/Navistar 

S2200 Series. 

International/Navistar 

S2500 Series. 

International/Navistar 

S Series. 

Autocar 

S Series. 

Oshkosh 

Seagrave. 

Seagrave 

SGI 9. 

Hino 

SG23. 

Hino 

SG231. 

Hino 

SMI 50. 

International/Navistar 

SMI 60. 

International/Navistar 

SU. 

F.W.D. 

T 


T40. 

Chevrolet 

T50. 

Chevrolet 

T60. 

Chevrolet 

T65. 

Chevrolet 

T70. 

Chevrolet 

T80. 

Chevrolet 

T90. 

Chevrolet 

T308. 

Duplex 

T400. 

Kenworth 

T450. 

Kenworth 

T600. 

Kenworth 

T700. 

Dodge 

T700. 

Ford 

T750. 

Ford 

T800. 

Dodge 

T800. 

Ford 

T800. 

Kenworth 

T850. 

Ford 

T900. 

Dodge 

T900. 

Ford 

T950. 

Ford 

T2000D. 

International/Navistar 


Model 

Manufacturer 

T - Continued 

T6000. 

GMC 

T6500. 

GMC 

T8000. 

Ford 

TD50. 

Chevrolet 

TD60. 

Chevrolet 

TE50. 

Chevrolet 

TE60. 

Chevrolet 

TE65. 

Chevrolet 

TE90. 

Chevrolet 

TE5500. 

GMC 

TE6500. 

GMC 

TE9500. 

GMC 

TG50. 

Chevrolet 

TG60. 

Chevrolet 

TG70. 

Chevrolet 

TG5500. 

GMC 

TG6000. 

GMC 

TG6500. 

GMC 

TG7500. 

GMC 

Tiltmaster W4. 

Chevrolet 

Tiltmaster W5. 

Chevrolet 

Tiltmaster W6. 

Chevrolet 

Tiltmaster W7. 

Chevrolet 

Titan. 

Chevrolet 

TJ70. 

Chevrolet 

TJ7500. 

GMC 

TJ9500. 

GMC 

TM65. 

Chevrolet 

TM70. 

Chevrolet 

TM80. 

Chevrolet 

TM5500. 

GMC 

TM6000. 

GMC 

TM6500. 

GMC 

TM7500. 

GMC 

TM8500. 

GMC 

Topkick. 

GMC 

Topkick C5500. 

GMC 

Topkick C6500. 

GMC 

Topkick C7500. 

GMC 

Topkick C8500. 

GMC 

Transtar 4300. 

International/Navistar 

TS5500. 

GMC 

TV70. 

Chevrolet 

TV7500. 

GMC 

TW9500. 

GMC 

u 

180. 

Chevrolet 

U Series. 

Mack 

U Series. 

Walter 

UD550T. 

UD (Nissan) 

UD1100. 

UD (Nissan) 

UD1800. 

UD (Nissan) 

UD2000. 

UD (Nissan) 

UD2300. 

UD (Nissan) 

UD2600. 

UD (Nissan) 

UD2800. 

UD (Nissan) 

UD3000. 

UD (Nissan) 

UD3300. 

UD (Nissan) 

UD Xpress. 

UD (Nissan) 

ULM4 Series. 

Divco 

ULM5 Series. 

Divco 

ULM6 Series. 

Divco 

ULM21 Series. 

Divco 

ULM22 Series. 

Divco 

UM6 Series. 

Divco 

UM7 Series. 

Divco 

UM8 Series. 

Divco 

UM9 Series. 

Divco 

UM9E6 Series. 

Divco 

UM11 Series. 

Divco 

UM12 Series. 

Divco 

UM13 Series. 

Divco 

UM14 Series. 

Divco 

V 

V5-4. 

Marmon 

V60. 

Chevrolet 

V80. 

Chevrolet 

VI90. 

International/Navistar 

V195. 

International/Navistar 


Model 


Manufacturer 


V - Continued 


V200. International/Navistar 

V210. International/Navistar 

V220. International/Navistar 

VCO190. International/Navistar 

VCO200. International/Navistar 

VCO220. International/Navistar 

VCO405. International/Navistar 

VCOF190. International/Navistar 

VCOF200. International/Navistar 

VCOF220. International/Navistar 

VCOF405. International/Navistar 

VCOT405. International/Navistar 

VF190. International/Navistar 

VF200. International/Navistar 

VF210. International/Navistar 


W 


W6. Chevrolet 

W6. GMC 

W7. Chevrolet 

W7. GMC 

W70. Chevrolet 

W80. Chevrolet 

W316. Oshkosh 

W500. Dodge 

W600. Dodge 

W650. Winnebago 

W715. Oshkosh 

W816. Oshkosh 

W826. Oshkosh 

W850. Winnebago 

W900. Kenworth 

W900. Oshkosh 

W909. Oshkosh 

W1000. Ford 

W1600. Oshkosh 

W2200. Oshkosh 

W9000. Ford 

WCA. White 

WCA Series. Volvo 

WCA Series. White GMC 

WCL. White 

WCL Series. White GMC 

WCM. White 

WCM Series. Volvo 

WCM Series. White GMC 

WCS. White 

WCS Series. Volvo 

WCS Series. White GMC 

WE9500. GMC 

Western Star Series... White 

WFC. Freightliner 

WFHD. Freightliner 

WFT. Freightliner 

WG. White 

WG Series. Volvo 

WG Series. White GMC 

WH Series. Volvo 

White Aero. White GMC 

WHL. White 

WHL Series. White GMC 

WHM. White 

WHR. White 

WHR Series. White GMC 

WHS. White 

WIA. White 

WIA Series. Volvo 

WIA Series. White GMC 

WIG. White 

WIL. White 

WIL Series. Volvo 

WIL Series. White GMC 

WIM. White 

WIM Series. Volvo 

WIM Series. White GMC 

WJ9500. GMC 

WL Series. Mack 

WM80. Chevrolet 

WM7500. GMC 

WM8500. GMC 

WS Series. Mack 


A8 

















































































































































































































































Model and Manufacturer Index 


Model Manufacturer Model Manufacturer Model Manufacturer 


W - Continued 

WSH Series. Western Star 

WSL. White 

WT1000. Ford 

WT9000. Ford 

WV7500. GVC 

WW90. Chevrolet 

WW9500. GYC 

WX. White 

WXD. White 

WXF. White 

WXL. White 

WXLL. White 

X 

Xpeditor. Volvo 

Xpeditor. White GMC 

Y 

Y80. Chevrolet 

YU. F.W.D. 

Z 

Z100. Iveco 

Z120TA. Iveco 

Z220T. Iveco 

Z340. Iveco 

Z Series. Walter 

ZU. F.W.D. 
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Belts and Coolant Hose 
for Medium/Heavy-Duty Trucks 
Alphabetical Listing (1990 & Older) 

Includes Truck Models Over 1 Ton Capacity 
(For Light Trucks, refer to the 431-2050 Catalog) 


If you cannot locate the application, refer to the 
Manufacturers’ Part Number or Competitive Changeover 
Listing in the Part Number Identification Guide. 


Order Belts and Hose by Gates Number. Manufacturers’ 
Part Number is shown for reference only. 


Application 

Mfr. Part No. 

Gates No. 

AUTOCAR - 

See Volvo Also 

CATERPILLAR 1674 DIESEL ENG. 

A SERIES 



1974-1972 



Belt - Fan & W.P. 

. 9L1130 

©49670HD 

Belt - Alt.; W/62A. Alt.. 

. 9L1096 

©49425HD 

Belt - Alt.; W/65A. Alt.. 

. 9L1126 

©49405HD 

Hose - Upper. 


<1)23562 

Hose - Lower. 


<r2 5/8” I.D. 

Hose - By Pass. 


1 1/4” I.D. 

DC SERIES 



1974-1972 




Application Mfr. Part No. Gates No. 

AUTOCAR - See Volvo Also 

- Continued 

CATERPILLAR 3208 DIESEL ENG. 

- Continued 

CONSTRUCTOR 2 SERIES - Continued 
1980-1979 - Continued 

Hose - Oil Cooler Outlet; (1979). s^=21380 

CATERPILLAR 3306 DIESEL ENG. 

AC SERIES 
1989-1988 


Belt-Fan. 1CH0510 @6899 

Belt - Fan & A.C. 027069970 ©49605HD 

S SERIES 

1974-1972 

Belt-Fan &W.P.9L1130 ©49670HD 

Belt - Alt.; W/62A. Alt.9L1096 D49425HD 

Belt - Alt.; W/65A. Alt.9L1126 ©49405HD 

Hose - Upper. @23562 

Hose - Lower. -*2 5/8” I.D. 

Hose - By Pass. 1 1/4” I.D. 

CATERPILLAR 1693 DIESEL ENG. 

A SERIES 

1977-1965 

Belt-Fan &W.P.9L1130 ©49670HD 

Belt - A.C. 49490HD 

Hose - Upper. @->3” I.D. 

Hose - Lower. @->3” I.D. 

CATERPILLAR 3208 DIESEL ENG. 

CONSTRUCKTOR 2 SERIES 

1980-1979 

Belt - Fan. 027069968 

Belt - W.P. 

Belt - Alt. & Air Brake Compr. 

Belt - P.S. 

Hose - Upper; (1979). 

Hose - Upper - Eng. To Pipe; (1980). 

Hose - Upper - Pipe To Rad.; (1980). 

Hose - Lower - Eng. To Pipe; (1980). 

Hose - Lower - Pipe To Rad.; (1980). 

Hose - Heater Inlet. 

Hose - Heater Outlet. 

Hose - Oil Cooler Inlet; (1979). 


Belt - Fan. ©♦49640HD 

Belt - Fan & Alt. 8001797 ©449463HD 

Belt - Fan To A.C. 49600HD 

Hose - Upper. 2 1/2” I.D. 

CONSTRUCKTOR 2 SERIES 

1979 

Belt - Fan. ©49680HD 

Belt - Alt. : 49480HD 

Hose - Upper - Eng. To Pipe. *2 1/2” I.D. 

Hose - Upper - Pipe To Rad. s«20760 

Hose - Lower - Eng. To Pipe. -^2 1/2” I.D. 

Hose - Lower - Pipe To Pipe. ^21400 

Hose - Lower - Pipe To Rad. s^=21115 

Hose - By Pass. 1 3/4” I.D. 

Hose - Heater. 5/8” I.D. 

DC SERIES 

1985 

Belt - Fan. ©♦49640HD 

Belt - Alt. : 49480HD 

Belt - A.C. ©♦49650HD 

Hose - Upper. @->2 1/2” I.D. 

Hose - Lower. @->2 1/2” I.D. 

Hose - By Pass. 1 3/4” I.D. 

Hose - Heater. 5/8” I.D. 

KM SERIES 

1980 

Belt - Fan. ©49680HD 

Belt - Alt. ©49480HD 

Hose - Upper - Eng. To Pipe. -*2 1/2” I.D. 

Hose - Upper - Pipe To Rad. s-^20760 

Hose - Lower - Eng. To Pipe. -*2 1/2” I.D. 

Hose - Lower - Pipe To Pipe. s*=21400 

Hose - Lower - Pipe To Rad. ^21115 


©49585HD 
©49440HD 
©♦49640HD 
©♦49555HD 
^20987 
s<21194 
^21194 
^20532 
^21297 
3/4” I.D. 
5/8” I.D. 
^<21381 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durlon ® Silicone Hose Recommended. O 
•*” Use Notched Belt Only. ♦ 

^ Cut To Fit. 4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

AUTOCAR - See Volvo Also 


Application Mfr. Part No. Gates No. 

AUTOCAR - See Volvo Also 


- Continued 


- Continued 


CATERPILLAR 3306 DIESEL ENG. 

- Continued 

KM SERIES - Continued 


CUMMINS L10 DIESEL ENG. - Continued 

DK SERIES; DS SERIES - Continued 
1988-1986 - Continued 


1980 - Continued 

Hose - By Pass. 1 3/4” I.D. 

Hose - Heater. 5/8” I.D. 


CATERPILLAR 3406 DIESEL ENG. 

AC SERIES 

1990-1988 


Belt - Fan; W/65" Belt O.C. 
(1990). 

,. 208043808 

Belt - Fan; W/66" Belt O.C. 
(1990). 

.. 1CH0510 

Belt - Fan; W/65" Belt O.C. 
(1989-1988). 

,. 208043808 

Belt - Fan; W/66" Belt O.C. 
(1989-1988). 

.. 1CH0510 


Belt - A.C. 


Hose - Upper; (1990). 

Hose - Upper; (1989-1988).... 
Hose - Lower - Eng. To Pipe 
Hose - Lower - Pipe To Rad. 


TR22648 

TR22664 

©TR22648 

©TR22664 
49605HD 
*2 1/2” I.D. 
©■>2 1/2” I.D. 
^21042 
■>3” I.D. 


Hose - Heater Inlet. 

Hose - Heater Outlet. 

AT SERIES 

1987-1983 

Belt - Fan; W/65" Belt O.C. 

Belt - Fan; W/66" Belt O.C. 

Belt - Alt. & A.C.; W/59 1/4" 
Belt O.C. 

208043808 

8001938 

027069969 

3/4” I.D. 
5/8” I.D. 

©TR22648 

©TR22657 

©♦49590HD 

Belt - Alt. & A.C.; W/York 



A.C. Compr.; W/60 3/4" Belt 



O.C. 


©49605HD 


Hose - Upper.. 
Hose - Lower.. 


©■>2 1/2” I.D. 
©■>3” I.D. 


Hose - By Pass. 1 1/4” I.D. 

Hose - Heater Inlet. s-=28474 

Hose - Heater Outlet. ^-=28466 

DC SERIES 


1985-1974 

Belt - Fan. 1CH0510 

Belt - Alt. & A.C. 027069970 

Hose - Upper; (1985-1983). 

Hose - Lower; (1985-1983). 

Hose - By Pass; (1985-1983). 

Hose - Heater Inlet; (1985-1983). 

Hose - Heater Outlet; (1985-1983). 


©TR22664 
©49605HD 
©■>2 1/2” I.D. 
©■>3” I.D. 

1 1/4” I.D. 
^28474 
-=28466 


CUMMINS L10 DIESEL ENG. 


AC SERIES 

1990-1988 

Belt - Fan; W/59" Belt O.C. 3034945 

Belt - Fan; W/62" Belt O.C. 

Belt - Alt. 3039376 

Belt - A.C. 8003839 


4K080585HD 

K080620 

♦K050350HD 

♦9365HD 


Hose - Upper; W/Low Flow Cool. Al” I.D. 

Hose - Upper; W/O Low Flow Cool. (1990) 2 1/4” I.D. 

Hose - Upper; W/O Low Flow Cool. 

(1989-1988). ©->2 1/4” I.D. 

Hose - Lower; W/Low Flow Cool. (1990). 1 1/4” I.D. 

Hose - Lower; W/O Low Flow Cool. (1990) ->2 1/4” I.D. 

Hose - Lower; W/Low Flow Cool. 

(1989-1988). A1 1/4” I.D. 

Hose - Lower; W/O Low Flow Cool. 

(1989-1988). ©->2 1/4” I.D. 

Hose - By Pass. 1 1/4” I.D. 

Hose - Heater. 3/4” I.D. 


DK SERIES; DS SERIES 

1988-1986 


Belt - Fan; (1987). 3034945 *K080585HD 


Belt - Fan; (1986). 

3034351 

4K080605HD 

Belt - Alt.; (1987-1986). 

3039376 

4K050350HD 

Belt - A.C.; (1987). 

027000344 

49570HD 

Hose - Upper; W/Low Flow Cool. 

▲1” I.D. 

Hose - Upper; W/O Low Flow Cool. 

©■>2 1/4” I.D. 

Hose - Lower; W/Low Flow Cool. 

▲1 1/4” I.D. 

Hose - Lower; W/O Low Flow Cool. 

©■>2 1/4” I.D. 

Hose - By Pass. 


1 1/4” I.D. 

Hose - Heater. 


3/4” I.D. 

CUMMINS 6-CYL 14.0 L DIESEL ENG. 

A SERIES 

1980-1974 

Belt - Fan; Preferred Belt 
(1977-1974). 

134809 

2/TR28492PB 

Belt - Fan; Optional Belt 
(1977-1974). 

134809 

©TR28492 

Belt - W.P.; (1977-1974). 

134999 

TR24438 

Belt - Alt.; (1977-1974). 

178427 

©♦49470HD 

Belt - Gen.; (1977-1974). 

132010 

TR22363 

Belt - P.S.; (1977-1974). 

106897 

49390HD 

Belt - A.C.; (1977-1974). 

24400 

TR24400 

Idler Pulley; W/2-Groove Pul¬ 
ley (1979-1974). 

3064920 

41129 

Tensioner Pulley - W.P.; 
W/V-Ribbed Belt (1980). 

3064919 

41111 

Hose - Upper. 


26509 

Hose - Lower. 


©■>2 3/8” I.D. 

Hose - By Pass. 


1 1/2” I.D. 

Hose - Heater Inlet. 


3/4” I.D. 

Hose - Heater Outlet. 


5/8” I.D. 

AT SERIES 

1988-1983 

Belt - Fan; Preferred Belt. 

8003119 

2/TR28483PB 

Belt - Fan; Optional Belt. 

8003119 

©TR28483 

Belt - W.P. 

217638 

4K060435HD 

Belt - Alt. 


©♦♦9447HD 

Belt - A.C. 

8003241 

TR28406 

Idler Pulley; W/Flat Idler Pul¬ 
ley (1988-1985). 

3065000 

41173 

Idler Pulley; W/V-Ribbed Belt 
(1988-1985). 

3062931 

41174 

Tensioner Pulley; W/Big Cam 
III Eng.; W/V-Ribbed Belt 
(1985). 

3064919 

41111 

Hose - Upper. 


©■>2 1/4” I.D. 

Hose - Lower - Eng. To Pipe. 


■>2 1/2” I.D. 

Hose - Lower - Pipe To Rad.. 


21400 

Hose - By Pass. 


1 1/2” I.D. 

Hose - Heater Inlet. 


3/4” I.D. 

Hose - Heater Outlet. 


5/8” I.D. 

C SERIES 

1980-1978 

Belt - Fan; W/Cummins 
NTC230 Eng.; Preferred 

Belt. 

178597 

2/TR28501PB 

Belt - Fan; W/Cummins 
NTC230 Eng.; Optional Belt. 

178597 

©TR28501 

Belt - Fan; W/Cummins 
NTC290 Eng.; Preferred 

Belt. 

134809 

2/TR28492PB 

Belt - Fan; W/Cummins 
NTC290 Eng.; Optional Belt. 

134809 

©TR28492 

Belt - Fan; W/Cummins 
NTC335 Eng.; Preferred 

Belt. 

178624 

2/TR28473PB 

Belt - Fan; W/Cummins 
NTC335 Eng.; Optional Belt. 

178624 

©TR28473 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

•*” Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

^ Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

AUTOCAR - See Volvo Also 


Application Mfr. Part No. Gates No. 

AUTOCAR - See Volvo Also 


- Continued 


- Continued 


CUMMINS 6-CYL 14.0 L DIESEL ENG. 

- Continued 

C SERIES - Continued 


1980-1978 - Continued 
Belt - Fan; W/Cummins 
PT270, NTC350, NTC400 

Eng.; Preferred Belt. 1BU0510 

Belt - Fan; W/Cummins 
PT270, NTC350, NTC400 

Eng.; Optional Belt. 1BU0510 

Belt - W.P.; W/Eccentric Adj- 

mt. 200328 

Belt - W.P.; W/Full Flow 

Cool.; V-Belt. 215356 

Belt - W.P.; W/Full Flow 

Cool.; W/V-Ribbed Belt. 217638 

Belt - Alt.; W/Cummins 

NTC230, NTC335 Eng. 178427 

Belt - Alt.; W/Cummins 
PT270, NTC290, NTC400 

Eng. 

Belt - A.C. 031105091 

Idler Pulley; W/2-Groove Pul¬ 
ley (1979-1978). 3064920 

Tensioner Pulley - W.P.; 

W/V-Ribbed Belt (1980). 3064919 

Hose - Upper; W/Pipe. 


Hose - Upper; W/Single Hose. 

Hose - Lower - Eng. To Pipe; W/2 1/2" 

Pipe O.D. 

Hose - Lower - Eng. To Pipe; W/2 1/4" 

Pipe O.D. 

Hose - Lower - Pipe To Rad.; Dual I.D. 

Hose. 

Hose - Lower - Pipe To Rad.; Sinqle I.D. 

Hose. 

Hose - By Pass. 

Hose - Heater Inlet. 

Hose - Heater Outlet. 

Hose - Aftercooler. 


2/TR28510PB 

©TR28510 

TR24438 

©6596 

4K060435HD 

©♦49470HD 


©♦49447HD 

49400HD 

41129 

41111 

©■>2 1/4” I.D. 
26509 

©■>2 1/2” I.D. 

©■>2 1/4” I.D. 

=<21302 

s-=21115 
1 1/2” I.D. 
3/4” I.D. 
5/8” I.D. 
21488 


CUMMINS 6-CYL. 14.0 L DIESEL ENG. 


- Continued 

DC SERIES 
1984-1974 

Belt - Fan; W/47 7/8" Belt 

O.C.; Preferred Belt. 178566 

Belt - Fan; W/47 7/8" Belt 

O.C.; Optional Belt. 178566 

Belt - Fan; W/49 7/8" Belt 

O.C.; Preferred Belt. 134809 

Belt - Fan; W/49 7/8" Belt 

O.C.; Optional Belt. 134809 

Belt - Fan; W/50 7/8" Belt 

O.C.; Preferred Belt. 178597 

Belt - Fan; W/50 7/8" Belt 

O.C.; Optional Belt. 178597 

Belt - Fan; W/51 5/8" Belt 

O.C.; Preferred Belt. 

Belt - Fan; W/51 5/8" Belt 
O.C.; Optional Belt. 


Belt - Fan; W/53" Belt O.C.... 
Belt - Fan; W/55 5/8" Belt 

O.C. 

Belt - W.P.; W/Eccentric Adj- 


mt. 200328 

Belt - W.P.; W/Full Flow 

Cool.; V-Belt. 215356 

Belt - W.P.; W/V-Ribbed Belt. 217638 
Belt - Alt.; W/47 3/8" Belt 

O.C. 1AS0510 

Belt - A.C. 8003241 

Idler Pulley; W/2-Groove Pul¬ 
ley (1979-1974). 3064920 

Tensioner Pulley - W.P.; 

W/V-Ribbed Belt 

(1981-1980). 3064919 

Hose - Upper. 

Hose - Lower. 

Hose - By Pass. 

Hose - Heater Inlet. 

Hose - Heater Outlet. 


2/TR28473PB 

©TR28473 

2/TR28492PB 

©TR28492 

2/TR28501PB 

©TR28501 

2/TR28510PB 

©TR28510 

©TR28522 

©TR28550 

TR24438 

©6596 

4K060435HD 

©49470HD 

TR28406 

41129 


41111 

©■>2 1/4” I.D. 
©■>2 1/2” I.D. 
1 1/2” I.D. 
3/4” I.D. 
5/8” I.D. 


CONSTRUCKTOR 2 SERIES 
1984-1979 

Belt - Fan; W/51 5/8" Belt 

O.C.; Preferred Belt. 3002864 

Belt - Fan; W/51 5/8" Belt 

O.C.; Optional Belt. 3002864 

Belt - Fan; W/55 1/8" Belt 

O.C. 

Belt - W.P.; W/Full Flow 

Cool.; V-Belt. 215356 

Belt - W.P.; W/V-Ribbed Belt. 217638 

Belt - Alt. 

Belt - P.S. 

Belt - A.C. 8003241 

Idler Pulley; W/2-Groove Pul 

ley (1979). 3064920 

Tensioner Pulley - W.P.; 

W/V-Ribbed Belt 

(1981-1980). 3064919 

Hose - Upper; Single L-Shaped Hose... 
Hose - Upper; Single S-Shaped Hose... 

Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad.; Dual I.D. 
Hose. 


3002864 

2/TR28510PB 

3002864 

©TR28510 

208043805 

©TR28545 

215356 

©6596 

217638 

4K060435HD 
©♦49451 HD 

8002997 

TR28429 

8003241 

TR28406 

3064920 

41129 

3064919 

41111 


=<21194 

21393 

20206 

20532 

23550 

21400 


Hose - Lower - Pipe To Rad.; W/L-Shaped 


Hose. =<21115 

Hose - By Pass. 1 1/2” I.D. 

Hose - Heater Inlet. 3/4” I.D. 

Hose - Heater Outlet. 5/8” I.D. 

Hose - Aftercooler. 21488 


DETROIT DIESEL 6-71 DIESEL ENG. 

CONSTRUCKTOR 2 SERIES 
1981-1979 


Belt - Fan. 

Belt - Alt. 027016442 

Belt - Fan & Air Brake Com- 

pr. 8002490 

Hose - Upper. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

Hose - By Pass - Inlet. 

Hose - By Pass - Outlet. 

DC SERIES 
1972 

Belt - Alt.; W/39 1/4" Belt 

O.C. 

Belt - Alt.; W/42 3/4" Belt 

O.C. 

Belt - Fan & Air Brake Com- 


pr.; W/69 1/4" Belt O.C. 5136265 

Belt - Fan & Air Brake Com- 

pr.; W/72 1/4" Belt O.C. 5136000 

Hose - Upper. 


Hose - Lower. 

Hose - By Pass - Inlet... 
Hose - By Pass - Outlet 


©♦49640HD 

©49425HD 

©49680HD 
=<21194 
=<21042 
21400 
1 1/2” I.D. 
1 3/4” I.D. 


49390HD 

49425HD 

©449690HD 

©49720HD 
*2” I.D. 
=■<21194 
1 1/2” I.D. 
1 3/4” I.D. 


DETROIT DIESEL 8V-71 DIESEL ENG. 

A SERIES 
1980-1974 

Belt-Fan. 5133763 ©49550HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durlon ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

=< Cut To Fit. 


o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

AUTOCAR - See Volvo Also 


Application Mfr. Part No. Gates No. 

AUTOCAR - See Volvo Also 


- Continued 


- Continued 


DETROIT DIESEL 8V-71 DIESEL ENG. 


- Continued 



A SERIES - Continued 



1980-1974 - Continued 



Belt - Alt. 

5133173 

7420 

Belt - A.C. 


49463HD 

Hose - Upper. 


@26523 

Hose - Lower. 


©■>2 3/4” I.D. 

Hose - By Pass. 


2 3/8” I.D. 

DC SERIES 



1985-1965 



Belt - Fan. 

5128580 

©4951OHD 

Belt - Alt. 

5125811 

©49380HD 

Belt - P.S. 

5126761 

©49440HD 

Hose - Upper; (1980-1974). 


©26523 

Hose - Lower; (1980-1974). 


©■>2 3/4” I.D. 

Hose - By Pass; (1980-1974). 


2 3/8” I.D. 

S SERIES 



1980-1974 



Belt - Fan. 

5133763 

©49550HD 

Belt - Alt. 

5133173 

7420 

Belt - A.C. 


49463HD 

Hose - Upper. 


@26523 

Hose - Lower. 


©■>2 3/4” I.D. 

Hose - By Pass. 


2 3/8” I.D. 

DETROIT DIESEL 8V-92 DIESEL ENG. 

DC SERIES 



1981 



Belt - Fan. 

5133164 

©49560HD 

Belt - Alt. 

027015076 

©449305HD 

Belt - A.C. 


49380HD 

Hose - Upper. 


©■>2 1/4” I.D. 

Hose - Lower. 


@■>3” I.D. 

Hose - By Pass. 


2 3/8” I.D. 


DETROIT DIESEL SERIES 60 DIESEL 
ENG. 

AC SERIES 

1990-1989 


WHITE 490AR ENG. 

C SERIES; CL SERIES 

1964- 1959 

Belt - Fan & Gen. 620764 ©TR28616 

WHITE 6-CYL. 531 ENG. 

C SERIES 

1965- 1960 

Belt - Fan & Gen. 644455 ©TR28628 

CL SERIES 

1964-1960 

Belt - Fan & Gen. 644455 ©TR28628 

WHITE SUPER MUSTANG 6-186 ENG. 


C SERIES 

1965 

Belt - Fan; W/32 1/4" Belt 

O.C. 6932 

Belt - Fan; W/34 3/4" Belt 

O.C. ©TR22344 

Belt - Gen.; W/36 1/4" Belt 

O.C. 49360HD 

Belt - Gen.; W/40 1/4" Belt 

O.C. 49400HD 

Belt - Fan & Alt. ©TR22534 

Belt - Fan & P.S.; W/1/2" Belt 

T.W.; W/56 1/4" Belt O.C. ©49560HD 

Belt - Fan & P.S.; W/11/16" 

Belt T.W.; W/55 3/4" Belt 

O.C. ©TR22553 

Belt - P.S.; W/34 1/4" Belt 

O.C. 49341 HD 

Belt - P.S.; W/36 1/4" Belt 

O.C. 49360HD 

Belt - P.S.; W/38 3/4" Belt 

O.C. 49385HD 

Belt - P.S.; W/40 1/4" Belt 

O.C. 49400HD 

Belt - P.S.; W/41 1/4" Belt 

O.C. 49412HD 

Belt - P.S.; W/42 3/4" Belt 

O.C. 49425HD 

Belt - Air Brake Compr.; 

W/45 3/4" Belt O.C. TR28454 


Belt - Fan; (1990). 
Belt - Fan; (1989). 


Belt - Alt 
(1990). 
Belt - Alt 
(1990). 
Belt - Alt. 
Belt - A.C. 


Preferred Belt 


Optional Belt 


(1989).. 


208040002 

208040002 


027023764 


Hose - Upper; (1989). 

Hose - Upper - Eng. To Rad.; (1990) 

Hose - Lower - Eng. To Cooler. 

Hose - Lower - Pipe To Rad. 

Hose - By Pass; (1990). 

Hose - By Pass; (1989). 


WHITE 490AD ENG. 


C SERIES; CL SERIES 

1964-1956 

Belt - Fan & W.P. 412855 

Belt - Gen. & Air Brake Com¬ 
pr. 412853 

WHITE 490AL ENG. 

C SERIES; CL SERIES 

1964-1957 

Belt - Fan & Gen. 491560 

Belt - Air Brake Compr. 491441 


49650HD 

©49650HD 

2/9500PB 

©49500HD 
2/9500PB 
49520HD 
©:*21135 
^21135 
s-=21042 
*3” I.D. 

1 3/4” I.D. 
©1 3/4” I.D. 


TR22299 

TR28743 


Belt - Air Brake Compr.; 

W/46 3/4" Belt O.C. TR28463 

Belt - Air Brake Compr.; 

W/56 1/8" Belt O.C. TR28557 

BROCKWAY 


CATERPILLAR 1674 DIESEL ENG. 

361 


1974-1973 

Belt - Fan & W.P.9L3474 

Belt - Alt.9L1582 

Hose - Upper. 


Hose - Lower - Eng. To Pipe 
Hose - Lower - Pipe To Rad. 


761 

1976-1975 

Belt - Fan & W.P.9L3474 

Belt - Alt.9L1582 

Hose - Upper. 


Hose - Lower - Eng. To Pipe 
Hose - Lower - Pipe To Rad. 


©49640HD 
©449463HD 
26531 
21419 
*2 3/4” I.D. 


©49640HD 
©♦♦9463HD 
26531 
21419 
*2 3/4” I.D. 


CATERPILLAR 1693 DIESEL ENG. 

762 

©49530HD 1976 

TR28463 Belt - Fan & W.P.9L5279 49700HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

^ Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 


4 














































































Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

BROCKWAY - Continued 


Gates No. 


Application Mfr. Part No. 

BROCKWAY - Continued 


Gates No. 


CUMMINS NH230 DIESEL ENG. 

358 


1975-1973 

Belt - Fan. 178627 

Belt - W.P. 200328 

Belt - Alt. 

Hose - Upper. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

360 

1974 

Belt - Fan. 178627 

Belt - W.P. 200328 

Belt - Alt. 

Hose - Upper. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 


©TR28514 

TR24438 

©♦49463HD 

26510 

26523 

26521 


©TR28514 

TR24438 

©♦49463HD 

26510 

26523 

26521 


CUMMINS NH250 DIESEL ENG. 

358 


1975-1973 

Belt - Fan. 178627 

Belt - W.P. 200328 

Belt - Alt. 

Hose - Upper. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 


©TR28514 

TR24438 

©♦49463HD 

26510 

26523 

26521 


CUMMINS 6-CYL. 14.0 L DIESEL ENG. 


257 

1963-1956 

Belt-Fan. 154356 ©TR28680 

Belt-W.P. 132611 TR24438 

Belt-Gen. 132010 TR22363 

Hose - Upper. 26509 

Hose - Lower. 26522 

258 

1963-1961 

Belt-Fan. 154356 ©TR28680 

Belt-W.P. 132611 TR24438 

Belt-Gen. 132010 TR22363 

Hose - Upper. 26509 

Hose - Lower. 26522 

260 

1961-1959 

Belt-Fan. 154356 ©TR28680 

Belt-W.P. 132611 TR24438 

Belt-Gen. 132010 TR22363 

Hose - Upper. 26509 

Hose - Lower. 26522 

358 

1975-1973 

Belt-Fan. 178627 ©TR28514 

Belt - W.P.; W/Eccentric Adj- 

mt. 200328 TR24438 


CUMMINS 6-CYL. 14.0 L DIESEL ENG. 

- Continued 


359; 360 - Continued 

1974 - Continued 

Belt - W.P.; W/V-Ribbed Belt. 217638 

Belt - Alt. 

Belt - A.C. 

Idler Pulley; W/2-Groove Pul¬ 
ley. 3064920 

Hose - Upper. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

361 

1975-1973 

Belt - Fan. 178627 

Belt - W.P.; W/Eccentric Adj- 

mt. 200328 

Belt - W.P.; W/Full Flow 

Cool.; V-Belt. 215356 

Belt - W.P.; W/V-Ribbed Belt. 217638 

Belt - Alt. 

Belt - A.C. 

Idler Pulley; W/2-Groove Pul¬ 
ley. 3064920 

Hose - Upper. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

450 

1977-1976 


Belt - Fan; Preferred Belt. 134809 

Belt - Fan; Optional Belt. 134809 

Belt - W.P.; V-Belt. 215356 

Belt - W.P.; W/V-Ribbed Belt. 217638 

Belt - Alt. 178427 

Belt - A.C. 

Idler Pulley; W/2-Groove Pul¬ 
ley. 3064920 


Hose - Upper. 

Hose - Lower - Eng. To Pipe 
Hose - Lower - Pipe To Rad. 

459 

1958-1957 


Belt - Fan; Preferred Belt. 134809 

Belt - Fan; Optional Belt. 134809 

Belt - W.P.; V-Belt. 215356 

Belt - W.P.; W/V-Ribbed Belt. 217638 

Belt - Alt. 178427 


Belt - A.C. 

Hose - Upper. 

Hose - Lower - Eng. To Pipe 
Hose - Lower - Pipe To Rad. 

758 

1976-1975 


4K060435HD 

©49465HD 

♦9400HD 

41129 

26523 

23562 

26531 


©TR28514 

TR24438 

©6596 

4K060435HD 

©49465HD 

49400HD 

41129 

26523 

23562 

26531 


2/TR28492PB 

©TR28492 

6596 

4K060435HD 

©♦49470HD 

49400HD 

41129 
26522 
26532 
*2 1/2” I.D. 


2/TR28492PB 

©TR28492 

6596 

4K060435HD 
©♦49470HD 
49400HD 
26522 
26532 
*2 1/2” I.D. 


Belt - W.P.; W/Full Flow 


Belt - Fan; W/49 7/8" Belt 


Cool.; V-Belt. 

215356 

i2i6596 

O.C.; Preferred Belt. 

134809 

2/TR28492PB 

Belt - W.P.; W/V-Ribbed Belt 

217638 

4K060435HD 

Belt - Fan; W/49 7/8" Belt 



Belt - Alt. 


©49465HD 

O.C.: Optional Belt. 

134809 

©TR28492 

Belt - A.C. 


49400HD 

Belt - Fan; W/50 7/8" Belt 



Idler Pulley; W/2-Groove Pul- 



O.C.: Preferred Belt. 

178597 

2/TR28501PB 

ley. 

3064920 

41129 

Belt - Fan; W/50 7/8" Belt 



Hose - Upper. 


26523 

O.C.; Optional Belt. 

178597 

©TR28501 

Hose - Lower - Eng. To Pipe 


23562 

Belt - W.P.; V-Belt. 

215356 

@6596 

Hose - Lower - Pipe To Rad. 


26531 

Belt - W.P.; W/V-Ribbed Belt 

217638 

4K060435HD 

59; 360 



Belt - Alt. 

178427 

©449470HD 

1974 



Belt - A.C. 


49405HD 

Belt - Fan. 

178627 

©TR28514 

Idler Pulley; W/2-Groove Pul- 



Belt - W.P.; W/Eccentric Adi- 



ley. 

3064920 

41129 

mt. 

200328 

TR24438 

Hose - Upper. 


26523 

Belt - W.P.; W/Full Flow 



Hose - Lower - Eng. To Pipe 


26531 

Cool.; V-Belt. 

215356 

©6596 

Hose - Lower - Pipe To Rad. 


26531 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. O 
•*” Use Notched Belt Only. ♦ 

^ Cut To Fit. 4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 

Mfr. Part No. 

Gates No. 

BROCKWAY - Continued 


CUMMINS 6-CYL. 14.0 L DIESEL ENG. 

- Continued 

760 

1977-1976 

Belt - Fan; W/49 7/8" Belt 
O.C.; Preferred Belt. 

134809 

2/TR28492PB 

Belt - Fan; W/49 7/8" Belt 
O.C.; Optional Belt. 

134809 

©TR28492 

Belt - Fan; W/50 7/8" Belt 
O.C.; Preferred Belt. 

178597 

2/TR28501PB 

Belt - Fan; W/50 7/8" Belt 
O.C.; Optional Belt. 

178597 

©TR28501 

Belt - W.P.; V-Belt. 

215356 

©6596 

Belt - W.P.; W/V-Ribbed Belt 

217638 

4K060435HD 

Belt - Alt. 

178427 

©449470HD 

Belt - A.C. 


49405HD 

Idler Pulley; W/2-Groove Pul¬ 
ley . 

3064920 

41129 

Hose - Upper. 


26523 

Hose - Lower - Eng. To Pipe. 


26531 

Hose - Lower - Pipe To Rad.. 


26531 

761 

1977-1975 

Belt - Fan; W/49 7/8" Belt 
O.C.; Preferred Belt. 

134809 

2/TR28492PB 

Belt - Fan; W/49 7/8" Belt 
O.C.; Optional Belt. 

134809 

©TR28492 

Belt - Fan; W/50 7/8" Belt 
O.C.; Preferred Belt. 

178597 

2/TR28501PB 

Belt - Fan; W/50 7/8" Belt 
O.C.; Optional Belt. 

178597 

©TR28501 

Belt - W.P.; V-Belt. 

215356 

©6596 

Belt - W.P.; W/V-Ribbed Belt 

217638 

4K060435HD 

Belt - Alt. 

178427 

©449470HD 

Belt - A.C. 


49405HD 

Idler Pulley; W/2-Groove Pul¬ 
ley . 

3064920 

41129 

Hose - Upper. 


26523 

Hose - Lower - Eng. To Pipe. 


26531 

Hose - Lower - Pipe To Rad.. 


26531 

762 

1976 

Idler Pulley; W/2-Groove Pul¬ 
ley . 

3064920 

41129 

Hose - Upper. 


26523 

Hose - Lower - Eng. To Pipe. 


26531 

Hose - Lower - Pipe To Rad.. 


26531 


Application 


Mfr. Part No. Gates No. 


BROCKWAY - Continued 


DETROIT DIESEL 8V-71 DIESEL ENG. 

- Continued 

459 


1958-1957 

Hose - Upper - Left Side. 

Hose - Upper - Right Side. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

761 

1975 

Belt - Fan. 5133762 

Belt - Alt. 5173880 

Hose - Upper - Left Side. 

Hose - Upper - Right Side. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

CHEVROLET 


26523 
26523 
*2 3/4” I.D. 
*2 3/4” I.D. 


®49540HD 
©49319HD 
^20731 
or 26523 
s-=20731 
or 26523 
23567 
23567 


CATERPILLAR 3116 DIESEL ENG. 

C60; C70 

1990 


Belt - W.P.7E0744 

Belt - Fan & Alt.; W/O A.C. 15625166 


Belt - Fan, Alt. & A.C.; 

W/Dealer Inst. A.C. 

Belt - Fan, Alt. & A.C.; 

W/Factory Inst. A.C. 15958695 

Tensioner Assy.7E3999 


Hose - Upper - Eng. To Rad.; W/O Rad. 

Shutters. 

Hose - Upper - Eng. To Rad.; W/Rad. 

Shutters. 

Hose - Lower - Eng. To Rad. 


49345HD 

K070673 

K070825 

4K070735HD 

38509 

21989 

22032 

21985 


CATERPILLAR 3208 DIESEL ENG. 

BRUIN 

1980-1979 

Belt - W.P. & Alt.; 

W/Fiberglass Hood. 2044142 ©)449690HD 

Belt - W.P. & Alt.; W/Metal 

Hood. 796432 ©449660HD 

Belt - P.S. 9433889 49420HD 

Belt-A.C. 11502327 49335HD 

Belt - Fan & Air Brake Com- 


DETROIT DIESEL 6-71 DIESEL ENG. 


359 

1974 

Belt - Alt. 49590HD 

Belt - Fan & Air Brake Com- 

pr. ©44971OHD 

Hose - Upper. 26511 

Hose - Lower - Eng. To Pipe. 23547 

Hose - Lower - Pipe To Rad. ^21194 


DETROIT DIESEL 8V-71 DIESEL ENG. 


360 

1974 

Belt -Fan. 5133762 ®49540HD 

Belt - Alt. 9279 

361 


1975-1974 

Belt - Fan. 5133762 

Belt - Alt. 

Hose - Upper - Left Side. 

Hose - Upper - Right Side. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 


©49540HD 
©49290HD 
s-=20731 
or 26523 
s-=20731 
or 26523 
23567 
23567 


P r . 

Belt - Fan & V.P. 9433941 

C60 

1984-1979 

Belt - Fan. 

Belt - Alt. 

Belt - W.P. & Alt. 2055500 

Belt - P.S.; W/O Turbo. 11502349 

Belt - P.S.; W/Turbo. 11502355 

Belt - A.C. 11502413 


Belt - Fan & Air Brake Com- 

pr.; W/O Turbo. 

Belt - Fan & Air Brake Com- 


pr.; W/Turbo. 

Belt - Fan & Hyd. Pump. 11502415 

Belt - Fan & V.P. 

Belt - Hyd. Pump. 11502349 


Hose - Upper; W/O Turbo. 

Hose - Upper; W/Turbo. 

Hose - Lower; W/Auto. Trans.; W/O Turbo. 

Hose - Lower; W/Man. Trans.; W/O Turbo.. 

Hose - Lower; W/Man. Trans.; W/Turbo. 

Hose - Lower - Eng. To Pipe; W/Auto. 
Trans.; W/Turbo. 


©49720HD 
©♦4971OHD 


©449530HD 

49530HD 

©49630HD 

49420HD 

49447HD 

49690HD 

©449690HD 

©449670HD 
©♦♦971OHD 
49680HD 
49420HD 
^21379 
21379 

21525 
or 26516 

21526 
or 26515 

21522 

s-=21307 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

•*” Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

^ Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


CHEVROLET - Continued 
CATERPILLAR 3208 DIESEL ENG. 

- Continued 

C60 - Continued 
1984-1979 - Continued 
Hose - Lower - Pipe To Rad.; W/Auto. 

Trans.; W/Turbo. *2 1/4” I.D. 

Hose - Heater Inlet. 3/4" I.D. 

Hose - Heater Outlet. 5/8" I.D. 

Hose - Oil Cooler Outlet. 21380 

Hose - Oil Cooler - Front Inlet. 21824 

Hose - Oil Cooler - Rear Inlet. 21381 

Hose - Rad. Surge Tank Outlet. ^21488 

C70 


1989-1979 

Belt - Fan. 


©♦♦9530HD 

Belt - Alt. 


♦9530HD 

Belt - W.P. & Alt. 

2055500 

©♦9630HD 

Belt - P.S.; W/O Turbo. 

11502349 

♦9420HD 

Belt - P.S.; W/Turbo. 

11502355 

♦9447HD 

Belt - A.C.; W/O Turbo 
(1989-1985). 


♦9680HD 

Belt - A.C.; W/Turbo 
(1989-1985). 

11502410 

♦9670HD 

Belt - A.C.; (1984-1979). 

11502413 

♦9690HD 

Belt - Fan & Air Brake Com¬ 
pr.; W/O Turbo. 


©♦♦9690HD 

Belt - Fan & Air Brake Com¬ 
pr.; W/Turbo. 


©♦♦9670HD 

Belt - Fan & Hyd. Pump. 

11502415 

©♦♦9710HD 

Belt - Fan & V.P. 


♦9680HD 

Belt - Hyd. Pump. 

11502349 

♦9420HD 

Hose - Upper; W/O Turbo. 


^21379 


Hose ■ 
Hose ■ 


Upper; W/Turbo. 

Lower; W/Auto. Trans.; 


W/O Turbo. 


Hose - Lower; W/Man. Trans.; W/O Turbo.. 

Hose - Lower; W/Man. Trans.; W/Turbo 

(1989-1984). 

Hose - Lower; W/Man. Trans.; 

W/Caterpillar 3208T Eng. (1983). 

Hose - Lower; W/Man. Trans.; W/Turbo 

(1982-1979). 

Hose - Lower - Eng. To Pipe; W/Auto. 

Trans.; W/Turbo. 

Hose - Lower - Pipe To Rad.; W/Auto. 

Trans.; W/Turbo. 

Hose - Heater Inlet. 

Hose - Heater Outlet. 

Hose - Oil Cooler Outlet. 

Hose - Oil Cooler - Front Inlet. 

Hose - Oil Cooler - Rear Inlet. 

Rad. Surge Tank Outlet. 


21379 

21525 
26516 

21526 
26515 

21522 

21522 

21522 

^21307 

*2 1/4” I.D. 
3/4” I.D. 
5/8” I.D. 

21380 
21824 

21381 
^21488 


Hose 

H70; J70 

1978-1976 

Belt - W.P. & Alt. 796432 

■ P.S. 9433888 

■ Air Brake Compr. 2002638 

Belt - Fan & V.P.2018100 

Hose - Upper. 

Hose - Lower; W/O P.T.O. 

Hose - Heater Inlet. 

Hose - Heater Outlet. 

Oil Cooler Outlet. 

Oil Cooler - Front Inlet. 

Hose - Oil Cooler - Rear Inlet. 

CATERPILLAR 3406 DIESEL ENG. 

BISON 

1980-1979 

Belt - Fan. TR22692 

Belt - Alt. 697076 ©449463HD 

Belt - Alt. & A.C. ■ ♦♦9510HD 


Belt ■ 
Belt ■ 


Hose ■ 
Hose ■ 


©♦♦9660HD 
♦9415HD 
©♦♦9710HD 
©♦9680HD 
21136 
20882(A) 
3/4” I.D. 
5/8” I.D. 

21380 
21824 

21381 


CHEVROLET - Continued 

CATERPILLAR 3406 DIESEL ENG. 

- Continued 

BISON - Continued 

1980-1979 - Continued 

Hose - Upper - Eng. To Pipe. 22177 

Hose - Upper - Pipe To Rad. 22177 

Hose - Lower - Eng. To Pipe. -XT I.D. 

Hose - Lower - Pipe To Rad. 21400 

Hose - By Pass - Inlet. 5/8” I.D. 

Hose - By Pass - Outlet. 1” I.D. 

Hose - Heater Inlet. 3/4” I.D. 

Hose - Heater Outlet. 5/8” I.D. 

TITAN 

1980-1979 

Belt - Fan; Preferred Belt. 2/TR22570PB 

Belt - Fan; Optional Belt. 2077491 ©TR22570 

Belt - Alt. ©^SHD 

Belt - A.C. ©♦♦9670HD 

Hose - Upper - Eng. To Pipe. ^-2 1/2” I.D. 

Hose - Upper - Pipe To Rad. 23547 

Hose - Lower. @s<23575 

Hose - By Pass. 1” I.D. 

Hose - Heater. 3/4” I.D. 

CUMMINS BT SERIES DIESEL ENG. 

P30 

1990 

Belt - Fan & Alt.; W/54 3/8" 

Belt O.C. 3911587 ♦K080537HD 

Belt - Fan & Alt.; W/56 5/8" 

Belt O.C. 3911588 ♦K080560HD 

Hose - Upper; W/Repowered Unit. 21729 

Hose - Lower; W/Repowered Unit. 21731 

CUMMINS NH DIESEL ENG. 

H90 

1974-1973 

Belt-Fan. 178564 ©TR24400 

Belt - W.P. 200328 TR24438 

Belt - Alt. 3947148 ©♦♦9447HD 

Belt - P.S. 3887689 ♦9385HD 

Belt - A.C. 3900759 ♦9525HD 

Hose - Upper. 26525 

Hose - Lower - Eng. To Pipe. ^-2 1/2” I.D. 

Hose - Lower - Pipe To Rad. 23567 

HN90 

1972-1969 

Belt-Fan. 178564 ©TR24400 

Belt - W.P. 200328 TR24438 

Belt - Alt. 3947148 ©♦♦9447HD 

Belt - P.S. 3887689 ^SSHD 

Belt - A.C. 3900759 ♦9525HD 

Hose - Upper; (1972-1970). 26525 

Hose - Lower - Eng. To Pipe; (1972-1970). *2 1/2” I.D. 

Hose - Lower - Pipe To Rad.; (1972-1970). 23567 

J90 

1974-1973 

Belt-Fan. 178564 ©TR24400 

Belt - W.P. 200328 TR24438 

Belt - Alt. 3947148 ©♦♦9447HD 

Belt - P.S. 3887689 ^SSHD 

Belt - A.C. 3900759 ♦9525HD 

Hose - Upper. 26525 

Hose - Lower - Eng. To Pipe. ^-2 1/2” I.D. 

Hose - Lower - Pipe To Rad. 23567 

JN90 

1972-1969 

Belt-Fan. 178564 ©TR24400 

Belt - W.P. 200328 TR24438 

Belt - Alt. 3947148 ©♦♦9447HD 

Belt - P.S. 3887689 ^SSHD 


© Two Required. 
© Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. O 
•*” Use Notched Belt Only. ♦ 

^ Cut To Fit. ♦ 


Green Stripe * 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


CHEVROLET - Continued 

CUMMINS NH DIESEL ENG. - Continued 

JN90 - Continued 
1972-1969 - Continued 

Belt - A.C. 3900759 

Hose - Upper; (1972-1970). 

Hose - Lower - Eng. To Pipe; (1972-1970). 

Hose - Lower - Pipe To Rad.; (1972-1970). 

TITAN 

1974-1970 

Belt - Fan. 178564 

Belt - W.P. 200328 

Belt - Alt. 3947148 

Belt - P.S. 3887689 

Belt - A.C. 3900759 

Hose - Upper; W/A.C. (1974-1973). 

Hose - Upper; W/O A.C. (1974-1973). 

Hose - Upper - Eng. To Pipe; (1972-1970). 

Hose - Upper - Pipe To Rad.; (1972-1970). 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

CUMMINS VT225 DIESEL ENG. 

C70 

1981-1980 

Belt-Fan. 9433718 7325 

Hose - Upper. 26508 

CUMMINS 6-CYL. 14.0 L DIESEL ENG. 

BISON 

1980-1977 

Belt - Fan; W/Air Fan Clutch 

(1980-1978). 

Belt - Fan; W/Fluid Fan 


49525HD 
26525 
*2 1/2” I.D. 
23567 


©TR24400 

TR24438 

©♦49447HD 

49385HD 

49525HD 

26523 

26521 

*2 1/4” I.D. 

23547 
■ 0-2 1/2” I.D. 
23567 


©TR24538 


Clutch (1980-1978). 

9433933 

©449640HD 

Belt - Fan; W/Viscous Fan 
Clutch (1980-1978). 

2094547 

©TR24500 

Belt - Fan; (1977). 

178696 

©TR24538 

Belt - W.P.; (1980-1978). 

217638 

4K060435HD 

Belt - W.P.; (1977). 

215356 

6596 

Belt - Alt.; (1980-1978). 

11502356 

49451 HD 

Belt - Alt.; (1977). 

697076 

©449463HD 

Belt - P.S.; (1980-1978). 

9433882 

49385HD 

Belt - P.S.; (1977). 

2485216 

49390HD 

Belt - A.C.; (1980-1978). 

3883004 

49545HD 

Belt - A.C.; (1977). 


49530HD 

Idler Pulley; W/2-Groove Pul¬ 
ley (1979-1977). 

3064920 

41129 

Tensioner Pulley - W.P.; 
W/V-Ribbed Belt (1980). 

3064919 

41111 

Hose - Upper; (1980-1979). 


@■>2 1/4” I.D. 

Hose - Upper; (1978-1977). 


21119 

Hose - Lower; (1980-1979). 


©■>2 1/2” I.D. 

Hose - Lower; (1978-1977). 


23562 

Hose - By Pass; (1980-1979). 


1 1/2” I.D. 

Hose - Heater Inlet; (1980-1979). 

3/4” I.D. 

Hose - Heater Outlet; (1980-1979). 

5/8” I.D. 


Hose - Aftercooler; (1980-1979). 

BRUIN 

1980-1978 

Belt - Fan; W/Air Fan Clutch.. 

Belt - Fan; W/Fluid Fan 

Clutch. 9433933 

Belt - W.P. 217638 

Belt - Alt. 697075 

Belt - P.S. 9433885 

Belt - A.C. 3883004 

Idler Pulley; W/2-Groove Pul¬ 
ley (1979-1978). 3064920 

Hose - Upper - Eng. To Pipe; (1980-1979) 
Hose - Upper - Pipe To Rad.; (1980-1979) 
Hose - Lower; W/Metal Hood (1980-1979). 

Hose - By Pass; (1980-1979). 

Hose - Heater Inlet; (1980-1979). 


21488 


©TR24538 

©449640HD 

4K060435HD 

©449463HD 

49400HD 

49545HD 

41129 
*2 1/4” I.D. 
21462 
20967 
1 1/2” I.D. 
3/4” I.D. 


CHEVROLET - Continued 


CUMMINS 6-CYL. 14.0 

- Continued 

BRUIN - Continued 
1980-1978 - Continued 
Hose - Heater Outlet; (1980-1979)... 

H90 

1978-1970 


L DIESEL ENG. 


Hose - Upper. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

JC90 

1972-1970 

Belt - Fan; (1972-1971). 178460 

Belt - W.P.; W/V-Belt Drive 

(1972-1971). 215356 

Belt - W.P.; W/V-Ribbed Belt 

Drive (1972-1971). 217638 

Belt - Alt.; (1972-1971). 697075 

Belt - P.S.; (1972-1971). 3887689 

Idler Pulley; W/2-Groove Pul¬ 
ley (1972-1971). 3064920 

Hose - Upper. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

M90 

1974-1973 

Belt - W.P.; W/Dual Belts. 215356 

Belt - W.P.; W/Single Belt. 200328 

Belt - Alt. 3815361 

Idler Pulley; W/2-Groove Pul¬ 
ley. 3064920 

Hose - Upper. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

TITAN 

1980-1970 

Belt - Fan; W/43" Belt O.C. 

(1980-1979). 15556054 

Belt - Fan; W/45 1/2" Belt 

O.C. (1980-1979). 2049138 

Belt - Fan; W/56 3/8" Belt 

O.C. (1980-1979). 9433917 

Belt - Fan; W/58 3/8" Belt 

O.C. (1980-1979). 2019337 

Belt - Fan; (1978-1977). 178496 

Belt - Fan; (1976-1973). 200328 

Belt - Fan; (1971). 200328 

Belt - W.P.; (1980-1979). 217638 

Belt - W.P.; (1978-1977). 215356 

Belt - W.P.; (1976-1974). 

Belt - Alt.; (1980-1973). 697075 

Belt - Alt.; (1971). 697075 


5/8” I.D. 


Belt - Fan; (1978-1971). 

178443 

©TR24407 

Belt - W.P.; (1978-1971). 

200328 

TR24438 

Belt - Alt.; (1978-1971). 

3887692 

©449451 HD 

Belt - P.S.; (1978-1971). 

3887689 

49385HD 

Idler Pulley; W/2-Groove Pul¬ 
ley (1978-1971). 

3064920 

41129 

Hose - Upper. 


26513 

Hose - Lower - Eng. To Pipe. 


■>2 1/2” I.D. 

Hose - Lower - Pipe To Rad.. 


23567 

90 

1978-1973 

Belt - Fan. 

178460 

©TR24424 

Belt - W.P.; W/V-Belt Drive .... 

215356 

©6596 

Belt - W.P.; W/V-Ribbed Belt 
Drive. 

217638 

4K060435HD 

Belt - Alt. 

697075 

©449463HD 

Belt - P.S.; (1978). 

9433885 

49400HD 

Belt - P.S.; (1977-1973). 

3887689 

49385HD 

Idler Pulley; W/2-Groove Pul¬ 
ley . 

3064920 

41129 


26513 
*2 1/2” I.D. 
23567 


©TR24424 

12)6596 

4K060435HD 

©449463HD 

49385HD 

41129 
26513 
*2 1/2” I.D. 
23567 


@6596 
TR24438 
©♦49451 HD 

41129 

26523 

23562 

23585 


TR24424 

©TR24449 

©49560HD 

©49580HD 

TR24449 

©TR24438 

©TR24438 

♦K060435HD 

©6596 

4K060435HD 

©♦♦9463HD 

©449463HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durlon ® Silicone Hose Recommended. O 
V Use Notched Belt Only. ♦ 

Cut To Fit. 4 


Green Stripe * 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


CHEVROLET - Continued 

CUMMINS 6-CYL. 14.0 L DIESEL ENG. 

- Continued 

TITAN - Continued 

1980- 1970 - Continued 
Belt - P.S.; W/55" B.B.C. 

(1980-1979). 9433882 49385HD 

Belt - P.S.; W/87" B.B.C. 

(1980-1979). 9433885 49400HD 

Belt - P.S.; W/V-Belt Drive 

(1978-1973). 3887689 49385HD 

Belt - P.S.; W/V-Ribbed Belt 

Drive (1978-1973). K050400 

Belt - P.S.; W/V-Belt Drive 

(1971). 3887689 49385HD 

Belt - P.S.; W/V-Ribbed Belt 

Drive (1971). K050400 

Belt - A.C.; (1980-1979). 49463HD 

Belt - A.C.; (1978-1973). 3887694 49540HD 

Belt - A.C.; (1971). 3887694 49540HD 

Idler Pulley; W/2-Groove Pul¬ 
ley (1979-1973).3064920 41129 

Idler Pulley; W/2-Groove Pul¬ 
ley (1971). 3064920 41129 

Tensioner Pulley - W.P.; 

W/V-Ribbed Belt (1980). 3064919 41111 

Hose - Upper; (1980-1979). 21460 

or 26522 

Hose - Upper; (1978-1973). ^21460 

or 26523 

Hose - Upper; (1971-1970). s-=21460 

or 26523 

Hose - Lower - Eng. To Pipe; (1980-1979). *2 1/2” I.D. 

Hose - Lower - Eng. To Pipe; (1978-1973). 23562 

Hose - Lower - Eng. To Pipe; (1971-1970). 23562 

Hose - Lower - Pipe To Rad.; (1980-1979). 23568 

Hose - Lower - Pipe To Rad.; W/Cummins 

NTC290, NTC350 Eng. (1978-1973). 21419 

Hose - Lower - Pipe To Rad.; W/Cummins 

NTC335 Eng. (1978-1973). 23585 

Hose - Lower - Pipe To Rad.; W/Cummins 

NTC290, NTC350 Eng. (1971-1970). 21419 

Hose - Lower - Pipe To Rad.; W/Cummins 

NTC335 Eng. (1971 -1970). 23585 

Hose - By Pass; (1980-1973). 1 1/2” I.D. 

Hose - By Pass; (1971-1970). 1 1/2” I.D. 

Hose - Heater Inlet; (1980-1973). 3/4" I.D. 

Hose - Heater Inlet; (1971-1970). 3/4" I.D. 

Hose - Heater Outlet; (1980-1973). 5/8" I.D. 

Hose - Heater Outlet; (1971-1970). 5/8" I.D. 

Hose - Aftercooler; (1980-1979). 21488 

DETROIT DIESEL 3-53 DIESEL ENG. 

D50 

1966-1965 

Belt - Fan. 3868400 ©49370HD 

Belt - W.P. & Alt. 3888452 ©7425 

Belt - Fan & V.P. 3887675 ©449451 HD 

Hose - Upper; W/O Rad. Shutters. 26612 

Hose - Upper - Eng. To Pipe; W/Rad. 

Shutters. ^<20046 

or 26501 

Hose - Upper - Pipe To Rad.; W/Rad. 

Shutters. 26502 

Hose - Lower. 1 3/4” I.D. 

or 26508 

T40 

1968-1962 

Belt - W.P. & Alt. 3888458 @7390 

Belt - Fan & V.P. ©49395HD 

DETROIT DIESEL 4-53 DIESEL ENG. 

C60; C70 

1981- 1979 

Belt - Fan & Alt.; W/60A. Alt.. 9433728 @7380 


Belt - 
Belt - 
Belt - 
Belt - 


CHEVROLET - Continued 

DETROIT DIESEL 4-53 DIESEL ENG. 

- Continued 

C60; C70 - Continued 
1981-1979 - Continued 

Fan & Alt.; W/80A. Alt. 

P.S. 

A.C. 

Air Brake Compr. 

Belt - V.P. 9433907 

CD50; CD60 

1970-1967 

Belt - W.P. & Alt. 3888458 

Belt - P.S. 

Belt - Air Brake Compr. 3887682 

Belt - V.P. 3941326 


D50 

1966-1962 


Belt - 
Belt - 
Belt - 
Belt - 
pr.; 


P.S.; (1966-1965). 

P.S.; (1964-1962). 

Fan & Air Brake Com- 

(1966-1965). 

Belt - Fan & Air Brake Com¬ 
pr.; (1964-1962). 

Belt - Fan & V.P.; 

(1966-1965). 3867185 

Belt - Fan & V.P.; 

(1964-1962). 

D60 

1966-1962 

Belt - W.P. & Alt. 


Belt - P.S.; 
Belt - P.S.; 
Belt ■ 
pr.; 

Belt - 
pr.; 


(1966-1965). 

(1964-1962). 

Fan & Air Brake Corrv 

(1966-1965). 

Fan & Air Brake Corm 

(1964-1962). 

Belt - Fan & V.P.; 

(1966-1965). 3867185 

Belt - Fan & V.P.; 

(1964-1962). 3813277 

Hose - Upper; W/O Rad. Shutters 

(1966-1965). 

Hose - Upper - Eng. To Pipe; W/Rad. 

Shutters (1966-1965). 

Hose - Upper - Pipe To Rad.; W/Rad. 
Shutters (1966-1965). 

TD50; TD60 

1969-1967 

Belt - W.P. & Alt. 3888458 

Belt - P.S. 3887674 

Belt - Fan & Air Brake Com¬ 
pr. 3887699 

Belt - Fan & V.P. 3887673 

Hose - Upper. 


2022787 

@7390 

9433888 

49415HD 

9433903 

49490HD 

9433911 

49530HD 

9433907 

49510HD 

3888458 

<1.7390 

3902123 

49590HD 

3887682 

49395HD 

3941326 

49390HD 

(1970-1968). 

20882(A 

(1970-1968). 

^20611 
or 26508 

3816830 

©7425 
49415HD 

3813550 

49395HD 

3867187 

©449463HD 

3813278 

©49451 HD 

3867185 

©449451 HD 

3813277 

©49440HD 

3816830 

©7425 
49415HD 

3813550 

49395HD 

3867187 

©449463HD 

3813278 

@49451 HD 

3867185 

©449451 HD 

3813277 

©49440HD 


26502 

^20357 


^20957 


@7390 

49405HD 

©49420HD 
©49405HD 
^20957 
' 26501 

26504 


Hose - Lower. 

DETROIT DIESEL 6-71 DIESEL ENG. 

BISON 

1980-1977 

Belt - Fan. 9433931 

Belt - Alt. 

Belt - Fan & Alt.; W/65A. Alt. 

(1980-1979). 2062367 

Belt - Fan & Alt.; W/75A, 

90A. Alt. (1980-1979). 

Belt - Fan & Alt.; (1978-1977) 796641 

Belt - P.S. 

Belt - A.C.; (1980-1979).. 


9433931 

©49630HD 

9433914 

©449545HD 

2062367 

©449710HD 

2047417 

©49720HD 

796641 

©49630HD 

9433886 

49405HD 

49490HD 


© Two Required. © Six Required. 

® Three Required. ▲ Durion ® Silicone Hose Recommended. O 

© Four Required. V Use Notched Belt Only. ♦ 

© Five Required. Cut To Fit. 4 


Green Stripe® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
















































































Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


CHEVROLET - Continued 

DETROIT DIESEL 6-71 DIESEL ENG. 

- Continued 

BISON - Continued 

1980-1977 - Continued 

Belt - A.C.; (1978-1977). 9433902 49485HD 

Belt - Fan & A.C.; 


(1980-1979). 11502423 

9770 


Hose ■ 

Upper; (1980-1979). 

2 1/4” 

I.D. 

Hose ■ 

Upper; (1978-1977). 

21121 


Hose ■ 

Lower; (1978-1977). 

21123 


Hose ■ 

Lower - Eng. To Pipe; (1980-1979). 

*2 3/8” 

I.D. 

Hose ■ 

Lower - Pipe To Rad.; (1980-1979). 

*2 1/2” 

I.D. 

Hose ■ 

By Pass; (1980-1979). 

1 3/4” 

I.D. 


BRUIN 

1980-1979 

Belt - Fan & Alt.; 

W/Fiberglass Hood. 2062367 

Belt - Fan & Alt.; W/Steel 

Hood; W/Fan Clutch. 

Belt - Fan & Alt.; W/Steel 

Hood; W/O Fan Clutch. 

Belt - P.S. 9433886 

Belt - A.C. 

Hose - Upper; W/P.T.O.; W/Metal Hood... 
Hose - Upper - Eng. To Pipe; W/O A.C.; 

W/Fiberglass Hood. 

Hose - Upper - Pipe To Rad.; W/O A.C.; 
W/Fiberglass Hood; W/O Turbo (1979).. 

Hose - Upper - Pipe To Rad.; W/O A.C.; 

W/Fiberglass Hood; W/Turbo (1979). 

Hose - Lower - Eng. To Pipe; 
W/Fiberglass Hood; W/O Turbo (1979).. 
Hose - Lower - Eng. To Pipe; 

W/Fiberglass Hood; W/Turbo (1979). 

Hose - Lower - Eng. To Pipe; W/Metal 

Hood; W/O Turbo (1979). 

Hose - Lower - Eng. To Pipe; W/Metal 

Hood; W/Turbo (1979). 

Hose - Lower - Pipe To Rad.; 
W/Fiberglass Hood; W/O Turbo (1979).. 

Hose - Lower - Pipe To Rad.; 

W/Fiberglass Hood; W/Turbo (1979). 

Hose - Lower - Pipe To Rad.; W/Metal 

Hood; W/O Turbo (1979). 

Hose - Lower - Pipe To Rad.; W/Metal 

Hood; W/Turbo (1979). 

Hose - By Pass. 

H90; J90 

1978-1973 

Hose - Upper; W/Fluid Fan (1977-1973).. 
Hose - Upper; W/Std. Fan (1977-1973).... 
Hose - Upper - Eng. To Pipe; W/O A.C. 

(1978). 

Hose - Upper - Pipe To Rad.; W/O A.C. 

(1978). 

Hose - Lower; W/Fluid Fan (1977-1973).. 

Hose - Lower - Eng. To Pipe; (1978). 

Hose - Lower - Pipe To Rad.; (1978). 

MOO 

1971-1966 

Belt - W.P. & Alt. 2483870 

Belt - Fan & Alt. 2374624 

Belt - P.S. 2483849 

Belt - A.C. 2486894 

Belt - Fan & Air Brake Com- 
pr. 2458717 

TITAN 

1980-1970 

Belt - Fan; (1980-1979). 678777 

Belt - Fan; W/V-Belt Drive 

(1978-1971). 646429 


49710HD 

©♦49610HD 

©449650HD 

49405HD 

49720HD 

<1)23547 

■>2 1/4” I.D. 

20397 
or 26520 

*2 3/4” I.D. 

*2 3/8” I.D. 

<*21194 

23559 

■>2 3/8” I.D. 

*20987 
Dr 26520 

21704 

23567 

20967 
1 3/4” I.D. 


21108 

26521 

*2 3/8” I.D. 

*21194 
20967 
■*2 3/8” I.D. 
26520 


©449590HD 
©49630HD 
49412HD 
49520HD 

©49680HD 


4K100495 HD 
©449545HD 


4K100495 HD 


CHEVROLET - Continued 

DETROIT DIESEL 6-71 DIESEL ENG. 

- Continued 

TITAN - Continued 
1980-1970 - Continued 
Belt - Fan; W/V-Ribbed Belt 

Drive (1978-1971). 

Belt - Fan; V-Belt (1970). 

Belt - Alt.; W/V-Ribbed Belt 

Drive (1980-1979). 

Belt - Alt.; (1978-1970). 

Belt - Fan & Alt.; W/V-Belt 

Drive (1980-1979). 

Belt - P.S.; W/V-Belt Drive 

(1980-1979). 

Belt - P.S.; W/V-Ribbed Belt 

Drive (1980-1974). 

Belt - P.S.; W/V-Belt Drive 

(1978-1971). 

Belt - P.S.; W/V-Ribbed Belt 

Drive (1973-1971). 

Belt - P.S.; V-Belt (1970). 

Belt - P.S.; W/V-Ribbed Belt 

(1970). 

Belt - A.C.; W/V-Ribbed Belt 

Drive (1980-1979). 

Belt - A.C.; W/53 1/8" Belt 

O.C. (1978-1975). 

Belt - A.C.; W/54" Belt O.C. 

(1978-1975). 

Belt - A.C.; (1974-1970). 

Belt - Fan & A.C.; W/V-Belt 

Drive (1980-1979). 

Hose - Upper; W/Fluid Fan. 

Hose - Upper; W/O Fluid Fan. 

Hose - Lower; (1980-1971). 

Hose - Lower; (1970). 

Hose - By Pass. 

DETROIT DIESEL 6V-53 DIESEL ENG. 

BRUIN 

1980-1979 

Belt - Fan; W/52" 

(1980)... 

Belt - Fan 
(1980)... 

Belt - Fan 
(1979)... 

Belt - Fan 


646429 

©♦49545HD 

660231 

660231 

K040470 

K040470 


©449650HD 

9433886 

49405HD 

715950 

K050400 

3888401 

49412HD 

660233 

3888401 

4K050420HD 
49412HD 

660233 

4K050420HD 

660232 

K040535 

721307 

K040525 

660232 

660232 

K040535 

K040535 

9433944 

9740 


21108 
26521 
20967 
23557 
1 3/4” I.D. 


Belt O.C. 


W/55" Belt O.C. 


W/Front P.T.O. 


W/O Front P.T.O. 


(1980).. 


Belt ■ 

Belt - Alt. 

Belt - Alt.; 

Belt - Alt.; W/65A. Alt. (1979 
Belt - Fan & P.S.; 
W/Fiberglass Hood (1980).. 
Belt - Fan & P.S.; W/Steel 
Hood; W/49" Belt O.C. 

(1980). 

Belt - Fan & P.S.; W/Steel 
Hood; W/55 1/2" Belt O.C. 

(1980). 

Belt - Fan & P.S.; W/Fan 


796306 

©449520HD 

2005476 

49550HD 

792764 

©♦49455HD 

2031260 

@49415HD 

5133177 

@7370 

2059034 

K040575 

5139228 

@7365 

2011263 

@7385 

2008700 

©♦49640HD 

2056528 

©♦49490HD 

794908 

©449555HD 

2031262 

©44951OHD 


Belt - Fan & P.S.; W/O Fan 

Clutch (1979). 3822149 

Hose - Upper - Left Side; W/Steel Hood 


©♦49545HD 


(1980). 


20758 

or 

25528 

Hose - Upper - Left Side; W/Steel Hood; 

W/Detroit Diesel 6V-53N Eng. (1979). 


20758 

or 

25528 

Hose - Upper - Right Side; W/Steel Hood 

(1980). 


20759 

or 

25528 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. O 
•*” Use Notched Belt Only. ♦ 

* Cut To Fit. 4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


CHEVROLET - Continued 

DETROIT DIESEL 6V-53 DIESEL ENG 

- Continued 

BRUIN - Continued 
1980-1979 - Continued 
Hose - Upper - Right Side; W/Steel Hood: 

W/Detroit Diesel 6V-53N Eng. (1979). 


(1980). 

W/Detroit 


W/Steel 


Hose - Upper - Eng. To Pipe; 

Hose - Upper - Eng. To Pipe; 

Diesel 6V-53T Eng. (1979).. 

Hose - Upper - Pipe To Rad. 
W/Fiberglass Hood (1980)... 

Hose - Upper - Pipe To Rad. 

Hood (1980). 

Hose - Upper - Pipe To Rad.; 
W/Fiberglass Hood; W/Detroit Diesel 

6V-53T Eng. (1979). 

Hose - Upper - Pipe To Rad.; W/Metal 
Hood; W/Detroit Diesel 6V-53T Eng. 

(1979). 

Hose - Lower; W/Steel Hood. 


Hose - Rad. Surge Tank Outlet. 

E80 

1965-1962 

Belt - W.P. 5116451 

Belt - Alt. 3816756 

Belt - Fan & P.S. 3822153 

Belt - Fan & V.P. 3764626 

H70 

1978-1973 

Belt - Fan; W/Noise Restric- 


HV70 
1972-1966 

Belt - Fan; W/Noise Restric- 


Hose - Upper - Left Side.. 


Hose - Upper - Right Side.. 
Hose - Lower. 


J70; J80 

1978-1973 

Belt - Fan; W/Noise Restric¬ 
tion. 792764 


20759 
or 25528 
©1 5/8” I.D. 

©1 5/8” I.D. 

i2)s-=20397 


^20397 

26520 

21195 


@7370 

@7370 

©**9550HD 

*9440HD 


tion. 

792764 

@*9455HD 

Belt - Fan; W/O Noise Re- 



striction. 

3813277 

@*9440HD 

Belt - W.P. 

5133177 

@7370 

Belt - Alt. 

3816755 

@7365 

Belt - Fan & P.S.; W/Noise 



Restriction. 

794908 

©**9555HD 

Belt - Fan & P.S.; W/O Noise 



Restriction. 

3822149 

©**9545HD 

Belt - A.C. 

2484214 

*9500HD 

Belt - Air Brake Compr. 

3813277 

@*9440HD 

Hose - Upper - Left Side. 


20758 



or 25528 

Hose - Upper - Right Side. 


20759 



or 25528 

Hose - Lower. 


^20756 



or 26520 


tion. 

792764 

©*9455HD 

Belt - Fan; W/O Noise Re- 

striction. 

3813277 

@*9440HD 

Belt - W.P. 

5133177 

@7370 

Belt - Alt. 

3816755 

@7365 

Belt - Fan & P.S.; W/Noise 

Restriction. 

794908 

©**9555HD 

Belt - Fan & P.S.; W/O Noise 

Restriction. 

3822149 

@**9545HD 

Belt - A.C. 

2484214 

*9500HD 

Belt - Air Brake Compr. 

3813277 

@*9440HD 


20758 
25528 

20759 
25528 

^20756 

26520 


@*9455HD 


CHEVROLET - Continued 

DETROIT DIESEL 6V-53 DIESEL ENG. 

- Continued 

J70; J80 - Continued 
1978-1973 - Continued 
Belt - Fan; W/O Noise Re¬ 
striction. 3813277 

Belt - W.P.5133177 

Belt - Alt. 3816755 

Belt - Fan & P.S.; W/Noise 

Restriction. 794908 

Belt - Fan & P.S.; W/O Noise 
Restriction. 3822149 


JV70; JV80 

1972-1966 

Belt - Fan; W/Noise Restric¬ 
tion. 792764 

Belt - Fan; W/O Noise Re¬ 
striction. 3813277 

Belt - W.P.5133177 

Belt - Alt. 3816755 

Belt - Fan & P.S.; W/Noise 

Restriction. 794908 

Belt - Fan & P.S.; W/O Noise 

Restriction. 3822149 

Belt - A.C. 2484214 

Belt - Air Brake Compr. 3813277 

Hose - Upper - Left Side. 

Hose - Upper - Right Side. 

Hose - Lower. 

T70 

1974-1973 

Belt - Fan. 3887677 

Belt - W.P.5133177 

Belt - Alt. 3888456 

Belt - P.S. 3888400 

Belt - Air Brake Compr. 5144726 

Hose - Upper - Left Side. 

Hose - Upper - Right Side. 

Hose - Lower. 

TV70 

1972-1966 

Belt - Fan. 3887677 

Belt - W.P.5133177 

Belt - Alt. 3888456 

Belt - P.S. 3888400 

Belt - Air Brake Compr. 5144726 

Hose - Upper - Left Side. 

Hose - Upper - Right Side. 

Hose - Lower; (1972-1970). 

Hose - Lower; (1969-1966). 

U80 

1966-1962 

Belt - W.P. 5116451 

Belt - Alt. 3816756 

Belt - Fan & P.S. 

W70 

1974-1966 

Belt - Fan. 3947148 


@*9440HD 

@7370 

@7365 

©**9555HD 


©**9545HD 




Belt - A.C. 

.. 2484214 


*9500HD 

©■>2 1/4” 

I.D. 

Belt - Air Brake Compr. 

.. 3813277 


@*9440HD 



Hose - Upper - Left Side. 



20758 





or 

25528 

<2.s-=20397 


Hose - Upper - Right Side.... 



20759 





or 

25528 



Hose - Lower. 



s-=20756 

©■>2 1/4” 

I.D. 



or 

26520 


@*9455HD 

@*9440HD 

©7370 

<1.7365 

©**9555HD 

©**9545HD 

*9500HD 

@*9440HD 

20758 
or 25528 

20759 
or 25528 

^20756 
or 26520 


@9279 
©7370 
©7365 
*9412HD 
©**9463HD 
^20542 
or 25473 
20542 
or 25473 
26520 


©9279 
©7370 
@7365 
*9412HD 
©**9463HD 
^20542 
or 25473 
20542 
or 25473 
26520 
26509 


©7370 
©7370 
©*9412HD 


@**9447HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. O 
•*” Use Notched Belt Only. ♦ 

^ Cut To Fit. * 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


CHEVROLET - Continued 

DETROIT DIESEL 6V-53 DIESEL ENG. 

- Continued 

W70 - Continued 
1974-1966 - Continued 

Belt - W.P.5133177 

Belt - Alt. 3888456 

P.S. 3888480 

■ Air Brake Compr. 5144726 

Upper - Left Side. 


Belt • 
Belt • 
Hose ■ 


Hose - Upper - Right Side... 

Hose - Lower; (1974-1970).. 
Hose - Lower; (1969-1966).. 

W80 


<1.7370 
©7365 
*9560HD 
©**9463HD 
*20542 
or 25473 
20542 
or 25473 
26520 
26509 


1965-1962 



Belt - W.P. 

. 5116451 

@7370 

Belt - Alt. 

. 3816756 

@7370 

Belt - Fan & P.S. 

. 3822153 

©**9550HD 

Belt - Fan & V.P. 

. 3764626 

*9440HD 

Y80 



1966-1962 



Belt - W.P. 

. 5116451 

@7370 

Belt - Alt. 

. 3816756 

@7370 

Belt - Fan & P.S. 


©*9412HD 


DETROIT DIESEL 6V-71 DIESEL ENG. 

T90 


1974-1966 

Belt - Fan; (1967-1966). 

.... 2374624 

@*9630HD 

Belt - Alt.; (1974-1972). 


@*9412HD 

Belt - P.S.; (1974-1972). 

.... 2386153 

*9360HD 

Belt - P.S.; (1967-1966). 

.... 2386153 

*9360HD 

Belt - Air Brake Compr.; 
(1967-1966). 

.... 2384953 

<19300 

WW90 

1972-1966 

Belt - Fan; (1967-1966). 

.... 2374624 

@*9630HD 

Belt - Alt.; (1972). 


©*9412HD 

Belt - P.S.; (1972). 

.... 2386153 

*9360HD 

Belt - P.S.; (1967-1966). 

.... 2386153 

*9360HD 

Belt - Air Brake Compr.; 
(1967-1966). 

.... 2384953 

<19300 


DETROIT DIESEL 6V-92 DIESEL ENG. 

BISON 

1980-1979 

Belt - Fan; W/Horton Fan 


Clutch. 

. 796685 

@**9670HD 

Belt - Fan; W/Schwitzer Fan 
Clutch. 


@*9650HD 

Belt - Alt. 

. 795599 

*9325HD 

Belt - P.S. 

. 11502354 

*9440HD 

Belt - A.C.; (1980). 

. 9433894 

*9447HD 

Belt - A.C.; (1979). 

. 9433892 

*9435HD 


Hose - Upper - Eng. To Pipe.. 

Hose - Upper - Pipe To Rad... 

Hose - Lower. 

BRUIN 

1980-1979 

Belt - Fan; W/Horton Fan 

Clutch. 

Belt - Fan; W/Schwitzer Fan 

Clutch. 

Belt - Alt. 795599 

Belt - P.S. 11502354 

Belt - A.C.; (1980). 9433894 

Belt - A.C.; (1979). 9433892 

Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Pipe. 

Hose - Lower - Eng. To Pipe. 


796685 


©■>2 1/4” I.D. 
©■>2 1/4” I.D. 
.*21420 


©**9670HD 

@*9650HD 
*9325HD 
*9440HD 
*9447HD 
*9435HD 
©■>2 1/4” I.D. 
*2 1/4” I.D. 
*3” I.D. 


CHEVROLET - Continued 

DETROIT DIESEL 6V-92 DIESEL ENG. 

- Continued 

TITAN 

1980-1979 

Belt - Fan; W/Fluid Fan 


Clutch. 

. 2003233 

K100535 

Belt - Fan; W/O Fluid Fan 
Clutch. 

. 721306 

*K100540 HD 

Belt - Alt. 

. 690408 

*9435HD 

Belt - P.S. 


*9420HD 

Belt - A.C.; W/V-Belt Drive 
(1980). 

. 9433866 

*9305HD 

Belt - A.C.; W/V-Ribbed Belt 
Drive (1980). 

. 2054213 

K040545 

Belt - A.C.; (1979). 

. 9433863 

*9290HD 

Hose - Upper; W/Air To Air Aftercooler. 

©*21194 


Hose - Upper - Left Side.. 
Hose - Upper - Right Side.. 


Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

DETROIT DIESEL 8V-71 

BISON 

1980-1977 

Belt - Fan; W/6-Blade Fan 

(1980-1979). 796685 

Belt - Fan; W/8-Blade Fan 

(1980-1979). 

Belt - Alt.; (1980-1979). 795599 

Belt - A.C.; (1980). 9433894 

Belt - A.C.; (1979). 9433892 

Hose - Upper; (1980-1979). 

Hose - Upper - Left Side; (1978-1977). 

Hose - Upper - Right Side; (1978-1977). 

Hose - Lower. 

Hose - By Pass. 

BRUIN 

1980-1979 

Belt - Fan & Alt.; W/Fluid Fan 

(1980). 2025198 

Belt - Fan & Alt.; W/Viscous 

Fan. 2046611 

Belt - Fan & Alt.; W/Fluid Fan 

(1979). 9433952 

Belt - A.C.; (1980). 11502355 

Belt - A.C.; (1979). 9433892 

Hose - Upper - Eng. To Pipe. 

Hose - Upper - Eng. To Tee. 

Hose - Upper - Pipe To Tee. 

Hose - Upper - Tee To Rad. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

Hose - By Pass. 

H90; J90 

1977- 1973 

Hose - Upper - Left Side. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

Hose - By Pass. 

M90 

1978- 1966 

Belt - Fan. 2374624 

Belt - Alt. 

Belt - Fan & Alt. 2483933 

Belt - P.S.; (1978-1973). 3888401 

Belt - P.S.; (1972-1966). 2484214 

Belt - A.C. 3759204 

Hose - Upper - Left Side; (1976-1970). 

Hose - Upper - Right Side; (1976-1970). 

Hose - Lower - Eng. To Pipe; (1976-1970) 
Hose - Lower - Eng. To Pipe; (1969-1966) 


21475 
26521 

21476 
26521 

*3” I.D. 
23572 


DIESEL ENG. 


©**9670HD 

©**9650HD 
@**9325HD 
*9447HD 
*9435HD 
*2 1/4” I.D. 
*21418 
*21418 
21196 
1 3/4” I.D. 


<29830 

<19840 

<19820 
*9447HD 
*9435HD 
2 1/4” I.D. 
*2 1/4” I.D. 
*2 1/4” I.D. 
21463 
21466 
*21420 
1 3/4” I.D. 


<1<20401 
*2 3/4” I.D. 
23585 
1 3/4” I.D. 


*9630HD 
©*9319HD 
@*9700HD 
*9412HD 
*9500HD 
*9425HD 
*20973 
*20717 
*2 3/4” I.D. 

23567 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

* Cut To Fit. * Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

CHEVROLET - Continued 


Gates No. 


Application Mfr. Part No. 

CHEVROLET - Continued 


Gates No. 


DETROIT DIESEL 8V-71 DIESEL ENG. 

- Continued 

M90 - Continued 
1978-1966 - Continued 
Hose - Lower - Pipe To Rad.; (1976-1970). 

Hose - Lower - Pipe To Rad.; (1969-1966). 

Hose - By Pass; (1969-1966). 

TITAN 

1980-1970 

Belt - Fan; W/Air Fan Clutch 


23568 
23567 
1 3/4” I.D. 


(1980-1979). 

721306 

4K100540HD 

Belt - Fan; W/Fluid Fan 

Clutch (1980-1979). 

2003233 

K100535 

Belt - Fan; (1978-1975). 

721306 

4K100540 HD 

Belt - Fan; W/V-Belt Drive 
(1974-1970). 

646430 

©449550HD 

Belt - Fan; W/V-Ribbed Belt 
Drive (1974-1970). 

678777 

4K100495 HD 

Belt - Alt.; W/V-Belt Drive; 
W/Front Mount Alt. 
(1980-1979). 

11502348 

49415HD 

Belt - Alt.; W/V-Belt Drive; 
W/Rear Mount Alt. 
(1980-1979). 

690408 

©449435HD 

Belt - Alt.; W/V-Ribbed Belt 
Drive (1980-1979). 

660229 

K040310 

Belt - Alt.; W/4-Ribbed Belt 
(1978-1975). 

660229 

K040310 

Belt - Alt.; W/8-Ribbed Belt 
(1978-1975). 

695380 

K080365 

Belt - P.S.; (1980-1979). 

8867788 

49420HD 

Belt - P.S.; W/V-Belt Drive 
(1978-1975). 

3887699 

49420HD 

Belt - P.S.; W/V-Ribbed Belt 
Drive (1978-1970). 

660233 

4K050420HD 

Belt - P.S.; W/V-Belt Drive 
(1974-1970). 

2484214 

49500HD 

Belt - A.C.; W/Air Fan Clutch 
(1980). 

9433866 

49305HD 

Belt - A.C.; W/Fluid Fan 

Clutch (1980). 

2054312 

K040520 

Belt - A.C.; W/Air Fan Clutch 
(1979). 

721307 

K040525 

Belt - A.C.; W/Fluid Fan 

Clutch (1979). 

692207 

K040510 

Belt - A.C.; W/V-Belt Drive 
(1978-1970). 

652050 

9820 

Belt - A.C.; W/V-Ribbed Belt 
Drive (1978-1970). 

678779 

K040595 


Hose - Upper - Left Side; (1980-1979). 


21475 

or 

26521 

Hose - Upper - Left Side; (1978-1973). 


20973 

or 

26521 

Hose - Upper - Right Side; (1980-1979). 


21476 

Hose - Upper - Right Side; W/A.C. 

or 

26521 

(1978-1973). 

Hose - Upper - Right Side; W/O A.C. 


^20401 

(1978-1973). 


20459 


or 

26521 

Hose - Upper - Right Side; (1972-1970). 


26522 

Hose - Lower - Eng. To Pipe. 


*2 3/4” 


Pipe To Rad.; (1980-1979). 
Pipe To Rad.; (1978-1973). 


23567 

23568 

1 3/4” I.D. 


Hose - Lower ■ 

Hose - Lower ■ 

Hose - By Pass.. 

DETROIT DIESEL 8V-92 DIESEL ENG. 

BISON 

1980-1979 

Hose - Upper - Eng. To Pipe. ©->2 1/4” I.D. 

Hose - Upper - Pipe To Rad. ©s<21556 

Hose - Lower. 21420 

Hose - By Pass. 1 3/4” I.D. 

Hose - Heater. 3/4" I.D. 


DETROIT DIESEL 8V-92 DIESEL ENG. 


- Continued 

TITAN 

1980-1979 

Belt - Fan; W/Air Fan Clutch.. 2047299 
Belt - Fan; W/Fluid Fan 

Clutch. 719744 

Belt - Alt.; W/Air Fan Clutch... 660231 

Belt - Alt.; W/Fluid Fan Clutch 2033581 

Belt - P.S. 

Belt - A.C.; (1980). 9433866 

Belt - A.C.; (1979). 9433868 

Hose - Upper - Left Side. 


Hose - Upper - Right Side. 

Hose - Lower - Eng. To Pipe 
Hose - Lower - Pipe To Rad. 

Hose - By Pass. 

Hose - Heater. 


4K100570HD 

©49560HD 
K040470 
4K040425HD 
49420HD 
49305HD 
49290HD 
21120 
or 26521 
21114 
or 26521 
23572 
23568 
1 3/4” I.D. 
3/4" I.D. 


DETROIT DIESEL 12V-71 DIESEL ENG. 

TITAN 


1977-1971 

Belt - Fan. 

Belt - Alt. 

Hose - Upper - Eng. To Pipe 
Hose - Upper - Pipe To Rad. 
Hose - Lower - Eng. To Pipe 
Hose - Lower - Pipe To Rad. 


5134591 ©49463HD 

672978 K040300 

. ©23562 

. ©23547 

. -:-3 1/2” I.D. 

. 23585 


DETROIT DIESEL V-8 8.2 L DIESEL 


ENG. 

C60; C70 

1990-1980 

Belt - Fan & Alt.; W/69 1/2" 
Belt O.C.; Preferred Belt 

(1990). 

Belt - Fan & Alt.; W/69 1/2" 
Belt O.C.; Optional Belt 

(1990). 

Belt - Fan & Alt.; W/70 1/2" 
Belt O.C.; Preferred Belt 

(1990). 

Belt - Fan & Alt.; W/70 1/2" 
Belt O.C.; Optional Belt 

(1990). 

Belt - Fan & Alt.; W/71 1/2" 

Belt O.C. 

Belt - Fan & Alt.; W/69 1/2" 

Belt O.C. (1989-1980). 

Belt - Fan & Alt.; W/70 1/2" 

Belt O.C. (1989-1980). 

Belt - Fan & P.S. 

Belt - P.S. 

Belt - A.C.; (1987-1985). 

Belt - A.C.; (1984-1980). 

Belt - Fan & A.C. 

Belt - Fan & Air Brake Com- 
pr.; W/73 1/2" Belt O.C. 

(1990). 

Belt - Fan & Air Brake Com- 
pr.; W/74 1/2" Belt O.C. 

(1990). 

Belt - Fan & Air Brake Com- 

pr.; (1989-1983). 

Belt - Fan & Air Brake Com- 
pr.; Jan. 10, 1982 & Older 

(1982). 

Belt - Fan & Air Brake Com- 
pr.; Jan. 11, 1982 & Newer 

(1982). 

Belt - Fan & Air Brake Com- 

pr.; (1981-1980). 

Hose - Upper - Eng. To Pipe 


11502413 

2/9690PB 


©49690HD 

2056956 

2/9700PB 


©49700HD 

11502415 

4971OHD 

11502413 

©449690HD 

2056956 

©449700HD 

11502414 

49700HD 

11502340 

49385HD 
4971 OHD 

11502419 

9740 

11502416 

4971 OHD 

11502417 

49730HD 

11502419 

9740 

11502417 

49730HD 

11502414 

49700HD 

11502417 

49730HD 

11502414 

49700HD 
*2” I.D. 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

CHEVROLET - Continued 


Gates No. 


Application Mfr. Part No. 

CHEVROLET - Continued 


Gates No. 


DETROIT DIESEL V-8 8.2 L DIESEL 
ENG. - Continued 

C60; C70 - Continued 

1990-1980 - Continued 

Hose - Upper - Pipe To Rad. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

Hose - By Pass - Left Side. 

Hose - By Pass - Right Side. 

P6T042 

1989-1983 

Belt - Fan & Alt.; (1989-1987) 2099791 
Belt - Fan & Alt.; (1986-1983) 2056956 

Belt - P.S. 11502340 

Belt - A.C.; (1989-1985). 

Belt - A.C.; (1984). 

Belt - Air Brake Compr.; 

(1989-1987). 

Belt - Air Brake Compr.; 

(1986-1983). 11502417 

Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

Hose - By Pass - Left Side. 

Hose - By Pass - Right Side. 

P30 

1990 

Belt - Fan & Alt. 2099791 

Belt - P.S. 11502340 

Belt - A.C. 

Belt - Air Brake Compr. 

Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

Hose - By Pass - Left Side. 

Hose - By Pass - Right Side. 

GM D351 DIESEL ENG. 

N50 

1966-1965 

Belt - W.P. & Alt.; (1966). 2439805 

Belt - Fan & Alt.; (1965). 3767071 

Belt - V.P.; (1966). 2472232 

Belt - V.P.; (1965). 2459789 

Q50 

1966-1965 

Belt - W.P. & Alt.; (1966). 2439805 

Belt - Fan & Alt.; (1965). 3815556 

Belt - V.P.; (1966). 2485245 

GM D478 DIESEL ENG. 

A60; A80 

1965 

Belt - Fan & Alt. 3815556 

Belt - P.S. 2459498 

Belt - Air Brake Compr. 

Belt - V.P. 2460198 

CG50 

1969-1967 

Belt - Fan & Alt. 3891358 

Belt - P.S. 2459498 

Belt - V.P. 3905091 

CG60 

1969-1967 

Belt - Fan & Alt. 2483870 

Belt - V.P. 8867790 


GM D478 DIESEL ENG. - Continued 

ETG70 

1969-1966 

Hose - Upper - Eng. To Pipe; W/High 

Mount Thermostat. 

Hose - Upper - Eng. To Pipe; W/Std. 

Mount Thermostat. 

Hose - Upper - Pipe To Rad. 

Hose - Lower; W/High Mount Thermostat... 

Hose - Lower; W/Std. Mount Thermostat.... 

Hose - By Pass. 

HG70; JG70 

1969-1966 

Belt - Fan & Alt. 2453837 

Belt - P.S. 2483850 

Belt - A.C. 2484214 

Belt - Air Brake Compr. 2471922 

Belt - V.P. 2472891 

Hose - Upper. 

Hose - Lower. 

Hose - By Pass. 

MB60 

1969-1967 

Belt - Fan & Alt. 2483870 

Belt - V.P. 8867790 

N60; N80 

1966-1965 

Belt - Alt.; (1966). 3816755 

Belt - Fan & Alt.; (1966). 2483869 

Belt - Fan & Alt.; (1965). 3767071 

Belt - Fan & P.S.; (1966). 

Belt - P.S.; (1965). 2459498 

Belt - Air Brake Compr.; 

(1965). 2457778 

Belt - V.P. 

Q60 

1966-1965 

Belt - Fan & Alt.; (1966). 2439805 

Belt - Fan & Alt.; (1965). 3815556 

Belt - P.S. 2459498 

Belt - Air Brake Compr.; 

(1965). 

Belt - V.P.; (1966). 2485245 

Belt - V.P.; (1965). 2460198 

Q80 

1965 

Belt - Fan & Alt. 3815556 

Belt - P.S. 2459498 

Belt - Air Brake Compr. 

Belt - V.P. 2460198 

T50 

1973 

Belt - Fan & Alt. 2483869 

Belt - P.S.; W/Air Brakes. 3898528 

Belt - P.S.; W/Hyd. Brakes. 2487197 

Belt - Air Brake Compr. 3888487 

Belt - V.P. 3764340 

T60 

1975-1973 

Belt - Fan & Alt.; (1975). 2483869 

Belt - Fan & Alt.; (1973). 2483869 

Belt - P.S.; W/Air Brakes 

(1975). 3898528 

Belt - P.S.; W/Hyd. Brakes 

(1975). 2487197 

Belt - P.S.; W/Air Brakes 

(1973). 3898528 

Belt - P.S.; W/Hyd. Brakes 

(1973). 2487197 

Belt - Air Brake Compr.; 

(1975). 3888487 


21473 
*2 1/4” I.D. 
*2 3/8” I.D. 
1 3/8” I.D. 
21457 


©♦*971OHD 
@*9700HD 
♦9385HD 
*971OHD 
9740 

9740 

*9730HD 
*2” I.D. 

21473 
&2 1/4” I.D. 
■ 0-2 3/8” I.D. 
1 3/8” I.D. 
21457 


©♦*971OHD 
*9385HD 
*971 OHD 
9740 
■>2” I.D. 

21473 
&2 1/4” I.D. 
+2 3/8” I.D. 
1 3/8” I.D. 
21457 


@*9580HD 
©*9630HD 
*951 OHD 
*9476HD 


©*9580HD 
©♦*961 OHD 
*9560HD 


©♦*961 OHD 
*9370HD 
*9660HD 
*9600HD 


@*9580HD 

*9370HD 

*9580HD 


©♦*9590HD 

*9580HD 


26603 

26503 
20882(A,B) 
26526 
26523 
2 -=20904 


©♦*961 OHD 
*9415HD 
*9500HD 
*9600HD 
*9550HD 
26502 
26520 
2x20904 


©♦*9590HD 

*9580HD 


©7370 
©*9600HD 
©*9630HD 
©*9412HD 
*9370HD 

*9540HD 
*951 OHD 


©*9580HD 
©♦*961 OHD 
*9370HD 

*9660HD 

*9560HD 

*9600HD 


©♦*961 OHD 
*9370HD 
*9660HD 
*9600HD 


©*9600HD 

*9375HD 

*9365HD 

*9520HD 

*9550HD 


@*9600HD 

©*9600HD 

*9375HD 

*9365HD 

*9375HD 

*9365HD 

*9520HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check, 

sx Cut To Fit. * Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


CHEVROLET - Continued 

GM D478 DIESEL ENG. - Continued 

T60 - Continued 
1975-1973 - Continued 
Belt - Air Brake Compr.; 

(1973). 3888487 

Belt - V.P.; (1975). 3764340 

Belt - V.P.; (1973). 3764340 

Hose - Upper; (1973). 

Hose - Lower; (1973). 

TG50 

1972-1967 

Belt - Fan & Alt. 2483869 

Belt - P.S.; W/Air Brakes 

(1972-1970). 3898528 

Belt - P.S.; W/Hyd. Brakes 

(1972-1970). 2487197 

Belt - P.S.; (1969-1967). 2459498 

Belt - Air Brake Compr.; 

(1972-1970). 3888487 

Belt - Air Brake Compr.; 

(1969-1967). 2457778 

Belt - V.P.; (1972-1970). 3764340 

Belt - V.P.; (1969-1967). 2472232 

TG60 

1972-1967 

Belt - Fan & Alt. 2483869 

Belt - P.S.; W/Air Brakes 

(1972-1970). 3898528 

Belt - P.S.; W/Hyd. Brakes 

(1972-1970). 2487197 

Belt - P.S.; (1969-1967). 2459498 

Belt - Air Brake Compr.; 

(1972-1970). 3888487 

Belt - Air Brake Compr.; 

(1969-1967). 2457778 

Belt - V.P.; (1972-1970). 3764340 

Belt - V.P.: (1969-1967). 2472232 

Hose - Upper; (1972-1970). 

Hose - Lower; (1972-1970). 

TG70 


GM D637 DIESEL ENG. 

HJ70; JJ70 


49520HD 

49550HD 

49550HD 

26503 

26526 


©49600HD 

49375HD 

49365HD 

49370HD 

49520HD 

49540HD 
49550HD 
*9510HD 


©49600HD 

49375HD 

49365HD 

49370HD 

49520HD 

49540HD 
49550HD 
49510HD 
26503 
26526 


1969-1966 

Belt - Fan & Alt. 

.... 2473035 

©49630HD 

Belt - P.S. 

.... 2487197 

49365HD 

Belt - Air Brake Compr. 

.... 2457778 

49540HD 

Belt - V.P. 

.... 2472232 

4951OHD 

50 

1966-1965 

Belt - Fan & Alt.; (1966). 

.... 2439805 

©49580HD 

Belt - Fan & Alt.; (1965). 

.... 3815556 

©44961 OHD 

Belt - P.S. 

.... 2459498 

49370HD 

Belt - Air Brake Compr.; 
(1965). 


49660HD 

Belt - V.P. 

.... 2460198 

49600HD 

BO 

1965 

Belt - Fan & Alt. 

.... 3815556 

©44961 OHD 

Belt - P.S. 

.... 2459498 

49370HD 

Belt - Air Brake Compr. 


49660HD 

Belt - V.P. 

.... 2460198 

49600HD 


CHEVROLET - Continued 

GM D637 DIESEL ENG. - Continued 

TJ70 

1968-1966 

Belt - Fan & Alt. 2483869 ©49600HD 

Belt - P.S. 2459498 49370HD 

Belt - Air Brake Compr. 2457778 49540HD 

Belt - V.P. 2472232 49510HD 

Hose - Upper. 26503 

Hose - Lower. 2 1/2” I.D. 

GM DH478 DIESEL ENG. 

A60; A80 


1965 



Belt - Fan & Alt. 

. 3815556 

©44961 OHD 

Belt - P.S. 

. 2459498 

49370HD 

Belt - Air Brake Compr. 


49660HD 

Belt - V.P. 

. 2460198 

49600HD 

CG50 



1969-1967 



Belt - Fan & Alt. 

. 3891358 

©49580HD 

Belt - P.S. 

. 2459498 

49370HD 

Belt - V.P. 

. 3905091 

49580HD 

CG60 



1969-1967 



Belt - Fan & Alt. 

. 2483870 

©449590HD 

Belt - V.P. 

. 8867790 

49580HD 


ETG70 

1969-1966 

Hose - Upper - Eng. To Pipe; W/High 

Mount Thermostat. 

Hose - Upper - Eng. To Pipe; W/Std. 

Mount Thermostat. 

Hose - Upper - Pipe To Rad. 

Hose - Lower; W/High Mount Thermostat. 
Hose - Lower; W/Std. Mount Thermostat.. 
Hose - By Pass. 

HG70; JG70 

1969-1966 

Belt - Fan & Alt. 2453837 


Belt - P.S.. 


2483850 


Belt - A.C. 2484214 

Belt - Air Brake Compr. 2471922 

Belt - V.P. 2472891 

Hose - Upper. 

Hose - Lower. 

Hose - By Pass. 

MB60 


26603 

26503 
20882(A,B) 
26526 
26523 
2 -=20904 


©♦4961OHD 
49415HD 
49500HD 
49600HD 
49550HD 
26502 
26520 
2 x20904 


1969-1967 

Belt - Fan & Alt. 

... 2483870 

©449590HD 

Belt - V.P. 

... 8867790 

49580HD 

N60; N80 

1966-1965 

Belt - Alt.; (1966). 

... 3816755 

©7370 

Belt - Fan & Alt.; (1966). 

... 2483869 

©49600HD 

Belt - Fan & Alt.; (1965). 

... 3767071 

©49630HD 

Belt - Fan & P.S.: (1966). 


©49412HD 

Belt - P.S.; (1965). 

... 2459498 

49370HD 

Belt - Air Brake Compr.; 
(1965). 

.... 2457778 

49540HD 

Belt - V.P. 


4951 OHD 


1971-1966 



Q60 



Belt - Fan & Alt.; (1971-1970) 3891365 

©44961 OHD 

1966-1965 



Belt - Fan & Alt.; 1969-1966 2439805 

©49580HD 

Belt - Fan & Alt.; (1966). 

.... 2439805 

©49580HD 

Belt - P.S.; (1971-1970). 

. 2459789 

49476HD 

Belt - Fan & Alt.; (1965). 

.... 3815556 

©44961 OHD 

Belt - P.S.; (1969-1966). 

. 2483850 

49415HD 

Belt - P.S. 

.... 2459498 

49370HD 

Belt - A.C. 

. 2484214 

49500HD 

Belt - Air Brake Compr.; 



Belt - Air Brake Compr. 

. 611796 

49600HD 

(1965). 


49660HD 

Hose - Upper. 


sx20611 

Belt- V.P.; (1966). 

.... 2485245 

49560HD 



or 26510 

Belt- V.P.; (1965). 

.... 2460198 

49600HD 


© Two Required. © Six Required. ■4- 

® Three Required. ▲ Durion ® Silicone Hose Recommended. O 

© Four Required. •*” Use Notched Belt Only. ♦ 

© Five Required. sx Cut To Fit. 4 


Green Stripe® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

CHEVROLET - Continued 


Gates No. 


Application Mfr. Part No. 

CHEVROLET - Continued 


Gates No. 


GM DH478 DIESEL ENG. - Continued 

Q80 


1965 



Belt - Fan & Alt. 

.. 3815556 

©44961 OHD 

Belt - P.S. 

.. 2459498 

49370HD 

Belt - Air Brake Compr. 


49660HD 

Belt - V.P. 

.. 2460198 

49600HD 

T50 



1973 



Belt - Fan & Alt. 

.. 2483869 

©49600HD 

Belt - P.S.; W/Air Brakes. 

.. 3898528 

49375HD 

Belt - P.S.; W/Hyd. Brakes... 

.. 2487197 

49365HD 

Belt - Air Brake Compr. 

.. 3888487 

49520HD 

Belt - V.P. 

.. 3764340 

49550HD 


T60 

1975-1973 


Belt - Fan & Alt.; (1975). 

.. 2483869 

©49600HD 

Belt - Fan & Alt.; (1973). 

.. 2483869 

©49600HD 

Belt - P.S.; W/Air Brakes 

(1975). 

.. 3898528 

49375HD 

Belt - P.S.; W/Hyd. Brakes 

(1975). 

.. 2487197 

49365HD 


Belt - P.S.; W/Air Brakes 


(1973). 3898528 *9375HD 

Belt - P.S.; W/Hyd. Brakes 


(1973)....... 

... 2487197 

49365HD 

Belt - Air Brake Compr.; 



(1975). 

... 3888487 

49520HD 

Belt - Air Brake Compr.; 



(1973). 

... 3888487 

49520HD 

Belt - V.P.; (1975). 

... 3764340 

49550HD 

Belt - V.P.; (1973). 

... 3764340 

49550HD 

Hose - Upper; (1973). 


26503 

Hose - Lower; 1973 . 


26526 

G50 




GM DH478 DIESEL 

ENG. 

- Continued 

V60 - Continued 



1966-1965 - Continued 



Belt - Fan & Alt.; (1965). 

3815556 

©♦*961 OHD 

Belt - P.S. 

2459498 

♦9370HD 

Belt - Air Brake Compr.; 



(1965). 


♦9660HD 

Belt - V.P. 

2460198 

♦9600HD 

V80 



1965 



Belt - Fan & Alt. 

3815556 

©♦*961 OHD 

Belt - P.S. 

2459498 

*9370HD 

Belt - Air Brake Compr. 


*9660HD 

Belt - V.P. 

2460198 

♦9600HD 

GM DH637 DIESEL 

ENG. 


HJ70; JJ70 



1971-1966 



Belt - Fan & Alt.; (1971-1970) 

3891365 

©♦*961 OHD 

Belt - Fan & Alt.; (1969-1966) 

2439805 

@*9580HD 

Belt - P.S.; (1971-1970). 

2459789 

*9476HD 

Belt - P.S.; (1969-1966). 

2483850 

*9415HD 

Belt - A.C. 

2484214 

*9500HD 

Belt - Air Brake Compr. 

611796 

*9600HD 

Hose - Upper. 


<20611 



or 26510 

TJ70 



1968-1966 



Belt - Fan & Alt. 

2483869 

@*9600HD 

Belt - P.S. 

2459498 

*9370HD 

Belt - Air Brake Compr. 

2457778 

*9540HD 

Belt - V.P. 

2472232 

*951 OHD 

Hose - Upper. 


26503 

Hose - Lower. 


2 1/2” l.l 


1972-1967 

Belt - Fan & Alt. 2483869 

Belt - P.S.; W/Air Brakes 

(1972-1970). 3898528 

Belt - P.S.; W/Hyd. Brakes 

(1972-1970). 2487197 

Belt - P.S.; (1969-1967). 2459498 

Belt - Air Brake Compr.; 

(1972-1970). 3888487 

Belt - Air Brake Compr.; 

(1969-1967). 2457778 

Belt - V.P.; (1972-1970). 3764340 

Belt - V.P.; (1969-1967). 2472232 

TG60 

1972-1967 

Belt - Fan & Alt. 2483869 

Belt - P.S.; W/Air Brakes 

(1972-1970). 3898528 

Belt - P.S.; W/Hyd. Brakes 

(1972-1970). 2487197 

Belt - P.S.; (1969-1967). 2459498 

Belt - Air Brake Compr.; 

(1972-1970). 3888487 

Belt - Air Brake Compr.; 

(1969-1967). 2457778 

Belt - V.P.; (1972-1970). 3764340 

Belt - V.P.; (1969-1967). 2472232 

Hose - Upper; (1972-1970). 

Hose - Lower; (1972-1970). 

TG70 

1969-1966 

Belt - Fan & Alt. 2473035 

Belt - P.S. 2487197 

Belt - Air Brake Compr. 2457778 

Belt - V.P. 2472232 

V60 

1966-1965 

Belt - Fan & Alt.; (1966). 2439805 


@*9600HD 

*9375HD 

*9365HD 

*9370HD 

*9520HD 

*9540HD 
*9550HD 
49510HD 

@*9600HD 

49375HD 

49365HD 

49370HD 

49520HD 

49540HD 
49550HD 
49510HD 
26503 
26526 


©49630HD 
49365HD 
49540HD 
4951OHD 


©49580HD 


GM 6-CYL. 230 ENG. 

C40 


1969-1967 



Belt - Alt.; W/A.C. 

. 3845642 

7312 

Belt - Fan & Alt.; W/O P.S... 

. 3850801 

@7390 

Belt - Fan & Alt.; W/P.S. 

. 3850801 

7390 

Belt - Fan, Alt. & P.S. 

. 3871257 

7550 

Belt - Fan, Alt. & A.P. 

. 3861940 

7512 

Belt - Fan & A.C. 

. 3847709 

7550 

Hose - Upper. 


=<20686 

Hose - Lower. 


20489 
or 26611 


C50 

1969-1963 

Belt - Fan & Alt.; W/62A. Alt. 

(1967-1965). 3892975 ©7410 

Belt - Fan & Alt.; W/O 62A. 

Alt. (1967-1965). 3845646 7395 

Belt - Fan & Alt.; W/62A. Alt. 

(1964-1963). 3845646 ©7395 

Hose - Upper; (1969-1967). <20686 

Hose - Lower; 1969-1967 . 20489 

or 26611 

PS40 

1969-1964 

Belt - Fan & Alt.; W/O P.S. 

(1969-1967). 3888458 ©7390 

Belt - Fan & Alt.; W/P.S. 

(1969-1967). 3849258 7410 

Belt - Fan, Alt. & P.S.; 

(1969-1967). 3925530 7500 

Hose - Upper. =<21660 

or 25476 

Hose - Lower. 26612 

T40 

1967-1963 

Belt - Fan & Alt.; W/62A. Alt.. 3845646 ©7395 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. O 
•*” Use Notched Belt Only. ♦ 

s< Cut To Fit. 4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


CHEVROLET - Continued 

GM 6-CYL 235 ENG. 

C40 

1962-1960 

Belt - Fan & Alt.; W/35A, 

42A. Alt. 3759205 

Belt - Fan & Gen. 3759204 

Hose - Upper. 

Hose - Lower; W/Std. Cool. 

Hose - Lower; W/X.C. 

C50 

1962-1960 

Belt - Fan & Alt.; W/35A, 

42A. Alt. 3759205 

Belt - Fan & Gen. 3759204 

Hose - Upper; W/Man. Trans. 

Hose - Lower; W/Man. Trans. 

C60 

1962-1960 

Belt - Fan & Alt.; W/O P.S. 3759218 

Belt - Fan & Alt.; W/P.S. 3759223 

Belt - Fan & Gen.; W/Air 

Brakes. 3759207 

Belt - Fan & Gen.; W/O Air 

Brakes (1962-1961). 3759204 

Belt - Fan & Gen.; W/O Air 

Brake Compr. (1960). 3759204 

Belt - Fan, Gen. & Air Brake 
Compr.; W/16000 Lb. Axle... 3761883 

Belt - P.S. 3771316 

Belt - Air Brake Compr. 3764984 

Hose - Upper; W/Man. Trans. 

Hose - Lower; W/Man. Trans. 

4000 SERIES 

1959-1955 

Belt - Fan & Alt.; W/35A. Alt. 

(1959-1958). 3759205 

Belt - Fan & Gen.; 

(1959-1956). 3718614 

Hose - Upper; 2nd Design. 

Hose - Lower; 2nd Design. 

5000 SERIES 

1959-1956 

Belt - Fan & Gen.; W/Air 

Brakes. 3724316 

Belt - Fan & Gen.; W/O Air 

Brakes. 3718614 

Belt - Air Brake Compr. 3740516 

6000 SERIES 

1959-1955 

Belt - Fan & Gen.; W/Air 

Brakes (1959-1956). 3724316 

Belt - Fan & Gen.; W/O Air 

Brakes (1959-1956). 3718614 

Belt - Air Brake Compr.; 

(1959-1956). 3740516 

Hose - Upper; 2nd Design. 

Hose - Lower; 2nd Design. 

GM 6-CYL. 250 ENG. 

C40 


49440HD 

49425HD 

=<21660 

25474 

20417 

26612 


49412HD 
49451 HD 

49463HD 

49425HD 

49425HD 

49650HD 
49600 HD 
49625HD 
=■<21660 
25474 
20417 
26612 


49440HD 

49425HD 

20267 

=<20584 


49463HD 

49425HD 

4961OHD 
20267 
=<20584 


CHEVROLET - Continued 
GM 6-CYL. 250 ENG. - Continued 

C40 - Continued 
1972-1967 - Continued 
Belt 



49440HD 

(1969-1967). 

. 3871257 

7550 


49425HD 

Belt - Fan, Alt. & A.P.: 




=<20065 

(1969-1967). 

. 3861940 

7512 

or 

25473 

Belt - Fan & A.C.; 




=<20584 

(1969-1967). 

. 3847709 

7550 

or 

26612 

Hose - Upper. 


=<20686 


20417 

Hose - Lower. 


20489 

or 

26612 



or 26611 


C50 

1978-1963 

Belt - Fan & Alt.; W/O P.S. 

(1978-1973). 3888458 @7390 

Belt - Fan & Alt.; W/P.S. 

(1978-1973). 9433730 7385 

Belt - Fan & Alt.; W/62A. Alt. 

(1967-1965). 3892975 @7410 

Belt - Fan & Alt.; W/O 62A. 

Alt. (1967-1965). 3845646 7395 

Belt - Fan & Alt.; W/62A. Alt. 

(1964-1963). 3845646 @7395 

Belt - Fan, Alt. & P.S.; 

(1978-1973). 6263720 7500 

Belt - A.P.; (1978-1973). 3947150 49530HD 

Hose - Upper; (1977-1967). <20686 

Hose - Lower; (1977-1967). 20489 

or 26611 

PS40 

1972-1964 

Belt - Fan & Alt.; W/O P.S. 

(1970-1967). 3888458 @7390 

Belt - Fan & Alt.; W/P.S. 

(1970-1967). 3849258 7410 

Belt - Fan, Alt. & P.S.; 

(1970-1967). 3925530 7500 

Hose - Upper. =<21660 

or 25476 

Hose - Lower. 26612 

T40 

1967-1963 

Belt - Fan & Alt.; W/62A. Alt.. 3845646 @7395 

GM 6-CYL. 261 ENG. 

C40 

1962-1960 

Belt - Fan & Alt.; W/35A, 




42A. Alt. 

.. 3759205 


49440HD 

3724316 

49463HD 

Belt - Fan & Gen. 

.. 3759204 


49425HD 

3718614 

49425HD 

Hose - Upper. 


or 

=<20065 

25473 

3740516 

4961 OHD 

Hose - Lower; W/Std. Cool... 



=<20584 



or 

26612 



Hose - Lower; W/X.C. 


or 

20417 

26612 


C50 

1962-1960 

Belt - Fan & Alt.; W/35A, 

42A. Alt. 3759205 

Belt - Fan & Gen. 3759204 

Hose - Upper; W/Man. Trans. 

Hose - Lower; W/Man. Trans. 

C60 


1972-1967 



1962-1960 


Belt - Alt.; W/A.C. 



Belt - Fan & Alt.; W/O P.S.... 

.. 3759218 

(1969-1967). 

.. 3845642 

7312 

Belt - Fan & Alt.; W/P.S. 

.. 3759223 

Belt - Fan & Alt.; W/O P.S... 

.. 3850801 

<1.7390 

Belt - Fan & Gen.; W/Air 


Belt - Fan & Alt.; W/P.S. 

.. 3850801 

7390 

Brakes . 

.. 3759207 

Belt - Fan, Alt. & P.S.; 



Belt - Fan & Gen.; W/O Air 


(1972-1970). 

.. 3925530 

7500 

Brakes (1962-1961). 

.. 3759204 


49440HD 

49425HD 

=<21660 

25474 

20417 

26612 


49412HD 
49451 HD 

49463HD 

49425HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. O 
•*” Use Notched Belt Only. ♦ 

=< Cut To Fit. 4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

CHEVROLET - Continued 


Gates No. 


Application Mfr. Part No. 

CHEVROLET - Continued 


Gates No. 


GM 6-CYL. 261 ENG. - Continued 


GM 6-CYL. 4.8 L ENG. - Continued 


C60 - Continued 
1962-1960 - Continued 
Belt - Fan & Gen.; W/O Air 

Brake Compr. (1960). 3759204 

Belt - Fan, Gen. & Air Brake 
Compr.; W/16000 Lb. Axle... 3761883 

Belt - P.S. 3771316 

Belt - Air Brake Compr. 3764984 

Hose - Upper; W/Man. Trans. 


Hose - Lower; W/Man. Trans. 

4000 SERIES 
1959-1955 

Belt - Fan & Alt.; W/35A. Alt. 

(1959-1958). 3759205 

Belt - Fan & Gen.; 

(1959-1956). 3718614 

Hose - Upper; 2nd Design. 

Hose - Lower; 2nd Design. 

5000 SERIES 
1959-1956 

Belt - Fan & Gen.; W/Air 


Brakes. 3724316 

Belt - Fan & Gen.; W/O Air 

Brakes. 3718614 

Belt - Air Brake Compr. 3740516 

6000 SERIES 
1959-1955 

Belt - Fan & Gen.; W/Air 

Brakes (1959-1956). 3724316 

Belt - Fan & Gen.; W/O Air 

Brakes (1959-1956). 3718614 

Belt - Air Brake Compr.; 

(1959-1956). 3740516 

Hose - Upper; 2nd Design. 

Hose - Lower; 2nd Design. 


49425HD 

49650HD 
49600HD 
49625HD 
^21660 
or 25474 
20417 
or 26612 


49440HD 

49425HD 

20267 

^20584 


49463HD 

49425HD 
49610HD 


49463HD 

49425HD 

49610HD 
20267 
^20584 


P4T042 - Continued 
1984-1980 - Continued 
Hose - Upper. 


(1989-1988) 

(1987). 

Exc. School 


School Bus 


W/A.C. 


W/O A.C. 


(1984-1980) 


Hose - Lower. 

P30 

1989-1980 

Belt - Fan & Alt. 

Belt - Fan & Alt. 

Belt - Fan & Alt. 

Bus (1986). 

Belt - Fan & Alt. 

(1986). 

Belt - Fan & Alt. 

(1985). 

Belt - Fan & Alt. 

(1985). 

Belt - Fan & Alt. 

Belt - Fan, P.S. & A.P.; 

(1989-1987). 

Belt - Fan, P.S. & A.P.; Exc. 

School Bus (1986). 

Belt - Fan, P.S. & A.P.; 

School Bus (1986). 

Belt - Fan, P.S. & A.P.; 

(1985-1980). 

Belt - Fan, A.P. & Hyd. 

Pump; W/O P.S. (1982). 

Belt - Fan & A.C.; (1985). 

Belt - Fan & A.P.; 

(1981-1980). 

Hose - Upper; (1989-1986)... 
Hose - Upper; (1985-1980)... 


Hose - Lower; (1989). 

Hose - Lower; (1988-1987).. 


GM 6-CYL. 4.8 L ENG. 

C50 

1986-1980 

Belt - Fan & Alt.; W/42A, 


Hose - Lower; W/A.C. (1986). 

Hose - Lower; W/O A.C. (1986) 

Hose - Lower; W/A.C. (1985). 


61 A. Alt. 9433884 49395HD 

Belt - Fan & Alt.; W/80A. Alt.. 3911542 ©49412HD 

Belt - Fan & P.S. 49500HD 

Belt - Fan & A.P. 49530HD 

Hose - Upper. 20686(A) 

or 25804 

Hose - Lower. 20489 

or 26611 

Hose - By Pass; Molded Hose (1986-1981) 20925 

Hose - By Pass; Strt. Hose (1986-1981). 5/8” I.D. 

Hose - By Pass; (1980). 20925 

C60 

1986-1980 


Belt - Fan & Alt.; W/42A, 

61 A. Alt. 9433884 49395HD 

Belt - Fan & Alt.; W/80A. Alt.. 3911542 ©49412HD 

Belt - Fan & P.S. 49500HD 

Belt - Fan & A.P. 49530HD 

Hose - Upper. 20686(A) 

or 25804 

Hose - Lower. 20489 

or 26611 


Hose - By Pass; Molded Hose. 20925 

Hose - By Pass; Strt. Hose. 5/8” I.D. 

P4T042 

1984-1980 

Belt - Fan & Alt.; W/O P.S. 3911542 49412HD 

Belt - Fan & Alt.; W/P.S. 3887682 49395HD 

Belt - Fan & P.S. 9433904 49490HD 

Belt - Fan & A.P. 11502376 49530HD 


Hose - Lower; W/O A.C. (1985). 

Hose - Lower; W/O A.C. (1984-1983).... 

Hose - Lower; (1982-1980). 

Hose - By Pass. 

Hose - Heater To Valve; (1988-1984).... 
Hose - Heater To Valve; (1983-1982).... 

Hose - Valve To Eng.; (1988-1984). 

Hose - Valve To Eng.; (1983-1982). 

Hose - Valve To Heater; (1986). 

Hose - Valve To Heater; (1983-1982).... 

Hose - Valve To Rad.; (1988-1984). 

Hose - Valve To Rad.; (1983-1982). 

GM 6-CYL. 292 ENG. 

C50; C60 
1979 

Belt - Fan & Alt.; W/42A, 

61 A. Alt. 9433884 

Belt - Fan & Alt.; W/80A. Alt.. 3911542 

Belt - Fan & P.S. 

Belt - Fan & A.P. 

Hose - Upper. 

Hose - Lower. 

Hose - By Pass; Molded Hose. 

Hose - By Pass; Strt. Hose. 


s -=21 660 
or 25476 
26612 


7395 

7390 

7395 

7390 

7375 

7395 

7395 

7590 

7590 

7603 

7603 

7597 

7560 

7530 

21201 

21201 

or 25307(A) 
21059 
or 25532 
21059 
or 25530 
21059 
21059 
or 25530 
20841 
or 25532 
25530 
20841 
or 25530 
20390 
or 25530 
20925 
5/8” x 26” 
5/8” x 43” 
5/8” x 21” 
5/8” x 5” 
5/8” x 26” 
5/8” x 33” 
3/4” x 10” 
3/4” x 5” 


49395HD 
©*9412HD 
49500HD 
49530HD 
20686(A) 
or 25804 
20489 
or 26611 
20925 
5/8" I.D. 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durlon® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

Cut To Fit. * Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 

Application Mtr. Part No. Gates No. I Application Mfr. Part No. Gates No. 


CHEVROLET - Continued 
GM 6-CYL. 292 ENG. - Continued 

CS50; CS60 

1972-1967 

Belt - Fan & Alt. 3887682 49395HD 

Belt - Fan, Alt. & P.S.; 

(1972-1970). 3947152 49500HD 

Belt - Fan, Alt. & P.S.; 

(1969-1967). 49530HD 

Belt - Fan & A.C.; 

(1972-1970). 3847711 7555 

Belt - Fan & Air Brake Com- 

pr.; (1972-1970). 3943162 49660HD 

Belt - Fan & Air Brake Com- 

pr.; W/O P.S. (1969-1967).... 3887683 49670HD 

P30 


CHEVROLET - Continued 
GM V-6 4.3 L ENG. - Continued 


P30 - Continued 
1990 - Continued 

Hose - Upper. ^21191 

or 25265 

Hose - Lower. 21061 

Hose - Heater To Tee. 18083 

Hose - Tee To Heater. 5/8” x 36” 

Hose - Tee To Intake Manifold. 5/8” x 40” 

Hose - Tee To Rad . 3/4” x 12” 


GM V-6 305 ENG.; GM V-6 351 ENG.; 
GM V-6 379 ENG. 

T65 


1979-1978 

Belt - Fan & Alt.; (1979). 

Belt - Fan & Alt.; W/A.C. 

(1978). 

Belt - Fan & Alt.; W/O A.C.; 

W/Std. Cool. (1978). 

Belt - Fan & Alt.; W/X.C. 

(1978). 

Belt - Fan, Alt. & A.P.; W/O 

P.S. (1979). 

Belt - Fan, Alt. & A.P.; 

W/P.S. (1979). 

Belt - Fan & P.S.; W/A.C. 

(1978). 

Belt - Fan & P.S.; W/O A.C.; 

W/Std. Cool. (1978). 

Belt - Fan & P.S.; W/X.C. 

(1978). 

Belt - Fan, P.S. & A.P.; 

(1979). 

Belt - Fan, A.P. & Hyd. 

Pump; W/O P.S. (1979). 

Hose - Upper. 


Hose - Lower.. 


Hose - By Pass. 

Hose - Heater To W.P.; (1979). 

Hose - Heater To Thermostat; (1979).. 

P40; P50 
1972-1966 

Belt - Fan & Alt.; W/O P.S. 


7603 
20874(A) 
or 25482 
20390 
or 25530 
20925 
3/4” x 44” 
5/8” x 49” 


Belt - Fan & Alt.; W/P.S. 


Belt - Fan, Alt. & P.S.; 


Hose - Upper; (1972-1967).. 


Hose - Lower; (1972-1967). 

Hose - By Pass; (1972-1967). 

T40; T50; T60 
1972-1963 

Belt - W.P. & Alt.; W/O P.S.... 


Hose - Upper; (1972-1965). 

Hose - Lower - Eng. To Pipe; (1972-1965) 
Hose - Lower - Pipe To Rad.; (1972-1965) 
Hose - By Pass; (1972-1965). 

GM V-6 4.3 L ENG. 

P30 

1990 

Belt - W.P. & Alt. 

Belt - Fan & Alt. 


3887682 

©♦9395HD 

3888401 

♦9412HD 

3914935 

♦961OHD 
^21660 


or 25476 
26612 


20563 

3887682 

3947148 

3947150 

3887683 

♦9395HD 

♦9447HD 

♦9530HD 

♦9670HD 

25527 


1 3/4” I.D. 
1 3/4” I.D. 
20563 


K050446 

K050435 


1974 


Belt - W.P. & Alt. 

3771316 

©♦9600HD 

Belt - P.S. 

3898528 

♦9375HD 

Belt - P.S. & Air Brake Com- 



pr. 

3883006 

♦9640HD 

TM65 



1972-1970 



Belt - W.P. & Alt.; 



(1972-1971). 

3771316 

©♦9600HD 

Belt - W.P. & Alt.; (1970). 

3891365 

©♦♦961 OHD 

Belt - P.S. 

3898528 

♦9375HD 

Belt - Air Brake Compr. 

2483912 

♦9520HD 

GM V-6 401 ENG. 



CM60 



1972-1970 



Belt - Fan & Alt.; W/A.C. 

3888480 

©♦9560HD 

Belt - Fan & Alt.; W/O A.C. 


©♦♦9590HD 

Belt - Fan & P.S. 

3885457 

♦951 OHD 

Belt - P.S. 

3883003 

♦9415HD 

Belt - A.C. 

3973203 

7665 

Belt - Air Brake Compr. 


♦9600HD 

Belt - A.P.; W/Air Brakes. 

2459789 

♦9476HD 

Belt - A.P.; W/O Air Brakes.... 

3888487 

♦9520HD 

H70 



1974 



Belt - W.P. & Alt. 

3834695 

©♦9600HD 

Belt - P.S. 

2472188 

♦9405HD 

Belt - A.C. 

2484214 

♦9500HD 

Belt - Air Brake Compr. 

2485091 

♦9600HD 

Hose - Upper. 


26506 

Hose - Lower; W/Man. Trans. 


20619 

H80 



1974 



Belt - W.P. & Alt.; W/61A., 



62A.. 85A. Alt. 


©♦♦961 OHD 

Belt - P.S. 

2477462 

♦9395HD 

Belt - Air Brake Compr. 


♦9600HD 

Hose - Upper. 


26506 

Hose - Lower; W/Man. Trans. 


20619 

HM70 



1972-1966 



Belt - W.P. & Alt.; 



(1972-1970). 

3834695 

©♦9600HD 

Belt - W.P. & Alt.; 



(1969-1966). 

3891365 

©♦♦961 OHD 

Belt - P.S.; (1972-1970). 

2472188 

♦9405HD 

Belt - P.S.; (1969-1966). 

3883003 

♦9415HD 

Belt - A.C. 

2484214 

♦9500HD 

Belt - Air Brake Compr. 

2485091 

♦9600HD 

Hose - Upper. 


26506 

Hose - Lower; W/Man. Trans. (1972-1970). 

20619 


HM80 

1972-1966 

Belt - W.P. & Alt.; W/61A., 

62A.. 85A. Alt. '♦♦961OHD 


Belt - P.S. 


7445 Belt - P.S . 2477462 ^gSHD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

♦ 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 

Mfr. Part No. 

Gates N 

CHEVROLET - Continued 


GM V-6 401 ENG. - 

Continued 


HM80 - Continued 

1972-1966 - Continued 

Belt - A.C.; (1969-1966). 

2484214 

*9500HD 

Belt - Air Brake Compr.; 
(1972-1970). 


*9600HD 

Belt - Air Brake Compr.; 
(1969-1966). 


*9660HD 

Flose - Upper. 


26506 

Flose - Lower; W/Man. Trans. (1972-1970). 

20619 

J70 

1974 

Belt - W.P. & Alt. 

3834695 

@*9600HD 

Belt - P.S. 

2472188 

*9405HD 

Belt - A.C. 

2484214 

*9500HD 

Belt - Air Brake Compr. 

2485091 

*9600HD 

Flose - Upper. 


26506 

Flose - Lower; W/Man. Trans. 


20619 

J80 

1974 

Belt - W.P. & Alt.; W/61A., 

62A.. 85A. Alt. 


©♦*9610HD 

Belt - P.S. 

2477462 

♦9395HD 

Belt - Air Brake Compr. 


♦9600HD 

Flose - Upper. 


26506 

Flose - Lower; W/Man. Trans. 


20619 

JM70 

1972-1966 

Belt - W.P. & Alt.; 

(1972-1970). 

3834695 

@*9600HD 

Belt - W.P. & Alt.; 

(1969-1966). 

3891365 

©♦*961OHD 

Belt - P.S.; (1972-1970). 

2472188 

*9405HD 

Belt - P.S.; (1969-1966). 

3883003 

*9415HD 

Belt - A.C. 

2484214 

*9500HD 

Belt - Air Brake Compr. 

2485091 

*9600HD 

Flose - Upper. 


26506 

Flose - Lower; W/Man. Trans. (1972-1970). 

20619 

Hose - Lower; (1969-1966). 


20619 

JM80 

1972-1966 

Belt - W.P. & Alt.; W/61A., 

62A.. 85A. Alt. 


©♦*961OHD 

Belt - P.S. 

2477462 

*9395HD 

Belt-A.C.; (1969-1966). 

2484214 

*9500HD 

Belt - Air Brake Compr.; 
(1972-1970). 


*9600HD 

Belt - Air Brake Compr.; 
(1969-1966). 


*9660HD 

Hose - Upper. 


26506 

Hose - Lower; W/Man. Trans. (1972-1970). 

20619 

T70 

1974 

Belt - W.P. & Alt. 

3834695 

©*9600HD 

Belt - P.S.; W/Air Brakes. 

3887682 

*9395HD 

Belt - P.S.; W/Hyd. Brakes. 

3898528 

*9375HD 

Belt - Air Brake Compr. 

2477463 

*9590HD 

TM70 

1972-1966 

Belt - W.P. & Alt. 

3834695 

®*9600HD 

Belt - P.S.; W/Air Brakes 
(1972-1970). 

3887682 

*9395HD 

Belt - P.S.; W/Hyd. Brakes 
(1972-1970). 

3898528 

*9375HD 

Belt - P.S.; (1969-1966). 

3887682 

*9395HD 

Belt - Air Brake Compr.; 

(1972). 

2477463 

*9590HD 

Belt - Air Brake Compr.; 
(1971-1966). 

3947150 

*9530HD 

Hose - Upper - Eng. To Pipe. 


20882(A 

Hose - Upper - Pipe To Rad.. 


=-=20206 

Hose - Lower; W/Hyd. Brakes (1972-1970). 

26532 


Application 


Mfr. Part No. Gates No. 


CHEVROLET - Continued 


GM V-6 401 ENG. - 

Continued 


TM80; WM80 

1972-1966 

Belt - W.P. & Alt.; W/42A., 
61A. Alt. (1969-1966). 

3834695 

©*9600HD 

Belt - W.P. & Alt.; W/62A. Alt. 
(1969-1966). 

3891358 

©*9580HD 

Belt - P.S.; (1969-1966). 

3887682 

*9395HD 

Belt - Air Brake Compr.; 
(1969-1966). 

2477463 

*9590HD 

Hose - Upper - Eng. To Pipe. 


20882(A,B) 

Hose - Upper - Pipe To Rad.. 


=-=20206 

Hose - Lower; W/Hyd. Brakes (1972-1970). 

26532 

GM V-6 432 ENG.; 

GM V-6 478 ENG. 

C60 

1973 

Belt - Fan & Alt.; W/A.C. 

3888480 

©*9560HD 

Belt - Fan & Alt.; W/O A.C. 


©♦*9590HD 

Belt - Fan & P.S. 

3885457 

*951 OHD 

Belt - P.S. 

3883003 

*9415HD 

Belt - A.C. 

3973203 

7665 

Belt - Air Brake Compr. 


*9600HD 

Belt - A.P.; W/Air Brakes. 

2459789 

*9476HD 

Belt - A.P.; W/O Air Brakes.... 

3888487 

*9520HD 

CM60 

1972-1970 

Belt - Fan & Alt.; W/A.C. 

3888480 

©*9560HD 

Belt - Fan & Alt.; W/O A.C. 


©♦*9590HD 

Belt - Fan & P.S. 

3885457 

*951 OHD 

Belt - P.S. 

3883003 

*9415HD 

Belt - A.C. 

3973203 

7665 

Belt - Air Brake Compr. 


*9600HD 

Belt - A.P.; W/Air Brakes. 

2459789 

*9476HD 

Belt - A.P.; W/O Air Brakes.... 

3888487 

*9520HD 

H70 

1974-1973 

Belt - W.P. & Alt. 

3834695 

©*9600HD 

Belt - P.S. 

2472188 

*9405HD 

Belt - A.C. 

2484214 

*9500HD 

Belt - Air Brake Compr. 

2485091 

*9600HD 

Hose - Upper. 


26506 

Hose - Lower; W/Man. Trans. 


20619 

H80 

1974-1973 

Belt - W.P. & Alt.; W/61A., 
62A . 85A. Alt. 


©♦*961 OHD 

Belt - P.S. 

2477462 

*9395HD 

Belt - Air Brake Compr. 


*9600HD 

Hose - Upper. 


26506 

Hose - Lower; W/Man. Trans. 


20619 

HM70 

1972-1966 

Belt - W.P. & Alt.; 

(1972-1970). 

3834695 

©*9600HD 

Belt - W.P. & Alt.; 

(1969-1966). 

3891365 

©♦*961 OHD 

Belt - P.S.; (1972-1970). 

2472188 

*9405HD 

Belt - P.S.; (1969-1966). 

3883003 

*9415HD 

Belt - A.C. 

2484214 

*9500HD 

Belt - Air Brake Compr. 

2485091 

*9600HD 

Hose - Upper. 


26506 

Hose - Lower; W/Man. Trans. (1972-1970). 

20619 

HM80 

1972-1966 

Belt - W.P. & Alt.; W/61A., 

62A.. 85A. Alt. 


©♦*961 OHD 

Belt - P.S. 

2477462 

*9395HD 

Belt - A.C.; (1969-1966). 

2484214 

*9500HD 

Belt - Air Brake Compr.; 
(1972-1970). 


*9600HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Flose Recommended. 

▲ Durion® Silicone Flose Recommended. Q Use Wire Inserted Green Stripe® Coolant Flose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

Cut To Fit. * Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

CHEVROLET - Continued 


Gates No. 


Application Mfr. Part No. 

CHEVROLET - Continued 


Gates No. 


GM V-6 432 ENG.; GM V-6 478 ENG. 

- Continued 

HM80 - Continued 
1972-1966 - Continued 
Belt - Air Brake Compr.; 

(1969-1966). 

Hose - Upper. 

Hose - Lower; W/Man. Trans. (1972-1970). 

J70 

1974-1973 

Belt - W.P. & Alt. 3834695 

Belt - P.S. 2472188 

Belt - A.C. 2484214 

Belt - Air Brake Compr. 2485091 

Hose - Upper. 

Hose - Lower; W/Man. Trans. 

J80 

1974-1973 

Belt - W.P. & Alt.; W/61A., 

62A.. 85A. Alt. 

Belt - P.S. 2477462 

Belt - Air Brake Compr. 

Hose - Upper. 

Hose - Lower; W/Man. Trans. 

JM70 
1972-1966 

Belt - W.P. & Alt.; 

(1972-1970). 3834695 

Belt - W.P. & Alt.; 

(1969-1966). 3891365 

Belt - P.S.; (1972-1970). 2472188 

Belt - P.S.; (1969-1966). 3883003 

Belt - A.C. 2484214 

Belt - Air Brake Compr. 2485091 

Hose - Upper. 

Hose - Lower; W/Man. Trans. (1972-1970). 

Hose - Lower; (1969-1966). 

JM80 
1972-1966 

Belt - W.P. & Alt.; W/61A., 

62A.. 85A. Alt. 

Belt - P.S. 2477462 

Belt - A.C.; (1969-1966). 2484214 

Belt - Air Brake Compr.; 

(1972-1970). 

Belt - Air Brake Compr.; 

(1969-1966). 

Hose - Upper. 

Hose - Lower; W/Man. Trans. (1972-1970). 

T70 

1974-1973 

Belt - W.P. & Alt. 3834695 

Belt - P.S.; W/Air Brakes. 3887682 

Belt - P.S.; W/Hyd. Brakes. 3898528 

Belt - Air Brake Compr. 2477463 

TM70 
1972-1966 

Belt - W.P. & Alt. 3834695 

Belt - P.S.; W/Air Brakes 

(1972-1970). 3887682 

Belt - P.S.; W/Hyd. Brakes 

(1972-1970). 3898528 

Belt - P.S.; (1969-1966). 3887682 

Belt - Air Brake Compr.; 

(1972). 2477463 

Belt - Air Brake Compr.; 

(1971-1966). 3947150 

Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad. 

Hose - Lower; W/Hyd. Brakes (1972-1970). 


GM V-6 432 ENG.; 

GM V-6 478 ENG. 

- Continued 

TM80; WM80 

1972-1966 

Belt - W.P. & Alt.; W/42A., 




61 A. Alt. (1969-1966). 

Belt - W.P. & Alt.; W/62A. Alt. 

3834695 


®*9600HD 

(1969-1966). 

3891358 


©*9580HD 

Belt - P.S.; (1969-1966). 

Belt - Air Brake Compr.; 

3887682 


*9395HD 

(1969-1966). 

2477463 


*9590HD 

Hose - Upper - Eng. To Pipe. 



20882(A,B) 

Hose - Upper - Pipe To Rad.. 



<20206 

Hose - Lower; W/Hyd. Brakes (1972-1970). 

GM V-8 265 ENG. 

4000 SERIES 

1957-1955 


26532 

Belt - Fan & Gen. 

3718616 


*9570HD 

Belt - Air Brake Compr. 

3728664 


♦9680HD 

Hose - Upper. 


or 

s-=20416 
25477 

Hose - Lower. 

5000 SERIES 

1957-1955 


or 

^20475 

26501 

Belt - Fan; (1956-1955). 

Belt - Fan & Gen.; 

3719612 


*9440HD 

(1956-1955). 

Belt - Fan, Gen. & P.S.; 
(1956-1955). 

3722088 


*9570HD 

*9555HD 

Hose - Upper; (1957). 


or 

s-=20416 
25482 

Hose - Lower; W/Auto. Trans. (1957). 


26502 

Hose - Lower; W/Man. Trans. (1957). 

6000 SERIES 

1957-1955 


26501 

Belt - Fan & Gen. 

3718616 


*9570HD 

Belt - Air Brake Compr. 

3728664 


*9680HD 

Hose - Upper. 


or 

s-=20416 

25477 

Hose - Lower. 

7000 SERIES 

1956 


or 

^20475 

26501 

Belt - Fan. 

Belt - Fan & Gen.; W/30A. 

3719612 


*9440HD 

Alt. 

Belt - Fan & Gen.; W/40A. 

3724500 


♦9560HD 

Alt. 

Belt - Fan, Gen. & P.S. 

3719613 


*9570HD 

*9545HD 

Belt - Air Brake Compr. 

8000 SERIES 

1957-1955 

3728664 


*9680HD 

Belt - Fan & Gen. 

3718616 


*9570HD 

Belt - Air Brake Compr. 

GM V-8 283 ENG. 

C40 

1968-1960 

Belt - Fan & Alt.; W/O P.S. 

3728664 


*9680HD 

(1968-1967). 

Belt - Fan & Alt.; W/P.S. 

3880876 


©7530 

(1968). 

Belt - Fan & Alt.; W/P.S. 

3929696 


©>7550 

(1967). 

3888480 


@*9560HD 

Belt - Fan & Alt.; (1962-1960) 3759214 

Belt - Fan & A.C.; 


*9560HD 

(1968-1967). 

3840396 


7603 

Hose - Upper; W/O A.C. (1968-1967). 

or 

20607 

25484 

Hose - Upper; (1962-1960). 


or 

20416 

25480 


*9660HD 

26506 

20619 


@*9600HD 

*9405HD 

*9500HD 

*9600HD 

26506 

20619 


©♦*9610HD 
♦9395HD 
♦9600HD 
26506 
20619 


@*9600HD 

©♦*9610HD 
*9405HD 
*9415HD 
*9500HD 
*9600HD 
26506 
20619 
20619 


©♦*961OHD 
*9395HD 
*9500HD 

*9600HD 

*9660HD 

26506 

20619 


©*9600HD 

*9395HD 

*9375HD 

*9590HD 


©*9600HD 

*9395HD 

*9375HD 

*9395HD 

*9590HD 

*9530HD 

20882(A,B) 

s-=20206 

26532 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. Q 
V Use Notched Belt Only. ♦ 

Cut To Fit. * 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

CHEVROLET - Continued 
GM V-8 283 ENG. - Continued 

C40 - Continued 
1968-1960 - Continued 

Hose - Lower; (1968-1967). 20558 

or 26611 

Hose - Lower; (1962-1960). 20400 

or 26611 


C50 

1969-1960 

Belt - Fan & Alt.; W/62A. Alt. 


(1968-1967). 

3887690 

©♦*9570HD 

Belt - Fan & Alt.; W/O 62A. 
Alt. (1968-1967). 

3888480 

©*9560HD 

Belt - Fan & Alt.; 1st Design 
(1966). 

3887684 

©♦*9550HD 

Belt - Fan & Alt.; 2nd Design 
(1966). 

3888480 

©*9560HD 

Belt - Fan & Alt.; (1965-1963) 3826586 

©♦*9550HD 

Belt - Fan & Gen.; 
(1962-1960). 

3764145 

*9580HD 

Belt - P.S.; (1968-1967). 

3888401 

*9412HD 

Belt - Air Brake Compr.; 
(1968). 


*9640HD 

Belt - Air Brake Compr.; 
(1967). 

3887683 

*9670HD 

Belt - Air Brake Compr. & 
P.S.; (1968-1967). 

3902101 

*9720HD 


Hose - Upper; W/A.C.; 2nd Design; W/O 

Dual Brakes (1969-1967). 20607 

Hose - Upper; W/Dual Brakes (1969-1967). 20606 

Hose - Upper; W/O A.C.; W/O Dual 

Brakes (1969-1967). 20543 

Hose - Upper; W/Auto. Trans. (1966-1960). 20416 

or 25482 

Hose - Upper; W/Man. Trans. (1966-1960). 1 1/2” I.D. 

Hose - Lower; W/O A.C. (1969-1967). 20558 

or 26611 

Hose - Lower; (1966-1965). <20357 

or 1 3/4” I.D. 

Hose - Lower; (1964). s«=20151 

or 1 3/4” I.D. 

Hose - By Pass - Left Side. 20565 

Hose - By Pass - Right Side. 20566 

C60 

1968-1960 

Belt - Fan & Alt.; W/62A. Alt. 

(1968-1967). 3887690 @**9570HD 

Belt - Fan & Alt.; W/O 62A. 

Alt. (1968-1967). 3888480 : *9560HD 

Belt - Fan & Alt.; (1966-1963) 3888480 ©*9560HD 

Belt - Fan & Alt.; W/O P.S. 

(1962). 3764340 @**9550HD 

Belt - Fan & Alt.; W/P.S. 

(1962). 3764340 *9550HD 

Belt - Fan & Gen.; W/O P.S. 

(1961-1960). 3766992 @*9580HD 

Belt - Fan & Gen.; W/P.S. 

(1961-1960). 3902123 *9590HD 

Belt - Fan, Alt. & P.S.; 

(1968-1967). 3888460 ©*9590HD 

Belt - Fan, Alt. & P.S.; 


W/62A. Alt. (1966-1963). 

3891365 

©♦*961OHD 

Belt - Fan, Alt. & P.S.; W/O 

62A. Alt. (1966-1963). 

3888460 

©♦*9590HD 

Belt - Fan & P.S.: 

(1962-1960). 

3773267 

*9500HD 

Belt - P.S.; (1968-1967). 

3888401 

*9412HD 

Belt - A.C.; 1968-1967). 

3888402 

7590 

Belt - Air Brake Compr.; W/O 

P.S. (1968-1967). 

3887683 

*9670HD 

Belt - Air Brake Compr.; 

W/P.S. (1968-1967). 

3902101 

*9720HD 

Belt - Air Brake Compr.; 

(1966-1960). 

3764427 

*9650HD 

Hose - Upper; W/A.C.; 2nd Design; W/O 
Dual Brakes (1968-1967). 

20607 


Application Mfr. Part No. Gates No. 

CHEVROLET - Continued 
GM V-8 283 ENG. - Continued 

C60 - Continued 
1968-1960 - Continued 


Hose - Upper; W/Dual Brakes (1968-1967). 


20606 

Hose - Upper; W/O A.C.; W/O Dual 

Brakes (1968-1967). 


20543 

Hose - Upper; W/Auto. Trans. (1966-1960). 


20416 


or 

25482 

Hose - Upper; W/Man. Trans. (1966-1960). 


1 1/2” I.D. 

Hose - Lower; W/O A.C. (1968-1967). 


20558 

or 

26611 

Hose - Lower; (1966-1965). 


^20357 

or 

1 3/4” I.D. 

Hose - Lower; (1964). 


s<20151 

or 

1 3/4” I.D. 


Hose - By Pass - Left Side. 20565 

Hose - By Pass - Right Side. 20566 

CE40 

1968-1960 

Belt - Fan & Alt.; W/O P.S. 

(1968-1967). 3880876 @7530 

Belt - Fan & Alt.; W/P.S. 

(1968). 3929696 @7550 

Belt - Fan & Alt.; W/P.S. 

(1967). 3888480 : *9560HD 

Belt - Fan & Alt.; (1962-1960) 3759214 *9560HD 

Belt - Fan & A.C.; 

(1968-1967). 3840396 7603 

Hose - Upper; W/O A.C. (1968-1967). 20607 

or 25484 

Hose - Upper; (1962-1960). 20416 

or 25480 

Hose - Lower; (1968-1967). 20558 

or 26611 

Hose - Lower; (1962-1960). 20400 

or 26611 


CE50 

1969-1960 

Belt - Fan & Alt.; W/62A. Alt. 


(1968-1967). 

3887690 

©♦*9570HD 

Belt - Fan & Alt.; W/O 62A. 
Alt. (1968-1967). 

3888480 

@*9560HD 

Belt - Fan & Alt.; 1st Design 
(1966). 

3887684 

©♦*9550HD 

Belt - Fan & Alt.; 2nd Design 
(1966). 

3888480 

©*9560HD 

Belt - Fan & Alt.; (1965-1963) 3826586 

©♦*9550HD 

Belt - Fan & Gen.; 
(1962-1960). 

3764145 

*9580HD 

Belt - P.S.; (1968-1967). 

3888401 

*9412HD 

Belt - Air Brake Compr.; 
(1968). 


*9640HD 

Belt - Air Brake Compr.; 
(1967). 

3887683 

*9670HD 

Belt - Air Brake Compr. & 
P.S.; (1968-1967). 

3902101 

*9720HD 


Hose - Upper; W/A.C.; 2nd Design; W/O 

Dual Brakes (1969-1967). 20607 

Hose - Upper; W/Dual Brakes (1969-1967). 20606 

Hose - Upper; W/O A.C.; W/O Dual 

Brakes (1969-1967). 20543 

Hose - Upper; W/Auto. Trans. (1966-1960). 20416 

or 25482 

Hose - Upper; W/Man. Trans. (1966-1960). 1 1/2” I.D. 

Hose - Lower; W/O A.C. (1969-1967). 20558 


or 26611 

Hose - Lower; (1966-1965). <20357 

or 1 3/4” I.D. 

Hose - Lower; (1964). s<20151 

or 1 3/4” I.D. 

Hose - By Pass - Left Side. 20565 

Hose - By Pass - Right Side. 20566 


© Two Required. © Six Required. Green Stripe 8 4-Ply Coolant Hose Recommended. 

® Three Required. ▲ Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

© Four Required. V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

© Five Required. s< Cut To Fit. * Standard Belt Also Available. See Inside Back Cover. 


22 











































































Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

CHEVROLET - Continued 

GM V-8 283 ENG. - Continued 

CE60 

1968-1960 

Belt - Fan & Alt.; W/62A. Alt. 

(1968-1967). 3887690 ©449570HD 

Belt - Fan & Alt.; W/O 62A. 

Alt. (1968-1967). 3888480 ©49560HD 

Belt - Fan & Alt.; (1966-1963) 3888480 ©49560HD 

Belt - Fan & Alt.; W/O P.S. 

(1962). 3764340 ©449550HD 

Belt - Fan & Alt.; W/P.S. 

(1962). 3764340 49550HD 

Belt - Fan & Gen.; W/O P.S. 

(1961-1960). 3766992 ©49580HD 

Belt - Fan & Gen.; W/P.S. 

(1961-1960). 3902123 49590HD 

Belt - Fan, Alt. & P.S.; 

(1968-1967). 3888460 ©49590HD 

Belt - Fan, Alt. & P.S.; 

W/62A. Alt. (1966-1963). 3891365 ©449610HD 

Belt - Fan, Alt. & P.S.; W/O 

62A. Alt. (1966-1963). 3888460 ©449590HD 

Belt - Fan & P.S.; 

(1962-1960). 3773267 49500HD 

Belt - P.S.; (1968-1967). 3888401 49412HD 

Belt - A.C.; (1968-1967). 3888402 7590 

Belt - Air Brake Compr.; W/O 

P.S. (1968-1967). 3887683 49670HD 

Belt - Air Brake Compr.; 

W/P.S. (1968-1967). 3902101 49720HD 

Belt - Air Brake Compr.; 

(1966-1960). 3764427 49650HD 

Flose - Upper; W/A.C.; 2nd Design; W/O 

Dual Brakes (1968-1967). 20607 

Flose - Upper; W/Dual Brakes (1968-1967). 20606 

Hose - Upper; W/O A.C.; W/O Dual 

Brakes (1968-1967). 20543 

Hose - Upper; W/Auto. Trans. (1966-1960). 20416 

or 25482 

Hose - Upper; W/Man. Trans. (1966-1960). 1 1/2” I.D. 

Hose - Lower; W/O A.C. (1968-1967). 20558 


or 26611 

Hose - Lower; (1966-1965). <20357 

or 1 3/4” I.D. 

Hose - Lower; (1964). s<20151 

or 1 3/4” I.D. 

Hose - By Pass - Left Side. 20565 

Hose - By Pass - Right Side. 20566 

L50 

1966-1960 

Belt - Fan & Alt. ©49560HD 

Belt - Fan & Gen. 49580HD 

Hose - Upper. 1 1/2” I.D. 

Hose - Lower; (1966-1965). <20357 

or 1 3/4” I.D. 

Hose - Lower; (1964). ^<20151 

or 1 3/4” I.D. 

Hose - By Pass - Left Side. 20565 

Hose - By Pass - Right Side. 20566 

L60 

1966-1960 

Hose - Upper. 1 1/2” I.D. 

Hose - Lower; (1966-1965). <20357 

or 1 3/4” I.D. 

Hose - Lower; (1964). s«20151 

or 1 3/4” I.D. 

Hose - By Pass - Left Side. 20565 

Hose - By Pass - Right Side. 20566 

T50 

1968-1963 

Belt - Fan & Alt.; W/62A. Alt.; 

1st Design (1966-1965). 49560HD 

Belt - Fan & Alt.; W/62A. Alt.; 

2nd Design (1966-1965). 49570HD 


Application Mfr. Part No. Gates No. 

CHEVROLET - Continued 

GM V-8 283 ENG. - Continued 


T50 - Continued 
1968-1963 - Continued 
Belt - Fan & Alt.; W/O 62A. 

Alt.; 1st Design (1966-1965). 49550HD 

Belt - Fan & Alt.; W/O 62A. 

Alt.; 2nd Design 

(1966-1965). 4961OHD 

Hose - Upper - Eng. To Pipe. 1 1/2” I.D. 

Hose - Upper - Pipe To Rad.; (1968-1967). 20351 

Hose - Upper - Pipe To Rad.; (1966-1963). s<20351 

Hose - Lower; (1964). s<20357 

or 1 3/4” I.D. 

Hose - Lower - Eng. To Pipe; (1968-1965). 1 3/4” I.D. 

Hose - Lower - Pipe To Rad.; (1968-1965). 1 3/4” I.D. 

Hose - By Pass - Left Side; (1966-1963).... 20565 

Hose - By Pass - Right Side; (1966-1963).. 20566 

T60 

1968-1963 

Belt - Fan & Alt.; (1966-1963) ©449570HD 

Belt - Fan, Alt. & P.S.; (1966) ©449610HD 

Belt - Fan, Alt. & P.S.; 

(1965-1963). ©49600HD 

Belt - Air Brake Compr.; 

(1966). ©449640HD 

Belt - Air Brake Compr.; 

(1965-1963). ©49630HD 

Hose - Upper - Eng. To Pipe. 1 1/2” I.D. 

Hose - Upper - Pipe To Rad.; (1968-1967). 20351 

Hose - Upper - Pipe To Rad.; (1966-1963). s<20351 

Hose - Lower; (1964). s<20357 

or 1 3/4” I.D. 

Hose - Lower - Eng. To Pipe; (1968-1965). 1 3/4” I.D. 

Hose - Lower - Pipe To Rad.; (1968-1965). 1 3/4” I.D. 

Hose - By Pass - Left Side; (1966-1963).... 20565 

Hose - By Pass - Right Side; (1966-1963).. 20566 

TE50 

1968-1963 

Belt - Fan & Alt.; W/62A. Alt.; 

1 st Design (1966-1965). 49560HD 

Belt - Fan & Alt.; W/62A. Alt.; 

2nd Design (1966-1965). 49570HD 

Belt - Fan & Alt.; W/O 62A. 

Alt.; 1st Design (1966-1965). 49550HD 

Belt - Fan & Alt.; W/O 62A. 

Alt.; 2nd Design 

(1966-1965). 4961 OHD 

Hose - Upper - Eng. To Pipe. 1 1/2” I.D. 

Hose - Upper - Pipe To Rad.; (1968-1967). 20351 

Hose - Upper - Pipe To Rad.; (1966-1963). s<20351 

Hose - Lower; (1964). s<20357 

or 1 3/4” I.D. 

Hose - Lower - Eng. To Pipe; (1968-1965). 1 3/4” I.D. 

Hose - Lower - Pipe To Rad.; (1968-1965). 1 3/4” I.D. 

Hose - By Pass - Left Side; (1966-1963).... 20565 

Hose - By Pass - Right Side; (1966-1963).. 20566 

TE60 

1966-1963 

Belt - Fan & Alt. ©449570HD 

Belt - Fan, Alt. & P.S.; (1966) ©449610HD 

Belt - Fan, Alt. & P.S.; 

(1965-1963). ©49600HD 

Belt - Air Brake Compr.; 

(1966). ©449640HD 

Belt - Air Brake Compr.; 

(1965-1963). ©49630HD 

4000 SERIES 

1959-1957 

Belt-Fan & Gen. 3718616 49570HD 

Belt - Air Brake Compr. 3728664 49680HD 

Hose - Upper; (1959-1958). <20416 

or 25478 

Hose - Lower; W/Man. Trans. (1959-1958). s<20046 

or 26611 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 
s< Cut To Fit. 


o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

CHEVROLET - Continued 


Gates No. 


Application Mfr. Part No. 

CHEVROLET - Continued 


Gates No. 


GM V-8 283 ENG. - Continued 

5000 SERIES 


GM V-8 305 ENG. - Continued 

C60 


1959-1957 

Belt - Fan & Gen. 3755890 

Hose - Upper; (1959). 


Hose - Lower; (1959). 

6000 SERIES 

1959-1957 

Belt - Fan & Gen. 3732450 

Belt - Air Brake Compr. 3759229 

Hose - Upper; (1959). 


Hose - Lower; (1959). 

7000 SERIES 

1959-1957 

Belt - Fan & Gen.; 

(1959-1958). 

Belt - Fan & Gen.; (1957). 
Belt - Air Brake Compr.; 

(1959-1958). 

Belt - Air Brake Compr.; 

(1957). 

Hose - Upper; (1959). 


Hose - Lower; (1959). 

GM V-8 305 ENG. 

C50 

1979-1976 

Belt - Fan & Alt.; W/105A., 

130A. Alt. (1979). 2008369 

Belt - Fan & Alt.; W/42A, 

61 A. Alt. (1979). 9433909 

Belt - Fan & Alt.; W/80A. Alt. 

(1979). 9433915 

Belt - Fan & Alt.; W/105A., 

130A. Alt. (1978-1976). 3891242 

Belt - Fan & Alt.; W/42A, 

61 A. Alt. (1978-1976). 9433909 

Belt - Fan & Alt.; W/65A, 

70A. Alt. (1978-1976). 9433915 

Belt - Fan & Alt.; W/80A. Alt. 

(1978-1976). 3891359 

Belt - Fan & P.S. 9433923 

Belt - P.S.; (1979). 9433881 

Belt - P.S.; (1978-1976). 3951479 

Belt - Fan, P.S. & A.P.; 

(1979). 9433932 

Belt - Fan, A.C. & A.P.; 

(1979). 9433929 

Belt - A.C.; (1978-1977). 9433929 

Belt - A.C.; (1976). 3883006 

Belt - Fan & Hyd. Brake 

Boost Pump; (1979). 9433923 

Belt - Fan & Hyd. Brake 

Boost Pump; (1978-1976). 9433917 

Belt - Fan, A.P. & Air Brake 

Compr.; (1979). 

Belt - Fan, A.P. & Hyd. Brake 

Boost Pump; (1978-1976). 9433932 

Belt - Fan & A.P.; (1979). 9433911 

Belt - Hyd. Brake Boost 

Pump; (1978-1976). 9433882 

Belt - A.P.; (1979). 11502386 

Hose - Upper; (1979). 

Hose - Upper; W/O A.C. (1978-1977). 


Hose - Upper; (1976). 

Hose - Lower; (1979-1977), 
Hose - Lower; (1976). 


Hose - By Pass; (1979). 

Hose - By Pass - Left Side; (1978-1976).... 
Hose - By Pass - Right Side; (1978-1976).. 


©7570 
^21660 
or 25476 
26502 


©7570 
49630HD 
^21794 
or 25478 
26611 


49560HD 

©7570 

49650HD 

49680HD 
s-=21660 
or 25476 
26502 


©♦49570HD 

49520HD 

49550HD 

©♦9560HD 

©♦49520HD 

©♦♦9550HD 

©♦9580HD 

49590HD 

49380HD 

49385HD 

49630HD 

49620HD 

49620HD 

49640HD 

49590HD 

49560HD 

49680HD 


1979-1976 

Belt - Fan & Alt.; W/105A., 

130A. Alt. (1979). 2008369 

Belt - Fan & Alt.; W/42A, 

61 A. Alt. (1979). 9433909 

Belt - Fan & Alt.; W/80A. Alt. 

(1979). 9433915 

Belt - Fan & Alt.; W/65A, 

70A. Alt. (1978-1977). 9433909 

Belt - Fan & Alt.; W/80A. Alt. 

(1978-1977). 3891359 

Belt - Fan & Alt.; (1976). 3887691 

Belt - Fan & P.S.; (1979). 9433923 

Belt - P.S.; (1979). 9433881 

Belt - P.S.; (1978-1976). 

Belt - Fan, P.S. & A.P.; 

(1979). 9433932 

Belt - Fan, A.C. & A.P.; 

(1979). 9433929 

Belt - A.C.; (1978-1977). 9433929 

Belt - A.C.; (1976). 3883006 

Belt - Air Brake Compr.; 

(1978-1977). 3888480 

Belt - Air Brake Compr.; 

(1976). 

Belt - Fan & Hyd. Brake 

Boost Pump; (1979). 9433923 

Belt - Fan, A.P. & Air Brake 

Compr.; (1979). 

Belt - Fan & A.P.; (1979). 9433911 

Belt - Hyd. Brake Boost 
Pump; W/56 1/4" Belt O.C. 


(1978-1977). 9433917 

Belt - Hyd. Brake Boost 
Pump; W/59 1/4" Belt O.C. 

(1978-1977). 9433923 

Belt - Hyd. Brake Boost 

Pump; (1976). 9433923 

Belt - Hyd. Brake Boost 
Pump & A.P.: W/65 1/4" 

Belt O.C. (1978-1977). 9433935 

Belt - Hyd. Brake Boost 
Pump & A.P.: W/68 1/4" 

Belt O.C. (1978-1977). 2027569 

Belt - Hyd. Brake Boost 

Pump & A.P.: (1976). 2027569 

Belt - A.P.; (1979). 11502386 

Belt - A.P.; (1978-1976). 

Hose - Upper; (1979). 


Hose - Upper; W/O A.C. (1978-1977). 

Hose - Upper; (1976). 

Hose - Lower; (1979-1977). 

Hose - Lower; (1976). 

Hose - By Pass; (1979). 

Hose - By Pass - Left Side; (1978-1976).... 
Hose - By Pass - Right Side; (1978-1976).. 

T60 


©♦49570HD 

49520HD 

49550HD 

49520HD 

49580HD 

©♦49570HD 

49590HD 

49380HD 

49385HD 

49630HD 

49620HD 

49620HD 

49640HD 

49560HD 

49640HD 

49590HD 

49680HD 

49530HD 


49560HD 


49590HD 

49590HD 


49650HD 


49680HD 

49680HD 

49570HD 

49530HD 

21095 

21095 

or 25487(A,B) 
25484 
21409 
21409 
or 26611 

20777(A,B) 

20565 

20777(A,B) 


or 


or 


49640HD 

49530HD 

49385HD 

49570HD 

21095 

21095 

25487(A,B) 

25484 

21409 

21409 

26611 

20777(A,B) 

20565 

20777(A,B) 


1978-1976 



Belt - W.P. & Alt.; W/42A. Alt. 3888480 

©49560HD 

Belt - W.P. & Alt.; W/62A. Alt. 3891358 

©49580HD 

Belt - W.P. & Alt.; W/80A. Alt. 9433926 

©49605HD 

Belt - W.P. & P.S. 

. 3947150 

49530HD 

Belt - Hyd. Brake Boost 



Pump. 

. 9433917 

49560HD 

Belt - Hyd. Brake Boost 



Pump & A.P. 

. 9433913 

49540HD 

Belt - A.P. 

. 3973289 

49360HD 


GM V-8 5.0 L ENG. 

P30 

1990 

Belt - Fan & Alt. 14088983 K050435 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

CHEVROLET - Continued 


Gates No. 


Application Mfr. Part No. 

CHEVROLET - Continued 


Gates No. 


GM V-8 5.0 L ENG. - Continued 


P30 - Continued 


1990 - Continued 

Belt - Fan & P.S. 14017797 

Belt - A.P. 14087040 

Flose - Upper. 

Flose - Lower. 

GM V-8 307 ENG. 

C40 

1972-1968 

Belt - Fan & Alt.; (1972-1969) 3888480 

Belt - Fan & Alt.; W/O P.S. 

(19681. 3880876 

7450 
7340 
21191 
or 25321 
20843 

@*9560HD 

©7530 

Belt - Fan & Alt.; W/P.S. 
(1968). 

3929696 

@7550 

Belt - P.S.; (1972-1969). 

3888401 

*9412HD 

Belt - A.C.; (1972-1970). 

3851319 

7585 

Belt - A.C.; (1969). 

3951455 

*9590HD 

Belt - Fan & A.C.; (1968). 

3840396 

7603 

Flose - Upper; W/O A.C. 


20607 

Flose - Lower. 


or 25484 
20558 

C50 

1973-1968 

Belt - Fan & Alt.; W/105A., 
130A. Alt. (1973). 

3891242 

or 26611 

@*9560HD 

Belt - Fan & Alt.; W/42A, 

61 A. Alt. (1973). 

9433909 

©**9520HD 

Belt - Fan & Alt.; W/65A, 

70A. Alt. (1973). 

9433915 

@**9550HD 

Belt - Fan & Alt.; W/80A. Alt. 
(1973). 

3891359 

@*9580HD 

Belt - Fan & Alt.; W/130A. 

Alt. (1972-1969). 

3891369 

©**9590HD 

Belt - Fan & Alt.; W/42A. Alt. 
(1972-1969). 

3888480 

@*9560HD 

Belt - Fan & Alt.; W/62A, 
100A. Alt. (1972-1969). 

3891358 

@*9580HD 

Belt - Fan & Alt.; W/62A. Alt. 
(1968). 

3887690 

©**9570HD 

Belt - Fan & Alt.; W/O 62A. 
Alt. (1968). 

3888480 

@*9560HD 

Belt - Fan & P.S.; (1973). 

9433923 

*9590HD 

Belt - P.S.; (1973). 

3951479 

*9385HD 

Belt - P.S.; (1972-1968). 

3888401 

*9412HD 

Belt - A.C.; (1973). 

3883006 

*9640HD 

Belt - A.C.; (1972-1970). 

3851319 

7585 

Belt - A.C.; (1969). 

3951455 

*9590HD 

Belt - Air Brake Compr.; 
(1972-1969). 

3885457 

*951OHD 

Belt - Air Brake Compr.; 

(1968). 

Belt - Air Brake Compr. & 

P.S.; (1968). 

3902101 

*9640HD 

*9720HD 

Belt - Air Brake Compr. & 
A.P.; (1972-1969). 

3887683 

*9670HD 

Belt - Fan & FHyd. Brake 

Boost Pump; (1973). 

9433917 

*9560HD 

Belt - Fan, A.P. & Hyd. Brake 
Boost Pump; (1973). 

9433932 

*9640HD 

Belt - Hyd. Brake Boost 

Pump; (1973). 

9433882 

*9385HD 

Belt - A.P.; (1972-1969). 

3885457 

*951 OHD 

Hose - Upper; (1973). 


25484 

Hose - Upper; W/A.C.; 2nd Design; W/O 
Dual Brakes (1972-1968). 

20607 

Hose - Upper; W/Dual Brakes (1972-1968). 

20606 

Hose - Upper; W/O A.C.; W/O Dual 

Brakes (1972-1968). 

20543 

Hose - Lower; (1973). 


21409 


or 26611 


GM V-8 307 ENG. - Continued 


C50 - Continued 
1973-1968 - Continued 


Hose - Lower; W/O A.C. (1972-1968). 

20558 



or 26611 

Hose - By Pass - Left Side.... 


20565 

Hose - By Pass - Right Side; (1973). 

20777(A,B) 

Hose - By Pass - Right Side; 1972-1968).. 

20566 

C60 



1973-1968 



Belt - Fan & Alt.; (1973). 

3887691 

©**9570HD 

Belt - Fan & Alt.; W/62A. Alt. 



(1969-1968). 

3887690 

@**9570HD 

Belt - Fan & Alt.; W/O 62A. 



Ait. (1969-1968). 

3888480 

©*9560HD 

Belt - Fan, Alt. & P.S.; 



(1969-1968). 

3888460 

©*9590HD 

Belt - P.S.; (1973). 


*9385HD 

Belt - P.S.; (1969-1968). 

3888401 

*9412HD 

Belt - A.C.; (1973). 

3883006 

*9640HD 

Belt - A.C.; (1969-1968). 

3888402 

7590 

Belt - Air Brake Compr.; 



(1973). 


*9640HD 

Belt - Air Brake Compr.; W/O 



P.S. (1969-1968). 

3887683 

*9670HD 

Belt - Air Brake Compr.; 



W/P.S. (1969-1968). 

3902101 

*9720HD 

Belt - Hyd. Brake Boost 



Pump; (1973). 

9433923 

*9590HD 

Belt - Hyd. Brake Boost 



Pump & A.P.; (1973). 

2027569 

*9680HD 

Belt - A.P.; (1973). 


*9530HD 

Hose - Upper; (1973). 


25484 

Hose - Upper; W/A.C.; 2nd Design; W/O 


Dual Brakes (1972-1968). 


20607 

Hose - Upper; W/Dual Brakes (1972-1968). 

20606 

Hose - Upper; W/O A.C.; W/O Dual 


Brakes (1972-1968). 


20543 

Hose - Lower; (1973). 


21409 



or 26611 

Hose - Lower; W/O A.C. (1972-1968). 

20558 



or 26611 

Hose - By Pass - Left Side.... 


20565 

Hose - By Pass - Right Side; (1973). 

20777(A,B) 

Hose - By Pass - Right Side; 1972-1968).. 

20566 

CE40 



1972-1968 



Belt - Fan & Alt.; (1972-1969) 3888480 

®*9560HD 

Belt - Fan & Alt.; W/O P.S. 



(1968). 

3880876 

@7530 

Belt - Fan & Alt.; W/P.S. 



(1968). 

3929696 

@7550 

Belt - P.S.; (1972-1969). 

3888401 

*9412HD 

Belt - A.C.; (1972-1970). 

3851319 

7585 

Belt - A.C.; (1969). 

3951455 

*9590HD 

Belt - Fan & A.C.; (1968). 

3840396 

7603 

Hose - Upper; W/O A.C. 


20607 



or 25484 

Hose - Lower. 


20558 



or 26611 

CE50 



1972-1968 



Belt - Fan & Alt.; W/130A. 



Alt. (1972-1969). 

3891369 

©**9590HD 

Belt - Fan & Alt.; W/42A. Alt. 



(1972-1969). 

3888480 

@*9560HD 

Belt - Fan & Alt.; W/62A, 



100A. Alt. (1972-1969). 

3891358 

@*9580HD 

Belt - Fan & Alt.; W/62A. Alt. 



(1968). 

3887690 

©**9570HD 

Belt - Fan & Alt.; W/O 62A. 



Alt. (1968). 

3888480 

@*9560HD 

Belt - P.S. 

3888401 

*9412HD 

Belt - A.C.; (1972-1970). 

3851319 

7585 

Belt - A.C.; (1969). 

3951455 

*9590HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Flose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

* 


Green Stripe ® 4-Ply Coolant Flose Recommended. 

Use Wire Inserted Green Stripe® Coolant Flose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. Gates No. Application 


Mfr. Part No. Gates No. 


CHEVROLET - Continued 
GM V-8 307 ENG. - Continued 

CE50 - Continued 

1972-1968 - Continued 


CHEVROLET - Continued 
GM V-8 307 ENG. - Continued 

T60 - Continued 
1973-1968 - Continued 


Belt - Air Brake Compr.; 

(1972-1969). 3885457 

Belt - Air Brake Compr.; 

(1968). 

Belt - Air Brake Compr. & 

P.S.; (1968). 3902101 

Belt - Air Brake Compr. & 

A.P.; (1972-1969). 3887683 

Belt - A.P.; (1972-1969). 3885457 


Hose - Upper; W/A.C.; 2nd Design; W/O 

Dual Brakes. 

Hose - Upper; W/Dual Brakes. 

Hose - Upper; W/O A.C.; W/O Dual 

Brakes . 

Hose - Lower; W/O A.C. 


Hose - By Pass - Left Side. 

Hose - By Pass - Right Side. 

CE60 

1972-1968 

Belt - Fan & Alt.; W/62A. Alt. 

(1969-1968). 3887690 

Belt - Fan & Alt.; W/O 62A. 

Alt. (1969-1968). 3888480 

Belt - Fan, Alt. & P.S.; 

(1969-1968). 3888460 

Belt - P.S.; (1969-1968). 3888401 

Belt - A.C.; (1969-1968). 3888402 

Belt - Air Brake Compr.; W/O 

P.S. (1969-1968). 3887683 

Belt - Air Brake Compr.; 

W/P.S. (1969-1968). 3902101 


Hose - Upper; W/A.C.; 2nd Design; W/O 

Hose - Upper; W/Dual Brakes. 

Hose - Upper; W/O A.C.; W/O Dual 

Brakes . 

Hose - Lower; W/O A.C. 

Hose - By Pass - Left Side. 

Hose - By Pass - Right Side. 

T50 

1972-1968 


*951OHD 

49640HD 

49720HD 

49670HD 
4951OHD 

20607 

20606 

20543 
20558 
or 26611 

20565 

20566 


©♦49570HD 

©49560HD 

©49590HD 
49412HD 
7590 

49670HD 

49720HD 

20607 

20606 

20543 
20558 
or 26611 

20565 

20566 


Belt - W.P. & Alt.; 

(1972-1970). 3888480 ©49560HD 

Belt - P.S.; (1972-1970). 3883004 49545HD 

Belt - Air Brake Compr. & 

A.P.; (1972-1970). 3891354 49640HD 

Belt - W.P. & A.P.; 

(1972-1970). 3906417 49520HD 


Hose 

Upper 

Eng. 

To 

Pipe; (1972). 

1 1/2” 

I.D. 

Hose 

Upper 

Eng. 

To 

Pipe; (1970-1968). 

1 1/2” 

I.D. 

Hose 

Upper 

Pipe 

To 

Rad.; (1972). 

20568 


Hose 

Upper 

Pipe 

To 

Rad.; (1970-1968). 

20351 


Hose 

Lower 

Eng. 

To 

Pipe; (1972). 

1 3/4” 

I.D. 

Hose 

Lower 

Eng. 

To 

Pipe; (1970-1968). 

1 3/4” 

I.D. 

Hose 

Lower 

Pipe 

To 

Rad.; (1972). 

1 3/4” 

I.D. 

Hose 

Lower 

Pipe 

To 

Rad.; (1970-1968). 

1 3/4” 

I.D. 


Hose 

Upper 

Eng. 

To 

Pipe; (1972). 

1 1/2” 

I.D. 

Hose 

Upper 

Eng. 

To 

Pipe; (1970-1968). 

1 1/2” 

I.D. 

Hose 

Upper 

Pipe 

To 

Rad.; (1972). 

20568 


Hose 

Upper 

Pipe 

To 

Rad.; (1970-1968). 

20351 


Hose 

Lower 

Eng. 

To 

Pipe; (1972). 

1 3/4” 

I.D. 

Hose 

Lower 

Eng. 

To 

Pipe; (1970-1968). 

1 3/4” 

I.D. 

Hose 

Lower 

Pipe 

To 

Rad.; (1972). 

1 3/4” 

I.D. 

Hose 

Lower 

Pipe 

To 

Rad.; (1970-1968). 

1 3/4” 

I.D. 


TE50 

1972-1968 

Belt - W.P. & Alt.; 

(1972-1970). 3888480 ©49560HD 

Belt - P.S.; (1972-1970). 3883004 49545HD 

Belt - Air Brake Compr. & 

A.P.; (1972-1970). 3891354 49640HD 

Belt - W.P. & A.P.; 

(1972-1970). 3906417 49520HD 


Hose 

Upper 

Eng. 

To 

Pipe; (1972). 

1 1/2” 

I.D. 

Hose 

Upper 

Eng. 

To 

Pipe; (1970-1968). 

1 1/2” 

I.D. 

Hose 

Upper 

Pipe 

To 

Rad.; (1972). 

20568 


Hose 

Upper 

Pipe 

To 

Rad.; (1970-1968). 

20351 


Hose 

Lower 

Eng. 

To 

Pipe; (1972). 

1 3/4” 

I.D. 

Hose 

Lower 

Eng. 

To 

Pipe; (1970-1968). 

1 3/4” 

I.D. 

Hose 

Lower 

Pipe 

To 

Rad.; (1972). 

1 3/4” 

I.D. 

Hose 

Lower 

Pipe 

To 

Rad.; (1970-1968). 

1 3/4” 

I.D. 


GM V-8 322 ENG. 

9000 SERIES 

1958-1956 

Belt - Fan & Gen.; W/Std. 
Gen. (1957-1956). 

.. 3723329 

49550HD 

Belt - Air Brake Compr.; 
(1957-1956). 

.. 3731355 

49640HD 

Hose - Upper. 


25478 

Hose - Lower. 


25478 

10000 SERIES 

1958-1956 

Belt - Fan & Gen.; W/Std. 
Gen. (1957-1956). 

.. 3723329 

49550HD 

Belt - Air Brake Compr.; 
(1957-1956). 

.. 3731355 

49640HD 

Hose - Upper. 


25476 

Hose - Lower. 


25478 


GM V-8 327 ENG. 

C40 

1968-1962 

Belt - Fan & Alt.; W/O P.S. 

(1968-1967). 3880876 

Belt - Fan & Alt.; W/P.S. 

(1968). 3929696 

Belt - Fan & Alt.; W/P.S. 

(1967). 3888480 

Belt - Fan & Alt.; (1962). 3759214 

Belt - Fan & A.C.; 

(1968-1967). 3840396 


©7530 

©7550 

©49560HD 

49560HD 

7603 


T60 

1973-1968 

Belt - W.P. & Alt.; W/42A. Alt. 

(1973). 3888480 ©49560HD 

Belt - W.P. & Alt.; W/62A. Alt. 

(1973). 3891358 ©49580HD 

Belt - W.P. & Alt.; W/80A. Alt. 

(1973). 9433926 ©49605HD 

Belt - W.P. & P.S.; (1973). 3947150 49530HD 

Belt - Hyd. Brake Boost 

Pump; (1973). 9433917 49560HD 

Belt - Hyd. Brake Boost 

Pump & A.P.: (1973). 9433913 49540HD 

Belt - A.P.; (1973). 3973289 49360HD 


Hose - Upper; W/O A.C. (1968-1967). 20607 


or 25484 

Hose - Upper; (1962). 20416 

or 25480 

Hose - Lower; (1968-1967). 20558 

or 26611 

Hose - Lower; (1962). 20400 

or 26611 

C50 


1968-1962 

Belt - Fan & Alt.; W/62A. Alt. 

(1968-1967). 3887690 ©449570HD 

Belt - Fan & Alt.; W/O 62A. 

Alt. (1968-1967). 3888480 ©49560HD 


© Two Required. © Six Required. Green Stripe 8 4-Ply Coolant Hose Recommended. 

® Three Required. ▲ Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

© Four Required. V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

© Five Required. ^ Cut To Fit. * Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. Application Mfr. Part No. Gates No. 

CHEVROLET - Continued CHEVROLET - Continued 

GM V-8 327 ENG. - Continued GM V-8 327 ENG. - Continued 

C50 - Continued CE40 


1968-1962 - Continued 
Belt - Fan & Alt.; 1st Design 

(1966). 3887684 ©**9550HD 

Belt - Fan & Alt.; 2nd Design 

(1966). 3888480 ©*9560HD 

Belt - Fan & Alt.; (1965-1963) 3826586 ©**9550HD 

Belt - Fan & Gen.; (1962). 3764145 *9580HD 

Belt - P.S.; (1968-1967). 3888401 *9412HD 

Belt - Air Brake Compr.; 

(1968). *9640HD 

Belt - Air Brake Compr.; 

(1967). 3887683 *9670HD 

Belt - Air Brake Compr. & 

P.S.; (1968-1967). 3902101 *9720HD 

Hose - Upper; W/A.C.; 2nd Design; W/O 

Dual Brakes (1968-1967). 20607 

Hose - Upper; W/Dual Brakes (1968-1967). 20606 

Hose - Upper; W/O A.C.; W/O Dual 

Brakes (1968-1967). 20543 

Hose - Upper; W/Auto. Trans. (1966-1962). 20416 

or 25482 

Hose - Upper; W/Man. Trans. (1966-1962). 1 1/2” I.D. 

Hose - Lower; W/O A.C. (1968-1967). 20558 


or 26611 

Hose - Lower; (1966-1965). <20357 

or 1 3/4” I.D. 

Hose - Lower; (1964). ^<20151 

or 1 3/4” I.D. 

Hose - By Pass - Left Side. 20565 

Hose - By Pass - Right Side. 20566 

C60 

1968-1962 


Belt - Fan & Alt.; W/62A. Alt. 

(1968-1967). 3887690 

Belt - Fan & Alt.; W/O 62A. 

Alt. (1968-1967). 3888480 

Belt - Fan & Alt.; (1966-1963) 3888480 
Belt - Fan & Alt.; W/O P.S. 

(1962). 3764340 

Belt - Fan & Alt.; W/P.S. 

(1962). 3764340 

Belt - Fan, Alt. & P.S.; 

(1968-1967). 3888460 

Belt - Fan, Alt. & P.S.; 

W/62A. Alt. (1966-1963). 3891365 

Belt - Fan, Alt. & P.S.; W/O 

62A. Alt. (1966-1963). 3888460 

Belt - Fan & P.S.; (1962). 

Belt - P.S.; (1968-1967). 3888401 

Belt - A.C.; (1968-1967). 3888402 

Belt - Air Brake Compr.; W/O 

P.S. (1968-1967). 3887683 

Belt - Air Brake Compr.; 

W/P.S. (1968-1967). 3902101 


©♦*9570HD 

©*9560HD 

@*9560HD 

©♦*9550HD 

*9550HD 

©*9590HD 

©♦*961OHD 

©♦♦9590HD 
♦9500HD 
*9412HD 
7590 

*9670HD 

*9720HD 


1968-1962 

Belt - Fan & Alt.; W/O P.S. 

(1968-1967). 3880876 @7530 

Belt - Fan & Alt.; W/P.S. 

(1968). 3929696 @7550 

Belt - Fan & Alt.; W/P.S. 

(1967). 3888480 @*9560HD 

Belt - Fan & Alt.; (1962). 3759214 *9560HD 

Belt - Fan & A.C.; 

(1968-1967). 3840396 7603 

Hose - Upper; W/O A.C. (1968-1967). 20607 

or 25484 

Hose - Upper; (1962). 20416 

or 25480 

Hose - Lower; (1968-1967). 20558 

or 26611 

Hose - Lower; (1962). 20400 

or 26611 

CE50 

1968-1962 

Belt - Fan & Alt.; W/62A. Alt. 

(1968-1967). 3887690 ©**9570HD 

Belt - Fan & Alt.; W/O 62A. 

Alt. (1968-1967). 3888480 @*9560HD 

Belt - Fan & Alt.; 1st Design 

(1966). 3887684 ©**9550HD 

Belt - Fan & Alt.; 2nd Design 

(1966). 3888480 @*9560HD 

Belt - Fan & Alt.; (1965-1963) 3826586 ©**9550HD 

Belt - Fan & Gen.; (1962). 3764145 *9580HD 

Belt - P.S.; (1968-1967). 3888401 *9412HD 

Belt - Air Brake Compr.; 

(1968). *9640HD 

Belt - Air Brake Compr.; 

(1967). 3887683 *9670HD 

Belt - Air Brake Compr. & 

P.S.; (1968-1967). 3902101 *9720HD 

Hose - Upper; W/A.C.; 2nd Design; W/O 

Dual Brakes (1968-1967). 20607 

Hose - Upper; W/Dual Brakes (1968-1967). 20606 

Hose - Upper; W/O A.C.; W/O Dual 

Brakes (1968-1967). 20543 

Hose - Upper; W/Auto. Trans. (1966-1962). 20416 

or 25482 

Hose - Upper; W/Man. Trans. (1966-1962). 1 1/2” I.D. 

Hose - Lower; W/O A.C. (1968-1967). 20558 


or 26611 

Hose - Lower; (1966-1965). <20357 

or 1 3/4” I.D. 

Hose - Lower; (1964). s<20151 

or 1 3/4” I.D. 

Hose - By Pass - Left Side. 20565 

Hose - By Pass - Right Side. 20566 

CE60 

1968-1962 


Belt - Air Brake Compr.; 

(1966-1962). *9650HD 

Hose - Upper; W/A.C.; 2nd Design; W/O 

Dual Brakes (1968-1967). 20607 

Hose - Upper; W/Dual Brakes (1968-1967). 20606 

Hose - Upper; W/O A.C.; W/O Dual 

Brakes (1968-1967). 20543 

Hose - Upper; W/Auto. Trans. (1966-1962). 20416 

or 25482 

Hose - Upper; W/Man. Trans. (1966-1962). 1 1/2” I.D. 

Hose - Lower; W/O A.C. (1968-1967). 20558 

or 26611 

Hose - Lower; (1966-1965). <20357 

or 1 3/4” I.D. 

Hose - Lower; (1964). s<20151 

or 1 3/4” I.D. 

Hose - By Pass - Left Side. 20565 

Hose - By Pass - Right Side. 20566 


Belt - Fan & Alt.; W/62A. Alt. 

(1968-1967). 3887690 ©**9570HD 

Belt - Fan & Alt.; W/O 62A. 

Alt. (1968-1967). 3888480 @*9560HD 

Belt - Fan & Alt.; (1966-1963) 3888480 @*9560HD 

Belt - Fan & Alt.; W/O P.S. 


(1962). 

. 3764340 

©♦*9550HD 

Belt - Fan & Alt.; W/P.S. 

(1962). 

. 3764340 

*9550HD 

Belt - Fan, Alt. & P.S.; 

(1968-1967). 

. 3888460 

©*9590HD 

Belt - Fan, Alt. & P.S.; 

W/62A. Alt. (1966-1963). 

. 3891365 

©♦*961 OHD 

Belt - Fan, Alt. & P.S.; W/O 

62A. Alt. (1966-1963). 

. 3888460 

©♦*9590HD 

Belt - Fan & P.S.; (1962). 


*9500HD 

Belt - P.S.; (1968-1967). 

. 3888401 

*9412HD 

Belt - A.C.; (1968-1967). 

. 3888402 

7590 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 
s< Cut To Fit. 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Q Use Wire Inserted Green Stripe® Coolant Hose. 

♦ PowerBand® Belt May Work, Use Template To Check. 

* Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

CHEVROLET - Continued 
GM V-8 327 ENG. - Continued 


CE60 - Continued 
1968-1962 - Continued 
Belt - Air Brake Compr.; W/O 

P.S. (1968-1967). 3887683 *9670HD 

Belt - Air Brake Compr.; 

W/P.S. (1968-1967). 3902101 49720HD 

Belt - Air Brake Compr.; 

(1966-1962). 49650HD 

Hose - Upper; W/A.C.; 2nd Design; W/O 

Dual Brakes (1968-1967). 20607 

Hose - Upper; W/Dual Brakes (1968-1967). 20606 

Hose - Upper; W/O A.C.; W/O Dual 

Brakes (1968-1967). 20543 

Hose - Upper; W/Auto. Trans. (1966-1962). 20416 

or 25482 

Hose - Upper; W/Man. Trans. (1966-1962). 1 1/2” I.D. 

Hose - Lower; W/O A.C. (1968-1967). 20558 

or 26611 

Hose - Lower; (1966-1965). <20357 

or 1 3/4” I.D. 

Hose - Lower; (1964). £<20151 

or 1 3/4” I.D. 

Hose - By Pass - Left Side. 20565 

Hose - By Pass - Right Side. 20566 

L50 

1966-1962 

Belt - Fan & Alt. @*9560HD 

Belt - Fan & Gen. *9580HD 

Hose - Upper. 1 1/2” I.D. 

Hose - Lower; (1966-1965). <20357 

or 1 3/4” I.D. 

Hose - Lower; (1964). £<20151 

or 1 3/4” I.D. 

Hose - By Pass - Left Side. 20565 

Hose - By Pass - Right Side. 20566 

L60 

1966-1962 

Hose - Upper. 1 1/2” I.D. 

Hose - Lower; (1966-1965). <20357 

or 1 3/4” I.D. 

Hose - Lower; (1964). £<20151 

or 1 3/4” I.D. 

Hose - By Pass - Left Side. 20565 

Hose - By Pass - Right Side. 20566 

T50 

1968-1963 

Belt - Fan & Alt.; 1st Design 

(1966-1965). 49550HD 

Belt - Fan & Alt.; 2nd Design 

(1966-1965). 49610HD 

Belt - Fan & Alt.; W/62A. Alt.; 

1 st Design (1966-1965). *9560HD 

Belt - Fan & Alt.; W/62A. Alt.; 

2nd Design (1966-1965). 49570HD 

Hose - Upper - Eng. To Pipe. 1 1/2” I.D. 

Hose - Upper - Pipe To Rad.; (1968-1967). 20351 

Hose - Upper - Pipe To Rad.; (1966-1963). £<20351 

Hose - Lower; (1964). £<20357 

or 1 3/4” I.D. 

Hose - Lower - Eng. To Pipe; (1968-1965). 1 3/4” I.D. 

Hose - Lower - Pipe To Rad.; (1968-1965). 1 3/4” I.D. 

Hose - By Pass - Left Side; (1966-1963).... 20565 

Hose - By Pass - Right Side; (1966-1963).. 20566 

T60 

1968-1963 

Belt - Fan & Alt.; (1966-1963) ©♦^9570HD 

Belt - Fan, Alt. & P.S.; (1966) ©4*9610HD 

Belt - Fan, Alt. & P.S.; 

(1965-1963). ©*9600HD 

Belt - Air Brake Compr.; 

(1966). @**9640HD 

Belt - Air Brake Compr.; 

(1965-1963). ©*9630HD 


Application Mfr. Part No. Gates No. 

CHEVROLET - Continued 

GM V-8 327 ENG. - Continued 

T60 - Continued 

1968-1963 - Continued 

Hose - Upper - Eng. To Pipe. 1 1/2” I.D. 

Hose - Upper - Pipe To Rad.; (1968-1967). 20351 

Hose - Upper - Pipe To Rad.; (1966-1963). £<20351 

Hose - Lower; (1964). £<20357 

or 1 3/4” I.D. 

Hose - Lower - Eng. To Pipe; (1968-1965). 1 3/4” I.D. 

Hose - Lower - Pipe To Rad.; (1968-1965). 1 3/4” I.D. 

Hose - By Pass - Left Side; (1966-1963).... 20565 

Hose - By Pass - Right Side; (1966-1963).. 20566 

TE50 

1968-1963 

Belt - Fan & Alt.; 1st Design 

(1966-1965). *9550HD 

Belt - Fan & Alt.; 2nd Design 

(1966-1965). 49610HD 

Belt - Fan & Alt.; W/62A. Alt.; 

1 st Design (1966-1965). *9560HD 

Belt - Fan & Alt.; W/62A. Alt.; 

2nd Design (1966-1965). *9570HD 

Hose - Upper - Eng. To Pipe. 1 1/2” I.D. 

Hose - Upper - Pipe To Rad.; (1968-1967). 20351 

Hose - Upper - Pipe To Rad.; (1966-1963). £<20351 

Hose - Lower; (1964). £<20357 

or 1 3/4” I.D. 

Hose - Lower - Eng. To Pipe; (1968-1965). 1 3/4” I.D. 

Hose - Lower - Pipe To Rad.; (1968-1965). 1 3/4” I.D. 

Hose - By Pass - Left Side; (1966-1963).... 20565 

Hose - By Pass - Right Side; (1966-1963).. 20566 

TE60 

1966-1963 

Belt - Fan & Alt. ©**9570HD 

Belt - Fan, Alt. & P.S.; (1966) ©4*961 OHD 

Belt - Fan, Alt. & P.S.; 

(1965-1963). @*9600HD 

Belt - Air Brake Compr.; 

(1966). ©4*9640HD 

Belt - Air Brake Compr.; 

(1965-1963). : *9630HD 

GM V-8 348 ENG. 

C60 

1965-1960 

Belt - Fan & Alt.; W/62A. Alt. 


(1965-1964). ©**961OHD 

Belt - Fan & Alt.; W/Std. Alt. 

(1965-1964). @*9625HD 

Belt - Fan & Gen.; W/O P.S. 

(1961-1960). @**9640HD 

Belt - Fan & Gen.; W/P.S. 

(1961-1960). *9630HD 

Belt - Fan, Alt. & P.S.; 

(1965-1964). ©*9680HD 

Belt - Fan & P.S.; 

(1961-1960). *9600HD 

Hose - Upper; W/O Rad. Shutters. 20420 

or 26511 

Hose - Upper; W/Rad. Shutters. 20685(A) 

Hose - Lower. 26536 

Hose - By Pass - Left Side. 20567 

Hose - By Pass - Right Side. 20568 

C70 

1965-1960 

Belt - Fan & Alt.; W/62A. Alt. 

(1965). ©♦*961OHD 

Belt - Fan & Alt.; W/Std. Alt. 

(1965). ©*9625HD 

Belt - Fan & Gen.; 

(1961-1960). ©*9630HD 

Belt - Fan, Alt. & P.S.; (1965) @*9680HD 

Belt - Air Brake Compr.; 

(1961-1960). *9660HD 


© Two Required. © Six Required. Green Stripe 8 4-Ply Coolant Hose Recommended. 

® Three Required. ▲ Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

© Four Required. V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

© Five Required. £< Cut To Fit. * Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

CHEVROLET - Continued 


Gates No. 


Application Mfr. Part No. 

CHEVROLET - Continued 


Gates No. 


GM V-8 348 ENG. - Continued 


C70 - Continued 

1965-1960-Continued 

Hose - Upper; W/O Rad. Shutters. 20420 

or 26511 

Hose - Upper; W/Rad. Shutters. 20685(A) 

Hose - Lower. 26536 

Hose - By Pass - Left Side. 20567 

Hose - By Pass - Right Side. 20568 

C80 

1965-1960 

Belt - Fan & Alt.; W/62A. Alt. 

(1965-1963). ©♦49610HD 

Belt - Fan & Alt.; W/Std. Alt. 

(1965-1963). ©♦9625HD 

Belt - Fan, Alt. & P.S.; 

(1965-1963). : ♦9680HD 

Hose - Upper; W/O Rad. Shutters. 20420 

or 26511 

Hose - Upper; W/Rad. Shutters. 20685(A) 

Hose - Lower. 26536 

Hose - By Pass - Left Side. 20567 

Hose - By Pass - Right Side. 20568 

M70 

1965-1960 

Belt - Fan & Alt.; W/62A. Alt. 

(1965). ©♦49610HD 

Belt - Fan & Alt.; W/Std. Alt. 

(1965). ©♦9625HD 

Belt - Fan & Gen.; 

(1961-1960). ©49630HD 

Belt - Fan, Alt. & P.S.; (1965) ©49680HD 

Belt - Air Brake Compr.; 

(1961-1960). 49660HD 

Hose - Upper; W/O Rad. Shutters. 20420 

or 26511 

Hose - Upper; W/Rad. Shutters. 20685(A) 

Hose - Lower. 26536 

Hose - By Pass - Left Side. 20567 

Hose - By Pass - Right Side. 20568 

M80 

1965-1960 

Belt - Fan & Alt.; W/62A. Alt. 

(1965-1963). '♦♦961OHD 

Belt - Fan & Alt.; W/Std. Alt. 

(1965-1963). ©♦9625HD 

Belt - Fan, Alt. & P.S.; 

(1965-1963). ©♦9680HD 

Hose - Upper; W/O Rad. Shutters. 20420 

or 26511 

Hose - Upper; W/Rad. Shutters. 20685(A) 

Hose - Lower. 26536 

Hose - By Pass - Left Side. 20567 

Hose - By Pass - Right Side. 20568 

T60 

1965-1962 

Belt - Fan & Alt.; (1965-1964) ©♦♦9640HD 

Belt - Air Brake Compr.; 

(1965-1964). ♦9600HD 

Hose - Upper. 20685(B) 

Hose - Lower; Molded Hose. 20564 

Hose - Lower; Strt. Hose. 2 1/2” I.D. 

T70; T80 
1965-1960 

Belt - Fan & Alt.; (1965-1963) ©♦♦9640HD 

Belt - Fan & Gen.; 

(1962-1960). ♦9650HD 

Belt - Air Brake Compr.; 

(1965-1963). ♦9600HD 

Belt - Air Brake Compr.; 

(1962-1960). ♦9610HD 

Hose - Upper; (1965-1962). 20685(B) 

Hose - Lower; Molded Hose (1965-1962).... 20564 


GM V-8 348 ENG. - Continued 

T70; T80 - Continued 

1965-1960-Continued 

Hose - Lower; Strt. Hose (1965-1962). 2 1/2” I.D. 

GM V-8 350 ENG. 

C40 


1972-1969 

Belt - Fan & Alt. 

.... 3888480 

©♦9560HD 

Belt - P.S. 

.... 3888401 

♦9412HD 

Belt - A.C.; (1972-1970). 

.... 3851319 

7585 

Belt - A.C.; (1969). 

.... 3951455 

♦9590HD 

Hose - Upper; W/O A.C. 


20607 


or 25484 

Hose - Lower. 


20558 



or 26611 


C50 

1979-1969 

Belt - Fan & Alt.; W/105A., 


130A. Alt. (1979). 

2008369 

©♦♦9570HD 

Belt - Fan & Alt.; W/42A., 

61 A. Alt. (1979). 

9433909 

♦9520HD 

Belt - Fan & Alt.; W/80A. Alt. 

(1979). 

9433915 

♦9550HD 

Belt - Fan & Alt.; W/105A., 

130A. Alt. (1978-1973). 

3891242 

©♦9560HD 

Belt - Fan & Alt.; W/42A., 

61A. Alt. (1978-1973). 

9433909 

©♦♦9520HD 

Belt - Fan & Alt.; W/65A., 

70A. Alt. (1978-1973). 

9433915 

©♦♦9550HD 

Belt - Fan & Alt.; W/80A. Alt. 

(1978-1973). 

3891359 

©♦9580HD 

Belt - Fan & Alt.; W/130A. 

Alt. (1972-1969). 

3891369 

©♦♦9590HD 

Belt - Fan & Alt.; W/42A. Alt. 

(1972-1969). 

3888480 

©♦9560HD 

Belt - Fan & Alt.; W/62A., 

100A. Alt. (1972-1969). 

3891358 

©♦9580HD 

Belt - Fan & P.S.: 

(1979-1973). 

9433923 

♦9590HD 

Belt - P.S.; (1979). 

9433881 

♦9380HD 

Belt - P.S.; (1978-1973). 

3951479 

♦9385HD 

Belt - P.S.; 1972-1969 . 

3888401 

♦9412HD 

Belt - Fan, P.S. & A.P.; 

(1979). 

9433932 

♦9630HD 

Belt - Fan, A.C. & A.P.: 

(1979). 

9433929 

♦9620HD 

Belt - A.C.; (1978-1977). 

9433929 

♦9620HD 

Belt - A.C.; (1976-1973). 

3883006 

♦9640HD 

Belt - A.C.; (1972-1970). 

3851319 

7585 

Belt - A.C.; (1969). 

3951455 

♦9590HD 

Belt - Air Brake Compr.; 

(1972-1969). 

3885457 

♦951OHD 

Belt - Air Brake Compr. & 

A.P.; (1972-1969). 

3887683 

♦9670HD 

Belt - Fan & Hyd. Brake 

Boost Pump; (1979). 

9433923 

♦9590HD 

Belt - Fan & Hyd. Brake 

Boost Pump; (1978-1973). 

9433917 

♦9560HD 

Belt - Fan, A.P. & Air Brake 

Compr.; (1979). 


♦9680HD 

Belt - Fan, A.P. & Hyd. Brake 

Boost Pump; (1978-1973). 

9433932 

♦9640HD 

Belt - Fan & A.P.; (1979). 

9433911 

♦9530HD 

Belt - Hyd. Brake Boost 

Pump; (1978-1973). 

9433882 

♦9385HD 

Belt - A.P.; (1979). 

11502386 

♦9570HD 

Belt - A.P.; (1972-1969). 

3885457 

♦951 OHD 

Hose - Upper; (1979). 


21095 

Hose - Upper; W/O A.C. (1978-1977). 

21095 

Hose - Upper; (1976-1973). 


or 25487(A,B) 
25484 

Hose - Upper; W/A.C.; 2nd Design 
(1972-1969). 

20607 

Hose - Upper; W/Dual Brakes (1972-1969). 

20606 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

♦ 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


CHEVROLET - Continued 
GM V-8 350 ENG. - Continued 

C50 - Continued 
1979-1969 - Continued 
Hose - Upper; W/O A.C.; W/O Dual 

Brakes (1972-1969). 

Hose - Lower; (1979-1977). 

Hose - Lower; (1976-1973). 

Hose - Lower; W/O A.C. (1972-1969).. 


Hose - By Pass; (1979). 

Hose - By Pass - Left Side; (1978-1969).... 
Hose - By Pass - Right Side; (1978-1973).. 


20543 
21409 
21409 
or 26611 
20558 
or 26611 
20777(A,B) 
20565 
20777(A,B) 


Hose - By Pass - Right Side; (1972-1969).. 

20566 

160 

1979-1969 

Belt - Fan & Alt.; W/105A., 
130A. Alt. (1979). 

2008369 

©**9570HD 

Belt - Fan & Alt.; W/42A, 

61 A. Alt. (1979). 

9433909 

*9520HD 

Belt - Fan & Alt.; W/80A. Alt. 
(1979). 

9433915 

*9550HD 

Belt - Fan & Alt.; W/65A, 

70A. Alt. (1978-1977). 

9433909 

*9520HD 

Belt - Fan & Alt.; W/80A. Alt. 
(1978-1977). 

3891359 

*9580HD 

Belt - Fan & Alt.; (1976-1973) 3887691 

©**9570HD 

Belt - Fan & Alt.; W/62A. Alt. 
(1969). 

3887690 

©**9570HD 

Belt - Fan & Alt.; W/O 62A. 
Alt. (1969). 

3888480 

©*9560HD 

Belt - Fan, Alt. & P.S.; (1969) 3888460 

@*9590HD 

Belt - Fan & P.S.; (1979). 

9433923 

*9590HD 

Belt - P.S.; (1979). 

9433881 

*9380HD 

Belt - P.S.; (1978-1973). 


*9385HD 

Belt - P.S.; (1969). 

3888401 

*9412HD 

Belt - Fan, P.S. & A.P.; 

(1979). 

9433932 

*9630HD 

Belt - Fan, A.C. & A.P.: 

(1979). 

9433929 

*9620HD 

Belt - A.C.; (1978-1977). 

9433929 

*9620HD 

Belt - A.C.; (1976-1973). 

3883006 

*9640HD 

Belt - A.C.; (1969). 

3888402 

7590 

Belt - Air Brake Compr.; 
(1978-1977). 

3888480 

*9560HD 

Belt - Air Brake Compr.; 
(1976-1973). 


*9640HD 

Belt - Air Brake Compr.; W/O 
P.S. (1969). 

3887683 

*9670HD 

Belt - Air Brake Compr.; 
W/P.S. (1969). 

3902101 

*9720HD 

Belt - Fan & Hyd. Brake 

Boost Pump; (1979). 

9433923 

*9590HD 

Belt - Fan, A.P. & Air Brake 
Compr.; (1979). 


*9680HD 

Belt - Fan & A.P.; (1979). 

9433911 

*9530HD 

Belt - Hyd. Brake Boost 

Pump; W/56 1/4" Belt O.C. 
(1978-1977). 

9433917 

*9560HD 

Belt - Hyd. Brake Boost 

Pump; W/59 1/4" Belt O.C. 
(1978-1977). 

9433923 

*9590HD 

Belt - Hyd. Brake Boost 

Pump; (1976-1973). 

9433923 

*9590HD 

Belt - Hyd. Brake Boost 

Pump & A.P.; W/65 1/4" 

Belt O.C. (1978-1977). 

9433935 

*9650HD 

Belt - Hyd. Brake Boost 

Pump & A.P.; W/68 1/4" 

Belt O.C. (1978-1977). 

2027569 

*9680HD 


Belt - Hyd. Brake Boost 

Pump & A.P.; (1976-1973)... 2027569 *9680HD 

Belt - A.P.; (1979). 11502386 *9570HD 

Belt - A.P.: (1978-1973). *9530HD 

Hose - Upper; (1979). 21095 


CHEVROLET - Continued 
GM V-8 350 ENG. - Continued 

C60 - Continued 
1979-1969 - Continued 
Hose - Upper; W/O A.C. (1978-1977). 

Hose - Upper; (1976-1973). 

Hose - Upper; W/A.C.; 2nd Design 

(1972-1969). 

Hose - Upper; W/Dual Brakes (1972-1969). 
Hose - Upper; W/O A.C.; W/O Dual 

Brakes (1972-1969). 

Hose - Lower; (1979-1977). 

Hose - Lower; (1976-1973). 

Hose - Lower; W/O A.C. (1972-1969). 


21095 

or 25487(A,B) 
25484 

20607 

20606 


Hose - By Pass; (1979).. 


By Pass - Left Side; (1978-1969).... 
By Pass-Right Side; (1978-1973).. 
By Pass-Right Side; (1972-1969).. 


Hose 
Hose 
Hose 

CE40 

1972-1969 

Belt - Fan & Alt. 3888480 

Belt - P.S. 3888401 

Belt - A.C.; (1972-1970). 3851319 

Belt - A.C.; (1969). 3951455 

Hose - Upper; W/O A.C. 

Hose - Lower. 

CE50 

1972-1969 

Belt - Fan & Alt.; W/130A. 


20543 
21409 
21409 
or 26611 
20558 
or 26611 
20777(A,B) 

20565 
20777(A,B) 

20566 


©*9560HD 
*9412HD 
7585 
*9590HD 
20607 
or 25484 
20558 
or 26611 


Alt. 

3891369 

©**9590HD 

Belt - Fan & Alt.; W/42A. Alt.. 

3888480 

©*9560HD 

Belt - Fan & Alt.; W/62A, 
100A. Alt. 

3891358 

©*9580HD 

Belt - P.S. 

3888401 

*9412HD 

Belt - A.C.; (1972-1970). 

3851319 

7585 

Belt - A.C.; (1969). 

3951455 

*9590HD 

Belt - Air Brake Compr. 

3885457 

*951OHD 

Belt - Air Brake Compr. & 

A.P. 

3887683 

*9670HD 

Belt - A.P. 

3885457 

*951 OHD 

Hose - Upper; W/A.C.; 2nd Design. 

20607 

Hose - Upper; W/Dual Brakes 


20606 

Hose - Upper; W/O A.C.; W/O Dual 

Brakes . 

20543 

Hose - Lower; W/O A.C. 


20558 

Hose - By Pass - Left Side. 


or 26611 
20565 

Hose - By Pass - Right Side... 


20566 


CE60 

1972-1969 

Belt - Fan & Alt.; W/62A. Alt. 


(1969). 

3887690 

©**9570HD 

Belt - Fan & Alt.; W/O 62A. 



Alt. (1969). 

3888480 

©*9560HD 

Belt - Fan, Alt. & P.S.; (1969) 3888460 

©*9590HD 

Belt - P.S.; (1969). 

3888401 

*9412HD 

Belt - A.C.; (1969). 

3888402 

7590 

Belt - Air Brake Compr.; W/O 



P.S. (1969). 

3887683 

*9670HD 

Belt - Air Brake Compr.; 



W/P.S. (1969). 

3902101 

*9720HD 

Hose - Upper; W/A.C.; 2nd Design. 

20607 

Hose - Upper; W/Dual Brakes 


20606 

Hose - Upper; W/O A.C.; W/O Dual 


Brakes. 


20543 

Hose - Lower; W/O A.C. 


20558 



or 26611 

Hose - By Pass - Left Side. 


20565 

Hose - By Pass - Right Side... 


20566 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

•*” Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

^ Cut To Fit. * Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 

Application Mtr. Part No. Gates No. I Application Mfr. Part No. Gates No. 


CHEVROLET - Continued 
GM V-8 350 ENG. - Continued 


P30 

1979-1978 

Belt - Fan & Alt. 7448 

Belt - Fan, Alt. & A.P.; 

W/A.C. 7480 

Belt - Fan, Alt. & A.P.; W/O 

A.C.; W/Auto. Trans. 7460 

Belt - Fan, Alt. & A.P.; W/O 

A.C.; W/Man. Trans. 7470 

Belt - Fan & P.S.; W/A.C.; 

W/O Hydroboost (1979). 7430 

Belt - P.S.; W/O A.C.; 

W/Hydroboost (1979). 7360 

Belt - P.S.; W/O A.C.; W/O 

Hydroboost (1979). 7370 

Belt - P.S.; (1978). 7350 

Belt - Fan & Hyd. Pump; 

W/A.C.; W/Hydroboost 

(1979). 7425 

Belt - Hyd. Pump; W/O A.C.; 

W/Hydroboost (1979). 7360 

Hose - Upper; (1979). 20827 

or 25808 

Hose - Lower; (1979). 20843 

or 25532 


Hose - Heater To W.P.; W/A.C. (1979). 3/4” x 47” 

Hose - Heater To W.P.; W/O A.C. (1979)... 3/4” x 35” 

Hose - Heater To Eng.; W/A.C. (1979). 5/8” x 42” 

Hose - Heater To Eng.; W/O A.C. (1979)... 5/8” x 26” 

T50 

1972-1969 

Belt - W.P. & Alt.; 

(1972-1970). 3888480 ©49560HD 

Belt - P.S.; (1972-1970). 3883004 49545HD 

Belt - Air Brake Compr. & 

A.P.; (1972-1970). 3891354 49640HD 

Belt - W.P. & A.P.; 

(1972-1970). 3906417 49520HD 

Hose - Upper - Eng. To Pipe; (1972). 1 1/2” I.D. 

Hose - Upper - Eng. To Pipe; (1970-1969). 1 1/2” I.D. 

Hose - Upper - Pipe To Rad.; (1972). 20568 

Hose - Upper - Pipe To Rad.; (1970-1969). 20351 

Hose - Lower - Eng. To Pipe; (1972). 1 3/4” I.D. 

Hose - Lower - Eng. To Pipe; (1970-1969). 1 3/4” I.D. 

Hose - Lower - Pipe To Rad.; (1972). 1 3/4” I.D. 

Hose - Lower - Pipe To Rad.; (1970-1969). 1 3/4” I.D. 

T60 

1978-1969 


Belt - W.P. & Alt.; W/42A. Alt. 
(1978-1973). 

3888480 

©49560HD 

Belt - W.P. & Alt.; W/62A. Alt. 
(1978-1973). 

3891358 

©49580HD 

Belt - W.P. & Alt.; W/80A. Alt. 
(1978-1973). 

9433926 

©49605HD 

Belt - W.P. & P.S.; 
(1978-1973). 

3947150 

49530HD 

Belt - Hyd. Brake Boost 

Pump; (1978-1973). 

9433917 

49560HD 

Belt - Hyd. Brake Boost 

Pump & A.P.; (1978-1973)... 

9433913 

49540HD 

Belt - A.P.; (1978-1973). 

3973289 

49360HD 


Hose - Upper - Eng. To Pipe; (1972). 1 1/2” I.D. 

Hose - Upper - Eng. To Pipe; (1970-1969). 1 1/2” I.D. 

Hose - Upper - Pipe To Rad.; (1972). 20568 

Hose - Upper - Pipe To Rad.; (1970-1969). 20351 

Hose - Lower - Eng. To Pipe; (1972). 1 3/4” I.D. 

Hose - Lower - Eng. To Pipe; (1970-1969). 1 3/4” I.D. 

Hose - Lower - Pipe To Rad.; (1972). 1 3/4” I.D. 

Hose - Lower - Pipe To Rad.; (1970-1969). 1 3/4” I.D. 

TE50 

1972-1969 

Belt - W.P. & Alt.; 

(1972-1970). 3888480 -*9560HD 

Belt - P.S.; (1972-1970). 3883004 49545HD 


CHEVROLET - Continued 

GM V-8 350 ENG. - Continued 

TE50 - Continued 
1972-1969 - Continued 
Belt - Air Brake Compr. & 

A.P.; (1972-1970). 3891354 49640HD 

Belt - W.P. & A.P.; 

(1972-1970). 3906417 49520HD 

Hose - Upper - Eng. To Pipe; (1972). 1 1/2” I.D. 

Hose - Upper - Eng. To Pipe; (1970-1969). 1 1/2” I.D. 

Hose - Upper - Pipe To Rad.; (1972). 20568 

Hose - Upper - Pipe To Rad.; (1970-1969). 20351 

Hose - Lower - Eng. To Pipe; (1972). 1 3/4” I.D. 

Hose - Lower - Eng. To Pipe; (1970-1969). 1 3/4” I.D. 

Hose - Lower - Pipe To Rad.; (1972). 1 3/4” I.D. 

Hose - Lower - Pipe To Rad.; (1970-1969). 1 3/4” I.D. 

GM V-8 5.7 L ENG. 

C50 

1990-1980 

Belt - Fan & Alt.; W/105A., 

130A. Alt. 2008369 ©♦49570HD 

Belt - Fan & Alt.; W/42A, 


61 A., 73A. Alt. 

. 9433910 

49525HD 

Belt - Fan & Alt.; W/80A., 

100A. Alt. (1986-1980). 

. 2005476 

©♦49550HD 

Belt - Fan & P.S. 

. 9433923 

49590HD 

Belt - P.S. 

. 9433881 

49380HD 

Belt - Fan, P.S. & A.P.; 

(1990-1982). 

. 9433934 

49640HD 

Belt - Fan, P.S. & A.P.; 

(1981-1980). 

. 9433932 

49630HD 

Belt - Fan, A.C. & A.P.: 

(1990-1985). 

. 11502409 

49660HD 

Belt - Fan, A.C. & A.P.: 

(1984-1980). 

. 9433929 

49620HD 

Belt - Fan & Hyd. Brake 

Boost Pump. 

. 9433923 

49590HD 

Belt - Fan, A.P. & Air Brake 

Compr. 


49680HD 

Belt - Fan & A.P. 

. 9433911 

49530HD 

Belt - A.P. 

. 11502386 

49570HD 

Hose - Upper. 


21095 

Hose - Lower. 


21409 

Hose - By Pass. 


20777(A,B) 


C60 

1989-1980 

Belt - Fan & Alt.; W/105A., 

130A. Alt. 2008369 ©♦49570HD 

Belt - Fan & Alt.; W/42A, 

61 A., 73A. Alt. 9433910 49525HD 

Belt - Fan & Alt.; W/80A, 

100A. Alt. (1986-1980). 2005476 ©♦♦9550HD 


Belt - Fan & P.S. 

9433923 

49590HD 

Belt - P.S. 

9433881 

49380HD 

Belt - Fan, P.S. & A.P.; 
(1989-1982). 

9433934 

49640HD 

Belt - Fan, P.S. & A.P.; 
(1981-1980). 

9433932 

49630HD 

Belt - Fan, A.C. & A.P.; 
(1989-1985). 

11502409 

49660HD 

Belt - Fan, A.C. & A.P.; 
(1984-1980). 

9433929 

49620HD 

Belt - Fan & Hyd. Brake 
Boost Pump. 

9433923 

49590HD 

Belt - Fan, A.P. & Air Brake 
Compr. 


49680HD 

Belt - Fan & A.P. 

9433911 

49530HD 

Belt - A.P. 

11502386 

49570HD 

Hose - Upper. 


21095 

Hose - Lower. 


21409 

Hose - By Pass. 


20777(A,B) 

P6T042 

1989-1983 

Belt - Fan & Alt.; W/70A, 

108A. Alt. 

. 11502375 

©49525HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


CHEVROLET - Continued 

GM V-8 5.7 L ENG. - Continued 

P6T042 - Continued 

1989- 1983 - Continued 
Belt - Fan & Alt.; W/80A, 

105A. Alt. 2005476 

Belt - P.S. 9433881 

Belt - Fan, P.S. & A.P. 11502406 

Belt - Fan & A.P. 11502386 

Hose - Upper. 

Hose - Lower. 

Hose - By Pass. 

P30 

1990- 1980 

Belt - Fan & Alt.; (1990-1988) 14088983 
Belt - Fan & Alt.; W/70A, 


©449550HD 

49380HD 

49640HD 

49570HD 

21095 

21409 

20777(A,B) 


K050435 


108A. Alt. (1987-1983). 11502375 

©49525HD 

Belt - Fan & Alt.; W/80A, 

105A. Alt. (1987-1983). 2005476 

©449550HD 

Belt - Fan, Alt. & A.P.; Chas¬ 
sis Mtd.; Motor Home 
(1982-1980). 

7480 

Belt - Fan, Alt. & A.P.; 

W/Auto. Trans.; Exc. Motor 

Home (1982-1981). 

7465 

Belt - Fan, Alt. & A.P.; 

W/Man. Trans.; Exc. Motor 

Home (1982-1980). 

7470 

Belt - Fan, Alt. & A.P.; 

W/Auto. Trans.; Exc. Motor 

Home (1980). 

7460 

Belt - Fan & P.S.; 

(1990-1988). 14017797 

7450 

Belt - Fan & P.S.; Chassis 

Mtd.; Motor Home 
(1982-1980). 

7440 

Belt - Fan & P.S.; Exc. Motor 

Home (1980). 

7440 

Belt - P.S.; (1987-1983). 9433881 

49380HD 

Belt - P.S.; Exc. Motor Home 
(1982-1980). 

7370 

Belt - P.S.; Chassis Mtd.; Mo¬ 
tor Home (1980). 

7370 

Belt - Fan, P.S. & A.P.; 

(1987-1983). 11502406 

49640HD 

Belt - A.C.; W/Factory Inst. 

A.C.; Chassis Mtd.; Motor 

Home (1980). 

7570 

Belt - Fan & Hyd. Pump; 

Chassis Mtd.; Motor Home 
(1980). 

7440 

Belt - Fan & Hyd. Pump; Exc. 

Motor Home (1980). 

7440 

Belt - Fan & A.P.; 

(1987-1983). 11502386 

49570HD 

Belt - Hyd. Pump; 

W/Hydroboost; Exc. Motor 

Home (1982-1981). 

7365 

Belt - Hyd. Pump; Chassis 

Mtd.; Motor Home (1980). 

7370 

Belt - Hyd. Pump; Exc. Motor 

Home (1980). 

7370 

Belt - A.P.: (1990-1988). 14087040 

7340 

Hose - Upper; (1989-1988). 

21191 

Hose - Upper; (1987-1986). 

or 25321 
21095 

Hose - Upper; (1985). 

21191 

Hose - Upper; (1984-1983). 

or 25321 
21095 

Hose - Upper; Chassis Mtd.; Motor Home 
(1982-1981). 

20827 

Hose - Upper; Exc. Motor Home 
(1982-1980). 

^21204 

Hose - Upper - Eng. To Rad.; (1990). 

21191 

Hose - Lower; (1989-1988). 

or 25321 
20843 

Hose - Lower; (1987-1986). 

21409 


CHEVROLET - Continued 

GM V-8 5.7 L ENG. - Continued 

P30 - Continued 
1990-1980 - Continued 
Hose - Lower; (1985). 

or 

Hose - Lower; (1984-1983). 

Hose - Lower; (1982). 

or 

Hose - Lower; Chassis Mtd.; Motor Home 

(1981). 

Hose - Lower; Exc. Motor Home 
(1981-1980). 

or 

Hose - Lower - Eng. To Rad.; (1990). 

Hose - By Pass; (1987-1983). 

Hose - Heater To Rad.; (1985). 

Hose - Heater To Rad.; Exc. Motor Home 

(1982). 

Hose - Heater To Valve; (1985). 

Hose - Valve To Eng.; (1985). 

Hose - Heater To Eng.; Exc. Motor Home 
(1982). 

W6 


Hose - Upper • 
Hose - Upper • 
Trans. 


Eng. To Pipe. 

Pipe To Rad.; W/Man. 


GM V-8 366 ENG. 

BRUIN 


Hose - Upper; W/O Front P.T.O. 
Hose - By Pass. 

C50 

1978-1966 

Belt - Fan & Alt.; W/42A, 


Hose - Upper; (1974-1971). 

Hose - Lower; (1978-1975). 

Hose - Lower; (1974-1971). 

Hose - By Pass; (1978-1975).. 

C60 

1979-1966 

Belt - Fan & Alt.; W/105A. 

Leece Neville Alt. (1979). 

Belt - Fan & Alt.; W/42A, 

70A., 105A. Delco Alt. 

(1979). 

Belt - Fan & Alt.; W/80A. Alt. 
(1979). 


20843 

25532 

21409 

20843 

25532 

20843 

20843 
25532 
20843 
20777(A,B) 
5/8” x 36” 

5/8” x 36” 
5/8” x 20” 
5/8” x 22” 

5/8” x 28” 


1980 

Belt - W.P. & Alt. 

3888480 

49560HD 

Belt - W.P., A.P. & P.S. 

9433911 

49530HD 

Belt - Air Brake Compr. 

3906241 

49670HD 

Belt - W.P., Hyd. Brake Boost 
Pump & A.P. 

9433928 

49610HD 


1 1/2” I.D. 
20351 


1979 

Belt - Fan & Alt. 

9433914 

49545HD 

Belt - Fan & P.S. 


49545HD 

Belt - P.S.; W/ldler Adjmt. 

9433888 

49415HD 

Belt - P.S.; W/O Idler Adjmt... 

9433884 

49395HD 

Belt - Air Brake Compr.; 
W/Front P.T.O. 


49640HD 

Belt - Air Brake Compr.; W/O 
Front P.T.O. 

2027569 

©5700 

Belt - A.P. 


49395HD 


26505 
1 3/4” I.D. 


61A. Alt. (1972-1966). 


49590HD 

Belt - Fan & Alt.; W/62A., 

100A. Alt. (1972-1966). 

3891365 

3)44961 OHD 

Belt - P.S.; (1972-1966 . 

3883003 

49415HD 

Belt - Air Brake Compr.; W/O 

P.S. (1972-1966). 

3883005 

49690HD 

Belt - Air Brake Compr.; 

W/P.S. (1972-1966). 


49720HD 

Belt - A.P.; (1972-1966). 

3973289 

49360HD 

Hose - Upper; (1978-1975). 


s-=20933 


20933 
21011 
20968 
1 3/4” I.D. 


©449670HD 


49640HD 

©449660HD 


© Two Required. © Six Required. 

® Three Required. ▲ Durion ® Silicone Hose Recommended. 

© Four Required. •*” Use Notched Belt Only. 

© Five Required. ^ Cut To Fit. 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Q Use Wire Inserted Green Stripe® Coolant Hose. 

♦ PowerBand® Belt May Work, Use Template To Check. 
4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 

Mfr. Part No. 

Gates No. 

Application 

Mfr. Part No. 

Gates No. 

CHEVROLET - Continued 

CHEVROLET - 

Continued 


GM V-8 366 ENG. - 

Continued 

GM V-8 366 ENG. 

, - Continued 


C60 - Continued 



H70; H80; J70; J80 



1979-1966 - Continued 



1978-1974 



Belt - Fan & Alt.; W/42A, 



Belt - Fan & Alt. 

. 3891330 

©49600HD 

61A. Alt. (1972-1966). 


49590HD 

Belt - P.S. 

. 3888401 

49412HD 

Belt - Fan & Alt.; W/62A, 



Belt - Air Brake Compr. 

. 3883005 

49690HD 

100A. Alt. (1972-1966). 

3891365 

©44961OHD 

Belt - Air Brake Compr. & 



Belt - Fan & P.S.; W/59 1/2" 



A.P.:. 

. 3902101 

49720HD 

Belt O.C. (1979). 

9433923 

49590HD 

Belt - A.P. 

. 9433881 

49380HD 

Belt - Fan & P.S.; W/64" Belt 



P30 



O.C. (1979). 

9433932 

49635HD 



Belt - P.S.; W/Air Brakes 



1977-1972 



(1979). 

9433884 

49395HD 

Hose - Upper; W/Front P.T.O. (1977-1975). 

21107 


Belt - P.S.; (1972-1966). 3883003 

Belt - A.C.; (1979). 11502395 

Belt - A.C. & A.P.; W/Air 

Brake Compr. (1979). 11502407 

Belt - A.C. & A.P.; W/O Air 

Brake Compr. (1979). 9433930 

Belt - Fan & Air Brake Com¬ 
pr.; (1979). 2027569 

Belt - Air Brake Compr.; W/O 

P.S. (1972-1966). 3883005 

Belt - Air Brake Compr.; 

W/P.S. (1972-1966). 

Belt - Fan & Hyd. Pump; 

(1979). 

Belt - Fan To A.P.; (1979). 11502340 


Belt - A.P.: 
Belt - A.P.; 
Belt ■ 

Belt ■ 

Hose ■ 
Hose ■ 
Hose ■ 


■ A.P.; 

■ V.P.; 


'.; W/A.C. (1979). 11502382 

>.; W/O A.C. (1979).. 11502379 

(1972-1966). 3973289 

(1979). 11502409 

Upper; (1979). 

Upper; (1978-1975). 

Upper; (1974-1971). 

Hose - Lower; (1978-1975). 

Hose - Lower; (1974-1971). 

Hose - Lower - Eng. To Pipe; (1979). 

Hose - Lower - Pipe To Rad.; (1979). 

Hose - By Pass; W/O Rockwell Transfer 

Case (1979). 

Hose - By Pass; W/Rockwell Transfer 

Case (1979). 

Hose - By Pass; (1978-1975). 

C70 

1979 

Belt - Fan & Alt.; W/105A. 

Leece Neville Alt. 

Belt - Fan & Alt.; W/42A, 

70A., 105A. Delco Alt. 

Belt - Fan & Alt.; W/80A. Alt.. 

Belt - Fan & P.S.; W/59 1/2" 

Belt O.C. 9433923 

Belt - Fan & P.S.; W/64" Belt 

O.C. 9433932 

Belt - P.S.; W/AIr Brakes. 9433884 

Belt - A.C. 11502395 

Belt - A.C. & A.P.; W/Air 

Brake Compr. 11502407 

Belt - A.C. & A.P.; W/O Air 

Brake Compr. 9433930 

Belt - Fan & Air Brake Com¬ 
pr. 2027569 

Belt - Fan & Hyd. Pump. 

Belt - Fan To A.P. 11502340 

Belt - A.P.; W/A.C. 11502382 

Belt - A.P.; W/O A.C. 11502379 

Belt - V.P. 11502409 

Hose - Upper. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

Hose - By Pass; W/O Rockwell Transfer 

Case. 

Hose - By Pass; W/Rockwell Transfer 
Case. 


*9415HD 
49600HD 

49650HD 

49625HD 

5700 

49690HD 

49720HD 

49630HD 
49385HD 
49550HD 
49540HD 
49360HD 
49660HD 
21107 
^20933 
20933 
21011 
20968 
2 1/4” I.D. 
21556 

1 3/8” I.D. 

1 3/4” I.D. 
1 3/4” I.D. 


©449670HD 

49640HD 

©449660HD 

49590HD 

49635HD 

49395HD 

49600HD 

49650HD 

49625HD 

5700 
49630HD 
49385HD 
49550HD 
49540HD 
49660HD 
21107 
2 1/4” I.D. 
21556 

1 3/8” I.D. 

1 3/4” I.D. 


Hose - Upper; W/O Front P.T.O. 

(1977-1975). 

Hose - Upper; (1974-1972). 

Hose - Lower; W/Front P.T.O 
Hose - Lower; W/Front P.T.O 
Hose - Lower; (1974-1972).... 
Hose - By Pass; (1977-1975) 

T50 

1973-1966 

Belt - W.P. & Alt.; W/42A. Alt, 

(1973). 

Belt - W.P. & Alt.; W/61A., 

80A. Alt. (1973). 

Belt - W.P. & Alt.; W/62A. Alt, 

(1972-1966). 

Belt - W.P. & Alt.; W/O 62A. 

Alt. (1972-1966). 

Belt - P.S.; (1972-1966). 

Belt - W.P. & P.S.; (1973). 

Belt - Air Brake Compr. 

Belt - Air Brake Compr. & 

A.P.; (1973). 

Belt - Air Brake Compr. & 

A.P.; (1972-1966). 

Belt - W.P. & Hyd. Brake 

Boost Pump; (1973). 

Belt - W.P. & A.P.; (1973). 

Belt - W.P. & A.P.; 

(1972-1966). 

Belt - A.P.; (1973). 

(1972-1966). 

(1973). 


(1977-1976). 
(1975). 


Belt - A.P. 

Belt - V.P. 

T60 

1978-1966 

Belt - W.P. & Alt.; W/42A. Alt. 

(1978-1973). 

Belt - W.P. & Alt.; W/61A., 

80A. Alt. (1978-1973). 

Belt - W.P. & Alt.; W/62A. Alt. 

(1972-1966). 

Belt - W.P. & Alt.; W/O 62A. 

Alt. (1972-1966). 

Belt - P.S.; (1972-1966). 

Belt - W.P. & P.S.; 

(1978-1973). 

Belt - Air Brake Compr. 

Belt - Air Brake Compr. & 

A.P.; (1978-1973). 

Belt - Air Brake Compr. & 

A.P.; (1972-1966). 

Belt - W.P. & Hyd. Brake 

Boost Pump; (1978-1973). 

Belt - W.P. & A.P.; 

(1978-1973). 

Belt - W.P. & A.P.; 

(1972-1966). 

Belt - A.P.; (1978-1973). 

Belt - A.P.; (1972-1966). 

Belt - V.P.; (1978-1974). 

Belt - V.P.; (1973). 


3883001 

3888460 

3883004 

3947153 

3883006 


3943162 

9433907 

9433913 

3888487 

9433877 

9433881 

3947153 


3883001 

3888460 

3883004 

3947153 

3883006 


3943162 

9433907 

9433913 

3888487 

9433877 

9433881 

3883006 

3947153 


^20933 
20933 
21011 
20968 
20968 
1 3/4” I.D. 


©449590HD 

©49600HD 

©49605HD 

49540HD 

49545HD 

49540HD 

49640HD 

49670HD 

49660HD 

*951OHD 
49540HD 

49520HD 

49360HD 

49380HD 

49540HD 


©449590HD 

©49600HD 

©49605HD 

49540HD 

49545HD 

49540HD 

49640HD 

49670HD 

49660HD 

4951OHD 

49540HD 

49520HD 

49360HD 

49380HD 

49640HD 

49540HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


CHEVROLET - Continued 
GM V-8 366 ENG. - Continued 

T65 


CHEVROLET - Continued 
GM V-8 6.0 L ENG. - Continued 

C60; C70 - Continued 


1978-1974 



1990-1980-Continued 



Belt - W.P. & Alt.; W/42A. Alt. 

©449590HD 

Belt - A.C. & A.P.; W/O Air 



Belt - W.P. & Alt.; W/61A., 



Brake Compr. (1989-1980).. 

. 9433930 

49625HD 

80A. Alt. 


©49600HD 

Belt - Fan & Air Brake Com- 



Belt - W.P. & P.S. 

. 3947153 

49540HD 

pr.; (1990). 

. 11502413 

49690HD 

Belt - Air Brake Compr. 

. 3883006 

49640HD 

Belt - Fan & Air Brake Com- 



Belt - Air Brake Compr. & 



pr.; (1989-1980). 

. 2027569 

5700 

A P 


49670HD 

Belt - Fan & Hyd. Pump; 



Belt - W.P. & Hyd. Brake 



(1989-1980). 


49630HD 

Boost Pump. 

. 9433907 

4951OHD 

Belt - Fan To A.P.; 



Belt - W.P. & A.P. 

. 9433913 

49540HD 

(1989-1980). 

. 11502340 

49385HD 

Belt - A.P. 

. 9433877 

49360HD 

Belt - A.P.; W/A.C. 



Belt - V.P. 

. 3883006 

49640HD 

(1989-1980). 

. 11502382 

49550HD 


TE50; TE60 

1972-1971 

Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad. 

Hose - Lower; W/Man. Trans. 

Hose - Lower - Enq. To Pipe; W/Auto. 

Trans. 

Hose - Lower - Pipe To Rad.; W/Auto. 
Trans. 

TE65 

1972-1966 

Belt - W.P. & Alt.; W/62A. Alt. 3883001 
Belt - W.P. & Alt.; W/O 62A. 

Alt. 3888460 

Belt - P.S. 3883004 

Belt - Air Brake Compr. 3883006 

Belt - Air Brake Compr. & 

. 3943162 


A.P.. 

Belt - W.P. & A.P.. 
Belt - A.P. 


3888487 

9433881 


-=20356 

-=20356 

21037 

2 3/8” I.D. 

20960(A) 


©49605HD 

49540HD 

49545HD 

49640HD 

49660HD 

49520HD 

49380HD 


11502379 

11502409 


(1990). 

(1989). 

(1988-1985). 

(1989). 

W/Auto. 


W/Man. 


GM V-8 6.0 L ENG. 

C50 


Belt - A.P.; W/O A.C. 

(1989-1980). 

Belt - V.P.; (1989-1980). 

Hose - Upper; (1984-1980).... 

Hose - Upper - Eng. To Rad.; 

Hose - Upper - Eng. To Pipe; 

Hose - Upper - Eng. To Pipe; 

Hose - Upper - Pipe To Rad.; 

Hose - Upper - Pipe To Rad. 

Trans. (1988-1985). 

Hose - Upper - Pipe To Rad. 

Trans. (1988-1985). 

Hose - Lower - Eng. To Pipe; 

Hose - Lower - Eng. To Rad.; 

Trans. (1990). 

Hose - Lower - Eng. To Rad. 

Trans. (1990). 

Hose - Lower - Pipe To Rad.; (1989-1980). 
Hose - By Pass; W/O Rockwell Transfer 

Case (1989-1980). 

Hose - By Pass; W/Rockwell Transfer 

Case (1989-1980). 

P6T042 
1989-1983 


(1989-1980). 

W/Auto. 


W/Man. 


49540HD 

49660HD 

21107 

21984 

21107 

^21307 

21107 

21523 

21521 
2 1/4” I.D. 

21987 

22030 

21556 

1 3/8” I.D. 

1 3/4” I.D. 


1990 

Belt - Fan & Alt. 

. 15608928 

4K060672HD 

Belt - Fan & Alt.; W/80A. Alt. 
(1987-1983). 


©449660HD 

Belt - Fan & P.S.; W/Hyd. 
Brakes. 

. 11502406 

49650HD 

Belt - Fan & Alt.; W/O 80A. 
Alt. (1987-1983). 


©449640HD 

Belt - P.S.; W/Air Brakes. 

Belt - Fan To A.C. 

. 9433884 
. 11502375 

49395HD 

49525HD 

Belt - Fan, Alt. & A.P.; 
(1989-1988). 

14087540 

4K060560HD 

Belt - Fan & Air Brake Com- 
P'. 

. 11502413 

49690HD 

Belt - Fan & P.S.; 

(1989-1988). 

Rolf . Con S. D Q ■ 

14087507 

7455 


Hose - Upper - Eng. To Rad.. 
Hose - Lower - Eng. To Rad.; 

Trans. 

Hose - Lower - Eng. To Rad.; 
Trans. 

C60; C70 
1990-1980 

Belt - Fan & Alt.; (1990). 

Belt - Fan & Alt.; W/105A. 
Leece Neville Alt. 

(1989-1980). 

Belt - Fan & Alt.; W/42A, 
70A., 105A. Delco Alt. 

(1989-1980). 

Belt - Fan & Alt.; W/80A. Alt. 

(1989-1980). 

Belt - Fan & P.S.; W/Hyd. 

Brakes (1990). 

Belt - Fan & P.S.; W/59 1/2" 

Belt O.C. (1989-1980). 

Belt - Fan & P.S.; W/64" Belt 

O.C. (1989-1980). 

Belt - P.S.; W/Air Brakes. 

Belt - A.C.; (1989). 

Belt - A.C.; (1988-1980). 

Belt - Fan To A.C.; (1990). 

Belt - A.C. & A.P.; W/Air 
Brake Compr. (1989-1980)... 


W/Auto. 

W/Man. 


15608928 


11502406 

9433923 

9433932 

9433884 

11502397 

11502395 

11502375 

11502407 


21984 

21987 


22030 


4K060672HD 


©449670HD 


49640HD 

©♦♦9660HD 

49650HD 

49590HD 

49635HD 
49395HD 
4961OHD 
49600HD 
49525HD 

49650HD 


(1987-1983). 

Belt - P.S.; (1987-1983). 

Belt - Fan & Hyd. Brake 

Boost Pump; (1987-1983). 

Belt - A.P.; (1989-1988). 

Belt - A.P. - From Fan; 

(1987-1983). 

Belt - A.P. - From C.S.; 

(1987-1983). 

Hose - Upper; (1989-1988). 

Hose - Upper; (1984-1983). 

Hose - Upper - Eng. To Pipe; 
Hose - Upper - Pipe To Rad.; 

Trans. (1988-1985). 

Hose - Upper - Pipe To Rad.; 

Trans. (1988-1985). 

Hose - Lower; (1989-1988). 

Hose - Lower - Eng. To Pipe; 
Hose - Lower - Pipe To Rad.; 

P30 

1990 

Belt - Fan & Alt.; W/80A. Alt.; 

Preferred Belt. 

Belt - Fan & Alt.; W/80A. Alt.; 

Optional Belt. 

Belt - Fan & Alt.; W/O 80A. 
Alt. 


9433932 

9433884 


14092344 

11502340 

11502382 


(1988-1985). 

W/Auto. 

W/Man.. 


(1988-1983). 

(1988-1983). 


49635HD 

49395HD 

49630HD 

7450 

49385HD 

49550HD 

21850 

21107 

s<21307 

21523 

21521 
21849 
*2 1/4” I.D. 
21556 


2/9660PB 

©49660HD 

©449640HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

CHEVROLET - Continued 


Gates No. 


Application Mfr. Part No. 

CHEVROLET - Continued 


Gates No. 


GM V-8 6.0 L ENG. 

- Continued 


P30 - Continued 

1990 - Continued 

Belt - Fan, Alt. & A.P. 

14087540 

4K060560HD 

Belt - Fan & P.S.; W/46" Belt 
O.C. 

14087507 

7455 

Belt - Fan & P.S.; W/64" Belt 
O.C. 

9433932 

49635HD 

Belt - P.S. 

9433884 

49395HD 

Belt - Fan & Hyd. Brake 

Boost Pump. 


49630HD 

Belt - Fan & A.P. 

11502340 

49385HD 

Belt - A.P.; W/1/2" Belt T.W... 

11502382 

49550HD 

Belt - A.P.; W/3/8" Belt T.W... 

14092344 

7450 

Hose - Upper - Eng. To Rad.. 


21850 

Hose - Upper - Eng. To Pipe. 


^21307 

Hose - Upper - Pipe To Rad.; W/Auto. 


Trans. 


21523 

Hose - Upper - Pipe To Rad.; W/Man. 


Trans. 


21521 

Hose - Lower - Eng. To Pipe. 


*2 1/4” I.D. 

Hose - Lower - Eng. To Rad.. 


21849 

Hose - Lower - Pipe To Rad.. 


21556 

W6; W7 

1980 

Hose - Upper - Pipe To Rad.. 


21197 

Hose - Lower - Eng. To Pipe. 


20564 

GM V-8 6.2 L DIESEL ENG. 


P30 

1990-1982 

Belt - Fan & Alt.; W/Auto. 
Trans. (1990). 


7490 

Belt - Fan & Alt.; W/Man. 
Trans. (1990). 


7480 

Belt - Fan & Alt.; W/120A. 

Alt. (1989). 


7495 

Belt - Fan & Alt.; W/66A. Alt.; 
W/Auto. Trans. (1989). 


7490 

Belt - Fan & Alt.; W/66A. Alt.; 
W/Man. Trans.; Preferred 

Belt (1989). 


5725 

Belt - Fan & Alt.; W/66A. Alt.; 
W/Man. Trans.; Optional 

Belt (1989). 


7480 

Belt - Fan & Alt.; W/120A. 

Alt.; Exc. Motor Home 
(1988). 


7495 

Belt - Fan & Alt.; W/66A. Alt.; 
W/Auto. Trans.; Exc. Motor 
Home (1988). 


7490 

Belt - Fan & Alt.; W/66A. Alt.; 
W/Man. Trans.; Preferred 
Belt; Exc. Motor Home 
(1988). 


5725 

Belt - Fan & Alt.; W/66A. Alt.; 
W/Man. Trans.; Optional 

Belt; Exc. Motor Home 
(1988). 


7480 

Belt - Fan & Alt.; W/O V.P.; 
Preferred Belt (1987). 


5725 

Belt - Fan & Alt.; W/O V.P.; 
Optional Belt (1987). 


7480 

Belt - Fan & Alt.; W/O V.P.; 
Preferred Belt; Exc. Motor 
Home (1986-1985). 


5725 

Belt - Fan & Alt.; W/O V.P.; 
Optional Belt; Exc. Motor 
Home (1986-1985). 


7480 

Belt - Fan & Alt.; W/66A. Alt.; 
W/Auto. Trans. (1984). 


7490 

Belt - Fan & Alt.; W/66A. Alt.; 
W/Man. Trans.; Preferred 

Belt (1984). 


5725 


GM V-8 6.2 L DIESEL ENG. - Continued 


P30 - Continued 
1990-1982 - Continued 
Belt - Fan & Alt.; W/66A. Alt.; 

W/Man. Trans.; Optional 

Belt (1984). 7480 

Belt - Fan & Alt.; Exc. Motor 

Home (1983). 7480 

Belt - Fan & Alt.; (1982). 7480 

Belt - Fan, Alt. & V.P.; 

W/120A. Alt. (1987). 7495 

Belt - Fan, Alt. & V.P.; 

W/66A. Alt. (1987). 7490 

Belt - Fan, Alt. & V.P.; Exc. 

Motor Home (1986-1985). 7490 

Belt - Fan, Alt. & V.P.; (1984) 7495 

Belt - Fan & P.S.; (1990). 7455 

Belt - Fan & P.S.; (1987). 7455 

Belt - Fan & P.S.; Exc. Motor 

Home (1986-1985). 7455 

Belt - Fan & P.S.; W/O A.C. 

(1984). 7455 

Belt - Fan & P.S.; Exc. Motor 

Home (1983). 7455 

Belt - Fan, A.C. & P.S.; Exc. 

Motor Home (1986-1985). 7603 

Belt - Fan, A.C. & P.S.; 

(1984). 7603 

Belt - Fan, A.C. & P.S.; 

(1982). 7603 

Hose - Upper; Exc. Motor Home 

(1989-1984). 21825 

Hose - Upper; Exc. Motor Home (1983). 21377 

Hose - Upper - Eng. To Rad.; (1990). 21825 

Hose - Lower; Exc. Motor Home 

(1989-1984). 21826 

Hose - Lower; Exc. Motor Home (1983). 21285 

Hose - Lower; W/178" W.B.; Chassis Mtd.; 

Motor Home (1983). 21442 

Hose - Lower - Eng. To Rad.; (1990). 21826 

Hose - By Pass; (1990). 5/8” I.D. 

Hose - By Pass; (1989-1985). 5/8” x 6” 

Hose - By Pass; (1983). 5/8” x 4 1/2” 

Hose - Heater To Valve; Exc. Motor Home 

(1989-1985). 5/8” x 8” 

Hose - Heater To Valve; (1984). 5/8” x 8” 

Hose - Heater To Valve; Exc. Motor Home 

(1983). 5/8” x 8” 

Hose - Valve To Eng.; Exc. Motor Home 

(1989-1985). 5/8” x 24” 

Hose - Valve To Eng.; (1984). 5/8” x 24” 

Hose - Valve To Eng.; Exc. Motor Home 

(1983). 5/8” x 24” 

Hose - Valve To Heater; Exc. Motor Home 

(1989-1985). 3/4” x 8” 

Hose - Valve To Heater; (1984). 3/4” x 8” 

Hose - Valve To Heater; Exc. Motor Home 

(1983). 3/4” x 8” 

Hose - Valve To Rad.; Exc. Motor Home 

(1989-1985). 3/4” x 24” 

Hose - Valve To Rad.; (1984). 3/4” x 24” 

Hose - Valve To Rad.; Exc. Motor Home 
(1983). 3/4” x 24” 

GM V-8 409 ENG. 

C60 

1965-1960 

Belt - Fan & Alt.; W/62A. Alt. 


(1965-1964). ©♦♦9610HD 

Belt - Fan & Alt.; W/Std. Alt. 

(1965-1964). @*9625HD 

Belt - Fan & Gen.; W/O P.S. 

(1961-1960). ©♦49640HD 

Belt - Fan & Gen.; W/P.S. 

(1961-1960). 49630HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. | Application Mfr. Part No. Gates No. 


CHEVROLET - Continued 
GM V-8 409 ENG. - Continued 


C60 - Continued 
1965-1960 - Continued 
Belt - Fan, Alt. & P.S.; 

(1965-1964). ©*9680HD 

Belt - Fan & P.S.; 

(1961-1960). *9600HD 

Hose - Upper; W/O Rad. Shutters. 20420 

or 26511 

Hose - Upper; W/Rad. Shutters. 20685(A) 

Hose - Lower. 26536 

Hose - By Pass - Left Side. 20567 

Hose - By Pass - Right Side. 20568 

C70 

1965-1960 

Belt - Fan & Alt.; W/62A. Alt. 

(1965). ©**9610HD 

Belt - Fan & Alt.; W/Std. Alt. 

(1965). ©*9625HD 

Belt - Fan & Gen.; 

(1961-1960). @*9630HD 

Belt - Fan, Alt. & P.S.; (1965) ©*9680HD 

Belt - Air Brake Compr.; 

(1961-1960). *9660HD 

Hose - Upper; W/O Rad. Shutters. 20420 

or 26511 

Hose - Upper; W/Rad. Shutters. 20685(A) 

Hose - Lower. 26536 


CHEVROLET - Continued 
GM V-8 409 ENG. - Continued 


M80 - Continued 

1965-1960 - Continued 

Hose - By Pass - Right Side. 20568 

T60 

1965-1962 

Belt - Fan & Alt.; (1965-1964) ©**9640HD 

Belt - Air Brake Compr.; 

(1965-1964). *9600HD 

Hose - Upper. 20685(B) 

Hose - Lower; Molded Hose. 20564 

Hose - Lower; Strt. Hose. 2 1/2” I.D. 

T70; T80 

1965-1960 

Belt - Fan & Alt.; (1965-1963) ©**9640HD 

Belt - Fan & Gen.; 

(1962-1960). *9650HD 

Belt - Air Brake Compr.; 

(1965-1963). *9600HD 

Belt - Air Brake Compr.; 

(1962-1960). 4961OHD 

Hose - Upper; (1965-1962). 20685(B) 

Hose - Lower; Molded Hose (1965-1962).... 20564 

Hose - Lower; Strt. Hose (1965-1962). 2 1/2” I.D. 

GM V-8 427 ENG. 

BRUIN 


Hose - By Pass - Left Side. 20567 

Hose - By Pass - Right Side. 20568 

C80 

1965-1960 

Belt - Fan & Alt.; W/62A. Alt. 

(1965-1963). ©**961OHD 

Belt - Fan & Alt.; W/Std. Alt. 

(1965-1963). ©*9625HD 

Belt - Fan, Alt. & P.S.; 

(1965-1963). ©*9680HD 

Hose - Upper; W/O Rad. Shutters. 20420 

or 26511 

Hose - Upper; W/Rad. Shutters. 20685(A) 

Hose - Lower. 26536 

Hose - By Pass - Left Side. 20567 

Hose - By Pass - Right Side. 20568 

M70 

1965-1960 

Belt - Fan & Alt.; W/62A. Alt. 

(1965). ©♦*961 OHD 

Belt - Fan & Alt.; W/Std. Alt. 

(1965). ©*9625HD 

Belt - Fan & Gen.; 

(1961-1960). ©*9630HD 

Belt - Fan, Alt. & P.S.; (1965) ©*9680HD 

Belt - Air Brake Compr.; 

(1961-1960). *9660HD 

Hose - Upper; W/O Rad. Shutters. 20420 

or 26511 

Hose - Upper; W/Rad. Shutters. 20685(A) 

Hose - Lower. 26536 

Hose - By Pass - Left Side. 20567 

Hose - By Pass - Right Side. 20568 

M80 

1965-1960 

Belt - Fan & Alt.; W/62A. Alt. 

(1965-1963). ©**961 OHD 

Belt - Fan & Alt.; W/Std. Alt. 

(1965-1963). ©*9625HD 

Belt - Fan, Alt. & P.S.; 

(1965-1963). ©*9680HD 

Hose - Upper; W/O Rad. Shutters. 20420 

or 26511 

Hose - Upper; W/Rad. Shutters. 20685(A) 

Hose - Lower. 26536 

Hose - By Pass - Left Side. 20567 


1979 

Belt - Fan & Alt. 

9433914 

*9545HD 

Belt - Fan & P.S. 


♦9545HD 

Belt - P.S.; W/ldler Adjmt. 

9433888 

*9415HD 

Belt - P.S.; W/O Idler Adjmt... 

9433884 

*9395HD 

Belt - Air Brake Compr.; 
W/Front P.T.0. 


*9640HD 

Belt - Air Brake Compr.; W/O 
Front P.T.0. 

2027569 

@5700 

Belt - A.P. 


*9395HD 


Hose - Upper; W/O Front P.T.0. 26505 

Hose - By Pass. 1 3/4” I.D. 

C50 

1978- 1966 

Belt - Fan & Alt.; W/42A, 

61 A. Alt. (1972-1966). *9590HD 

Belt - Fan & Alt.; W/62A, 

100A. Alt. (1972-1966). 3891365 ©♦♦9610HD 

Belt - P.S.; (1972-1966). 3883003 *9415HD 

Belt - Air Brake Compr.; W/O 

P.S. (1972-1966). 3883005 *9690HD 

Belt - Air Brake Compr.; 

W/P.S. (1972-1966). *9720HD 

Belt - A.P.; (1972-1966). 3973289 *9360HD 

Hose - Upper; (1978-1975). ^20933 

Hose - Upper; (1974-1966). 20933 

Hose - Lower; (1978-1975). 21011 

Hose - Lower; (1974-1966). 20968 

Hose - By Pass; (1978-1975). 1 3/4” I.D. 

C60 

1979- 1966 

Belt - Fan & Alt.; W/105A. 

Leece Neville Alt. (1979). ©♦♦9670HD 

Belt - Fan & Alt.; W/42A, 

70A., 105A. Delco Alt. 

(1979). *9640HD 

Belt - Fan & Alt.; W/80A. Alt. 

(1979). ©♦♦9660HD 

Belt - Fan & Alt.; W/42A, 

61 A. Alt. (1972-1966). *9590HD 

Belt - Fan & Alt.; W/62A, 

100A. Alt. (1972-1966). 3891365 ©♦♦9610HD 

Belt - Fan & P.S.; W/59 1/2" 

Belt O.C. (1979). 9433923 *9590HD 

Belt - Fan & P.S.; W/64" Belt 
O.C. (1979). 9433932 *9635HD 


© Two Required. © Six Required. Green Stripe 8 4-Ply Coolant Hose Recommended. 

® Three Required. ▲ Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

© Four Required. V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

© Five Required. Cut To Fit. * Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


CHEVROLET - Continued 
GM V-8 427 ENG. - Continued 

C60 - Continued 
1979-1966 - Continued 
Belt - P.S.; W/Air Brakes 


(1979). 

9433884 

49395HD 

Belt - P.S.; (1972-1966). 

3883003 

49415HD 

Belt - A.C.; (1979). 

11502395 

49600HD 

Belt - A.C. & A.P.; W/Air 



Brake Compr. (1979). 

11502407 

49650HD 

Belt - A.C. & A.P.; W/O Air 



Brake Compr. (1979). 

9433930 

49625HD 

Belt - Fan & Air Brake Com- 



pr.; (1979). 

2027569 

5700 

Belt - Air Brake Compr.; W/O 



P.S. (1972-1966). 

3883005 

49690HD 

Belt - Air Brake Compr.; 



W/P.S. (1972-1966). 


49720HD 

Belt - Fan & Hyd. Pump; 



(1979). 


49630HD 

Belt - Fan To A.P.; (1979). 

11502340 

49385HD 

Belt - A.P.; W/A.C. (1979). 

11502382 

49550HD 

Belt - A.P.; W/O A.C. (1979).. 

11502379 

49540HD 

Belt - A.P.: (1972-1966). 

3973289 

49360HD 

Belt - V.P.; (1979). 

11502409 

49660HD 

Hose - Upper; (1979). 


21107 

Hose - Upper; (1978-1975). 


s-=20933 

Hose - Upper; (1974-1966). 


20933 

Hose - Lower; (1978-1975). 


21011 

Hose - Lower; (1974-1966). 


20968 

Hose - Lower - Eng. To Pipe; (1979). 

2 1/4” I.D. 

Hose - Lower - Pipe To Rad.; (1979). 

21556 

Hose - By Pass; W/O Rockwell Transfer 


Case (1979). 


1 3/8” I.D. 

Hose - By Pass; W/Rockwell Transfer 


Case (1979). 


1 3/4” I.D. 

Hose - By Pass; (1978-1975). 


1 3/4” I.D. 

70 



1979 



Belt - Fan & Alt.; W/105A. 



Leece Neville Alt. 


©449670HD 

Belt - Fan & Alt.; W/42A., 



70A.. 105A. Delco Alt. 


49640HD 

Belt - Fan & Alt.; W/80A. Alt.. 


©449660HD 

Belt - Fan & P.S.; W/59 1/2" 



Belt O.C. 

9433923 

49590HD 

Belt - Fan & P.S.; W/64" Belt 



O.C. 

9433932 

49635HD 

Belt - P.S.; W/Air Brakes. 

9433884 

49395HD 

Belt - A.C. 

11502395 

49600HD 

Belt - A.C. & A.P.; W/Air 



Brake Compr. 

11502407 

49650HD 

Belt - A.C. & A.P.; W/O Air 



Brake Compr. 

9433930 

49625HD 

Belt - Fan & Air Brake Com- 



pr. 

2027569 

5700 

Belt - Fan & Hyd. Pump. 


49630HD 

Belt - Fan To A.P. 

11502340 

49385HD 

Belt - A.P.; W/A.C. 

11502382 

49550HD 

Belt - A.P.; W/O A.C. 

11502379 

49540HD 

Belt - V.P. 

11502409 

49660HD 

Hose - Upper. 


21107 

Hose - Lower - Eng. To Pipe. 


2 1/4” I.D. 

Hose - Lower - Pipe To Rad.. 


21556 


Hose - By Pass; W/O Rockwell Transfer 

Case. 

Hose - By Pass; W/Rockwell Transfer 

H70; H80; J70; J80 

1978-1974 

Belt - Fan & Alt. 3891330 

Belt - P.S. 3888401 

Belt - Air Brake Compr. 3883005 

Belt - Air Brake Compr. & 

A.P. 3902101 

Belt - A.P. 9433881 


1 3/8” I.D. 
1 3/4” I.D. 


©49600HD 
49412HD 
49690HD 

49720HD 

49380HD 


CHEVROLET - Continued 
GM V-8 427 ENG. - Continued 

P30 


1977-1972 

Hose - Upper; W/Front P.T.O. (1977-1975). 

21107 

Hose - Upper; W/O Front P.T.O. 

(1977-1975). 

^20933 

Hose - Upper; (1974-1972). 

20933 

Hose - Lower; W/Front P.T.O. (1977-1976). 

21011 

Hose - Lower; W/Front P.T.O. (1975). 

20968 

Hose - Lower; (1974-1972). 

20968 

Hose - By Pass; (1977-1975). 

1 3/4” I.D. 


T50 

1973-1966 

Belt - W.P. & Alt.; W/42A. Alt. 

(1973). 

Belt - W.P. & Alt.; W/61A., 

80A. Alt. (1973). 

Belt - W.P. & Alt.; W/62A. Alt. 

(1972-1966). 

Belt - W.P. & Alt.; W/O 62A. 

Alt. (1972-1966). 

Belt - P.S.; (1972-1966). 

Belt - W.P. & P.S.; (1973). 

Belt - Air Brake Compr. 

Belt - Air Brake Compr. & 

A.P.; (1973). 

Belt - Air Brake Compr. & 

A.P.; (1972-1966). 

Belt - W.P. & Hyd. Brake 

Boost Pump; (1973). 

Belt - W.P. & A.P.; (1973). 

Belt - W.P. & A.P.; 

(1972-1966). 

Belt - A.P.; (1973). 

Belt - A.P.; (1972-1966). 

Belt - V.P.; (1973). 

T60 

1978-1966 

Belt - W.P. & Alt.; W/42A. Alt. 

(1978-1973). 

Belt - W.P. & Alt.; W/61A., 

80A. Alt. (1978-1973). 

Belt - W.P. & Alt.; W/62A. Alt. 

(1972-1966). 

Belt - W.P. & Alt.; W/O 62A. 

Alt. (1972-1966). 

Belt - P.S.; (1972-1966). 

Belt - W.P. & P.S.; 

(1978-1973). 

Belt - Air Brake Compr. 

Belt - Air Brake Compr. & 

A.P.; (1978-1973). 

Belt - Air Brake Compr. & 

A.P.; (1972-1966). 

Belt - W.P. & Hyd. Brake 

Boost Pump; (1978-1973). 

Belt - W.P. & A.P.; 

(1978-1973). 

Belt - W.P. & A.P.; 

(1972-1966). 

Belt - A.P.; (1978-1973). 

(1972-1966). 

(1978-1974). 

(1973). 


3883001 

3888460 

3883004 

3947153 

3883006 


3943162 

9433907 

9433913 

3888487 

9433877 

9433881 

3947153 


Belt - A.P. 

Belt - V.P. 

Belt - V.P. 

T65 

1978-1974 

Belt - W.P. & Alt.; W/42A. Alt. 
Belt - W.P. & Alt.; W/61A., 

80A. Alt. 

Belt - W.P. & P.S. 

Belt - Air Brake Compr. 

Belt - Air Brake Compr. & 

A P 

Beit - W.P. & Hyd. Brake. 

Boost Pump. 


3883001 

3888460 

3883004 

3947153 

3883006 


3943162 

9433907 

9433913 

3888487 

9433877 

9433881 

3883006 

3947153 


3947153 

3883006 


9433907 


©449590HD 

©49600HD 

©49605HD 

49540HD 

49545HD 

49540HD 

49640HD 

49670HD 

49660HD 

49510HD 
49540HD 

49520HD 

49360HD 

49380HD 

49540HD 


©449590HD 

©49600HD 

©49605HD 

49540HD 

49545HD 

49540HD 

49640HD 

49670HD 

49660HD 

49510HD 

49540HD 

49520HD 

49360HD 

49380HD 

49640HD 

49540HD 

©449590HD 

©49600HD 

49540HD 

49640HD 

49670HD 

4951OHD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

CHEVROLET - Continued 


Gates No. 


Application Mfr. Part No. 

CHEVROLET - Continued 


Gates No. 


GM V-8 427 ENG. - Continued 

T65 - Continued 


GM V-8 7.0 L ENG. - Continued 

C70 - Continued 


1978-1974 - Continued 

Belt - W.P. & A.P. 9433913 

Belt - A.P. 9433877 

Belt - V.P. 3883006 

TE50; TE60 

1972-1970 

Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad. 

Hose - Lower; W/Man. Trans. 

Hose - Lower - Enq. To Pipe; W/Auto. 

Trans. 

Hose - Lower - Pipe To Rad.; W/Auto. 
Trans. 

TE65 

1972-1966 

Belt - W.P. & Alt.; W/62A. Alt. 3883001 
Belt - W.P. & Alt.; W/O 62A. 

Alt. 3888460 

Belt - P.S. 3883004 


Hose - Upper; W/O Front P.T.O. 

Hose - By Pass. 

C50; C60 

1990 

Belt - Fan & Alt. 15608928 

Belt - Fan & P.S.; W/Hyd. 

Brakes. 11502406 

Belt - P.S.; W/Air Brakes. 9433884 

Belt - Fan To A.C. 11502375 

Belt - Fan & Air Brake Com- 

pr. 11502413 

Hose - Upper - Eng. To Rad. 

Hose - Lower - Eng. To Rad.; W/Auto. 
Trans. 


49540HD 

49360HD 

49640HD 


-=20356 

-=20356 

21037 

2 3/8” I.D. 

20960(A) 


©49605HD 

49540HD 

49545HD 


Belt - Air Brake Compr. 

3883006 

49640HD 

Belt - Air Brake Compr. & 

A P 

3943162 

49660HD 

Belt - W.P. & A.P. 

3888487 

49520HD 

Belt - A.P. 

9433881 

49380HD 

SM V-8 7.0 L ENG. 

IRUIN 

1980 

Belt - Fan & Alt. 

9433914 

49545HD 

Belt - Fan & P.S. 


49545HD 

Belt - P.S.; W/ldler Adjmt. 

9433888 

49415HD 

Belt - P.S.; W/O Idler Adjmt... 

9433884 

49395HD 

Belt - Air Brake Compr.; 
W/Front P.T.O. 


49640HD 

Belt - Air Brake Compr.; W/O 
Front P.T.O. 

2027569 

@5700 

Belt - A.P. 


49395HD 


26505 
1 3/4” I.D. 


4K060672HD 

49650HD 

49395HD 

49525HD 

49690HD 

21984 

21987 


1990-1980 - Continued 

Belt - Fan To A.C.; (1990). 11502375 

Belt - A.C. & A.P.; W/Air 
Brake Compr. (1989-1980)... 11502407 
Belt - A.C. & A.P.; W/O Air 
Brake Compr. (1989-1980)... 9433930 
Belt - Fan & Air Brake Com¬ 


pr.; (1990). 11502413 

Belt - Fan & Air Brake Com¬ 
pr.; (1989-1980). 2027569 

Belt - Fan & Hyd. Pump; 


Belt - Fan To A.P.: 

(1989-1980). 11502340 

Belt - A.P.; W/A.C. 

(1989-1980). 11502382 

Belt - A.P.; W/O A.C. 

(1989-1980). 11502379 

Belt - V.P.; (1989-1980). 11502409 

Hose - Upper; (1984-1980). 


Hose - Upper - Eng. To Rad.; (1990). 

Hose - Upper - Eng. To Pipe; (1989-1985). 

Hose - Upper - Pipe To Rad.; (1989). 

Hose - Upper - Pipe To Rad.; W/Auto. 

Trans. (1988-1985). 

Hose - Upper - Pipe To Rad.; W/Man. 

Trans. (1988-1985). 

Hose - Lower - Eng. To Pipe; (1989-1980). 
Hose - Lower - Eng. To Rad.; W/Auto. 

Trans. (1990). 

Hose - Lower - Eng. To Rad.; W/Man. 

Trans. (1990). 

Hose - Lower - Pipe To Rad.; (1989-1980). 
Hose - By Pass; W/O Rockwell Transfer 

Case (1989-1980). 

Hose - By Pass; W/Rockwell Transfer 


Case (1989-1980). 

P6T042 

1989 

Belt - Fan, Alt. & A.P. 14087540 

Belt - Fan & P.S. 14087507 

Belt - A.P. 14092344 

Hose - Upper. 

Hose - Lower. 

P30 

1990 


Belt - Fan & Alt.; W/80A. Alt.; 

Preferred Belt. 

Belt - Fan & Alt.; W/80A. Alt.; 

Optional Belt. 

Belt - Fan & Alt.; W/O 80A. 
Alt. 


Hose - Lower - Eng. To Rad.; W/Man. 

Trans. 22030 


Belt - Fan, Alt. & A.P. 14087540 

Belt - Fan & P.S.; W/46 1/2" 


C70 

1990-1980 

Belt - Fan & Alt.; (1990). 

Belt - Fan & Alt.; W/105A. 
Leece Neville Alt. 

(1989-1980). 

Belt - Fan & Alt.; W/42A, 
70A., 105A. Delco Alt. 

(1989-1980). 

Belt - Fan & Alt.; W/80A. Alt. 

(1989-1980). 

Belt - Fan & P.S.; W/Hyd. 

Brakes (1990). 

Belt - Fan & P.S.; W/59 1/2" 

Belt O.C. (1989-1980). 

Belt - Fan & P.S.; W/64" Belt 

O.C. (1989-1980). 

Belt - P.S.; W/Air Brakes. 

Belt - A.C.; (1989-1980). 


15608928 4K060672HD 


Belt O.C. 14087507 

Belt - Fan & P.S.; W/64" Belt 

O.C. 9433932 

Belt - P.S. 9433884 


©449670HD 

49640HD 

©449660HD 

11502406 49650HD 

9433923 49590HD 

9433932 49635HD 

9433884 49395HD 

11502395 49600HD 


Belt - Fan & Hyd. Brake 

Boost Pump. 

Belt - Fan & A.P. 11502340 

Belt - A.P.; W/1/2" Belt T.W... 11502382 
Belt - A.P.; W/3/8” Belt T.W... 14092344 

Hose - Upper - Eng. To Rad. 

Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad.; W/Auto. 

Trans. 

Hose - Upper - Pipe To Rad.; W/Man. 

Trans. 

Hose - Lower - Eng. To Pipe; Molded 

Hose. 

Hose - Lower - Eng. To Pipe; Strt. Hose.... 
Hose - Lower - Pipe To Rad. 


49525HD 

49650HD 

49625HD 

49690HD 

5700 

49630HD 

49385HD 

49550HD 

49540HD 

49660HD 

21107 

21984 

^21307 

20557 

21523 

21521 
2 1/4” I.D. 

21987 

22030 

21556 

1 3/8” I.D. 

1 3/4” I.D. 


4K060560HD 

7455 

7450 

21850 

21849 


2/9660PB 

©49660HD 

©449640HD 

4K060560HD 

7455 

49635HD 

49395HD 

49630HD 

49385HD 

49550HD 

7450 

21850 

^21307 

21523 

21521 

21849 
*2 1/4” I.D. 
21556 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 


38 




















































































Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


CHEVROLET - Continued 
GM V-8 7.0 L ENG. - Continued 

W7 

1980 

Hose - Upper - Pipe To Rad. 

Hose - Lower - Eng. To Pipe. 

GM V-8 454 ENG. 

BRUIN 


21197 

20564 


1979 

Belt - Fan & Alt. 

9433914 

♦9545HD 

Belt - Fan & P.S. 


♦9545HD 

Belt - P.S.; W/ldler Adjmt. 

9433888 

*9415HD 

Belt - P.S.; W/O Idler Adjmt... 

9433884 

*9395HD 

Belt - Air Brake Compr.; 
W/Front P.T.O. 


*9640HD 

Belt - Air Brake Compr.; W/O 
Front P.T.O. 

2027569 

©)5700 

Belt - A.P. 


*9395HD 


Hose - Upper; W/O Front P.T.O. 
Hose - By Pass. 

C50 

1978-1967 

Belt - Fan & Alt.; W/42A, 


26505 
1 3/4” I.D. 


CHEVROLET - Continued 

GM V-8 454 ENG. - Continued 

C60 - Continued 
1979-1967 - Continued 

Hose - Upper; (1979). 

Hose - Upper; (1978-1975). 

Hose - Upper; (1974-1967). 

Hose - Lower; (1978-1975). 

Hose - Lower; (1974-1967). 

Hose - Lower - Eng. To Pipe; (1979). 

Hose - Lower - Pipe To Rad.; (1979). 

Hose - By Pass; W/O Rockwell Transfer 

Case (1979). 

Hose - By Pass; W/Rockwell Transfer 

Case (1979). 

Hose - By Pass; (1978-1975). 

C70 

1979 

Belt - Fan & Alt.; W/105A. 

Leece Neville Alt. 

Belt - Fan & Alt.; W/42A, 

70A., 105A. Delco Alt. 

Belt - Fan & Alt.; W/80A. Alt.. 

Belt - Fan & P.S.; W/59 1/2" 


Hose - Upper; (1974-1967). 

Hose - Lower; (1978-1975). 

Lower; (1974-1967). 

By Pass; (1978-1975).. 


Hose 
Hose 

C60 

1979-1967 

Belt - Fan & Alt.; W/105A. 
Leece Neville Alt. (1979).... 
Belt - Fan & Alt.; W/42A, 
70A., 105A. Delco Alt. 

(1979). 

Belt - Fan & Alt.; W/80A. Alt. 

(1979). 

Belt - Fan & Alt.; W/42A, 

61 A. Alt. (1972-1970). 

Belt - Fan & Alt.; W/62A, 

100A. Alt. (1972-1970). 

Belt - Fan & P.S.; W/59 1/2" 


3891365 


20933 
21011 
20968 
1 3/4” I.D. 


©♦*9670HD 


*9640HD 
©♦*9660HD 
*9590HD 
©♦*961OHD 


Belt O.C. (1979). 

9433923 

*9590HD 

Belt - Fan & P.S.; W/64" Belt 

O.C. (1979). 

9433932 

*9635HD 

Belt - P.S.; W/Air Brakes 

(1979). 

9433884 

*9395HD 

Belt - P.S.; (1972-1970). 

3883003 

*9415HD 

Belt - A.C.; (1979). 

11502395 

*9600HD 

Belt - A.C. & A.P.; W/Air 

Brake Compr. (1979). 

11502407 

*9650HD 

Belt - A.C. & A.P.; W/O Air 

Brake Compr. (1979). 

9433930 

*9625HD 

Belt - Fan & Air Brake Com- 

pr.; (1979). 

2027569 

5700 

Belt - Air Brake Compr.; W/O 

P.S. (1972-1970). 

3883005 

*9690HD 

Belt - Air Brake Compr.; 

W/P.S. (1972-1970). 


*9720HD 

Belt - Fan & Hyd. Pump; 

(1979). 


*9630HD 

Belt - Fan To A.P.; (1979). 

11502340 

*9385HD 

Belt - A.P.; W/A.C. (1979). 

11502382 

*9550HD 

Belt - A.P.; W/O A.C. (1979). 

11502379 

*9540HD 

Belt - A.P.; (1972-1970). 

3973289 

*9360HD 

Belt - V.P.; (1979). 

11502409 

*9660HD 


21107 


^20933 


20933 


21011 


20968 


2 1/4” 

I.D. 

21556 


1 3/8” 

I.D. 

1 3/4” 

I.D. 

1 3/4” 

I.D. 


©♦*9670HD 

♦9640HD 

©♦*9660HD 


61A. Alt. (1972-1970). 


*9590HD 

Belt O.C. 

9433923 

*9590HD 

Belt - Fan & Alt.; W/62A, 



Belt - Fan & P.S.; W/64" Belt 



100A. Alt. (1972-1970). 

3891365 

@♦*961 OHD 

O.C. 

9433932 

*9635HD 

Belt - P.S.; (1972-1970). 

3883003 

*9415HD 

Belt - P.S.; W/Air Brakes. 

9433884 

*9395HD 

Belt - Air Brake Compr.; W/O 



Belt - A.C. 

11502395 

♦9600HD 

P.S. (1972-1970). 

3883005 

♦9690HD 

Belt - A.C. & A.P.; W/Air 



Belt - Air Brake Compr.; 



Brake Compr. 

11502407 

*9650HD 

W/P.S. (1972-1970). 


*9720HD 

Belt - A.C. & A.P.; W/O Air 



Belt - A.P.; (1972-1970). 

3973289 

*9360HD 

Brake Compr. 

9433930 

♦9625HD 

Hose - Upper; (1978-1975). 


s-=20933 

Belt - Fan & Air Brake Com- 




pr. 2027569 5700 

Belt - Fan & Hyd. Pump. *9630HD 

Belt - Fan To A.P. 11502340 *9385HD 

Belt - A.P.; W/A.C. 11502382 *9550HD 

Belt - A.P.; W/O A.C. 11502379 *9540HD 

Belt - V.P. 11502409 *9660HD 

Hose - Upper. 21107 

Hose - Lower - Eng. To Pipe. 2 1/4” I.D. 

Hose - Lower - Pipe To Rad. 21556 

Hose - By Pass; W/O Rockwell Transfer 

Case. 1 3/8” I.D. 

Hose - By Pass; W/Rockwell Transfer 
Case. 1 3/4” I.D. 

H70; H80; J70; J80 

1978-1974 


Belt - Fan & Alt. 

3891330 

@*9600HD 

Belt - P.S. 

3888401 

*9412HD 

Belt - Air Brake Compr. 

3883005 

*9690HD 

Belt - Air Brake Compr. & 

A P 

3902101 

*9720HD 

Belt - A.P. 

9433881 

*9380HD 

P30 

1979-1972 

Hose - Upper; W/Front P.T.O. 

(1977-1975). 

21107 


Hose - Upper; W/O Front P.T.O. 

(1977-1975). 

Hose - Upper; (1974-1972). 

Hose - Lower; (1979). 

Hose - Lower; W/Front P.T.O. (1977-1976). 

Hose - Lower; W/Front P.T.O. (1975). 

Hose - Lower; (1974-1972). 

Hose - By Pass; (1979). 

Hose - By Pass; (1977-1975). 

Hose - Heater To Rad.; (1979). 

Hose - Heater To Eng.; (1979). 

T50 

1973-1966 

Belt - W.P. & Alt.; W/42A. Alt. 

(1973). 


^20933 

20933 

20842 

25530 

21011 

20968 

20968 

3/4” x 4 1/2” 
1 3/4” I.D. 
5/8” x 40” 
5/8” x 42” 


©♦*9590HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

* 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

CHEVROLET - Continued 
GM V-8 454 ENG. - Continued 


T50 - Continued 
1973-1966 - Continued 
Belt - W.P. & Alt.; W/61A., 


80A. Alt. (1973). 


©49600HD 

Belt - W.P. & Alt.; W/62A. Alt. 
(1972-1966). 

3883001 

©49605HD 

Belt - W.P. & Alt.; W/O 62A. 
Alt. (1972-1966). 

3888460 

49540HD 

Belt - P.S.; (1972-1966). 

3883004 

49545HD 

Belt - W.P. & P.S.; (1973). 

3947153 

49540HD 

Belt - Air Brake Compr. 

3883006 

49640HD 

Belt - Air Brake Compr. & 

A.P.; (1973). 


49670HD 

Belt - Air Brake Compr. & 

A.P.; (1972-1966). 

3943162 

49660HD 

Belt - W.P. & Hyd. Brake 
Boost Pump; (1973). 

9433907 

4951OHD 

Belt - W.P. & A.P.; (1973). 

9433913 

49540HD 

Belt - W.P. & A.P.; 
(1972-1966). 

3888487 

49520HD 

Belt - A.P.; (1973). 

9433877 

49360HD 

Belt - A.P.; (1972-1966). 

9433881 

49380HD 

Belt - V.P.; (1973). 

3947153 

49540HD 

T60 

1978-1966 

Belt - W.P. & Alt.; W/42A. Alt. 
(1978-1973). 


©449590HD 

Belt - W.P. & Alt.; W/61A., 
80A. Alt. (1978-1973). 


©49600HD 

Belt - W.P. & Alt.; W/62A. Alt. 
(1972-1966). 

3883001 

©49605HD 

Belt - W.P. & Alt.; W/O 62A. 
Alt. (1972-1966). 

3888460 

49540HD 

Belt - P.S.; (1972-1966). 

3883004 

49545HD 

Belt - W.P. & P.S.; 
(1978-1973). 

3947153 

49540HD 

Belt - Air Brake Compr. 

3883006 

49640HD 

Belt - Air Brake Compr. & 

A.P.; (1978-1973). 


49670HD 

Belt - Air Brake Compr. & 

A.P.; (1972-1966). 

3943162 

49660HD 

Belt - W.P. & Hyd. Brake 
Boost Pump; (1978-1973). 

9433907 

4951OHD 

Belt - W.P. & A.P.; 
(1978-1973). 

9433913 

49540HD 

Belt - W.P. & A.P.; 
(1972-1966). 

3888487 

49520HD 

Belt - A.P.; (1978-1973). 

9433877 

49360HD 

Belt - A.P.; (1972-1966). 

9433881 

49380HD 

Belt - V.P.; (1978-1974). 

3883006 

49640HD 

Belt - V.P.; (1973). 

3947153 

49540HD 

T65 

1978-1974 

Belt - W.P. & Alt.; W/42A. Alt. 


©449590HD 

Belt - W.P. & Alt.; W/61A., 
80A. Alt. 


©49600HD 

Belt - W.P. & P.S. 

3947153 

49540HD 

Belt - Air Brake Compr. 

3883006 

49640HD 

Belt - Air Brake Compr. & 

A P 


49670HD 

Belt - W.P. & Hyd. Brake 
Boost Pump. 

9433907 

4951OHD 

Belt - W.P. & A.P. 

9433913 

49540HD 

Belt - A.P. 

9433877 

49360HD 

Belt - V.P. 

3883006 

49640HD 

TE50; TE60 

1972-1970 

Hose - Upper - Eng. To Pipe. 


-=20356 

Hose - Upper - Pipe To Rad.. 


-=20356 

Hose - Lower; W/Man. Trans. 


21037 

Hose - Lower - Eng. To Pipe; W/Auto. 


Trans. 


2 3/8” I.D. 


Application 


Mfr. Part No. 


CHEVROLET - Continued 


GM V-8 454 ENG. - Continued 


TE50; TE60 - Continued 
1972-1970 - Continued 
Hose - Lower - Pipe To Rad.; W/Auto. 
Trans. 

TE65 

1972-1966 

Belt - W.P. & Alt.; W/62A. Alt. 3883001 
Belt - W.P. & Alt.; W/O 62A. 


Alt. 3888460 

Belt - P.S. 3883004 

Belt - Air Brake Compr. 3883006 

Belt - Air Brake Compr. & 

A.P. 3943162 

Belt - W.P. & A.P. 3888487 

Belt - A.P. 9433881 


GM V-8 7.4 L ENG. 


C70 

1981-1980 

Belt - Fan & Alt.; W/105A. 

Leece Neville Alt. 

Belt - Fan & Alt.; W/42A, 

70A., 105A. Delco Alt. 

Belt - Fan & Alt.; W/80A. Alt.. 
Belt - Fan & P.S.; W/59 1/2" 

Belt O.C. 

Belt - Fan & P.S.; W/64" Belt 

O.C. 

Belt - P.S.; W/Air Brakes. 

Belt - A.C. 

Belt - A.C. & A.P.; W/Air 

Brake Compr. 

Belt - A.C. & A.P.; W/O Air 

Brake Compr. 

Belt - Fan & Air Brake Com- 

P r . 

Belt - Fan & Hyd. Pump. 

Belt - Fan To A.P. 

Belt - A.P.; W/A.C. 

Belt - A.P.; W/O A.C. 

Belt - V.P. 


9433923 

9433932 

9433884 

11502395 

11502407 

9433930 

2027569 

11502340 

11502382 

11502379 

11502409 


Hose - Upper. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

Hose - By Pass; W/O Rockwell Transfer 
Case. 


Hose - By Pass; W/Rockwell Transfer 
Case. 


P30 

1990-1980 

Belt - Fan & Alt.; W/80A. Alt.; 

Preferred Belt (1990). 

Belt - Fan & Alt.; W/80A. Alt.; 

Optional Belt (1990). 

Belt - Fan & Alt.; W/O 80A. 

Alt. (1990). 

Belt - Fan & Alt.; W/80A. Alt. 

(1983). 

Belt - Fan & Alt.; W/O 80A. 

Alt. (1983). 

Belt - Fan, Alt. & A.P.; 

(1990-1987). 

Belt - Fan, Alt. & A.P.; Exc. 

Motor Home (1986). 

Belt - Fan, Alt. & A.P.; 

W/Dual A.P.; Exc. Motor 

Home (1985). 

Belt - Fan, Alt. & A.P.; 
W/Single A.P.; Exc. Motor 

Home (1985). 

Belt - Fan, Alt. & A.P.; Chas¬ 
sis Mtd.; Motor Home 
(1984). 


Gates No. 


20960(A) 


©49605HD 

49540HD 

49545HD 

49640HD 

49660HD 

49520HD 

49380HD 


©449670HD 

49640HD 

©449660HD 

49590HD 

49635HD 

49395HD 

49600HD 

49650HD 

49625HD 

5700 
49630HD 
49385HD 
49550HD 
49540HD 
49660HD 
21107 
2 1/4” I.D. 
21556 

1 3/8” I.D. 

1 3/4” I.D. 


2/9660PB 

©49660HD 

©449640HD 

©♦♦9660HD 

©♦♦9640HD 

4K060560HD 

4K060560HD 

4K060560HD 

7495 

7495 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durlon ® Silicone Hose Recommended. O 
V Use Notched Belt Only. ♦ 

Cut To Fit. 4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

CHEVROLET - Continued 
GM V-8 7.4 L ENG. - Continued 

P30 - Continued 

1990-1980 - Continued 


Application Mfr. Part No. Gates No. 

CHEVROLET - Continued 

GM V-8 7.4 L ENG. - Continued 

P30 - Continued 

1990-1980 - Continued 


Belt - Fan, Alt. & A.P.; 


(1982-1981). 


7495 

Belt - Fan, Alt. & A.P.; Chas¬ 
sis Mtd.; Motor Home 
(1980). 


7495 

Belt - Fan & P.S.; W/46" Belt 
O.C. (1990). 

14087507 

7455 

Belt - Fan & P.S.; W/64" Belt 
O.C. (1990). 

9433932 

49635HD 

Belt - Fan & P.S.; 

(1989-1988). 

14087507 

7455 

Belt - Fan & P.S.; W/O A.C. 
(1987). 


7450 

Belt - Fan & P.S.; W/O A.C.; 
Exc. Motor Home (1986). 


7455 

Belt - Fan & P.S.; W/Single 
A.P.; Exc. Motor Home 
(1985). 


7460 

Belt - Fan & P.S.; W/O A.C.; 
Chassis Mtd.; Motor Home 
(1984). 


7460 

Belt - Fan & P.S.; (1983). 

9433932 

49635HD 

Belt - Fan & P.S.; W/O A.C. 
(1982-1981). 


7460 

Belt - Fan & P.S.; W/O A.C.; 
Chassis Mtd.; Motor Home 
(1980). 


7460 

Belt - Fan, A.C. & P.S.; 

(1987). 


7612 

Belt - Fan, A.C. & P.S.; 
W/Dual A.P.; Exc. Motor 
Home (1985). 


7612 

Belt - P.S.; (1990). 

9433884 

49395HD 

Belt - P.S.; (1983). 

9433884 

49395HD 

Belt - P.S.; W/A.C. 
(1982-1981). 


7410 

Belt - P.S.; W/A.C.; Chassis 
Mtd.; Motor Home (1980). 


7410 

Belt - P.S. To A.P.; (1987). 


7450 

Belt - P.S. To A.P.; Exc. Mo¬ 
tor Home (1986). 


7450 

Belt - Fan & Hyd. Brake 

Boost Pump; (1990). 


49630HD 

Belt - Fan & Hyd. Brake 

Boost Pump; (1983). 


49630HD 

Belt - Fan & Hyd. Pump; 
W/Hydroboost (1981). 


7460 

Belt - Fan & A.P.; (1990). 

11502340 

49385HD 

Belt - Fan To A.P.; Exc. Mo¬ 
tor Home (1986). 


49385HD 

Belt - A.P.; W/1/2" Belt T.W. 
(1990). 

11502382 

49550HD 

Belt - A.P.; W/3/8" Belt T.W. 
(1990). 

14092344 

7450 

Belt - A.P.; (1989-1988). 

14092344 

7450 

Belt - A.P. - From Fan; 

(1983). 

11502340 

49385HD 

Belt - A.P. - From C.S.; 

(1983). 

11502382 

49550HD 


Hose - Upper - Pipe To Rad.; W/Auto. 

Trans. (1990). 21523 

Hose - Upper - Pipe To Rad.; W/Man. 

Trans. (1990). 21521 

Hose - Lower; Exc. Motor Home 

(1988-1985). 21849 

Hose - Lower; Motor Home (1988). 21442 

Hose - Lower; Chassis Mtd.; Motor Home 

(1987-1986). 21442 

Hose - Lower; Chassis Mtd.; Motor Home 

(1985-1984). 21442 

or 25535(A) 

Hose - Lower; (1982). 21442 

or 25535(A) 

Hose - Lower - Eng. To Pipe; (1990). -*2 1/4” I.D. 

Hose - Lower - Eng. To Pipe; (1983). -*2 1/4” I.D. 

Hose - Lower - Eng. To Rad.; (1990). 21849 

Hose - Lower - Pipe To Rad.; (1990). 21556 

Hose - Lower - Pipe To Rad.; (1983). 21556 

Hose - By Pass; Motor Home (1988). 3/4” x 4 1/2” 

Hose - By Pass; (1986). 3/4” x 4 1/2” 

Hose - By Pass; Chassis Mtd.; Motor 

Home (1985). 5/8” x 4 1/2” 

Hose - By Pass; Exc. Motor Home (1985).. 3/4” x 4 1/2” 

Hose - By Pass; Chassis Mtd.; Motor 

Home (1984). 3/4” x 4 1/2” 

Hose - By Pass; (1982). 3/4” x 4 1/2” 

Hose - By Pass; (1981). 3/4” x 6” 

Hose - Heater To Valve; Exc. Motor Home 

(1988-1987). 5/8” x 19” 

Hose - Heater To W.P.; Exc. Motor Home 

(1986). 3/4” x 32” 

Hose - Heater To W.P.; Exc. Motor Home 

(1985). 3/4” x 42” 

Hose - Valve To Heater; Exc. Motor Home 

(1988-1987). 3/4” x 19” 

Hose - Valve To Rad.; Exc. Motor Home 

(1988-1987). 3/4” x 36” 

Hose - Valve To Throttle Body; Exc. Motor 

Home (1988-1987). 5/8” x 48” 

Hose - Throttle Body To Intake Manifold; 

Exc. Motor Home (1988-1987). ^28461 

Hose - Heater To Eng.; Exc. Motor Home 

(1986). 5/8” x 28” 

Hose - Heater To Eng.; Exc. Motor Home 
(1985). 5/8” x 40” 

GM V-8 637 ENG. 

HE90; JE90 

1972-1966 

Belt - Fan & Alt.; W/62A. Alt.. 2483870 ©♦♦9590HD 

Belt - Fan & Alt.; W/85A. Alt.. 2453896 ©♦49670HD 

Belt - Fan & Alt.; W/O 62A. 

Alt. 8869129 ©49580HD 

Belt - P.S. 3888401 49412HD 

Belt - A.C. 2484214 49500HD 

Belt - Air Brake Compr.; 

W/12 Cu. Ft. Air Brake 

Compr. 49600HD 


Hose - Upper; Exc. Motor Home 

(1988-1985). 21850 

Hose - Upper; Motor Home (1988). 21519 

or 25321 (A,B) 

Hose - Upper; Chassis Mtd.; Motor Home 

(1987-1985). 21519 

or 25321 (A,B) 

Hose - Upper; Chassis Mtd.; Motor Home 

(1984). 21441 

Hose - Upper; (1983). 21107 

Hose - Upper; (1982). 21441 

Hose - Upper; (1981). 20843 

Hose - Upper - Eng. To Rad.; (1990). 21850 

Hose - Upper - Eng. To Pipe; (1990). ^<21307 


Belt - Air Brake Compr.; W/7 
1/4 Cu. Ft. Air Brake Com¬ 
pr. 2477463 49590HD 

TE90 

1972-1966 

Belt - W.P. & Alt.; 

(1972-1971). 3891358 ©49580HD 

Belt - W.P. & Alt.; 

(1970-1966). 3767071 ©49630HD 

Belt - P.S. 2459498 49370HD 

Belt - Air Brake Compr.; 

(1972-1971). 2483912 49520HD 

Belt - Air Brake Compr.; 

(1970-1966). 2457778 49540HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


■i- Green Stripe ® 4-Ply Coolant Hose Recommended. 

O Use Wire Inserted Green Stripe® Coolant Hose. 

♦ PowerBand® Belt May Work, Use Template To Check. 
4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

CHEVROLET - Continued 


ISUZU 4BD1 DIESEL ENG. 

TILTMASTER W4 

1990-1986 

Belt - Fan & Alt.; (1990). 7470 

Belt - Fan & Alt.; (1989-1987) ©7470 

Belt - Fan & Alt.; (1986). 1136712161 TR22461 

Belt - A.C.; (1990-1987). 8942228791 49375HD 

Belt - A.C.; (1986). 49405HD 

Hose - Upper; (1989-1987). <21794 

or 25474 

Hose - Upper - Eng. To Rad.; (1990). s<=21794 

or 25474 

Hose - Lower - Eng. To Pipe; (1990-1987). s<20351 

Hose - By Pass; (1990-1987). 21746 

ISUZU 6BD1 DIESEL ENG. 

TILTMASTER W5 

1990 

Belt - Fan & Alt. TR22485 

Belt - A.C. TR22474 

Hose - Upper. 26508 

Hose - Lower - Pipe To Rad. 21379 

Hose - By Pass. 21942 

TILTMASTER W6 

1990-1987 

Belt - Fan & Alt.; (1989-1987) ©TR22485 

Belt - A.C. TR22474 

Hose - Upper; (1989-1987). 26508 

Hose - Upper - Eng. To Rad.; (1990). 26508 

Hose - Lower - Pipe To Rad.; (1990). 21379 

Hose - Lower - Pipe To Rad.; (1989-1987). :<21379 

Hose - By Pass; (1990). 21942 

Hose - By Pass; (1989-1987). ^21942 

TILTMASTER W7 

1990-1984 

Belt - Fan & Alt.; W/49 1/8" 

Belt O.C. (1990). TR22485 

Belt - Fan & Alt.; (1989-1984) ©TR22485 

Belt - A.C. TR22474 

Hose - Upper; (1989-1984). 26508 

Hose - Upper - Eng. To Rad.; (1990). 26508 

Hose - Lower - Pipe To Rad. ^<21379 

Hose - By Pass. s<=21942 

ISUZU 6BG1 DIESEL ENG. 


TILTMASTER W5; TILTMASTER W6 


1990-1988 

Belt - Fan & Alt.; W/49 1/8" 

Belt O.C. (1990). TR22485 

Belt - Fan & Alt.; W/50 3/4" 

Belt O.C. (1990). TR22495 

Belt - Fan & Alt.; W/43 1/8" 

Belt O.C. (1989-1988). ©TR22485 

Belt - Fan & Alt.; W/50 3/4" 

Belt O.C. (1989-1988). ©TR22495 

Belt - A.C.; W/42 1/4" Belt 

O.C. 1136711270 TR22416 

Belt - A.C.; W/43" Belt O.C.... TR28423 

Belt - A.C.; W/49 1/8" Belt 

O.C. TR22485 

Hose - Upper; (1989-1988). 26510 

Hose - Upper - Eng. To Rad.; (1990). 26510 

Hose - Lower - Eng. To Pipe. 26516 

Hose - Lower - Pipe To Rad.; (1990). 21379 

or 26509 

Hose - Lower - Pipe To Rad.; (1989-1988). s<=21379 

or 26509 

Hose - By Pass; (1990). 21528 

Hose - By Pass; (1989-1988). ^<21528 

TILTMASTER W7 

1990 

Belt - Fan & Alt.; W/43 1/8" 

Belt O.C. TR22485 


Application Mfr. Part No. Gates No. 


CHEVROLET - Continued 

ISUZU 6BG1 DIESEL ENG. - 

Continued 

TILTMASTER W7 - Continued 

1990 - Continued 

Belt - Fan & Alt.; W/50 3/4" 

Belt O.C. 

TR22495 

Belt - A.C.; W/42 1/4" Belt 

O.C. 1136711270 

TR22416 

Belt - A.C.; W/43" Belt O.C.... 

TR28423 

Belt - A.C.; W/49 1/8" Belt 

O.C. 

TR22485 

Hose - Upper - Eng. To Rad. 

26510 

Hose - Lower - Eng. To Pipe. 

26516 


Hose - Lower - Pipe To Rad. s<=21379 

or 26509 

Hose - By Pass. s<=21528 

ISUZU 6SA1 DIESEL ENG. 

TILTMASTER W7 

1990-1987 

Belt - Fan & Alt.; (1990). 1136712270 TR22485 

Belt - Fan & Alt.; (1989-1987) 1136712270 ©TR22485 

Belt - A.C. 8941469530 TR24476 

Hose - Lower. 21747 

DIAMOND REO 

CATERPILLAR 1674 DIESEL ENG. 

Cl 16 

1975-1973 

Belt - Fan & W.P.9L2215 49700HD 

Belt - Alt.3110KI 55 ©449430HD 

Belt-A.C.311 OKI 2 49440HD 

C054 

1975-1973 

Belt - Fan & W.P.9L2215 49700HD 

Belt - Alt.311 OKI 55 ©449430HD 

Belt-A.C. 49451 HD 

C088 

1973 

Belt - Fan & W.P.9L2215 ©49700HD 

Belt - Alt.311 OKI 55 ©449430HD 

Belt-A.C. 49451 HD 

CATERPILLAR 1693 DIESEL ENG. 

Cl 16 

1974- 1973 

Belt - Fan & W.P.9L2349 9765 

Belt-Alt.311 OKI 36 ©49425HD 

Cl 19 

1975 

Belt - Fan & W.P.9L2349 @9765 

Belt-Alt.311 OKI 36 ©49425HD 

C054 

1975- 1973 

Belt - Fan & W.P.9L2349 @9765 

Belt - Alt. ©49455HD 

Belt - A.C. 49463HD 

C088 

1974 

Belt - Fan & W.P.9L2349 @9765 

Belt - Alt. ©49455HD 

Belt - A.C. 49463HD 

CUMMINS C SERIES 8.3 L DIESEL 

ENG. 

cioi 

1969-1968 

Belt - Fan.... 

Belt - Alt. 

Belt - P.S.... 


178531 ©TR24355 
1709G1 TR22514 
311 OKI 29 TR22461 


© Two Required. © Six Required. Green Stripe 8 4-Ply Coolant Hose Recommended. 

© Three Required. ▲ Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

© Four Required. V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

© Five Required. s< Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

DIAMOND REO - Continued 
CUMMINS NH DIESEL ENG.; CUMMINS 
NHC DIESEL ENG. 

C90 

1973-1968 


Belt - W.P.; (1972-1968). 

172856 

©TR24457 

Belt - Alt.; W/37 3/4" Belt 

O.C. (1972-1968). 

178655 

TR22373 

Belt - Alt.; W/46 5/8" Belt 

O.C. (1972-1968). 

111725 

TR22461 

Hose - Upper. 


26511 

Hose - Lower - Eng. To Pipe. 


*2 1/4” I.D. 

Hose - Lower - Pipe To Rad.. 


26521 

Cl 14 

1972-1967 

Belt - W.P. 

172856 

©TR24457 

Belt - Alt.; W/37 3/4" Belt 

O.C. 

178655 

TR22373 

Belt - Alt.; W/46 5/8" Belt 

O.C. 

111725 

TR22461 

Hose - Upper. 


26511 

Hose - Lower - Eng. To Pipe. 


*2 1/4” I.D. 

Hose - Lower - Pipe To Rad.. 


26521 

Cl 16 

1973-1972 

Belt - W.P. 

172856 

©TR24457 

Belt - Alt.; W/37 3/4" Belt 

O.C. 

178655 

TR22373 

Belt - Alt.; W/46 5/8" Belt 

O.C. 

111725 

TR22461 

Hose - Upper. 


26523 

Hose - Lower - Eng. To Pipe. 


*2 1/4” I.D. 

Hose - Lower - Pipe To Rad.. 


*2 1/4” I.D. 

CF68 

1972-1968 

Belt - W.P. 

172856 

©TR24457 

Belt - Alt.; W/37 3/4" Belt 

O.C. 

178655 

TR22373 

Belt - Alt.; W/46 5/8" Belt 

O.C. 

111725 

TR22461 

CO50 

1972-1968 

Belt - W.P. 

172856 

©TR24457 

Belt - Alt.; W/37 3/4" Belt 

O.C. 

178655 

TR22373 

Belt - Alt.; W/46 5/8" Belt 

O.C. 

111725 

TR22461 

Hose - Upper. 


26521 

Hose - Lower - Eng. To Pipe. 


■>2” I.D. 

Hose - Lower - Pipe To Rad.. 


26521 


CUMMINS V555 DIESEL ENG. 
cioi 

1974-1973 

Hose - Upper. 26509 

DC101 

1974-1972 

Hose - Upper. 26509 

CUMMINS V903 DIESEL ENG. 


Application Mfr. Part No. Gates No. 

DIAMOND REO - Continued 

CUMMINS 6-CYL. 14.0 L DIESEL ENG. 

C90 

1973-1968 


Belt - Fan. 

178627 

TR28514 

Belt - W.P. 

200328 

TR24438 

Belt - Alt. 

178618 

TR22380 

Belt - A.C. 


TR28570 

Hose - Upper. 


26511 

Hose - Lower. 


26521 

Cl 14 



1972-1967 



Belt - Fan; W/52" Belt O.C. 

178627 

©TR28514 

Belt - Fan; W/53" Belt O.C. 

201600 

TR28522 

Belt - W.P.; W/Aftercooler. 

3854B1612 

©♦4961OHD 

Belt - W.P.; W/O Aftercooler.. 

200328 

TR24438 

Belt - Alt.; W/Dual Belts. 


©49440HD 

Belt - Alt.; W/Single Belt. 

178618 

TR22380 

Belt - P.S. 

311 OKI 53 

TR24465 

Belt - A.C. 


TR28570 

Hose - Upper. 


26511 

Hose - Lower. 


26521 

Cl 16 



1973-1972 



Belt - Fan; W/52" Belt O.C. 

178627 

©TR28514 

Belt - Fan; W/53" Belt O.C. 

201600 

TR28522 

Belt - W.P.; W/Aftercooler. 

3854B1612 

©44961OHD 

Belt - W.P.; W/O Aftercooler.. 

200328 

TR24438 

Belt - Alt.; W/Dual Belts. 


©49440HD 

Belt - Alt.; W/Single Belt. 

178618 

TR22380 

Belt - P.S. 

311 OKI 53 

TR24465 

Belt - A.C. 


TR28570 

Hose - Upper. 


26523 

Hose - Lower - Eng. To Pipe. 


■>2 1/4” I.D. 

Hose - Lower - Pipe To Rad.. 


*2 3/4” I.D. 

CO50 



1972-1968 



Belt - Fan; W/A.C. 

178627 

TR28514 

Belt - Fan; W/O A.C. 

178617 

©TR28498 

Belt - W.P.; W/Eccentric Adi- 



mt. 

200328 

TR24438 

Belt - W.P.; W/Full Flow 



Cool.; V-Belt. 

215356 

@6596 

Belt - Alt.; W/Dual Belts. 

178427 

©449470HD 

Belt - Alt.; W/Single Belt. 

178618 

TR22380 

Belt - Fan & A.C. 


TR28570 

Hose - Upper. 


26511 

Hose - Lower. 


@■>2 1/4” I.D. 

C054 



1973 



Belt - Fan; W/50 3/8" Belt 



O.C. 

178617 

TR28498 

Belt - Fan; W/53" Belt O.C. 

201600 

TR28522 

Belt - W.P. 

215356 

6596 

Belt - Alt. 

311 OKI 54 

©449470HD 

Belt - P.S. 

311 OKI 53 

TR24465 

Hose - Upper. 


26523 

Hose - Lower. 


@23550 


CUMMINS V-6 140 DIESEL ENG. 

CF68 

1972-1970 

Belt - Fan & Alt. 178660 : 49485HD 


Cl 16 
1972 

Belt - Fan & W.P. 202051 

Belt - Alt. 1930G118 

Belt - P.S.3110KI 6 

Belt - A.C. 


Hose - Upper - Eng. To Pipe 
Hose - Upper - Pipe To Rad. 


CUMMINS V-8 210 DIESEL ENG. 

CF65 


©49670HD 
249360HD 
TR22425 
49405HD 
*2 1/4” I.D. 
3^21194 


1973-1972 

Belt - Fan & W.P. 

Belt - Alt. 

Belt - P.S. 

Hose - Upper. 

Hose - Lower - Eng. To Pipe 


178600 
178473 
311 OKI 23 


©TR22525 

49350HD 

49365HD 

26509 

^21194 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

DIAMOND REO - Continued 

DETROIT DIESEL 6-71 DIESEL ENG. 

C92 

1974-1973 


Belt - Alt. 

Belt - Fan & Air Brake Com- 

1930G112 

©7430 

pr. 

5140747 

®*9670HD 

Cl 14 



1972-1967 

Belt - Alt. 

Belt - Fan & Air Brake Com- 

1930G112 

@7430 

pr. 

5140747 

®*9670HD 

Cl 16 



1974-1971 

Belt - Alt. 

Belt - Fan & Air Brake Com- 

1930G112 

@7430 

C054; C088 

5140747 

@*9670HD 

1974-1973 

Belt - Alt. 

Belt - Fan & Air Brake Com- 


@7460 

pr. 

5143493 

@9740 

DETROIT DIESEL 6V-53 DIESEL ENG 

Cl 01; DC101 



1974 

Belt - W.P. 

5116451 

@7370 

Belt - Alt. 

Belt - Fan & Air Brake Com- 

1930G12 

@7390 

pr. 

5139212 

©♦*9590HD 

Hose - Upper - Left Side. 


25476 

Hose - Upper - Right Side. 


25476 

Hose - Lower. 


26508 

DETROIT DIESEL 8V-71 DIESEL ENG 

Cl 14 



1971 

Belt - Fan. 

5116779 

@*9600HD 

Belt - Alt. 

5135298 

©♦*9313HD 

Belt - Air Brake Compr. 

5126763 

@*9400HD 

Hose - Upper - Left Side. 


s-=20731 



or 26525 

Hose - Upper - Right Side. 


s<20731 
or 26525 

Hose - Lower - Eng. To Pipe. 


23567 

Hose - Lower - Pipe To Rad.. 

Cl 16 


20530 

1974-1967 

Belt - Fan; (1974-1971). 

5133767 

@*9620HD 

Belt - Fan; (1967). 

5133767 

®*9620HD 

Belt-Alt.; (1974-1971). 

1930G121 

©*9319HD 

Belt - Alt.; (1967). 

1930G121 

@*9319HD 

Belt - A.C.; (1974-1971). 

3854B1390 

*9390HD 

Belt - A.C.; (1967). 

Belt - Air Brake Compr.; 

3854B1390 

*9390HD 

(1974-1971). 

Belt - Air Brake Compr.; 

5126763 

©*9400HD 

(1967). 

5126763 

@*9400HD 

Hose - Upper - Left Side; (1974-1971). 

^20731 



or 26522 

Hose - Upper - Left Side; (1967). 

^20731 



or 26522 

Hose - Upper - Right Side; (1974-1971). 

^20731 



or 26522 

Hose - Upper - Right Side; (1967). 

s<20731 



or 26522 

Hose - Lower - Eng. To Pipe; (1974-1971). 

23566 

Hose - Lower - Eng. To Pipe; (1967). 

23566 

CO50 



1972-1967 

Belt - Fan. 

5116779 

®*9600HD 

Belt - Alt. 


@9309 

Belt - Air Brake Compr. 

5126763 

*9400HD 


Application Mfr. Part No. Gates No. 

DIAMOND REO - Continued 

DETROIT DIESEL 8V-71 DIESEL ENG. 

- Continued 

C054 

1975-1973 


Belt - Fan. 

.. 5133767 

@*9620HD 

Belt - Alt. 

.. 1930G121 

©*9319HD 

Belt - A.C. 

.. 3854B1390 

*9390HD 

Hose - Upper - Left Side. 


26522 

Hose - Upper - Right Side.... 


26522 

C078 



1972-1967 



Belt - Fan. 

.. 5116779 

@*9600HD 

Belt - Alt. 


@>9309 

Belt - Air Brake Compr. 

.. 5126763 

*9400HD 

C088 



1975-1973 



Belt - Fan. 

.. 5133767 

©*9620HD 

Belt - Alt. 

.. 1930G121 

©*9319HD 

Belt - A.C. 

.. 3854B1390 

*9390HD 

Hose - Upper - Left Side. 


26522 

Hose - Upper - Right Side.... 


26522 


WHITE 6-CYL. 200 ENG. 


C90 


1971 



Belt - Fan & Alt. 

. 1789G1 

@TR22545 

Belt - P.S. 

.3110K114 

*9400HD 

Belt - Air Brake Compr. 

. 3022M5 

TR28463 

C101 



1974-1971 



Belt - Fan & Alt. 

. 1789G1 

@TR22545 

Belt - P.S. 

.3110K114 

*9400HD 

Belt - Air Brake Compr. 

. 3022M5 

TR28463 


Hose - Upper. s^=21115 

or 26532 

Hose - Lower. 26530 


DC101 

1971 


Belt - Fan & Alt. 

1789G1 

©TR22545 

Belt - P.S. 

3110K114 

*9400HD 

Belt - Air Brake Compr. 

3022M5 

TR28463 

Hose - Upper. 


^21115 



or 26532 

Hose - Lower. 


26530 

WHITE 8-CYL. 250 ENG. 


C90 



1972 



Belt - Fan. 

1146A7 

©TR22461 

Belt - Alt. & Air Brake Compr. 


@*9560HD 

Belt - P.S. 

311 OKI 23 

*9365HD 

C101 



1974-1971 



Belt - Fan. 

1146A7 

©TR22461 

Belt - Alt. & Air Brake Compr. 


@*9560HD 

Belt - P.S. 

311 OKI 23 

♦9365HD 

Hose - Upper. 


^21115 

Hose - Lower - Eng. To Pipe.. 


3” I.D. 

Hose - Lower - Pipe To Rad... 


26534 

DC101 



1972 



Belt - Fan. 

1146A7 

©TR22461 

Belt - Alt. & Air Brake Compr. 


@*9560HD 

Belt - P.S. 

311 OKI 23 

*9365HD 

Hose - Upper. 


^21115 

Hose - Lower - Eng. To Pipe.. 


3” I.D. 

Hose - Lower - Pipe To Rad... 


26534 


© Two Required. © Six Required. Green Stripe 8 4-Ply Coolant Hose Recommended. 

® Three Required. ▲ Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

© Four Required. V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

© Five Required. Cut To Fit. * Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 

DIVCO 


Mfr. Part No. 


Gates No. 


Application Mfr. Part No. 

DIVCO - Continued 


Gates No. 


CONTINENTAL F4162 ENG. 

10 SERIES 

1965-1950 

Belt - Fan & Alt./Gen.; 

(1965-1957). 528085 

Hose - Upper. 

Hose - Lower. 

11 SERIES; 12 SERIES; 13 SERIES 

1964-1950 

Belt - Fan & Gen.; W/2 3/4" 

Dia. Pulley (1962-1950). 28579 

Belt - Fan & Gen.; W/3 3/8" 

Dia. Pulley (1962-1950). 28556 

Belt - Fan & Gen.; W/4" Dia. 

Pulley (1962-1950). 28549 

Belt - Fan & Std. Gen.; 

(1962-1950). 28495 

Hose - Upper. 

Hose - Lower. 

15 SERIES 

1964-1957 

Belt - Fan & Alt./Gen. 528085 

24 SERIES 

1964-1950 

Belt - Fan & Gen.; W/2 3/4" 

Dia. Pulley (1962-1950). 28579 

Belt - Fan & Gen.; W/3 3/8" 

Dia. Pulley (1962-1950). 28556 

Belt - Fan & Gen.; W/4" Dia. 

Pulley (1962-1950). 28549 

Belt - Fan & Std. Gen.; 

(1962-1950). 28495 

Hose - Upper. 

Hose - Lower. 

36 SERIES 

1964- 1950 

Belt - Fan & Gen.; 

(1955-1953). 28549 

Hose - Upper. 

Hose - Lower. 

40 SERIES; 50 SERIES 

1965- 1957 

Belt - Fan & Alt./Gen. 528085 

57 SERIES; 58 SERIES 

1964- 1957 

Belt - Fan & Alt./Gen. 528085 

70 SERIES 

1965- 1957 

Belt - Fan & Alt./Gen. 528085 

100 SERIES 

1965-1950 

Belt - Fan & Alt./Gen.; 

(1965-1957). 528085 

Hose - Upper. 

Hose - Lower. 

114 SERIES; 124 SERIES; 134 SERIES 

1964-1950 

Belt - Fan & Alt./Gen.; 

(1964-1957). 528085 

Hose - Upper. 

Hose - Lower. 

154 SERIES 

1964- 1957 

Belt - Fan & Alt./Gen. 528085 

200 SERIES 

1965- 1950 

Belt - Fan & Alt./Gen.; 

(1965-1957). 528085 

Hose - Upper. 

Hose - Lower. 


7495 

25473 

25476 


7495 

TR24489 

TR24500 

TR24515 

25473 

25476 


7495 


7495 

TR24489 

TR24500 

TR24515 

25473 

25476 


TR24500 

25473 

25476 


7495 


7495 


CONTINENTAL F4162 ENG. - Continued 

244 SERIES 

1964- 1950 

Belt - Fan & Gen.; W/2 3/4" 

Dia. Pulley (1962-1950). 28579 

Belt - Fan & Gen.; W/3 3/8" 

Dia. Pulley (1962-1950). 28556 

Belt - Fan & Gen.; W/4" Dia. 

Pulley (1962-1950). 28549 

Belt - Fan & Std. Gen.; 

(1962-1950). 28495 

Hose - Upper. 

Hose - Lower. 

300 SERIES 

1965- 1950 

Belt - Fan & Alt./Gen.; 

(1965-1957). 528085 

Hose - Upper. 

Hose - Lower. 

344 SERIES 

1964-1957 

Belt - Fan & Alt./Gen. 528085 


7495 

TR24489 

TR24500 

TR24515 

25473 

25476 


7495 

25473 

25476 


7495 


364 SERIES 

1964-1950 

Belt - Fan & Gen.; W/2 3/4" 
Dia. Pulley (1962-1956). 

28579 

7495 

Belt - Fan & Gen.; W/3 3/8" 
Dia. Pulley (1962-1956). 

28556 

TR24489 

Belt - Fan & Gen.; W/4" Dia. 
Pulley (1962-1956). 

28549 

TR24500 

Hose - Upper. 


25473 

Hose - Lower. 


25476 

364HD SERIES 

1962-1956 

Belt - Fan & Gen.; W/2 3/4" 
Dia. Pulley. 

28579 

7495 

Belt - Fan & Gen.; W/3 3/8" 
Dia. Pulley. 

28556 

TR24489 

Belt - Fan & Gen.; W/4" Dia. 
Pulley. 

28549 

TR24500 


CONTINENTAL F6226 ENG. 

ULM4 SERIES; ULM5 SERIES; UM6 SERIES; UM7 
SERIES; UM8 SERIES; UM9 SERIES; UM11 SE¬ 
RIES; UM12 SERIES; UM13 SERIES; UM14 SERIES 
1952-1944 

Hose - Upper. 1 1/2” I.D. 

Hose - Lower. s^21794 


7495 


7495 

25473 

25476 


7495 

25473 

25476 


7495 


CONTINENTAL F06226 GOLDEN MIS¬ 
SILE ENG. 

10 SERIES 


1965-1960 

Belt - Fan & Alt. 

Belt - Fan & Gen. 

. 528080 

. 28761 

49447HD 

49440HD 

Hose - Upper. 

Hose - Lower. 


26502 

25478 

14 SERIES 



1964-1960 

Hose - Upper. 

Hose - Lower. 


26502 

25478 

15 SERIES 



1964-1960 

Belt - Fan & Alt. 

. 528080 

49447HD 

Belt - Fan & Gen. 

. 28761 

49440HD 

Hose - Upper. 

Hose - Lower. 


26502 

25478 


21 SERIES; 22 SERIES; 23 SERIES; 31 SERIES; 33 
7495 SERIES; 34 SERIES; 37 SERIES 

25473 1964-1960 


25476 


Hose - Upper. 


26502 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

Cut To Fit. 


o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

DIVCO - Continued 


Gates No. 


Application Mfr. Part No. 

DIVCO - Continued 


Gates No. 


CONTINENTAL F06226 GOLDEN MIS¬ 
SILE ENG. - Continued 

21 SERIES; 22 SERIES; 23 SERIES; 31 SERIES; 33 
SERIES; 34 SERIES; 37 SERIES - Continued 

1964- 1960 - Continued 

Hose - Lower. 25478 

40 SERIES 

1965- 1960 

Belt - Fan & Alt. 528080 *9447HD 

Belt - Fan & Gen. 28761 *9440HD 

Hose - Upper; (1965-1961). 26502 

Hose - Lower; (1965-1961). 25480 

41 SERIES; 42 SERIES; 43 SERIES; 44 SERIES; 45 
SERIES; 46 SERIES 


1964-1960 



Hose - Upper. 


26502 

Hose - Lower. 


25478 

50 SERIES 



1965-1960 



Belt - Fan & Alt. 

.. 528080 

49447HD 

Belt - Fan & Gen. 

.. 28761 

49440HD 

Hose - Upper; (1965-1961)... 


26502 

Hose - Lower; (1965-1961)... 


25480 


51 SERIES; 52 SERIES; 53 SERIES; 54 SERIES; 55 
SERIES; 56 SERIES 
1964-1960 


Hose - Upper. 


26502 

Hose - Lower. 


25478 

57 SERIES 



1964-1960 



Belt - Fan & Alt. 

.. 528080 

49447HD 

Belt - Fan & Gen. 

.. 28761 

49440HD 

Hose - Upper; (1962). 


26502 

Hose - Upper; (1961-1960)... 


26501 

Hose - Lower; (1962). 


26512 

Hose - Lower; (1961-1960)... 


25478 

70 SERIES 



1965-1960 



Belt - Fan & Alt. 

.. 528080 

49447HD 

Belt - Fan & Gen. 

.. 28761 

49440HD 

Hose - Upper; (1965-1961)... 


26502 

Hose - Lower; (1965-1961)... 


25480 


71 SERIES; 72 SERIES; 73 SERIES; 74 SERIES; 75 
SERIES; 76 SERIES 


1964-1960 

Hose - Upper. 


26502 

Hose - Lower. 


25478 

100 SERIES 

1965-1960 

Belt - Fan & Alt. 

528080 

49447HD 

Belt - Fan & Gen. 

28761 

49440HD 

Hose - Upper. 


26502 

Hose - Lower. 


25478 

154 SERIES 

1964-1960 

Belt - Fan & Alt. 

528080 

49447HD 

Belt - Fan & Gen. 

28761 

49440HD 

Hose - Upper. 


26502 

Hose - Lower. 


25478 

200 SERIES 

1965-1960 

Belt - Fan & Alt. 

528080 

49447HD 

Belt - Fan & Gen. 

28761 

49440HD 

Hose - Upper. 


26502 

Hose - Lower. 


25478 

214 SERIES; 224 SERIES 


1964-1960 

Belt - Fan & Alt. 

528080 

49447HD 


CONTINENTAL F06226 GOLDEN MIS¬ 
SILE ENG. - Continued 

214 SERIES; 224 SERIES - Continued 


1964-1960 - Continued 

Belt - Fan & Gen. 

28761 

49440HD 

Hose - Upper. 


26502 

Hose - Lower. 


25478 

300 SERIES 

1965-1960 

Belt - Fan & Alt. 

528080 

*9447HD 

Belt - Fan & Gen. 

28761 

49440HD 

Hose - Upper. 


26502 

Hose - Lower. 


25478 

334 SERIES; 344 SERIES 


1964-1960 

Belt - Fan & Alt. 

528080 

49447HD 

Belt - Fan & Gen. 

28761 

49440HD 

Hose - Upper. 


26502 

Hose - Lower. 


25478 

374 SERIES 

1964-1960 

Belt - Fan & Alt. 

528080 

49447HD 

Belt - Fan & Gen. 

28761 

49440HD 


CONTINENTAL G4193 GOLDEN MIS¬ 
SILE ENG. 

10 SERIES 

1965-1957 

Belt - Fan & Alt./Gen. 528085 7495 

Hose - Upper; (1965-1960). <20957 

or 26603 

Hose - Lower; (1965-1960). 25474 

11 SERIES; 12 SERIES; 13 SERIES 

1964-1950 

Belt - Fan & Gen.; W/2 3/4" 

Dia. Pulley (1962-1950). 28579 7495 

Belt - Fan & Gen.; W/3 3/8" 

Dia. Pulley (1962-1950). 28556 TR24489 

Belt - Fan & Gen.; W/4" Dia. 

Pulley (1962-1950). 28549 TR24500 

Belt - Fan & Std. Gen.; 

(1962-1950). 28495 TR24515 

Hose - Upper; (1964-1960). <20957 

or 26603 

Hose - Lower; (1964-1960). 25474 

14 SERIES 

1964-1960 

Hose - Upper. ^<20957 

or 26603 

Hose - Lower. 25474 


15 SERIES 
1964-1957 


Belt - Fan & Alt./Gen. 528085 

7495 

Hose - Upper; (1964-1960). 

s-=20957 

or 

26603 

Hose - Lower; (1964-1960). 

25474 

21 SERIES; 22 SERIES; 23 SERIES 


1964-1960 


Hose - Upper. 

<20957 

or 

26603 

Hose - Lower. 

25474 

24 SERIES 


1964-1950 


Belt - Fan & Gen.; W/2 3/4" 


Dia. Pulley (1962-1950). 28579 

7495 

Belt - Fan & Gen.; W/3 3/8" 


Dia. Pulley (1962-1950). 28556 

TR24489 

Belt - Fan & Gen.; W/4" Dia. 


Pulley (1962-1950). 28549 

TR24500 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 


46 














































































Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


DIVCO - Continued 

CONTINENTAL G4193 GOLDEN MIS¬ 
SILE ENG. - Continued 

24 SERIES - Continued 
1964-1950 - Continued 
Belt - Fan & Std. Gen.; 

(1962-1950). 28495 TR24515 

Hose - Upper; (1964-1960). 


Hose - Lower; (1964-1960). 

31 SERIES; 33 SERIES; 34 SERIES 

1964-1960 

Hose - Upper. 

Hose - Lower. 

36 SERIES 

1955-1953 

Belt - Fan & Gen. 28549 

37 SERIES 

1964-1960 

Hose - Upper. 


^20957 

26603 

25474 


^20957 

26603 

25474 


Hose - Lower. 

40 SERIES; 50 SERIES 

1965-1957 

Belt - Fan & Alt./Gen. 528085 

Hose - Upper; (1965-1961). 

Hose - Lower; (1965-1961). 

57 SERIES; 58 SERIES 

1964- 1957 

Belt - Fan & Alt./Gen. 528085 

Hose - Upper; (1962-1960). 

Hose - Lower; (1962-1960). 

70 SERIES 

1965- 1957 

Belt - Fan & Alt./Gen. 528085 

Hose - Upper; (1965-1961). 

Hose - Lower; (1965-1961). 

100 SERIES 

1965-1957 

Belt - Fan & Alt./Gen. 528085 

Hose - Upper; (1965-1960). 


Hose - Lower; (1965-1960). 

114 SERIES; 124 SERIES; 134 SERIES 

1964-1957 

Belt - Fan & Alt./Gen. 528085 

Hose - Upper; (1962-1960). 

or 

Hose - Lower; (1962-1960). 


TR24500 


^20957 

26603 

25474 


7495 

26611 

25480 


7495 

25478 

26611 


7495 

26611 

25480 


7495 

^20957 

26603 

25474 


7495 

^20957 

26603 

=■<21794 

25474 


154 SERIES 

1964-1957 

Belt - Fan & Alt./Gen. 528085 

Hose - Upper; (1964-1960). 


Hose - Lower; (1964-1960). 

200 SERIES 

1965-1957 

Belt - Fan & Alt./Gen. 528085 

Hose - Upper; (1965-1960). 


7495 

=<20957 

26603 

25474 


7495 

=<20957 


Hose - Lower; (1965-1960). 

214 SERIES; 224 SERIES 

1964-1960 

Hose - Upper. 


DIVCO - Continued 


CONTINENTAL G4193 GOLDEN MIS 
SILE ENG. - Continued 

244 SERIES 

1964-1950 

Belt - Fan & Gen.; W/2 3/4" 

Dia. Pulley (1962-1950). 28579 

Belt - Fan & Gen.; W/3 3/8" 

Dia. Pulley (1962-1950). 28556 

Belt - Fan & Gen.; W/4" Dia. 

Pulley (1962-1950). 28549 

Belt - Fan & Std. Gen.; 

(1962-1950). 28495 

Hose - Upper; (1964-1960). 


7495 

TR24489 


TR24500 


Hose - Lower; (1964-1960). 

300 SERIES 

1965-1957 

Belt - Fan & Alt./Gen. 528085 

Hose - Upper; (1965-1960). 


TR24515 

=<20957 

26603 

25474 


Hose - Lower; (1965-1960).. 

334 SERIES 

1964-1960 

Hose - Upper. 


Hose - Lower. 

344 SERIES 

1964-1957 

Belt - Fan & Alt./Gen. 528085 

Hose - Upper; (1964-1960). 


Hose - Lower; (1964-1960) 

364 SERIES 

1962-1956 

Belt - Fan & Gen 

Dia. Pulley. 

Belt - Fan & Gen 

Dia. Pulley. 

Belt - Fan & Gen 

Pulley. 

Hose - Upper; (1962-1960).. 

Hose - Lower; (1962-1960).. 


7495 

=<20957 

26603 

25474 


=<20957 

26603 

25474 


7495 

=<20957 

26603 

25474 


W/2 3/4" 


. 28579 

7495 

W/3 3/8" 


. 28556 

TR24489 

W/4" Dia. 


. 28549 

TR24500 


=<20957 

26603 

=<21794 

25474 


364HD SERIES 

1962-1956 

Belt - Fan & Gen 

Dia. Pulley. 

Belt - Fan & Gen 

Dia. Pulley. 

Belt - Fan & Gen 

Pulley. 

374 SERIES 
1964-1960 
Hose - Upper. 


W/2 3/4" 


. 28579 

7495 

W/3 3/8" 


. 28556 

TR24489 

W/4" Dia. 


. 28549 

TR24500 


Hose - Lower.. 


=<20957 

26603 

25474 


CONTINENTAL SPECIAL SUPER ENG. 

10 SERIES 

1965-1957 

Belt - Fan & Alt./Gen. 528085 7495 

11 SERIES; 12 SERIES; 13 SERIES 

1962-1950 


Hose - Lower.. 


25474 

Belt - Fan & Gen. 

W/2 3/4" 


Dia. Pulley. 

Belt - Fan & Gen. 

. 28579 

W/3 3/8" 

7495 


Dia. Pulley. 

. 28556 

TR24489 

<20957 

Belt - Fan & Gen. 

W/4" Dia. 


or 26603 

Pulley. 

. 28549 

TR24500 

25474 

Belt - Fan & Std. Gen. 28495 

TR24515 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. O 
•*” Use Notched Belt Only. ♦ 

=< Cut To Fit. 4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


DIVCO - Continued 

CONTINENTAL SPECIAL SUPER ENG. 

- Continued 

15 SERIES 

1964-1957 


Belt - Fan & Alt./Gen. 528085 

24 SERIES 

1962-1950 


7495 


Belt - Fan & Gen 

Dia. Pulley. 

Belt - Fan & Gen 

Dia. Pulley. 

Belt - Fan & Gen 
Pulley 


W/2 3/4" 

. 28579 

W/3 3/8" 

. 28556 

W/4" Dia. 

. 28549 

Belt - Fan & Std. Gen. 28495 

36 SERIES 

1955-1953 

Belt - Fan & Gen. 28549 

40 SERIES; 50 SERIES 

1965-1957 

Belt - Fan & Alt./Gen. 528085 

57 SERIES; 58 SERIES 

1964- 1957 

Belt - Fan & Alt./Gen. 528085 

70 SERIES; 100 SERIES 

1965- 1957 

Belt - Fan & Alt./Gen. 528085 

114 SERIES; 124 SERIES; 134 SERIES; 154 SE¬ 
RIES 

1964- 1957 

Belt - Fan & Alt./Gen. 528085 

200 SERIES 

1965- 1957 

Belt - Fan & Alt./Gen. 528085 

244 SERIES 

1962-1950 

; W/2 3/4" 

. 28579 

W/3 3/8" 

. 28556 

W/4’ Dia. 

. 28549 


Belt - Fan & Gen 

Dia. Pulley. 

Belt - Fan & Gen 

Dia. Pulley. 

Belt - Fan & Gen 
Pulley 


7495 

TR24489 

TR24500 

TR24515 


TR24500 


7495 


7495 


7495 


7495 


7495 


7495 

TR24489 


Belt - Fan & Std. Gen. 28495 

300 SERIES 

1965-1957 

Belt - Fan & Alt./Gen. 528085 

344 SERIES 

1964-1957 

Belt - Fan & Alt./Gen. 528085 

364 SERIES; 364HD SERIES 

1962-1956 


Belt - Fan & Gen 

Dia. Pulley. 

Belt - Fan & Gen 

Dia. Pulley. 

Belt - Fan & Gen 
Pulley. 


W/2 3/4" 


W/3 3/8" 


W/4" Dia. 


28579 

28556 

28549 


TR24500 

TR24515 


7495 


7495 


7495 

TR24489 

TR24500 


CONTINENTAL 4-CYL. 162 ENG. 

ULM4 SERIES; ULM5 SERIES; UM6 SERIES 

1952-1944 

Hose - Upper. 1 1/2” I.D. 

Hose - Lower. s*=21794 

UM7 SERIES; UM8 SERIES; UM9 SERIES; UM11 
SERIES; UM12 SERIES; UM13 SERIES; UM14 SE¬ 
RIES 
1952-1944 

Belt - Fan & Gen.; 

(1952-1947). 28495 TR24515 

Hose - Upper. 1 1/2” I.D. 


DIVCO - Continued 

CONTINENTAL 4-CYL. 162 ENG. 

- Continued 

UM7 SERIES; UM8 SERIES; UM9 SERIES; UM11 
SERIES; UM12 SERIES; UM13 SERIES; UM14 
SERIES - Continued 
1952-1944 - Continued 

Hose - Lower. ^21794 

FORD F223 ENG. 

10 SERIES; 100 SERIES; 200 SERIES 

1966-1963 

Belt - Fan & Alt./Gen. 528038 @7400 

206 SERIES 

1964-1963 

Belt - Fan & Alt./Gen. 528038 @7400 

300 SERIES 

1966-1963 

Belt - Fan & Alt./Gen. 528038 @7400 

306 SERIES 

1964-1963 

Belt - Fan & Alt./Gen. 528038 ®7400 

FORD 6-CYL. 240 ENG. 

40 SERIES 

1966-1965 

Belt - Fan & Alt. 8558 @7470 

Hose - Upper. ^21660 

or 25473 

Hose - Lower. ^20957 

50 SERIES; 70 SERIES; 200 SERIES; 300 SERIES 

1966-1965 

Belt - Fan & Alt. 8558 @7470 

FORD 6-CYL. 262 ENG. 

10 SERIES; 100 SERIES; 200 SERIES 

1966-1963 

Belt - Fan & Alt./Gen. 528038 @7400 

206 SERIES 

1964-1963 

Belt - Fan & Alt./Gen. 528038 @7400 

300 SERIES 

1966-1963 

Belt - Fan & Alt./Gen. 528038 @7400 

306 SERIES 

1964- 1963 

Belt - Fan & Alt./Gen. 528038 @7400 

FORD 6-CYL. 300 ENG. 

40 SERIES; 50 SERIES; 70 SERIES; 200 SERIES; 
300 SERIES 
1966-1965 

Belt - Fan & Alt. 8558 @7470 

HERCULES G298 SPARTAN ENG.; 
HERCULES G3000 SPARTAN ENG. 

10 SERIES 

1965- 1961 

Belt - Fan & Alt.; W/54 1/4" 


Belt O.C. 

Belt - Fan & Alt.; W/65 1/2" 

. 28774 

49540HD 

Belt O.C. 

. 528073 

49650HD 

Belt - Fan & Gen. 

. 28774 

49540HD 

Hose - Upper. 


26510 

Hose - Lower. 

40 SERIES 

1965-1961 

Belt - Fan & Alt.; W/54 1/4" 


26512 

Belt O.C. 

. 28774 

49540HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

^ Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


DIVCO - Continued 

HERCULES G298 SPARTAN ENG.; 
HERCULES G3000 SPARTAN ENG. 

- Continued 

40 SERIES - Continued 
1965-1961 - Continued 
Belt - Fan & Alt.; W/65 1/2" 

Belt O.C. 528073 49650HD 

Belt - Fan & Gen. 28774 49540HD 

Hose - Upper; (1965-1963). 26512 

Hose - Upper; (1962-1961). 26510 

Hose - Lower. 26512 

41 SERIES; 42 SERIES; 43 SERIES; 44 SERIES; 45 
SERIES; 46 SERIES 


1964-1961 



Hose - Upper. 


26510 

Hose - Lower. 


26512 

50 SERIES 



1965-1961 



Belt - Fan & Alt.; W/54 1/4" 



Belt O.C. 

. 28774 

49540HD 

Belt - Fan & Alt.; W/65 1/2" 



Belt O.C. 

. 528073 

49650HD 

Belt - Fan & Gen. 

. 28774 

49540HD 

Hose - Upper; (1965-1963).... 


26512 

Hose - Upper; (1962-1961).... 


26510 

Hose - Lower. 


26512 


51 SERIES; 52 SERIES; 53 SERIES; 54 SERIES; 55 
SERIES; 56 SERIES 


1964-1961 



Hose - Upper. 


26510 

Hose - Lower. 


26512 

70 SERIES 



1965-1961 



Belt - Fan & Alt.; W/54 1/4" 



Belt O.C. 

. 28774 

49540HD 

Belt - Fan & Alt.; W/65 1/2" 



Belt O.C. 

. 528073 

49650HD 

Belt - Fan & Gen. 

. 28774 

49540HD 

Hose - Upper; (1965-1963).... 


26512 

Hose - Upper; (1962-1961).... 


26510 

Hose - Lower. 


26512 


71 SERIES; 72 SERIES; 73 SERIES; 74 SERIES; 75 
SERIES; 76 SERIES 


1964-1961 



Hose - Upper. 


26510 

Hose - Lower. 


26512 

100 SERIES; 200 SERIES 

1; 300 SERIES 


1965-1961 



Belt - Fan & Alt.; W/54 1/4" 



Belt O.C. 

28774 

49540HD 

Belt - Fan & Alt.; W/65 1/2" 



Belt O.C. 

528073 

49650HD 

Belt - Fan & Gen. 

28774 

49540HD 

Hose - Upper. 


26510 

Hose - Lower. 


26512 


HERCULES QXD3 ENG. 

10 SERIES 

1966-1950 

Belt - Fan & Alt./Gen.; 

(1965-1950). 28603 

Belt - Fan & Gen.; 

(1965-1950). 28503 

Hose - Upper; (1966-1961). 

Hose - Lower; (1966-1961). 

11 SERIES; 12 SERIES; 13 SERIES 

1964-1950 

Belt - Fan & Alt./Gen. 28603 

Belt - Fan & Gen. 28503 

Hose - Upper; (1962-1950). 


or 


7460 

TR30467 

26611 

s<21794 

25476 


7460 

TR30467 

25473 


DIVCO - Continued 

HERCULES QXD3 ENG. - Continued 

11 SERIES; 12 SERIES; 13 SERIES - Continued 

1964-1950 - Continued 

Hose - Lower; (1962-1950). 25476 

14 SERIES; 15 SERIES; 21 SERIES; 22 SERIES; 23 
SERIES 


1964-1950 



Belt - Fan & Alt./Gen. 

. 28603 

7460 

Belt - Fan & Gen. 

. 28503 

TR30467 

Hose - Upper; (1960-1950). 

25473 

Hose - Lower; 1960-1950 . 

25476 

24 SERIES 



1964-1950 



Belt - Fan & Alt./Gen. 

. 28603 

7460 

Belt - Fan & Gen. 

. 28503 

TR30467 

Hose - Upper; (1962-1950). 

25473 

Hose - Lower; (1962-1950). 

25476 

31 SERIES; 33 SERIES; 34 SERIES 

; 37 SERIES 

1964-1950 



Belt - Fan & Alt./Gen. 

. 28603 

7460 

Belt - Fan & Gen. 

. 28503 

TR30467 


Hose - Upper; (1960-1950). 

Hose - Lower; (1960-1950). 

100 SERIES 

1966-1950 

Belt - Fan & Alt./Gen.; 

(1965-1950). 28603 

Belt - Fan & Gen.; 

(1965-1950). 28503 

Hose - Upper; (1966-1961). 

Hose - Lower; (1966-1961). 

154 SERIES 

1964-1950 

Belt - Fan & Alt./Gen. 28603 

Belt - Fan & Gen. 28503 

Hose - Upper; (1960-1950). 

Hose - Lower; (1960-1950). 

200 SERIES 

1966-1950 

Belt - Fan & Alt./Gen.; 

(1965-1950). 28603 

Belt - Fan & Gen.; 

(1965-1950). 28503 

Hose - Upper; (1966-1961). 

Hose - Lower; (1966-1961). 

214 SERIES; 224 SERIES 

1964-1950 

Belt - Fan & Alt./Gen. 28603 

Belt - Fan & Gen. 28503 

Hose - Upper; (1960-1950). 

Hose - Lower; (1960-1950). 

244 SERIES 

1964-1950 

Belt - Fan & Alt./Gen. 28603 

Belt - Fan & Gen. 28503 

Hose - Upper; (1962-1950). 

Hose - Lower; (1962-1950). 

300 SERIES 

1966-1950 

Belt - Fan & Alt./Gen.; 

(1965-1950). 28603 

Belt - Fan & Gen.; 

(1965-1950). 28503 

Hose - Upper; (1966-1961). 

Hose - Lower; (1966-1961). 

306 SERIES 

1964-1961 

Hose - Upper. 


25473 

25476 


7460 

TR30467 

26611 

^21794 

25476 


7460 

TR30467 

25473 

25476 


7460 

TR30467 

26611 

^21794 

25476 


7460 

TR30467 

25473 

25476 


7460 

TR30467 

25473 

25476 


7460 

TR30467 

26611 

^21794 

25476 


26611 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


DIVCO - Continued 


HERCULES QXD3 ENG. - Continued 

306 SERIES - Continued 
1964-1961 - Continued 

Hose - Lower. =<21794 

or 25476 

334 SERIES; 344 SERIES; 374 SERIES 

1964-1950 

Belt - Fan & Alt./Gen. 28603 7460 

Belt - Fan & Gen. 28503 TR30467 

Hose - Upper; (1960-1950). 25473 

Hose - Lower; (1960-1950). 25476 

HERCULES QXLD ENG. 

ULM5 SERIES; ULM6 SERIES; ULM21 SERIES; 
ULM22 SERIES; UM9E6 SERIES 
1952-1949 

Belt - Fan & Gen. 28503 

Hose - Upper. 

Hose - Lower. 


TR30467 
1 1/2” I.D. 
20542(A,E) 
25476 


HERCULES QXLD3 ENG. 

10 SERIES 

1966-1950 

Belt - Fan & Alt./Gen.; 

(1965-1950). 28603 

Hose - Upper; (1966-1961). 

Hose - Lower; (1966-1961). 


11 SERIES; 12 SERIES; 13 SERIES 

1964-1950 

Belt - Fan & Alt./Gen. 28603 

Hose - Upper; (1962-1950). 

Hose - Lower; (1962-1950). 

14 SERIES; 15 SERIES; 21 SERIES; 
SERIES 


7460 

26611 

=<21794 

25476 


7460 

25473 

25476 

22 SERIES; 23 


1964-1950 


Belt - Fan & Alt./Gen. 28603 

7460 

Hose - Upper; (1961-1960). 

26611 

Hose - Lower; (1961-1960). 

26502 

24 SERIES 


1964-1950 


Belt - Fan & Alt./Gen. 28603 

7460 

Hose - Upper; (1962-1950). 

25473 

Hose - Lower; (1962-1950). 

25476 


7460 

26611 

26502 


31 SERIES; 33 SERIES; 34 SERIES; 37 SERIES 

1964-1950 

Belt - Fan & Alt./Gen. 28603 

Hose - Upper; (1961-1960). 

Hose - Lower; (1961-1960). 

100 SERIES 

1966-1950 

Belt - Fan & Alt./Gen.; 

(1965-1950). 28603 

Hose - Upper; (1966-1961). 

Hose - Lower; (1966-1961). 


7460 
26611 
=■<21794 
or 25476 


154 SERIES 

1964-1950 

Belt - Fan & Alt./Gen. 28603 

Hose - Upper; (1961-1960). 

Hose - Lower; (1961-1960). 

200 SERIES 

1966-1950 

Belt - Fan & Alt./Gen.; 

(1965-1950). 28603 

Hose - Upper; (1966-1961). 

Hose - Lower; (1966-1961). 


7460 

26611 

26502 


7460 
26611 
=<21794 
or 25476 


DIVCO - Continued 


HERCULES QXLD3 ENG. - Continued 

214 SERIES; 224 SERIES 

1964-1950 

Belt - Fan & Alt./Gen. 28603 7460 

Hose - Upper; (1961-1960). 26611 

Hose - Lower; (1961-1960). 26502 

244 SERIES 

1964-1950 

Belt - Fan & Alt./Gen. 28603 7460 

Hose - Upper; (1962-1950). 25473 

Hose - Lower; (1962-1950). 25476 

300 SERIES 

1966-1950 

Belt - Fan & Alt./Gen.; 

(1965-1950). 28603 7460 

Hose - Upper; (1966-1961). 26611 

Hose - Lower; (1966-1961). =<21794 

or 25476 

306 SERIES 

1964-1961 

Hose - Upper. 26611 

Hose - Lower. =<21794 

or 25476 

334 SERIES; 344 SERIES; 374 SERIES 

1964-1950 

Belt - Fan & Alt./Gen. 28603 7460 

Hose - Upper; (1961-1960). 26611 

Hose - Lower; (1961-1960). 26502 

NASH SUPER 6-CYL. ENG. 

14 SERIES 

1961- 1960 

Hose - Upper. 

Hose - Lower. 

15 SERIES 

1962- 1950 

Belt - Fan & Gen. 5987 

Hose - Upper; (1961-1960). 

Hose - Lower; (1961-1960). 

21 SERIES; 22 SERIES; 23 SERIES; 31 SERIES; 33 
SERIES; 34 SERIES; 37 SERIES 

1961- 1960 

Hose - Upper. =<20357 

Hose - Lower. 1 1/2” I.D. 

40 SERIES 

1962- 1950 

Belt - Fan & Gen. 5987 7440 

41 SERIES; 42 SERIES; 43 SERIES; 44 SERIES; 45 
SERIES; 46 SERIES 

1960-1956 

Hose - Upper. @=<20957 

or 26602 

Hose - Lower. 1 1/2” I.D. 

50 SERIES 

1962-1950 

Belt - Fan & Gen. 5987 7440 

51 SERIES; 52 SERIES; 53 SERIES; 54 SERIES; 55 
SERIES; 56 SERIES 

1960-1956 

Hose - Upper. 


=<20357 
1 1/2” I.D. 


7440 
=<20357 
1 1/2” I.D. 


Hose - Lower. 

57 SERIES 

1962-1950 

Belt - Fan & Gen. 5987 

Hose - Upper; (1962-1960). 


Hose - Lower; (1962-1960).. 


@=<20957 
or 26602 
1 1/2” I.D. 


7440 
=<20957 
26602 
1 1/2” I.D. 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

•*” Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

=< Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

DIVCO - Continued 


Gates No. 


Application Mfr. Part No. 

DODGE - Continued 


Gates No. 


NASH SUPER 6-CYL. ENG. - Continued 

70 SERIES 

1962-1950 

Belt - Fan & Gen. 5987 7440 

71 SERIES; 72 SERIES; 73 SERIES; 74 SERIES; 75 
SERIES; 76 SERIES 

1960-1956 

Hose - Upper. <a>s-=20957 

or 26602 

Hose - Lower. 1 1/2” I.D. 

154 SERIES; 214 SERIES; 224 SERIES; 334 SE¬ 
RIES; 344 SERIES; 374 SERIES 
1962-1950 

Belt - Fan & Gen. 5987 7440 

Hose - Upper; (1961-1960). <20357 

Hose - Lower; (1961-1960). 1 1/2” I.D. 

DODGE 


CATERPILLAR 1145 DIESEL ENG. 

C800 


1974 

Belt - Fan. 1505958 

Belt - W.P.9L894 

Belt - Alt. & Air Brake Compr. 9L1130 

Belt - W.P. & P.S. 3784390 


Hose - Upper. 

Hose - Lower - Eng. To Pipe 
Hose - Lower - Pipe To Rad. 

Hose - Oil Cooler Inlet. 

Hose - Oil Cooler Outlet. 

CNT800 


©49505HD 
©449520HD 
©449670HD 
©449590HD 
20731 
23533 
2 1/4” I.D. 
21381 
21380 


1975 

Belt - Fan. 

Belt - Alt. & Air Brake Compr. 9L1130 

Belt - W.P. & P.S.9L6125 

Hose - Upper. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

CT800 


©449540HD 
©449670HD 
©449540HD 
^21378 
or 26524 
2” I.D. 

2 1/4” I.D. 


1974 

Belt - Fan. 1505958 

Belt - W.P.9L894 

Belt - Alt. & Air Brake Compr. 9L1130 

Belt - W.P. & P.S. 3784390 

Hose - Upper. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

Hose - Oil Cooler Inlet. 

Hose - Oil Cooler Outlet. 


©49505HD 
©♦♦9520HD 
©449670HD 
©449590HD 
20731 
23533 
2 1/4” I.D. 
21381 
21380 


CATERPILLAR 1160 DIESEL ENG. 


CATERPILLAR 1160 DIESEL ENG. 

- Continued 


CNT800 - Continued 
1975-1969 - Continued 
Hose - Lower - Pipe To Rad. 

CT800 

1975-1969 

Belt - Fan. 1505958 

Belt - W.P.9L894 

Belt - Alt. & Air Brake Compr. 9L1130 

Belt - W.P. & P.S. 3784390 

Hose - Upper. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

Hose - Oil Cooler Inlet. 

Hose - Oil Cooler Outlet. 


2 1/4” I.D. 


©49505HD 
©449520HD 
©449670HD 
©♦♦9590HD 
20731 
23533 
2 1/4” I.D. 
21381 
21380 


CUMMINS C SERIES 8.3 L DIESEL 


ENG. 

C800; C900; CT800; CT900 

1966-1960 

Belt - Fan. 126176 

Belt - W.P. 110895 

Belt - Gen. 70350 

Belt - Air Brake Compr. 

Hose - Upper. 

Hose - Lower. 


©TR22322 

TR22380 

©TR22358 

TR22358 

26509 

26510 


CUMMINS NH DIESEL ENG.; CUMMINS 
NHC DIESEL ENG.; CUMMINS NHE 
DIESEL ENG. 

CN900 


1975-1972 



Belt - Fan. 

178663 

©49365HD 

Belt - W.P. 

178664 

TR24308 

Belt - Alt. 

3638540 

©449451 HD 

Belt - P.S. 

178520 

49380HD 

Hose - Upper. 


26524 

Hose - Lower. 


26521 

CN950 



1974-1973 



Belt - W.P. 

178256 

©TR24457 

Belt - Alt. 

1617784 

©49480HD 

Belt - Air Brake Compr. 

3671459 

49610HD 

Hose - Upper. 


26525 

Hose - Lower - Pipe To Rad.. 


20530 


CNT900 

1975-1972 


C800 

1975-1969 

Belt - Fan. 1505958 

Belt - W.P.9L894 

Belt - Alt. & Air Brake Compr. 9L1130 

Belt - W.P. & P.S. 3784390 


Hose - Upper. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

Hose - Oil Cooler Inlet. 

Hose - Oil Cooler Outlet. 

CNT800 

1975-1969 

Belt - Fan. 

Belt - Alt. & Air Brake Compr. 9L1130 

Belt - W.P. & P.S.9L6125 

Hose - Upper. 

Hose - Lower - Eng. To Pipe. 


Belt - Fan. 
Belt - W.P. 


©49505HD 
©449520HD 
©449670HD 
©449590HD 
20731 
23533 
2 1/4” I.D. 
21381 
21380 


©449540HD 
©449670HD 
©449540HD 
^21378 
or 26524 
2” I.D. 


Belt - Alt. 

Belt - P.S. 

Hose - Upper. 

Hose - Lower. 

CNT950 

1974-1973 

Belt - W.P. 

Belt - Alt. 

Belt - Air Brake Compr. 

Hose - Upper. 

Hose - Lower - Pipe To Rad. 

CNT1000 

1974-1973 

Belt - W.P. 

Belt - Alt. 

Belt - Air Brake Compr. 


178663 

178664 

3638540 

178520 


178256 

1617784 

3671459 


178256 

1617784 

3671459 


©49365HD 
TR24308 
©♦49451 HD 
49380HD 
26524 
26521 


©TR24457 
©49480HD 
♦9610HD 
26525 
20530 


©TR24457 
©49480HD 
49610HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

Cut To Fit. 


o 

♦ 

4 


Green Stripe * 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

DODGE - Continued 


Gates No. 


Application Mfr. Part No. 

DODGE - Continued 


Gates No. 


CUMMINS NH DIESEL ENG.; CUMMINS 
NHC DIESEL ENG.; CUMMINS NHE 
DIESEL ENG. - Continued 

DN1000 

1974-1973 


Belt - W.P. 

178256 

©TR24457 

Belt - Alt. 

1617784 

©49480HD 

Belt - Air Brake Compr. 

3671459 

4961OHD 

Hose - Upper. 


26525 

Hose - Lower - Pipe To Rad.. 


20530 

DNT1000 



1974-1973 



Hose - Upper. 


26525 

Hose - Lower - Pipe To Rad.. 


20530 

LN1000; LNT1000 



1974 



Belt - W.P. 

172856 

©TR24457 

Belt - Alt. 

178556 

TR22363 

Hose - Upper. 


26521 

Hose - Lower. 


26519 

LSI000; LT1000 



1975-1972 



Belt - W.P. 

172856 

©TR24457 

Belt - Alt. 

©♦49451 HD 

Belt - P.S. 

2121972 

49400HD 

Hose - Upper; (1975-1973). 


26519 

Hose - Upper; (1972). 


26521 

Hose - Lower - Eng. To Pipe. 


26519 

Hose - Lower - Pipe To Rad.. 


*2 1/4” I.D. 

CUMMINS V555 DIESEL ENG 


C800; CT800 



1974-1973 



Belt - Fan & W.P. 

201927 

©49540HD 

Belt - Alt. 

178447 

©7380 

Belt - P.S. 


49500HD 

Hose - Upper. 


26517 

Hose - Lower - Eng. To Pipe. 


■>2 1/4” I.D. 

Hose - Lower - Pipe To Rad.. 


■0-2 1/4” I.D. 

CUMMINS V903 DIESEL ENG 


CN900; CNT900 



1974-1972 



Belt - Fan & W.P. 

202046 

©49580HD 

Belt - Alt. 

2129277 

49430HD 

Belt - P.S. 


49505HD 

Hose - Upper - Left Side. 


26525 

Hose - Upper - Right Side. 


26525 

Hose - Lower. 


26524 

LSI000; LT1000 



1975-1972 



Belt - Fan & W.P. 

202046 

©49580HD 

Belt - Alt. 

2129277 

49430HD 

Hose - Upper - Left Side. 


26525 

Hose - Upper - Right Side. 


26525 

Hose - Lower. 


26528 


CUMMINS 6-CYL. 14.0 L DIESEL ENG. 

- Continued 

CN900 - Continued 


1974-1972 - Continued 


Hose - Upper. 


26524 

Hose - Lower. 


26521 

IN950 



1974-1973 



Belt - Fan; Preferred Belt. 

178597 

2/TR28501PB 

Belt - Fan; Optional Belt. 

178597 

©TR28501 

Belt - W.P. 

215356 

©6596 

Belt - Alt. 

1617784 

©49480HD 

Belt - P.S. 

3638926 

49463HD 

Belt - A.C. 

178571 

TR22434 

Idler Pulley; W/2-Groove Pul- 



ley. 

3064920 

41129 

Hose - Upper. 


26525 

Hose - Lower - Eng. To Pipe. 


23562 

Hose - Lower - Pipe To Rad.. 


*2 1/2” I.D. 


CNT900 


1974-1972 

Belt - Fan. 178568 

Belt - W.P.; W/Eccentric Adj- 

mt. 200328 

Belt - W.P.; W/Full Flow 

Cool. 215356 

Belt - Alt. 3638540 

Belt - P.S. 178520 

Belt - A.C. 300095 

Belt - Air Brake Compr. 

Idler Pulley; W/2-Groove Pul¬ 
ley. 3064920 

Hose - Upper. 

Hose - Lower. 

CNT950; DN1000; DNT1000 


1974-1973 

Belt - Fan; Preferred Belt. 178597 

Belt - Fan; Optional Belt. 178597 

Belt - W.P. 215356 

Belt - Alt. 1617784 

Belt - P.S. 3638926 

Belt - A.C. 178571 

Idler Pulley; W/2-Groove Pul¬ 
ley. 3064920 

Hose - Upper. 


Hose - Lower - Eng. To Pipe 


Hose - Lower - Pipe To Rad. 

LN1000; LNT1000 

1975-1971 

Belt - Fan; Preferred Belt 

(1974-1973). 178624 

Belt - Fan; Optional Belt 

(1974-1973). 178624 

Belt - Fan; (1972). 201600 

Belt - Fan; (1971). 178622 

Belt - W.P.; W/Eccentric Adj- 
mt. 200328 


©TR22363 

TR24438 

12)6596 
©♦49451 HD 
♦9380HD 
TR24578 
49500HD 

41129 

26524 

26521 


2/TR28501PB 

©TR28501 

il)6596 

©49480HD 

♦9463HD 

TR22434 

41129 
26525 
23562 
*2 1/2” I.D. 


2/TR28473PB 

©TR28473 

©TR28522 

©TR30543 

TR24438 


CUMMINS 6-CYL. 14.0 L DIESEL ENG. 

CN900 

1974-1972 


Belt - Fan. 178568 

Belt - W.P.; W/Eccentric Adj- 
mt. 200328 

©TR22363 

TR24438 

Belt - W.P.; W/Full Flow 


Cool. 

. 215356 

©6596 

Belt - Alt. 

. 3638540 

©♦49451 HD 

Belt - P.S. 

. 178520 

49380HD 

Belt - A C. 

. 300095 

TR24578 

Belt - Air Brake Compr. 

49500HD 

Idler Pulley; W/2-Groove Pul- 


ley. 

. 3064920 

41129 


Belt - W.P.; W/Full Flow 

Cool. 

Belt - Alt. 

Belt - P.S. 

Belt - A.C. 

Idler Pulley; W/2-Groove Pul¬ 
ley . 

Hose - Upper; (1975-1972).... 
Hose - Lower; (1975-1972).... 

LSI000; LT1000 

1974 

Belt - Fan. 

Belt - W.P.; W/Eccentric Adj- 
mt. 


215356 

1617784 

178623 

2909499 

3064920 


201600 

200328 


6596 

©49480HD 

49463HD 

TR22485 

41129 

26521 

©■>2 1/4” I.D. 


©TR28522 

TR24438 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durlon® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


DODGE - Continued 

CUMMINS 6-CYL 14.0 L DIESEL ENG. 

- Continued 

LSI 000; LT1000 - Continued 
1974 - Continued 
Belt - W.P.; W/Full Flow 

Cool. 215356 

Belt - Alt.; W/Dual Belts.. 

Belt - Alt.; W/Single Belt. 178618 

Belt - P.S. 

Idler Pulley; W/2-Groove Pul¬ 
ley . 

Flose - Upper. 

Flose - Lower - Eng. To Pipe 
Flose - Lower - Pipe To Rad. 

CUMMINS V-6 140 DIESEL ENG. 

L600 

1969 

Belt - W.P. & Alt. 2806343 @*9560HD 

Belt - P.S. 2806343 @*9560HD 

Flose - Upper. 2” I.D. 

Flose - Lower. 26511 

CUMMINS V-8 210 DIESEL ENG. 

C800 


1973-1970 



Belt - Fan & W.P. 

. 178602 

©TR22588 

Belt - Alt.; W/62A. Alt. 

. 178459 

*9319HD 

Belt - Alt.; W/65A. Alt. 


*9350HD 

Belt - P.S. 


9810 

Flose - Upper. 


26517 

CN900; CNT900 



1973-1970 



Belt - Fan & W.P. 

. 178602 

©TR22588 

Belt - Alt.; W/62A. Alt. 

. 178459 

*9319HD 

Belt - Alt.; W/65A. Alt. 


*9350HD 

Belt - P.S. 


9810 

CT800 



1973-1970 



Belt - Fan & W.P. 

. 178602 

©TR22588 

Belt - Alt.; W/62A. Alt. 

. 178459 

*9319HD 

Belt - Alt.; W/65A. Alt. 


*9350HD 

Belt - P.S. 


9810 

Flose - Upper. 


26517 


DETROIT DIESEL 6-71 DIESEL ENG. 

CN900; CNT900 

1974-1973 

Belt - Alt. 

Belt - P.S. 2554896 

Belt - Fan & Air Brake Com- 

pr. 5109086 

Flose - Upper. 

LSI 000; LT1000 

1973 

Belt - Alt. 1614690 

Belt - P.S.2121972 

Flose - Upper. 

Flose - Lower. 

DETROIT DIESEL 8V-71 DIESEL ENG. 

CN900 

1974-1973 

Belt - Fan. 5136268 ©**961 OHD 

Belt - Alt. @9300 

Belt - P.S. 2899285 *9430HD 

Belt - A.C. 3671458 *9425HD 

Flose - Upper - Left Side. 26525 

Flose - Upper - Right Side. 26525 


@*9405HD 

*9360HD 

®*9700HD 

26523 


@*9440HD 

*9400HD 

26515 

26508 


DODGE - Continued 

DETROIT DIESEL 8V-71 

- Continued 

CN950 


DIESEL ENG. 




1974-1973 





Belt - Fan. 

... 5133767 

@*9620HD 

215356 

6596 

Belt - Alt. 


@*9290HD 


©♦*9463HD 

CNT900 



178618 

TR22380 

1974-1973 



178623 

*9463 FID 

Belt - Fan. 

.. 5136268 

©♦*961 OHD 



Belt - Alt. 


@9300 

3064920 

41129 

Belt - P.S. 

.. 2899285 

*9430HD 


26519 

Belt - A C 

.. 3671458 

*9425HD 


<r2 1/4” I.D. 

Flose - Upper - Left Side. 


26525 


■>2 1/4” I.D. 

Flose - Upper - Right Side.... 


26525 


CNT950 

1974- 1973 

Belt - Fan. 5133767 

Belt - Alt. 

DN1000; DNT1000 

1975- 1973 

Belt - Fan. 5133767 

Belt - Alt. 

LSI000; LT1000 

1975-1973 

Belt - Fan. 5136268 

Belt - Alt. 5132386 

Belt - P.S. 2899285 

Belt - A.C. 3671458 

Belt - Air Brake Compr. 5126763 

Flose - Upper - Left Side. 

Flose - Upper - Right Side. 

Flose - Lower. 

DODGE 6-CYL. 225 ENG. 

D400; D500 


L600 


@*9620HD 

@*9290HD 


@*9620HD 

@*9290HD 


@♦*961OHD 
19300 
♦9430HD 
♦9425HD 
®*9400HD 
26523 
26523 
26535 


1976-1961 

Belt - Fan & Alt. 


7570 

Belt - P.S.; (1976-1969). 


7390 

Belt - P.S.; (1968-1961). 


7360 

Hose - Upper; (1975-1974). 


s-=20355 

or 

25474 

Hose - Upper; (1973-1963). 


s-21660 

or 

25474 

Hose - Lower; (1975-1974). 


25532 

Hose - Lower; (1973-1963). 


20229 

or 

25482 

Hose - By Pass; (1975-1963). 


5/8” l.l 


1976-1961 

Belt - Fan & Alt. 


7570 

Belt - P.S.; (1976-1969). 


7390 

Belt - P.S.; (1968-1961). 


7360 

P400 

1976-1961 

Belt - Fan & Alt. 


7570 

Belt - P.S.; (1976-1969). 


7390 

Belt - P.S.; (1968-1961). 


7360 

Hose - Upper; (1973-1963). 


-20065 

or 

25473 

Hose - Lower; (1973-1963). 


20229 

or 

25480 

Hose - By Pass; (1973-1963). 


5/8” l.l 

W500 

1976-1961 

Belt - Fan & Alt. 


7570 

Belt - P.S.; (1976-1969). 


7390 

Belt - P.S.; (1968-1961). 


7360 

Hose - Upper; (1975-1974). 


-=20355 

or 

25474 

Hose - Upper; (1973-1963). 


s-21660 

or 

25474 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Flose Recommended. 
•*” Use Notched Belt Only, 
s- Cut To Fit. 


o 

♦ 

* 


Green Stripe ® 4-Ply Coolant Flose Recommended. 

Use Wire Inserted Green Stripe® Coolant Flose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

DODGE - Continued 


Gates No. 


Application Mfr. Part No. 

DODGE - Continued 


Gates No. 


DODGE 6-CYL. 225 ENG. - Continued 


W500 - Continued 


1976-1961 - Continued 

Hose - Lower; (1975-1974). 25532 

Hose - Lower; (1973-1963). 20229 

or 25482 

Hose - By Pass; (1975-1963). 5/8” I.D. 


DODGE 6-CYL. 230 ENG. 

P400 


1960-1957 


Belt - Fan & Gen.; W/O P.S. 


(I960). 

1489861 

7500 

Belt - Fan & Gen.; W/P.S. 

(1960). 

1559598 

7516 

Belt - Fan & Gen.; W/40A. 

Alt. (1959-1957). 

1319430 

7490 

Belt - Fan & Gen.; W/O 40A. 

Alt. (1959-1957). 

1324963 

7480 

Belt - Fan & Gen.; W/P.S. 

(1958). 

1559598 

7516 

Belt - P.S.; (1959). 

1821636 

7390 

Belt - P.S.; (1957). 

1327471 

7370 

Hose - Upper. 


^20957 
or 26501 

Hose - Lower. 


25480 


DODGE 6-CYL. 251 ENG.; DODGE 
6-CYL. 265 ENG. 


C1F 

1956-1955 

Belt - Fan & Gen.; W/Hyd. 

Brakes. 1263790 

Belt - Fan & Gen.; W/P.S.; 

W/Air Brakes. 1502410 

C1G; C1H; C1J; C1K 

1956-1955 

Belt - Fan & Gen.; W/Hyd. 

Brakes. 1263790 

Belt - Fan & Gen.; W/P.S.; 

W/Air Brakes. 1116208 

Belt - Air Brake Compr. 1191242 

Hose - Lower. 

Hose - By Pass. 

C3A; C3F 

1956-1955 

Belt - Fan & Gen.; W/Hyd. 

Brakes. 1263790 

Belt - Fan & Gen.; W/P.S.; 

W/Air Brakes. 1502410 

C3G; C3H; C3HH; C3J; C3K 

1956-1955 

Belt - Fan & Gen.; W/Hyd. 

Brakes. 1263790 


TR24500 

TR24530 


TR24500 

TR24515 
TR28628 
20229 
or 25477 
^20568 


TR24500 

TR24530 


TR24500 


DODGE 6-CYL. 251 ENG.; DODGE 
6-CYL. 265 ENG. - Continued 


D400; D500 - Continued 
1960-1957 - Continued 
Belt - Fan & Gen.; W/40A. 

Alt. (1958-1957). 1116208 

Belt - Fan & Gen.; W/O 40A. 

Alt. (1958-1957). 1263790 

Belt - P.S.; (1960-1959). 1505958 

Belt - P.S.; (1958). 1821636 

Belt - P.S.; (1957). 1401633 


Hose - Upper. 

Hose - Lower. 

Hose - By Pass. 

D600 

1960-1957 

Belt - Fan & Gen.; W/30A. 


Alt. (1959). 1116209 

Belt - Fan & Gen.; W/35A., 

40A. Alt.; W/P.S. (1959). 1116209 

Belt - Fan & Gen.; W/40A. 

Alt.; W/O P.S. (1959). 1116208 

Belt - Fan & Gen.; W/O 30A., 

35A., 40A. Alt. (1959). 1263790 

Belt - Fan & Gen.; 

(1958-1957). 1263790 

Belt - P.S.; W/Air Brakes 

(1958-1957). 1401633 

Belt - P.S.; W/Hyd. Brakes 

(1958). 1821636 

Belt - P.S.; W/Hyd. Brakes 

(1957). 1614009 

Belt - A.C.; (1958-1957). 1567634 


Hose - Upper. 

Hose - Lower. 

Hose - By Pass. 

W500 

1960-1957 

Belt - Fan & Gen.; W/30A. 


Alt. (1960-1959). 1116209 

Belt - Fan & Gen.; W/35A., 

40A. Alt.; W/P.S. 

(1960-1959). 1116209 

Belt - Fan & Gen.; W/40A. 

Alt.; W/O P.S. (1960-1959)... 1116208 
Belt - Fan & Gen.; W/O 30A., 

35A., 40A. Alt. (1960-1959).. 1263790 
Belt - Fan & Gen.; W/40A. 

Alt. (1958-1957). 1116208 

Belt - Fan & Gen.; W/O 40A. 

Alt. (1958-1957). 1263790 

Belt - P.S.; (1960-1959). 1505958 

Belt - P.S.; (1958). 1821636 

Belt - P.S.; (1957). 1401633 

Hose - Upper. 

Hose - Lower. 

Hose - By Pass. 


TR24515 

TR24500 

49505HD 

7390 

7370 

26603 

25480 

^20568 


TR24538 

TR24538 

TR24515 

TR24500 

TR24500 

7370 

7390 

7450 

TR22416 

26603 

25480 

^20568 


TR24538 


TR24538 

TR24515 

TR24500 

TR24515 

TR24500 

49505HD 

7390 

7370 

26603 

25480 

^20568 


Belt - Fan & Gen.; W/P.S.; 


W/Air Brakes. 1116208 

Belt - Air Brake Compr. 1191242 

Hose - Lower. 


Hose - By Pass. 

D400; D500 

1960-1957 

Belt - Fan & Gen.; W/30A. 

Alt. (1960-1959). 1116209 

Belt - Fan & Gen.; W/35A., 

40A. Alt.; W/P.S. 

(1960-1959). 1116209 

Belt - Fan & Gen.; W/40A. 

Alt.; W/O P.S. (1960-1959)... 1116208 
Belt - Fan & Gen.; W/O 30A., 

35A., 40A. Alt. (1960-1959).. 1263790 


TR24515 
TR28628 
20229 
or 25477 
^20568 


TR24538 


TR24538 


DODGE V-8 241 ENG. 

C1G; C1H; C1J; C1K 


1956-1955 

Belt - Fan & Gen.: 
50A. Alt. 

W/35A., 

Belt - Fan & Gen.: 
Alt. 

W/45A. 

Belt - Fan & Gen.; 

W/O 35A„ 


45A., 50A. Alt. 


Belt - Air Brake Compr. 

Hose - Upper. 

Hose - Lower. 


1632473 

1632471 

1671911 

1505958 


TR24515 


C3AK; C3AKM 

1956 


TR24500 


Belt - Fan & Gen. 


1731574 


©♦49640HD 

©49630HD 

©♦49650HD 
49505HD 
^20046 
20230 
or 25478 


©BX65 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

^ Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

DODGE - Continued 


Gates No. 


Application Mfr. Part No. 

DODGE - Continued 


Gates No. 


DODGE V-8 241 ENG. - Continued 

C3G; C3H; C3HH; C3J; C3K 


DODGE V-8 315 ENG. - Continued 

D600 - Continued 


1956-1955 


Belt - Fan & Gen. 
50A. Alt. 

W/35A., 

. 1632473 ©449640HD 

Belt - Fan & Gen. 
Alt. 

W/45A. 

. 1632471 ©49630HD 

Belt - Fan & Gen. 
45A., 50A. Alt.... 
Belt - Air Brake C 

Hose - Upper. 

Hose - Lower. 

W/O 35A„ 

. 1671911 449650HD 

ompr. 1505958 49505HD 

. <20046 

. 20230 

or 25478 


DODGE V-8 315 ENG. 

C500; C600 
1959-1957 


1959-1957 - Continued 

Hose - Upper; W/Auto. Trans. ^<20957 

or 26501 

Hose - Upper; W/Man. Trans. ^<20046 

or 26501 


Hose - Lower. 20763(B,C) 




or 25476 

P400 



1958-1957 

Belt - Fan & Gen. 

. 1614013 

7660 

Belt - P.S.; (1958). 

. 1944669 

49412HD 

Belt - P.S.; (1957). 

. 1678280 

49425HD 


W500 

1959-1957 


Belt - Fan & Gen.; W/35A., 

40A. Alt. (1959). 

Belt - Fan & Gen.; W/O 35A., 

40A. Alt. (1959). 

Belt - Fan & Gen.; Power Gi¬ 
ant (1958). 

Belt - Fan & Gen.; Super 

Power Giant (1958). 

Belt - Fan & Gen.; W/40A. 

Alt. (1957). 

Belt - Fan & Gen.; W/O 40A. 

Alt. (1957). 

Belt - P.S.; (1959-1958). 

Belt - P.S.; (1957). 

Belt - Air Brake Compr. 

Hose - Upper. 

Hose - Lower. 

D400; D500 
1959-1957 

Belt - Fan & Gen.; W/35A., 

40A. Alt. (1959). 

Belt - Fan & Gen.; W/O 35A., 

40A. Alt. (1959). 

Belt - Fan & Gen.; Power Gi¬ 
ant (1958). 

Belt - Fan & Gen.; Super 

Power Giant (1958). 

Belt - Fan & Gen.; W/40A. 

Alt. (1957). 

Belt - Fan & Gen.; W/O 40A. 

Alt. (1957). 

Belt - P.S.; (1959-1958). 

Belt - P.S.; (1957). 

Belt - Air Brake Compr. 

Hose - Upper. 

Hose - Lower; W/Auto. Trans. 

Hose - Lower; W/Man. Trans. 

D600 

1959-1957 

Belt - Fan & Gen.; W/35A., 

40A. Alt. (1959). 

Belt - Fan & Gen.; W/O 35A., 

40A. Alt. (1959). 

Belt - Fan & Gen.; Power Gi¬ 
ant (1958). 

Belt - Fan & Gen.; Super 

Power Giant (1958). 

Belt - Fan & Gen.; W/40A. 

Alt. (1957). 

Belt - Fan & Gen.; W/O 40A. 

Alt. (1957). 

Belt - P.S.; (1959-1958). 

Belt - P.S.; (1957). 

Belt - Air Brake Compr. 


1851525 

©49680HD 

1852208 

©449670HD 

1614689 

©449650HD 

1852208 

©449670HD 

1630424 

©449660HD 

1614689 

1855868 

1737974 

1614690 

©449650HD 

9740 

49590HD 

49440HD 

<20046 


or 26501 
^20763 


1851525 

©49680HD 

1852208 

©449670HD 

1614689 

©449650HD 

1852208 

©449670HD 

1630424 

©449660HD 

1614689 

©449650HD 

1855867 

49610HD 

1735088 

49580HD 

1614690 

49440HD 


^20046 
or 26501 


20386 
or 25478 


20763(B,C) 
or 25476 


1851525 

©49680HD 

1852208 

©449670HD 

1614689 

©449650HD 

1852208 

©449670HD 

1630424 

©449660HD 

1614689 

1855867 

1735088 

1614690 

©449650HD 
49610HD 
49580HD 
49440HD 


Hose - Upper. ^<20046 

or 26501 

Hose - Lower. s-^20763 

DODGE V-8 318 ENG. 

C500 


1971-1959 

Belt - Fan & Alt.; (1971-1970) 

2826499 

©449545HD 

Belt - Fan & Alt.; (1969-1968) 

2829493 

©449530HD 

Belt - Fan & Alt.; (1967-1961) 

2202844 

49590HD 

Belt - Fan & Gen.; W/40A. 

Alt. (1960-1959). 

1851525 

©49680HD 

Belt - Fan & Gen.; W/O 40A. 
Alt. (1960-1959). 

1852208 

©449670HD 

Belt - P.S.; (1971-1968). 

2829493 

49530HD 

Belt - P.S.; (1967-1961). 

1737974 

49590HD 

Belt - P.S.; (1960). 

1855867 

4961OHD 

Belt - P.S.; (1959). 

1855868 

9740 

Belt - A.C.; (1971-1970). 


49650HD 

Belt - Air Brake Compr.; 

(1960). 

1947372 

9765 

Belt - Air Brake Compr.; 

(1959). 

1614690 

49440HD 

Hose - Upper; (1971-1970). 


25484 

Hose - Upper; (1969). 


<20620 

Hose - Lower; (1971-1970). 


25528 

Hose - By Pass; (1971-1969). 


<20568 


C600 


1971-1959 

Belt - Fan & Alt.; (1971-1970) 

2826499 

©449545HD 

Belt - Fan & Alt.; (1969-1968) 

2829493 

©449530HD 

Belt - Fan & Alt.; (1967-1961) 

2202844 

49590HD 

Belt - Fan & Gen.; W/40A. 

Alt. (1960-1959). 

1851525 

©49680HD 

Belt - Fan & Gen.; W/O 40A. 
Alt. (1960-1959). 

1852208 

©449670HD 

Belt - P.S.; (1971-1968). 

2829493 

49530HD 

Belt - P.S.; (1967-1961). 

1737974 

49590HD 

Belt - P.S.; (1960). 

1855867 

4961 OHD 

Belt - P.S.; (1959). 

1855868 

9740 

Belt - A.C.; (1971-1970). 


49650HD 

Belt - Air Brake Compr.; 

(1960). 

1947372 

9765 

Belt - Air Brake Compr.; 

(1959). 

1614690 

49440HD 

D400 

1976-1959 

Belt - Fan & Alt.; W/Almnm. 
W.P. (1976-1968). 

3671524 

@7480 

Belt - Fan & Alt.; W/Cast Iron 
W.P. (1976-1968). 

2829447 

©449470HD 

Belt - Fan & Alt.; (1967-1961) 2826499 

©449550HD 

Belt - Fan & Gen.; W/40A. 

Alt. (1960-1959). 

1851525 

©49680HD 

Belt - Fan & Gen.; W/O 40A. 
Alt. (1960-1959). 

1852208 

©449670HD 

Belt - P.S.; (1976). 

3638926 

49463HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durlon ® Silicone Hose Recommended. Q 
V Use Notched Belt Only. ♦ 

Cut To Fit. 4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


DODGE - Continued 

DODGE V-8 318 ENG. - Continued 


D400 - Continued 
1976-1959 - Continued 

Belt - P.S.; (1975). 3641756 

Belt - P.S.; (1974-1972). 3733345 

Belt - P.S.; W/Air Brakes 

(1971-1968). 1617782 

Belt - P.S.; W/O Air Brakes 

(1971-1968). 2206417 

Belt - P.S.; (1967-1961). 2206417 

Belt - P.S.; (1960). 1855867 

Belt - P.S.; (1959). 1855868 

Belt - Air Brake Compr.; 

(1976-1975). 3736858 

Belt - Air Brake Compr.; 

(1974-1972). 2946719 

Belt - Air Brake Compr.; 

(1960). 1947372 

Belt - Air Brake Compr.; 

(1959). 1614690 

Belt - A.P.; (1976-1968). 4037161 


Hose - Upper; 
Hose - Upper; 
Hose - Upper; 
Hose - Upper; 
Hose - Upper; 
Hose - Upper; 
Hose - Upper; 
Hose - Lower; 
Hose - Lower; 


Hose ■ 


Hose - By Pass; (1976-1967).. 
Hose - By Pass; (1960-1959).. 

D500; D600 

1977-1959 

Belt - Fan & Alt.; W/Almnm. 

W.P. (1977-1968). 

Belt - Fan & Alt.; W/Cast Iron 

W.P. (1977-1968). 

Belt - Fan & Alt.; (1967-1961) 
Belt - Fan & Gen.; W/40A. 

Alt. (1960-1959). 

Belt - Fan & Gen.; W/O 40A. 

Alt. (1960-1959). 

Belt - P.S.; (1977-1976). 

Belt - P.S.; (1975). 

Belt - P.S.; (1974-1972). 

Belt - P.S.; W/Air Brakes 

(1971-1968). 

Belt - P.S.; W/O Air Brakes 

(1971-1968). 

Belt - P.S. 

Belt - P.S. 

Belt - P.S. 


; (1967-1961).. 

; (1960). 

; (1959). 

Belt - Air Brake Compr.; 

(1977-1975). 

Belt - Air Brake Compr.; 

(1974-1972). 

Belt - Air Brake Compr.; 

(1960). 

Belt - Air Brake Compr.; 
(1959). 


1617782 

2206417 

2206417 

1855867 

1855868 

3736858 

2946719 

1947372 

1614690 


49476HD 

49470HD 

49463HD 

49447HD 
49447HD 
4961OHD 
9740 

49680HD 

9740 

9765 

49440HD 

49570HD 


W/Std. Cool. (1976). 

or 

21113 

25484(A) 

W/X.C. (1976). 


25482 

W/Std. Cool. (1975-1974).... 


25484 

W/Std. Cool. (1973-1970).... 


25480 

W/X.C. (1973-1970). 


<20620 

(1969-1967). 


20620 

(1966-1961). 


20452 

(1960-1959). 


25527 

W/Std. Cool. (1976-1974).... 


20974 

W/X.C. (1976). 

or 

20559 

25528(A) 

W/H.D. W.P. (1975-1974)... 

or 

20931 

25530 

W/Std. Cool. (1975-1974).... 

or 

20974 

26501 

(1973-1970). 


25528 

(1969-1961). 

or 

20559 

25527 

(1960). 

or 

s-=20386 

25476 

(1959). 

or 

20386 

25478 


3671524 

2829447 

2826499 

1851525 

1852208 

3638926 

3641756 

3733345 


20693 

^20618 


®7480 

©449470HD 

©449550HD 

©49680HD 

©449670HD 

49463HD 

49476HD 

49470HD 

49463HD 

49447HD 
49447HD 
4961OHD 
9740 

49680HD 

9740 

9765 

49440HD 


DODGE - Continued 

DODGE V-8 318 ENG. - Continued 

D500; D600 - Continued 

1977-1959 - Continued 

Belt - A.P.; (1977-1968). 4037161 

Hose - Upper; W/Std. Cool. (1977-1976) 


Hose - Upper; 
Hose - Upper; 
Hose - Upper; 
Hose - Upper; 
Hose - Upper; 
Hose - Upper; 
Hose - Upper; 
Hose - Lower; 
Hose - Lower; 


W/X.C. (1977-1976). 

W/Std. Cool. (1975-1974).. 
W/Std. Cool. (1973-1970).. 

W/X.C. (1973-1970). 

(1969-1967). 

(1966-1961). 

(1960-1959). 

W/Std. Cool. (1977-1976).. 
W/X.C. (1977-1976). 


Hose - Lower; W/H.D. W.P. (1975-1974). 
Hose - Lower; W/Std. Cool. (1975-1974).. 


Hose - Lower; (1973-1970).. 
Hose - Lower; (1969-1961).. 


Hose - Lower; (I960).. 
Hose - Lower; (1959).. 


Hose 

Hose 

L600 

1970 

Belt - 
Belt - 
Belt - 
Belt - 

P400 

1960 

Belt - 
Alt.. 
Belt - 
Alt.. 
Belt - 
Belt - 
Hose 
Hose 


- By Pass; (1977-1967).. 

- By Pass; (1960-1959).. 

■1967 

Fan & Alt. 

P.S.; W/Air Brakes. 

P.S.; W/O Air Brakes.... 
Air Brake Compr. 


2826499 

1617782 

2206417 

2806060 


1959 

Fan & Gen.; W/40A. 
Fan & Gen.; W/O 40A. 


P.S.; (1960). 
P.S.; (1959). 

- Upper. 

- Lower. 


1484796 

1822019 

2121777 

1855867 


Hose - By Pass. 

W500 

1976-1959 

Belt - Fan & Alt.; W/Almnm. 

W.P. (1976-1968). 

Belt - Fan & Alt.; W/Cast Iron 

W.P. (1976-1968). 

Belt - Fan & Alt.; (1967-1961) 
Belt - Fan & Gen.; W/40A. 

Alt. (1960-1959). 

Belt - Fan & Gen.; W/O 40A. 

Alt. (1960-1959). 

Belt - P.S.; (1976). 

Belt - P.S.; (1975). 

Belt - P.S.; (1974-1972). 

Belt - P.S.; W/Air Brakes 

(1971-1968). 

Belt - P.S.; W/O Air Brakes 
(1971-1968) 


Belt - P.S.; (1967-1961).. 

Belt - P.S.; (1960). 

Belt - P.S.; (1959). 

Belt - Air Brake Compr.; 

(1976-1975). 

Belt - Air Brake Compr.; 

(1974-1972). 

Belt - Air Brake Compr.; 
(1960). 


3671524 

2829447 

2826499 

1851525 

1852208 

3638926 

3641756 

3733345 

1617782 

2206417 

2206417 

1855867 

1855868 

3736858 

2946719 

1947372 


49570HD 

21113 

or 25484(A) 
25482 
25484 
25480 
^20620 
20620 
20452 

25527 
20974 
20559 

or 25528(A) 
20931 
or 25530 
20974 
or 26501 

25528 
20559 

or 25527 
^20386 
or 25476 
20386 
or 25478 
20693 
^20618 


©449550HD 

49463HD 

49447HD 

49720HD 


7640 

7630 
49590HD 
4961 OHD 
25527 
s-=20386 
or 25476 
^20618 


®7480 

©♦49470HD 

©449550HD 

©49680HD 

©♦49670HD 

49463HD 

49476HD 

49470HD 

49463HD 

49447HD 
49447HD 
4961 OHD 
9740 

49680HD 

9740 

9765 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

•*” Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 

Application Mtr. Part No. Gates No. I Application Mfr. Part No. Gates No. 


DODGE - Continued DODGE - Continued 

DODGE V-8 318 ENG. - Continued DODGE V-8 318 ENG. - Continued 

W500 - Continued W600 - Continued 


1976- 1959 - Continued 
Belt - Air Brake Compr.; 

(1959). 1614690 49440HD 

Belt - A.P.; (1976-1968). 4037161 49570HD 

Hose - Upper; W/Std. Cool. (1976). 21113 

or 25484(A) 

Hose - Upper; W/X.C. (1976). 25482 

Hose - Upper; W/Std. Cool. (1975-1974). 25484 

Hose - Upper; W/Std. Cool. (1973-1970). 25480 

Hose - Upper; W/X.C. (1973-1970). ^20620 

Hose - Upper; (1969-1967). 20620 

Hose - Upper; (1966-1961). 20452 

Hose - Upper; (1960-1959). 25527 

Hose - Lower; W/Std. Cool. (1976-1974). 20974 

Hose - Lower; W/X.C. (1976). 20559 

or 25528(A) 

Hose - Lower; W/H.D. W.P. (1975-1974).... 20931 

or 25530 

Hose - Lower; W/Std. Cool. (1975-1974). 20974 

or 26501 

Hose - Lower; (1973-1970). 25528 

Hose - Lower; (1969-1961). 20559 

or 25527 

Hose - Lower; (1960). ^<20386 

or 25476 

Hose - Lower; (1959). 20386 

or 25478 

Hose - By Pass; (1976-1967). 20693 

Hose - By Pass; (1960-1959). <20618 

W600 

1977- 1959 


Belt - Fan & Alt.; W/Almnm. 

W.P. (1977-1968). 3671524 @7480 

Belt - Fan & Alt.; W/Cast Iron 

W.P. (1977-1968). 2829447 ©449470HD 

Belt - Fan & Alt.; (1967-1961) 2826499 ©449550HD 

Belt - Fan & Gen.; W/40A. 


Alt. (1960-1959). 1851525 ©49680HD 

Belt - Fan & Gen.; W/O 40A. 


Alt. (1960-1959). 

. 1852208 

©449670HD 

Belt - P.S.; (1977-1976). 

. 3638926 

49463HD 

Belt - P.S.; (1975). 

. 3641756 

49476HD 

Belt - P.S.; (1974-1972). 

. 3733345 

49470HD 

Belt - P.S.; W/Air Brakes 
(1971-1968). 

. 1617782 

49463HD 

Belt - P.S.; W/O Air Brakes 
(1971-1968). 

. 2206417 

49447HD 

Belt - P.S.; (1967-1961). 

. 2206417 

49447HD 

Belt - P.S.; (1960). 

. 1855867 

49610HD 

Belt - P.S.; (1959). 

. 1855868 

9740 

Belt - Air Brake Compr.; 
(1977-1975). 

. 3736858 

49680HD 

Belt - Air Brake Compr.; 
(1974-1972). 

. 2946719 

9740 

Belt - Air Brake Compr.; 
(1960). 

. 1947372 

9765 

Belt - Air Brake Compr.; 
(1959). 

. 1614690 

49440HD 

Belt - A.P.; (1977-1968). 

. 4037161 

49570HD 

Hose - Upper; W/Std. Cool. (1977-1976). 

21113 


or 25484(A) 


Hose - Upper; W/X.C. (1977-1976). 25482 

Hose - Upper; W/Std. Cool. (1975-1974). 25484 

Hose - Upper; W/Std. Cool. (1973-1970). 25480 

Hose - Upper; W/X.C. (1973-1970). ^20620 


Hose - Upper; (1969-1967). 20620 

Hose - Upper; (1966-1961). 20452 


1977-1959 - Continued 

Hose - Lower; W/Std. Cool. (1975-1974). 20974 


or 26501 

Hose - Lower; (1973-1970). 25528 

Hose - Lower; (1969-1961). 20559 

or 25527 

Hose - Lower; (1960). s-=20386 

or 25476 

Hose - Lower; (1959). 20386 

or 25478 

Hose - By Pass; (1977-1967). 20693 

Hose - By Pass; (1960-1959). ^20618 


DODGE V-8 331 ENG.; DODGE V-8 354 
ENG. 

C1R; C1T; CIV 


1956-1955 

Belt - Fan & Gen. 

1537993 

@TR24688 

Belt - Air Brake Compr. 

1537994 

TR22455 

C3AT; C3ATAS; C3AY 
1956 

Belt - Fan & Gen. 

1731574 

©BX65 

Belt - Air Brake Compr. 


TR24438 

C3R; C3T 

1956-1955 

Belt - Fan & Gen. 

1537993 

©TR24688 

Belt - Air Brake Compr. 

1537994 

TR22455 

Hose - Upper. 


26510 

C3V 

1956-1955 

Belt - Fan & Gen. 

1537993 

2TR24688 

Belt - Air Brake Compr. 

1537994 

TR22455 

Hose - Upper. 


26509 

C700 

1959-1957 

Belt - Fan & Gen. 

1731574 

©BX65 

Belt - P.S.; (1959-1958). 

1855482 

©7619 

Belt - P.S.; W/Air Brakes 
(1957). 

1393494 

TR24562 

Belt - P.S.; W/Hyd. Brakes 
(1957). 

1191449 

TR24476 

Belt - Air Brake Compr. 

1117611 

TR24438 

D700 

1959-1957 

Belt - Fan & Gen. 

1731574 

©BX65 

Belt - P.S.; (1959-1958). 

1855482 

©7619 

Belt - P.S.; W/Air Brakes 
(1957). 

1393494 

TR24562 

Belt - P.S.; W/Hyd. Brakes 
(1957). 

1191449 

TR24476 

Belt - Air Brake Compr. 

1117611 

TR24438 

Hose - Upper; W/Auto. Trans. (1959-1958). 

s<20957 

Hose - Lower; W/Auto. Trans. (1959-1958). 

or 26501 

20763(A,D) 

Hose - Lower; W/Man. Trans. (1959-1958). 

20145 

Hose - Lower; (1957). 


or 26611 

26510 

Hose - By Pass; (1959-1958). 


^21942 

D800 

1959-1957 

Belt - Fan & Gen. 

1731574 

©BX65 

Belt - P.S.; (1959-1958). 

1855482 

©7619 

Belt - P.S.; W/Air Brakes 
(1957). 

1393494 

TR24562 


Hose - Upper; (1960-1959). 25527 

Hose - Lower; W/Std. Cool. (1977-1976) 20974 

Hose - Lower; W/X.C. (1977-1976). 20559 

or 25528(A) 

Hose - Lower; W/H.D. W.P. (1975-1974).... 20931 

or 25530 


Belt - P.S.; W/Hyd. Brakes 

(1957). 1191449 TR24476 

Belt - Air Brake Compr. 1117611 TR24438 

Hose - Upper; W/Auto. Trans. (1959-1958). s-=20957 

or 26501 

Hose - Lower; W/Auto. Trans. (1959-1958). 20763(A,D) 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. O 
•*” Use Notched Belt Only. ♦ 

Cut To Fit. 4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 

57 



























































































Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. Application Mfr. Part No. Gates No. 

DODGE - Continued DODGE - Continued 


DODGE V-8 331 ENG.; DODGE V-8 354 
ENG. - Continued 

D800 - Continued 

1959-1957 - Continued 

Hose - Lower; W/Man. Trans. (1959-1958). 20145 

or 26611 

Hose - Lower; (1957). 25305 

Hose - By Pass; (1959-1958). s-=21942 

D900 

1959-1957 

Belt - Fan & Gen. 1731574 @BX65 

Belt - P.S.; (1959-1958). 1855482 ©7619 

Belt - P.S.; W/Air Brakes 

(1957). 1393494 TR24562 

Belt - P.S.; W/Hyd. Brakes 

(1957). 1191449 TR24476 

Belt - Air Brake Compr. 1117611 TR24438 

Hose - Upper; W/Auto. Trans. (1959-1958). ^<20957 

or 26501 

Hose - Lower; W/Auto. Trans. (1959-1958). 20763(A,D) 

Hose - Lower; (1957). 25305 

Hose - By Pass; (1959-1958). ^21942 

L700 

1959-1957 

Hose - Lower; (1959-1958). 20145 

or 26611 

Hose - Lower; (1957). 26510 

T700 


DODGE V-8 360 ENG. 

D500; D600; D700; W600 


1977-1974 

Belt - Fan & Alt. 2829447 ©♦49470HD 

Belt - P.S. 3638926 *9463HD 

Hose - Lower. 20559 

or 25528(A) 

Hose - By Pass. 20693 


DODGE V-8 361 ENG. 

C600; C700; C800 

1976-1960 

Belt - Fan & Alt.; W/41A, 

42A., 60A. Alt. (1976-1969).. 1672549 ©♦*9650HD 

Belt - Fan & Alt.; W/50A. Alt. 

(1976-1969). 1632474 ©♦49640HD 

Belt - Fan & Alt.; W/85A, 

105A. Alt. (1976-1969). 3633746 ©♦49660HD 

Belt - Fan & Alt.; (1968-1961) ©♦49660HD 

Belt - Fan & Gen.; W/40A. 

Alt. (1960). 1851525 : ♦9680HD 

Belt - Fan & Gen.; W/O 40A. 

Alt. (1960). 1852208 ©♦49670HD 

Belt-P.S. 2121972 *9400HD 

Belt - Air Brake Compr.; 

(1976-1969). 2946719 49755HD 

Belt - Air Brake Compr.; 

(1968-1961). 2202801 9740 

Belt - Air Brake Compr.; 

(1960). 1947372 9765 


1959-1957 

Belt - Fan & Gen. 

.. 1731574 

©BX65 

Belt - P.S.; (1959-1958). 

.. 1855482 

©7619 

Belt - P.S.; W/Air Brakes 
(1957). 

.. 1393494 

TR24562 

Belt - P.S.; W/Hyd. Brakes 
(1957). 

.. 1191449 

TR24476 

Belt - Air Brake Compr. 

.. 1117611 

TR24438 


Hose - Upper; W/Auto. Trans. (1959-1958). s-=20957 

or 26501 

Hose - Lower; W/Auto. Trans. (1959-1958). 20763(A,D) 

Hose - Lower; W/Man. Trans. (1959-1958). 20145 

or 26611 


Hose - Upper; (1976-1974). <20611 

or 26510 

Hose - Upper; W/O Rad. Shutters 

(1973-1969). 20611 

or 26510 

Hose - Upper; W/Rad. Shutters 

(1973-1969). <20611 

or 26509 

Hose - Upper; (1968-1960). <20611 

or 26509 

Hose - Lower; (1976-1969). 26529 

Hose - Lower; (1968-1960). 20206 

C850; C900; Cl 000 


Hose - Lower; (1957). 26510 

Hose - By Pass; (1959-1958). ^21942 

T800 

1959-1957 

Belt - Fan & Gen. 1731574 ©BX65 

Belt - P.S.; (1959-1958). 1855482 ©7619 

Belt - P.S.; W/Air Brakes 

(1957). 1393494 TR24562 

Belt - P.S.; W/Hyd. Brakes 

(1957). 1191449 TR24476 

Belt - Air Brake Compr. 1117611 TR24438 

Hose - Upper; W/Auto. Trans. (1959-1958). ^<20957 

or 26501 

Hose - Lower; W/Auto. Trans. (1959-1958). 20763(A,D) 

Hose - Lower; W/Man. Trans. (1959-1958). 20145 

or 26611 

Hose - Lower; (1957). 25305 

Hose - By Pass; (1959-1958). ^<21942 

T900 

1959-1957 

Belt - Fan & Gen. 1731574 ©BX65 

Belt - P.S.; (1959-1958). 1855482 ©7619 

Belt - P.S.; W/Air Brakes 

(1957). 1393494 TR24562 

Belt - P.S.; W/Hyd. Brakes 

(1957). 1191449 TR24476 

Belt - Air Brake Compr. 1117611 TR24438 

Hose - Upper; W/Auto. Trans. (1959-1958). ^<20957 

or 26501 

Hose - Lower; W/Auto. Trans. (1959-1958). 20763(A,D) 

Hose - Lower; (1957). 25305 

Hose - By Pass; (1959-1958). ^<21942 


1976-1960 

Belt - Fan & Alt.; W/41A., 

42A., 60A. Alt. (1976-1969).. 1672549 ©♦49650HD 

Belt - Fan & Alt.; W/50A. Alt. 

(1976-1969). 1632474 ©♦*9640HD 

Belt - Fan & Alt.; W/85A, 

105A. Alt. (1976-1969). 3633746 ©♦49660HD 

Belt - Fan & Alt.; (1968-1961) ©♦*9660HD 

Belt - Fan & Gen.; W/40A. 

Alt. (1960). 1851525 ©49680HD 

Belt - Fan & Gen.; W/O 40A. 

Alt. (1960). 1852208 ©♦49670HD 

Belt-P.S. 2121972 49400HD 

Belt - Air Brake Compr.; 

(1976-1969). 2946719 49755HD 

Belt - Air Brake Compr.; 

(1968-1961). 2202801 9740 

Belt - Air Brake Compr.; 

(1960). 1947372 9765 

CT700 

1976-1960 

Belt - Fan & Alt.; W/41A., 

42A., 60A. Alt. (1976-1969).. 1672549 ©♦49650HD 

Belt - Fan & Alt.; W/50A. Alt. 

(1976-1969). 1632474 ©♦*9640HD 

Belt - Fan & Alt.; W/85A, 

105A. Alt. (1976-1969). 3633746 ©♦*9660HD 

Belt - Fan & Alt.; (1968-1961) ©♦*9660HD 

Belt - Fan & Gen.; W/40A. 

Alt. (1960). 1851525 ©49680HD 

Belt - Fan & Gen.; W/O 40A. 

Alt. (1960). 1852208 ©♦49670HD 

Belt-P.S. 2121972 49400HD 


© Two Required. © Six Required. Green Stripe 8 4-Ply Coolant Hose Recommended. 

® Three Required. ▲ Durlon® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

© Four Required. V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

© Five Required. s< Cut To Fit. * Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


DODGE - Continued 

DODGE V-8 361 ENG. - Continued 

CT700 - Continued 
1976-1960 - Continued 
Belt - Air Brake Compr.; 


(1976-1969). 2946719 

Belt - Air Brake Compr.; 


49755HD 

(1968-1961). 2202801 

Belt - Air Brake Compr.; 


9740 

(1960). 1947372 


9765 

Hose - Upper; (1976-1974). 


^20611 

Hose - Upper; W/O Rad. Shutters 

or 

26510 

(1973-1969). 


20611 

Hose - Upper; W/Rad. Shutters 

or 

26510 

(1973-1969). 


^20611 


or 

26509 

Hose - Upper; (1968-1960). 


^20611 

or 

26509 

Hose - Lower; (1976-1969). 


26529 

Hose - Lower; (1968-1960). 


20206 


CT800 

1976-1960 

Belt - Fan & Alt.; W/41A, 

42A., 60A. Alt. (1976-1969) 

Belt - Fan & Alt.; W/50A. Alt. 

(1976-1969). 1632474 

Belt - Fan & Alt.; W/85A. 

105A. Alt. (1976-1969). 3633746 

Belt - Fan & Alt.; (1968-1961) 

Belt - Fan & Gen.; W/40A. 

Alt. (1960). 

Belt - Fan & Gen.; W/O 40A. 

Alt. (1960). 

Belt - P.S. 

Belt - Air Brake Compr.; 

(1976-1969). 2946719 

Belt - Air Brake Compr.; 

(1968-1961). 2202801 

Belt - Air Brake Compr.; 

(1960). 1947372 

Hose - Upper; (1976-1974) 


Hose - Upper; (1973-1969).... 
Hose - Lower; (1976-1974).... 
Hose - Lower; (1973-1969).... 

CT850; CT900 

1976-1960 

Belt - Fan & Alt.; W/41A, 
42A., 60A. Alt. (1976-1969). 
Belt - Fan & Alt.; W/50A. Alt. 


Belt - Fan & Alt.; W/85A, 


Belt - Fan & Alt.; (1968-1961) 
Belt - Fan & Gen.; W/40A. 

Alt. (1960). 

Belt - Fan & Gen.; W/O 40A. 

Alt. (1960). 

Belt - P.S. 

Belt 


Air Brake Compr.; 

(iy/6-1969). 

Belt - Air Brake Compr.; 

(1968-1961). 

Belt - Air Brake Compr.; 


1672549 

©449650HD 

1632474 

©449640HD 

3633746 

©449660HD 

©449660HD 

1851525 

©49680HD 

1852208 

2121972 

©449670HD 

49400HD 

2946719 

49755HD 

2202801 

9740 

1947372 

9765 

3^=20611 


or 26510 
3^21379 


26529 


26530 

1672549 

©449650HD 

1632474 

©449640HD 

3633746 

©449660HD 

©449660HD 

1851525 

©49680HD 

1852208 

2121972 

©449670HD 

49400HD 

2946719 

49755HD 

2202801 

9740 

1947372 

9765 


D500; D600; D700; D800 

1977-1960 

Belt - Fan & Alt.; (1977-1969) 1671911 
Belt - Fan & Alt.; (1968-1961) 1852208 
Belt - Fan & Gen.; W/40A. 

Alt. (1960). 

Belt - Fan & Gen.; W/O 40A. 

Alt. (1960). 

P.S. 


1851525 


Belt - 


1852208 

2121972 


©♦49650HD 

©49670HD 

©49680HD 

©♦49670HD 

♦9400HD 


DODGE - Continued 

DODGE V-8 361 ENG. - Continued 

D500; D600; D700; D800 - Continued 
1977-1960 - Continued 
Belt - Air Brake Compr. 

(1977-1969). 

Belt - Air Brake Compr. 

(1968-1961). 

Belt - Air Brake Compr. 

(1960). 

Hose - Upper; (1977-1975). 


Hose - Upper; (1974-1969). 
Hose - Upper; (1968-1961). 


Hose ■ 
Hose ■ 


Lower; (1977-1975). 
Lower; (1974-1969). 


Hose - Lower; (1968-1961). 




49755HD 

... 2202801 


9740 

... 1947372 


9765 



3^20611 


or 

26509 



3^20611 


or 

26510 



3^20611 


or 

26509 



26531 



3^20760 


or 

26529 



21256 


or 

26504 


L600; L700 

1971-1963 

Belt - W.P. & Alt.; 

(1971-1968). 1632473 

Belt - W.P. & Alt.; 

(1967-1963). 1852208 

Belt - P.S.2121972 

Belt - Air Brake Compr.; 

(1971-1968). 1632471 

Belt - Air Brake Compr.; 

(1967-1963). 

Hose - Upper; (1971-1969). 


Hose - Upper; (1968-1963).. 


Hose - Lower - Eng. To Pipe; (1968-1963). 
Hose - Lower - Pipe To Rad.; (1968-1963). 

DODGE V-8 413 ENG. 

C600; C700; C800 

1976-1960 

Belt - Fan & Alt.; W/41A, 

42A., 60A. Alt. (1976-1969).. 1672549 
Belt - Fan & Alt.; W/50A. Alt. 

(1976-1969). 1632474 

Belt - Fan & Alt.; W/85A, 

105A. Alt. (1976-1969). 3633746 

Belt - Fan & Alt.; (1968-1961) 

Belt - Fan & Gen.; W/40A. 

Alt. (1960). 1851525 

Belt - Fan & Gen.; W/O 40A. 

Alt. (1960). 1852208 

Belt - P.S.2121972 

Belt - Air Brake Compr.; 

(1976-1969). 2946719 

Belt - Air Brake Compr.; 

(1968-1961). 2202801 

Belt - Air Brake Compr.; 

(1960). 1947372 

Hose - Upper; (1976-1974). 

Hose - Upper; W/O Rad. Shutters 
(1973-1969). 


©♦49640HD 

©♦49670HD 

49400HD 

49630HD 

9740 
^20611 
or 26533 
^20611 
Dr s-^26509 
26508 
26508 


©♦49650HD 

©♦49640HD 

©♦49660HD 

©♦49660HD 

©49680HD 

©♦49670HD 

♦9400HD 

49755HD 

9740 

9765 
^20611 
Dr 26510 


Hose - Upper; W/Rad. Shutters 
(1973-1969). 


or 


20611 

26510 


Hose - Upper; (1968-1960).. 


or 


Hose - Lower; (1976-1969). 

Hose - Lower; (1968-1960). 

C850; C900; Cl 000 

1976-1960 

Belt - Fan & Alt.; W/41A, 

42A., 60A. Alt. (1976-1969).. 1672549 


^20611 
26509 
^20611 
or 26509 
26529 
20206 


©♦49650HD 


© Two Required. © Six Required. + 

® Three Required. ▲ Durion ® Silicone Hose Recommended. O 

© Four Required. V Use Notched Belt Only. ♦ 

© Five Required. Cut To Fit. 4 


Green Stripe® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

DODGE - Continued 


Gates No. 


Application Mfr. Part No. 

DODGE - Continued 


Gates No. 


DODGE V-8 413 ENG. - Continued 


C850; C900; Cl 000 - Continued 


1976-1960 - Continued 

Belt - Fan & Alt.; W/50A. Alt. 
(1976-1969). 

1632474 

©♦49640HD 

Belt - Fan & Alt.; W/85A, 
105A. Alt. (1976-1969). 

3633746 

©♦49660HD 

Belt - Fan & Alt.; (1968-1961) 


©♦49660HD 

Belt - Fan & Gen.; W/40A. 

Alt. (1960). 

1851525 

©49680HD 

Belt - Fan & Gen.; W/O 40A. 
Alt. (1960). 

1852208 

©♦49670HD 

Belt - P.S. 

2121972 

49400HD 

Belt - Air Brake Compr.; 
(1976-1969). 

2946719 

49755HD 

Belt - Air Brake Compr.; 
(1968-1961). 

2202801 

9740 

Belt - Air Brake Compr.; 

(1960). 

1947372 

9765 

CT700 

1976-1960 

Belt - Fan & Alt.; W/41A, 
42A., 60A. Alt. (1976-1969).. 

1672549 

©♦49650HD 

Belt - Fan & Alt.; W/50A. Alt. 
(1976-1969). 

1632474 

©♦49640HD 

Belt - Fan & Alt.; W/85A, 
105A. Alt. (1976-1969). 

3633746 

©♦49660HD 

Belt - Fan & Alt.; (1968-1961) 


©♦49660HD 

Belt - Fan & Gen.; W/40A. 

Alt. (1960). 

1851525 

©49680HD 

Belt - Fan & Gen.; W/O 40A. 
Alt. (1960). 

1852208 

©♦49670HD 

Belt - P.S. 

2121972 

49400HD 

Belt - Air Brake Compr.; 
(1976-1969). 

2946719 

49755HD 

Belt - Air Brake Compr.; 
(1968-1961). 

2202801 

9740 

Belt - Air Brake Compr.; 

(1960). 

1947372 

9765 

Hose - Upper; (1976-1974). 


s-=20611 

Hose - Upper; W/O Rad. Shutters 

or 26510 

(1973-1969). 


20611 

Hose - Upper; W/Rad. Shutters 

or 26510 

(1973-1969). 


--=20611 

Hose - Upper; (1968-1960). 


or 26509 
=20611 

Hose - Lower; (1976-1969). 


or 26509 
26529 

Hose - Lower; (1968-1960). 


20206 

CT800 

1976-1960 

Belt - Fan & Alt.; W/41A, 
42A., 60A. Alt. (1976-1969).. 

1672549 

©♦49650HD 

Belt - Fan & Alt.; W/50A. Alt. 
(1976-1969). 

1632474 

©♦49640HD 

Belt - Fan & Alt.; W/85A, 
105A. Alt. (1976-1969). 

3633746 

©♦49660HD 

Belt - Fan & Alt.; (1968-1961) 


©♦49660HD 

Belt - Fan & Gen.; W/40A. 

Alt. (1960). 

1851525 

©49680HD 

Belt - Fan & Gen.; W/O 40A. 
Alt. (1960). 

1852208 

©♦49670HD 

Belt - P.S. 

2121972 

49400HD 

Belt - Air Brake Compr.; 
(1976-1969). 

2946719 

49755HD 

Belt - Air Brake Compr.; 
(1968-1961). 

2202801 

9740 

Belt - Air Brake Compr.; 

(1960). 

1947372 

9765 

Hose - Upper; (1973-1969). 


=21379 

Hose - Lower; (1973-1969). 


26530 


DODGE V-8 413 ENG. - Continued 

CT850; CT900 
1976-1960 

Belt - Fan & Alt.; W/41A, 


42A., 60A. Alt. (1976-1969).. 
Belt - Fan & Alt.; W/50A. Alt. 

1672549 

©♦49650HD 

(1976-1969). 

Belt - Fan & Alt.; W/85A, 

1632474 

©♦♦9640HD 

105A. Alt. (1976-1969). 

3633746 

©♦♦9660HD 

Belt - Fan & Alt.; (1968-1961) 
Belt - Fan & Gen.; W/40A. 


©♦♦9660HD 

Alt. (1960). 

Belt - Fan & Gen.; W/O 40A. 

1851525 

©49680HD 

Alt. (1960). 

1852208 

©♦♦9670HD 

Belt - P.S. 

Belt - Air Brake Compr.; 

2121972 

49400HD 

(1976-1969). 

Belt - Air Brake Compr.; 

2946719 

49755HD 

(1968-1961). 

Belt - Air Brake Compr.; 

2202801 

9740 

(1960). 

D500; D600; D700; D800 
1977-1960 

1947372 

9765 

Belt - Fan & Alt.; (1977-1969) 1671911 

©♦♦9650HD 

Belt - Fan & Alt.; (1968-1961) 1852208 

Belt - Fan & Gen.; W/40A. 

©49670HD 

Alt. (1960). 

Belt - Fan & Gen.; W/O 40A. 

1851525 

©49680HD 

Alt. (1960). 

1852208 

©♦49670HD 

Belt - P.S. 

Belt - Air Brake Compr.; 

2121972 

♦9400HD 

(1977-1969). 

Belt - Air Brake Compr.; 


49755HD 

(1968-1961). 

Belt - Air Brake Compr.; 

2202801 

9740 

(1960). 

1947372 

9765 

Hose - Upper; (1977-1975). 


=20611 
or 26509 

Hose - Upper; (1974-1969). 


=20611 
or 26510 

Hose - Upper; (1968-1961). 


=20611 
or 26509 

Hose - Lower; (1977-1975). 


26531 

Hose - Lower; (1974-1969). 


=-=20760 
or 26529 

Hose - Lower; (1968-1961). 

L600; L700 

1971-1963 

Belt - W.P. & Alt.; 


20206 
or 26508 

(1971-1968). 

Belt - W.P. & Alt.; 

1632473 

©♦*9640HD 

(1967-1963). 

1852208 

©♦♦9670HD 

Belt - P.S. 

Belt - Air Brake Compr.; 

2121972 

49400HD 

(1971-1968). 

Belt - Air Brake Compr.; 

1632471 

49630HD 

(1967-1963). 


9740 

Hose - Upper; (1971-1969). 


=20611 
or 26533 

Hose - Upper; (1968-1963). 


=20611 
or =26509 

Hose - Lower - Eng. To Pipe; (1968-1963). 

26508 

Hose - Lower - Pipe To Rad.; (1968-1963). 

26508 


INTERNATIONAL/NAVISTAR V478 
ENG.; INTERNATIONAL/NAVISTAR 
V549 ENG. 

Cl 000; CT900 

1973-1969 

Belt - Fan. 303674C1 ©♦49476HD 

Belt - Fan, Alt. & Air Brake 

Compr. 2863554 @7541 

Belt - P.S. 2121777 49590HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

= Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


DODGE - Continued 

INTERNATIONAL/NAVISTAR V478 
ENG.; INTERNATIONAL/NAVISTAR 
V549 ENG. - Continued 

Cl000; CT900 - Continued 
1973-1969 - Continued 

Belt - A.C. 3462030 

Hose - Upper; (1973-1972). 

Hose - Upper; (1971-1969). 


Hose - Lower.. 


49405HD 
26529 
21308 
or 26522 
^20760 
or 26529 


PERKINS 6-CYL. 354 DIESEL ENG. 

C500; C600 

1976-1961 

Belt - Fan & Alt.; (1976-1974) 3634904 49540HD 

Belt - Fan & Alt.; W/O P.S. 

(1967-1961). 49550HD 

Belt - P.S.; (1976-1974). 3641909 49660HD 

D500; D600 

1976-1961 

Belt - Fan & Alt.; (1976-1974) 3634904 49540HD 

Belt - Fan & Alt.; W/O P.S. 

(1967-1961). 49550HD 

Belt - P.S.; (1976-1974). 3641909 49660HD 

Hose - Upper; (1967-1961). <20206 

D700; L600 

1976-1961 

Belt - Fan & Alt.; (1976-1974) 3634904 49540HD 

Belt - Fan & Alt.; W/O P.S. 

(1967-1961). 49550HD 

Belt - P.S.; (1976-1974). 3641909 49660HD 

DUPLEX 

CONTINENTAL R6602 ENG. 

L6602 

1965-1953 

Belt - Fan & Gen. R602K210 ©TR28666 

Belt - Compr. R600V222 TR30408 

Hose - Upper; (1959-1953). 26521 

Hose - Lower; (1959-1953). 26521 

CONTINENTAL T6427 ENG. 

GR 

1956 

Belt-Fan. D1237211 TR28565 

Belt-Compr. D1237211 TR28565 

Hose - Upper. 1 3/4” I.D. 

Hose - Lower. 1 3/4” I.D. 

CUMMINS HB600 DIESEL ENG.; CUM¬ 
MINS HR6B DIESEL ENG.; CUMMINS 
HRB600 DIESEL ENG. 

L6; LC600 

1965-1954 

Belt - Fan; W/41 1/8" Belt 

O.C. SI 792 TR22405 

Belt - Fan; W/46 3/8" Belt 

O.C. 172856 TR24457 

DETROIT DIESEL 3058C DIESEL ENG. 

GR6 

1956 

Belt - Fan. 3224367 

Hose - Lower. 


TR28390 

26509 


DUPLEX - Continued 

HERCULES RXC ENG. 


K 


1959-1956 

Belt - Fan. 

Hose - Upper; (1956).. 
Hose - Lower; (1956).. 


5914 


1959-1956 

Belt - Fan.5914 

HERCULES RXLD ENG. 

K 

1959-1956 

Belt - Fan.5914 


TR28514 
1 3/4” I.D. 
1 3/4” I.D. 


TR28514 


TR28514 


1959-1956 

Belt - Fan.5914 TR28514 

Hose - Lower. 1 3/4” I.D. 

INTERNATIONAL/NAVISTAR BD308 
ENG. 

T308 

1965-1961 

Belt - Fan & Gen.; W/50A. 

Gen. 83937HA 


INTERNATIONAL/NAVISTAR 

ENG. 

K501; R450 


TR32491 

RD450 


1965-1961 

Belt - Fan & Gen. 

. 35974HA 

©TR22517 

Belt - Compr. 

. 83816HA 

TR34467 

RD 


1956 

Belt - Fan. 

. 35974HA 

©TR22517 

Belt - Compr. 

. 83816HA 

TR34467 


INTERNATIONAL/NAVISTAR RD501 
ENG. 

K501; R450 


1965-1961 

Belt - Fan & Gen. 

. 35974HA 

©TR22517 

Belt - Compr. 

. 83816HA 

TR34467 

RD 


1956 

Belt - Fan. 

. 35974HA 

©TR22517 

Belt - Compr. 


TR30467 


WAUKESHA 145GK ENG. 

R 

1956 

Hose - Upper. 

WAUKESHA 148DKB ENG. 

R 

1956 

Hose - Upper. 

Hose - Lower. 

F.W.D. 

CONTINENTAL B6427 ENG. 

su 

1955-1947 

Belt - Fan. B600K208 


26521 


26523 

26521 


©TR28550 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

Cut To Fit. 


o 

♦ 

4 


Green Stripe * 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 

Mfr. Part No. 

Gates No. 

Application 

Mfr. Part No. 

Gates No. 

F.W.D. - Continued 


F.W.D. - Continued 


CUMMINS C SERIES 8.3 L DIESEL 

CUMMINS HR6B DIESEL ENG 


ENG. 



- Continued 



2272; 3272 



489D - Continued 



1965-1963 



1965-1954 - Continued 



Belt - Fan. 

124479 

2TR22363 

Belt - Fan; W/50" Belt O.C.; 



Belt - W.P. 

101427 

TR22299 

Optional Belt. 

. 134809 

©TR28492 

Belt - Gen. 

134778 

TR22517 

Belt - Gen.; W/35 5/8" Belt 






O.C. 

. 178584 

TR22350 

CUMMINS HR6B DIESEL ENG 


Belt - Gen.; W/36 1/2" Belt 



327D 



O.C. 

. 70350 

TR22358 

1965-1954 



609D 



Belt - Fan; W/41 1/8" Belt 



1961-1959 



O.C. 

134773 

©TR22405 

Belt - Fan; W/41 1/8" Belt 



Belt - Fan; W/46 3/8" Belt 



O.C. 

. 134773 

©TR22405 

O.C. 

172856 

©TR24457 

Belt - Fan; W/46 3/8" Belt 



Belt - Fan; W/50" Belt O.C.; 



O.C. 

. 172856 

©TR24457 

Preferred Belt. 

134809 

2/TR28492PB 

Belt - Fan; W/50" Belt O.C.; 



Belt - Fan; W/50" Belt O.C.; 



Preferred Belt. 

. 134809 

2/TR28492PB 

Optional Belt. 

134809 

©TR28492 

Belt - Fan; W/50" Belt O.C.; 



Belt - Gen.; W/35 5/8" Belt 



Optional Belt. 

. 134809 

©TR28492 

O.C. 

178584 

TR22350 

Belt - Gen.; W/35 5/8" Belt 



Belt - Gen.; W/36 1/2" Belt 



O.C. 

. 178584 

TR22350 

O.C. 

70350 

TR22358 

Belt - Gen.; W/36 1/2" Belt 



368D; 409D 



O.C. 

. 70350 

TR22358 

1961-1954 



2173 



Belt - Fan; W/41 1/8" Belt 



1965-1954 



O.C. 

134773 

©TR22405 

Belt - Fan; W/41 1/8" Belt 



Belt - Fan; W/46 3/8" Belt 



O.C. 

. 134773 

©TR22405 

O.C. 

172856 

©TR24457 

Belt - Fan; W/46 3/8" Belt 



Belt - Fan; W/50" Belt O.C.; 



O.C. 

. 172856 

©TR24457 

Preferred Belt. 

134809 

2/TR28492PB 

Belt - Fan; W/50" Belt O.C.; 



Belt - Fan; W/50" Belt O.C.; 



Preferred Belt. 

. 134809 

2/TR28492PB 

Optional Belt. 

134809 

©TR28492 

Belt - Fan; W/50" Belt O.C.; 



Belt - Gen.; W/35 5/8" Belt 



Optional Belt. 

. 134809 

©TR28492 

O.C. 

178584 

TR22350 

Belt - Gen.; W/35 5/8" Belt 



Belt - Gen.; W/36 1/2" Belt 



O.C. 

. 178584 

TR22350 

O.C. 

70350 

TR22358 

Belt - Gen.; W/36 1/2" Belt 



459D 



O.C. 

. 70350 

TR22358 

1965-1954 



2276; 2377 



Belt - Fan; W/41 1/8" Belt 



1964-1954 



O.C. 

134773 

©TR22405 

Belt - Fan; W/41 1/8" Belt 



Belt - Fan; W/46 3/8" Belt 



O.C. 

. 134773 

©TR22405 

O.C. 

172856 

©TR24457 

Belt - Fan; W/46 3/8" Belt 



Belt - Fan; W/50" Belt O.C.; 



O.C. 

. 172856 

©TR24457 

Preferred Belt. 

134809 

2/TR28492PB 

Belt - Fan; W/50" Belt O.C.; 



Belt - Fan; W/50" Belt O.C.; 



Preferred Belt. 

. 134809 

2/TR28492PB 

Optional Belt. 

134809 

©TR28492 

Belt - Fan; W/50" Belt O.C.; 



Belt - Gen.; W/35 5/8" Belt 



Optional Belt. 

. 134809 

©TR28492 

O.C. 

178584 

TR22350 

Belt - Gen.; W/35 5/8" Belt 



Belt - Gen.; W/36 1/2" Belt 



O.C. 

. 178584 

TR22350 

O.C. 

70350 

TR22358 

Belt - Gen.; W/36 1/2" Belt 



469D 



O.C. 

. 70350 

TR22358 

1961-1959 



3173; 3276; 3377; 4173; 

4276; 4377; 5173; 5276; 

Belt - Fan; W/41 1/8" Belt 



5377; 6277; 6379 



O.C. 

134773 

©TR22405 

1965-1954 



Belt - Fan; W/46 3/8" Belt 



Belt - Fan; W/41 1/8" Belt 



O.C. 

172856 

©TR24457 

O.C. 

. 134773 

©TR22405 

Belt - Fan; W/50" Belt O.C.; 



Belt - Fan; W/46 3/8" Belt 



Preferred Belt. 

134809 

2/TR28492PB 

OC. 

. 172856 

©TR24457 

Belt - Fan; W/50" Belt O.C.; 



Belt - Fan; W/50" Belt O.C.; 



Optional Belt. 

134809 

©TR28492 

Preferred Belt. 

. 134809 

2/TR28492PB 

Belt - Gen.; W/35 5/8" Belt 



Belt - Fan; W/50" Belt O.C.; 



O.C. 

178584 

TR22350 

Optional Belt. 

. 134809 

©TR28492 

Belt - Gen.; W/36 1/2" Belt 



Belt - Gen.; W/35 5/8" Belt 



O.C. 

70350 

TR22358 

O.C. 

. 178584 

TR22350 

489D 



Belt - Gen.; W/36 1/2" Belt 



1965-1954 



O.C. 

. 70350 

TR22358 

Belt - Fan; W/41 1/8" Belt 
O.C. 

134773 

©TR22405 

CUMMINS HRF6B DIESEL ENG. 

Belt - Fan; W/46 3/8" Belt 



327D 



O.C. 

172856 

©TR24457 

1965-1954 



Belt - Fan; W/50" Belt O.C.; 



Belt - Fan; W/41 1/8" Belt 



Preferred Belt. 

134809 

2/TR28492PB 

O.C. 

. 134773 

©TR22405 








© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Greer Stripe ® 4-Ply Coolant Flose Recommended. 

▲ Durion® Silicone Flose Recommended. O Use Wire Inserted Green Stripe® Coolant Flose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 

Mfr. Part No. 

Gates No. 

Application 

Mfr. Part No. 

Gates No. 

F.W.D. - Continued 


F.W.D. - Continued 


CUMMINS HRF6B DIESEL ENG. 

CUMMINS HRF6B DIESEL ENG. 

- Continued 



- Continued 



327D - Continued 



2276; 2377 - Continued 



1965-1954 - Continued 



1964-1954 - Continued 



Belt - Fan; W/46 3/8" Belt 



Belt - Fan; W/46 3/8" Belt 



O.C. 

172856 

©TR24457 

O.C. 

. 172856 

©TR24457 

Belt - Fan; W/50" Belt O.C.; 



Belt - Fan; W/50" Belt O.C.; 



Preferred Belt. 

134809 

2/TR28492PB 

Preferred Belt. 

. 134809 

2/TR28492PB 

Belt - Fan; W/50" Belt O.C.; 

Belt - Fan; W/50" Belt O.C.; 


Optional Belt. 

134809 

©TR28492 

Optional Belt. 

. 134809 

©TR28492 

Belt - Gen.; W/35 5/8" Belt 

Belt - Gen.; W/35 5/8" Belt 


O.C. 

178584 

TR22350 

O.C. 

. 178584 

TR22350 

Belt - Gen.; W/36 1/2" Belt 



Belt - Gen.; W/36 1/2" Belt 



O.C. 

70350 

TR22358 

O.C. 

. 70350 

TR22358 

368D; 409D 



3173; 3276; 3377; 4173; 

4276; 4377; 5173; 5276; 

1961-1954 



5377; 6277; 6379 



Belt - Fan; W/41 1/8" Belt 



1965-1954 



O.C. 

134773 

©TR22405 

Belt - Fan; W/41 1/8" Belt 



Belt - Fan; W/46 3/8" Belt 



O.C. 

. 134773 

©TR22405 

O.C. 

172856 

©TR24457 

Belt - Fan; W/46 3/8" Belt 



Belt - Fan; W/50" Belt O.C.; 



O.C. 

. 172856 

©TR24457 

Preferred Belt. 

134809 

2/TR28492PB 

Belt - Fan; W/50" Belt O.C.; 



Belt - Fan; W/50" Belt O.C.; 



Preferred Belt. 

. 134809 

2/TR28492PB 

Optional Belt. 

134809 

©TR28492 

Belt - Fan; W/50" Belt O.C.; 
Optional Belt. 


Belt - Gen.; W/35 5/8" Belt 

. 134809 

©TR28492 

O.C. 

178584 

TR22350 

Belt - Gen.; W/35 5/8" Belt 



Belt - Gen.; W/36 1/2" Belt 



O.C. 

. 178584 

TR22350 

O.C. 

70350 

TR22358 

Belt - Gen.; W/36 1/2" Belt 



459D 



O.C. 

. 70350 

TR22358 

1965-1954 



CUMMINS JT6B DIESEL ENG. 


Belt - Fan; W/41 1/8" Belt 
O.C. 

134773 

©TR22405 

285D; 325D; 365D 



Belt - Fan; W/46 3/8" Belt 



1961-1957 



O.C. 

172856 

©TR24457 

Belt - Fan. 

. 124421 

©TR24365 

Belt - Fan; W/50" Belt O.C.; 



Belt - W.P. 

. 101427 

TR22299 

Preferred Belt. 

134809 

2/TR28492PB 


7fmR 

TR22461 

Belt - Fan; W/50" Belt O.C.; 
Optional Belt. 

134809 

©TR28492 

CUMMINS NH DIESEL ENG. 

Belt - Gen.; W/35 5/8" Belt 

327D 



O.C. 

Belt - Gen.; W/36 1/2" Belt 
O.C. 

178584 

70350 

TR22350 

TR22358 

1965-1954 

Belt - Fan; W/41 1/8" Belt 
O.C. 

. 134773 

©TR22405 

469D; 489D; 609D 



Belt - Fan; W/46 3/8" Belt 

1961-1959 



O.C. 

. 172856 

©TR24457 

Belt - Fan; W/41 1/8" Belt 



Belt - Fan; W/50" Belt O.C.; 



O.C. 

134773 

©TR22405 

Preferred Belt. 

. 134809 

2/TR28492PB 

Belt - Fan; W/46 3/8" Belt 



Belt - Fan; W/50" Belt O.C.; 



O.C. 

172856 

©TR24457 

Optional Belt. 

. 134809 

©TR28492 

Belt - Fan; W/50" Belt O.C.; 



Belt - Gen.; W/35 5/8" Belt 



Preferred Belt. 

134809 

2/TR28492PB 

O.C. 

. 178584 

TR22350 

Belt - Fan; W/50" Belt O.C.; 



Belt - Gen.; W/36 1/2“ Belt 



Optional Belt. 

134809 

©TR28492 

O.C. 

. 70350 

TR22358 

Belt - Gen.; W/35 5/8" Belt 

368D; 409D 


O.C. 

Belt - Gen.; W/36 1/2" Belt 
O.C. 

178584 

70350 

TR22350 

TR22358 

1961-1954 

Belt - Fan; W/41 1/8" Belt 
O.C. 

. 134773 

©TR22405 

2173 



Belt - Fan; W/46 3/8" Belt 



1965-1954 



O.C. 

. 172856 

©TR24457 

Belt - Fan; W/41 1/8" Belt 



Belt - Fan; W/50" Belt O.C.; 



O.C. 

134773 

©TR22405 

Preferred Belt. 

. 134809 

2/TR28492PB 

Belt - Fan; W/46 3/8" Belt 

Belt - Fan; W/50" Belt O.C.; 


O.C. 

172856 

©TR24457 

Optional Belt. 

. 134809 

©TR28492 

Belt - Fan; W/50" Belt O.C.; 



Belt - Gen.; W/35 5/8" Belt 



Preferred Belt. 

134809 

2/TR28492PB 

OC 

. 178584 

TR22350 

Belt - Fan; W/50" Belt O.C.; 

Belt - Gen.; W/36 1/2" Belt 


Optional Belt. 

134809 

©TR28492 

O.C. 

. 70350 

TR22358 

Belt - Gen.; W/35 5/8" Belt 



459D 



O.C. 

Belt - Gen.; W/36 1/2" Belt 
O.C. 

178584 

70350 

TR22350 

TR22358 

1965-1954 

Belt - Fan; W/41 1/8" Belt 
O.C. 

. 134773 

©TR22405 

2276; 2377 



Belt - Fan; W/46 3/8" Belt 


1964-1954 



O.C. 

. 172856 

©TR24457 

Belt - Fan; W/41 1/8" Belt 



Belt - Fan; W/50" Belt O.C.; 


O.C. 

134773 

©TR22405 

Preferred Belt. 

. 134809 

2/TR28492PB 





© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Flose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

4 


Green Stripe * 4-Ply Coolant Flose Recommended. 

Use Wire Inserted Green Stripe® Coolant Flose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


F.W.D. - Continued 

CUMMINS NH DIESEL ENG. - Continued 

459D - Continued 
1965-1954 - Continued 
Belt - Fan; W/50" Belt O.C.; 

Optional Belt. 134809 TR28492 

Belt - Gen.; W/35 5/8" Belt 

O.C. 178584 TR22350 

Belt - Gen.; W/36 1/2" Belt 

O.C. 70350 TR22358 

609D 

1961-1959 

Belt - Fan; W/41 1/8" Belt 

O.C. 134773 ©TR22405 

Belt - Fan; W/46 3/8" Belt 

O.C. 172856 ©TR24457 

Belt - Fan; W/50" Belt O.C.; 

Preferred Belt. 134809 2/TR28492PB 

Belt - Fan; W/50" Belt O.C.; 

Optional Belt. 134809 TR28492 

Belt - Gen.; W/35 5/8" Belt 

O.C. 178584 TR22350 

Belt - Gen.; W/36 1/2" Belt 

O.C. 70350 TR22358 

2173 

1965-1954 

Belt - Fan; W/41 1/8" Belt 

O.C. 134773 TR22405 

Belt - Fan; W/46 3/8" Belt 

O.C. 172856 TR24457 

Belt - Fan; W/50" Belt O.C.; 

Preferred Belt. 134809 2/TR28492PB 

Belt - Fan; W/50" Belt O.C.; 

Optional Belt. 134809 TR28492 

Belt - Gen.; W/35 5/8" Belt 

O.C. 178584 TR22350 

Belt - Gen.; W/36 1/2" Belt 

O.C. 70350 TR22358 

2276; 2377 

1964- 1954 

Belt - Fan; W/41 1/8" Belt 

O.C. 134773 ©TR22405 

Belt - Fan; W/46 3/8" Belt 

O.C. 172856 TR24457 

Belt - Fan; W/50" Belt O.C.; 

Preferred Belt. 134809 2/TR28492PB 

Belt - Fan; W/50" Belt O.C.; 

Optional Belt. 134809 TR28492 

Belt - Gen.; W/35 5/8" Belt 

O.C. 178584 TR22350 

Belt - Gen.; W/36 1/2" Belt 

O.C. 70350 TR22358 

3173; 3276; 3377; 4173; 4276; 4377; 5173; 5276; 
5377; 6277; 6379 

1965- 1954 

Belt - Fan; W/41 1/8" Belt 

O.C. 134773 ©TR22405 

Belt - Fan; W/46 3/8" Belt 

O.C. 172856 TR24457 

Belt - Fan; W/50" Belt O.C.; 

Preferred Belt. 134809 2/TR28492PB 

Belt - Fan; W/50" Belt O.C.; 

Optional Belt. 134809 TR28492 

Belt - Gen.; W/35 5/8" Belt 

O.C. 178584 TR22350 

Belt - Gen.; W/36 1/2" Belt 

O.C. 70350 TR22358 

CUMMINS NTC250 DIESEL ENG. 

C SERIES 

1976 

Belt - Fan; Preferred Belt. 178657 2/TR28400PB 

Belt - Fan; Optional Belt. 178657 ©TR28400 

Belt - W.P. & Idler. 215356 ©6596 

Belt - Alt.; W/48 1/4" Belt 

O.C. ©49480HD 


F.W.D. - Continued 

CUMMINS NTC250 DIESEL ENG. 

- Continued 

C SERIES - Continued 
1976 - Continued 
Belt - Alt.; W/49 1/4" Belt 

O.C. ©♦49490HD 

CUMMINS SUPER 250 DIESEL ENG. 

C6-2138 

1973 

Hose - Upper. 2 1/4” I.D. 

Hose - Lower - Eng. To Pipe. 2 1/2” I.D. 

Hose - Lower - Pipe To Rad. 2 1/2” I.D. 

DETROIT DIESEL 3-71 DIESEL ENG. 

233D 

1980-1976 

Belt - Gen. 2079798 TR22350 

Belt - Compr. 2190660 TR30448 

DETROIT DIESEL 4-71 DIESEL ENG. 

284D; 324D 

1959-1955 

Belt - Gen. 2079798 TR22350 

Belt - Fan & Compr. 2354836 ©♦49650HD 

364D; 406D; 456D; 466D; 486D; 606D 

1961-1959 

Belt - Gen. 2079798 TR22350 

Belt - Fan & Compr. 2354836 ©♦49650HD 

DETROIT DIESEL 6-71 DIESEL ENG. 

284D; 324D 

1988-1955 

Belt - Gen. 2079798 TR22350 

Belt - Fan & Compr. 2354836 ©♦49650HD 

364D; 406D; 456D; 466D; 486D; 606D 

1961-1959 

Belt - Gen. 2079798 TR22350 

Belt - Fan & Compr. 2354836 ©♦49650HD 

DETROIT DIESEL 6V-53 DIESEL ENG. 

521; 2161; 3161; 3361; 4161; 5161 

1976-1962 

Belt - Gen. & Accy. 7380 

Belt - Fan & Compr. 5128583 ©49580HD 

DETROIT DIESEL 6V-71 DIESEL ENG. 

C8-2148 

1978-1972 

Hose - Upper - Left Side. 02 1/4” I.D. 

Hose - Upper - Right Side. 02 1/4” I.D. 

Hose - Lower - Eng. To Pipe. 2 3/4” I.D. 

Hose - Lower - Pipe To Rad. 2 3/4” I.D. 

C SERIES 

1978-1972 

Belt - Fan. ©49540HD 

Belt - Alt. 49330HD 

DETROIT DIESEL SERIES 60 DIESEL 
ENG. 

RB44-2361 

1988-1987 

Belt - Fan. ©49580HD 

Belt - Alt. ©49370HD 

Hose - Upper - Pipe To Eng. 42 1/2” I.D. 

Hose - Upper - Rad. To Pipe. ^-2 1/2” I.D. 

Hose - Lower - Pipe To Eng. 2 1/2” I.D. 

Hose - Lower - Rad. To Pipe. *2 1/2” I.D. 

Hose - By Pass - Inlet. 1 3/4” I.D. 

Hose - By Pass - Outlet. 3 1/2” I.D. 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

^ Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

F.W.D. - Continued 


Gates No. 


Application 


Mfr. Part No. 


F.W.D. - Continued 


Gates No. 


DETROIT DIESEL SERIES 60 DIESEL 
ENG. - Continued 

RB44-2361 - Continued 
1988-1987 - Continued 

Hose - Oil Cooler To Pipe. 2 3/4” I.D. 

HERCULES QXLD3 ENG. 

LD 

1955-1951 

Belt - Fan & Gen. 54697 *9313HD 

INTERNATIONAL/NAVISTAR BD240 
ENG.; INTERNATIONAL/NAVISTAR 
BD264 ENG. 


140 

1961-1955 

Belt - Fan & Gen.; W/40A. : 


45A. Gen. 

81572R1 

TR28437 

Belt - Fan & Gen.; W/O 40A., 
45A. Gen. 

78910R1 

TR28445 

Belt - Compr. 

167115R1 

49400HD 

170 

1961-1955 

Belt - Fan & Gen.; W/40A., 
45A. Gen. (1961-1957). 

81572R1 

TR28437 

Belt - Fan & Gen.; W/O 40A., 
45A. Gen. (1961-1957). 

78910R1 

TR28445 

Belt - Fan & Gen.; (1956). 

81572R1 

TR28437 

Belt - Fan & Gen.; W/40A., 

45A. Gen. (1955). 

81572R1 

TR28437 

Belt - Fan & Gen.; W/O 40A., 
45A. Gen. (1955). 

78910R1 

TR28445 

Belt - Compr. 

167115R1 

49400HD 

191 

1961-1955 

Belt - Fan & Gen.; W/40A., 
45A. Gen. 

81572R1 

TR28437 

Belt - Fan & Gen.; W/O 40A., 
45A. Gen. 

78910R1 

TR28445 

Belt - Compr. 

167115R1 

49400HD 


INTERNATIONAL/NAVISTAR BD282 
ENG.; INTERNATIONAL/NAVISTAR 
BD308 ENG. 

171; 181; 182; 192; 222; 232 
1961-1955 

Belt - Fan & Gen.; W/35A., 


50A. Gen. 53934HA TR32491 

Belt - Compr. 115505HA TR22363 


INTERNATIONAL/NAVISTAR RD372 
ENG.; INTERNATIONAL/NAVISTAR 
RD406 ENG.; INTERNATION¬ 
AL/NAVISTAR RD450 ENG.; INTERNA¬ 
TIONAL/NAVISTAR RD501 ENG. 

192; 196; 264; 265; 284; 285; 286; 326; 327; 332; 
336; 354; 355; 366; 367; 407; 457; 487; 507; 607; 
707; 750; 1115; 2114; 2115; 2116; 2117; 2216; 
2217; 2316; 2317; 3115; 3116; 3117; 3216; 3217; 
3316; 3317; 4116; 4117; 4217; 4317; 5117; 5217; 
5317; 6217; 6317 
1965-1954 

Belt-Fan. 135362R11 ©6926 

Belt - Gen.; W/6V. Gen. 191830 ©TR22517 

Belt - Fan & Alt. 60943 ©TR22545 


INTERNATIONAL/NAVISTAR RD372 
ENG.; INTERNATIONAL/NAVISTAR 
RD406 ENG.; INTERNATION¬ 
AL/NAVISTAR RD450 ENG.; INTERNA¬ 
TIONAL/NAVISTAR RD501 ENG. 

- Continued 

192; 196; 264; 265; 284; 285; 286; 326; 327; 332; 
336; 354; 355; 366; 367; 407; 457; 487; 507; 607; 
707; 750; 1115; 2114; 2115; 2116; 2117; 2216; 
2217; 2316; 2317; 3115; 3116; 3117; 3216; 3217; 
3316; 3317; 4116; 4117; 4217; 4317; 5117; 5217; 
5317; 6217; 6317 - Continued 
1965-1954 - Continued 
Belt - Fan & Gen.; W/12V. 


Gen. 

191830 

©TR22517 

Belt - P.S. 

192125 

TR22344 

Belt - Compr.; W/43 7/8" Belt 

O.C. 

60963 

TR34435 

Belt - Compr.; W/47" Belt 

O.C. 

81320 

TR34467 


INTERNATIONAL/NAVISTAR SD240 
ENG. 

140; 170; 191 
1961-1955 

Belt - Fan & Gen.; W/40A., 

45A. Gen. 81572R1 TR28437 

Belt - Fan & Gen.; W/O 40A., 

45A. Gen. 78910R1 TR28445 

Belt-Compr.81177HA TR22416 

WAUKESHA BZ ENG. 


H 

1953-1945 


Belt - Gen. 

HA 

1953-1945 

.. 301771 

6929 

Belt - Gen. 

.. 301771 

6929 

Hose - Upper; (1953-1946)... 


2” I.D. 

Hose - Lower; (1953-1946)... 

HG; HR; HRT; HRU 
1955-1947 

Belt - Fan & Compr.; 


1 3/4” I.D. 

W/Wagner Compr. 

SU; YU; ZU 

1956-1937 

Belt - Fan & Compr.; 

.. 301812 

©TR34456 

W/Wagner Compr. 140203A 

WAUKESHA MZA ENG. 

HG; HR; HRT; HRU 

1955-1947 

Belt - Fan & Compr.; 

©TR34506 

W/Wagner Compr. 

SU; YU; ZU 

1956-1937 

Belt - Fan & Compr.; 

.. 301812 

©TR34456 

W/Wagner Compr. 140203A 

WAUKESHA SRK ENG. 

HG; HR; HRT; HRU 

1955-1947 

Belt - Fan & Compr.; 

©TR34506 

W/Wagner Compr. 

.. 301812 

©TR34456 


SU 

1956-1937 


Belt-Fan. 1A21310 ©TR34456 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

F.W.D. - Continued 


Gates No. 


Application 

FORD - Continued 


Mfr. Part No. 


Gates No. 


WAUKESHA SRK ENG. - 

Continued 

SU - Continued 

1956-1937 - Continued 

Belt - Fan & Compr.; 
W/Wagner Compr. 

.. 140203A 

©TR34506 

Hose - Lower; (1955-1937)... 


©1 3/4” I.D. 

YU; ZU 

1956-1937 

Belt - Fan. 

.. 1A21310 

©TR34456 

Belt - Fan & Compr.; 
W/Wagner Compr. 

.. 140203A 

©TR34506 

WAUKESHA SRKR ENG.: 

; WAUKESHA 

SRL ENG. 

HG; HR; HRT; HRU 
1955-1947 

Belt - Fan & Compr.; 
W/Wagner Compr. 

.. 301812 

©TR34456 

SU 

1956-1937 

Belt - Fan & Compr.; 
W/Wagner Compr. 

.. 140203A 

©TR34506 

Hose - Upper; (1955-1937)... 


2 1/4” I.D. 

Hose - Lower; (1955-1937)... 


1 3/4” I.D. 

YU; ZU 

1956-1937 

Belt - Fan & Compr.; 
W/Wagner Compr. 

.. 140203A 

©TR34506 


WAUKESHA 140GK ENG.; WAUKESHA 
140GZ ENG. 

M6; RU; YU; ZU 

1956-1945 

Belt - Gen. 54682 TR34506 

WAUKESHA 145GK ENG.; WAUKESHA 
195GKA ENG. 

H; HA; HG; HR; HRT; HRU 

1955-1952 

Belt - Fan & Gen. 54696 

WAUKESHA 6BX ENG. 

H; HA 

1953-1945 

Belt - Gen. 10425007 

HG; HR; HRT; HRU 

1955- 1947 

Belt - Fan & Compr.; 

W/Wagner Compr.301812 

SU; YU; ZU 

1956- 1937 


TR30467 


3280 


©TR34456 


CATERPILLAR 3176 DIESEL ENG. 

L9000; LA9000; LL9000 

1990 


Belt - Fan & Alt. F0HZ8620A 

Belt - A.C. E2HT8620BA 

Tensioner Assy. - Fan & Alt... 

Hose - Upper - Eng. To Rad.; W/Man. 

Trans. 

Hose - Lower - Eng. To Rad. 

Hose - Lower - Rad. To Cooler. 


4K080780HD 

49463HD 

38506 

22189 

22190 
22190 


LN9000; LNT9000 

1990 

Belt - Fan; Jan. 22, 1990 & 

Newer. F0HZ8620C K080530 


Belt - Fan; Jan. 22, 1990 & 


Older. E4HZ8620C 

Belt - Alt.; Dec. 3, 1990 & 

Newer; W/O Delco Alt. F1HZ8620K 

Belt - Alt.; Dec. 3, 1990 & 

Older; W/O Delco Alt. E4HZ8620B 

Belt - Alt.; W/Delco Alt. E4HZ8620C 

Belt - A.C.C9PZ8620CD 


Hose - Upper - Eng. To Rad.; W/Man. 

Trans. 

Hose - Lower - Eng. To Rad. 

Hose - Heater. 

LS9000 

1990 

Belt - Fan & Alt. F0HZ8620A 

Belt - A.C. E2HT8620BA 

Tensioner Assy. - Fan & Alt... 

Hose - Upper - Eng. To Rad. 

Hose - Lower - Rad. To Cooler. 


4K080605HD 

4K050350HD 

4K050340HD 

4K080605HD 

49480HD 

22189 

22190 
5/8" I.D. 


4K080780HD 

49463HD 

38506 

22189 

22190 


LT9000; LTA9000 

1990 


Belt - Fan & Alt. F0HZ8620A 

Belt - A.C. E2HT8620BA 

Tensioner Assy. - Fan & Alt... 

Hose - Upper - Eng. To Rad.; W/Man. 

Trans. 

Hose - Lower - Eng. To Rad.; W/Man. 

Trans. 

Hose - Lower - Rad. To Cooler; W/Man. 
Trans. 

LTL9000 

1990 

Belt - Fan & Alt. F0HZ8620A 

Belt - A.C. E2HT8620BA 

Tensioner Assy. - Fan & Alt... 

Hose - Upper. 

Hose - Lower. 

LTS9000 

1990 


4K080780HD 

49463HD 

38506 

22189 

22190 
22190 


4K080780HD 

49463HD 

38506 

22189 

22190 


Belt - Fan & Alt. F0HZ8620A 

Belt - A.C. E2HT8620BA 

Tensioner Assy. - Fan & Alt... 

Hose - Upper - Eng. To Rad. 

Hose - Lower - Rad. To Cooler. 


4K080780HD 

49463HD 

38506 

22189 

22190 


Belt - Fan & Compr.; 

W/Wagner Compr. 140203A ©TR34506 

FORD 

CATERPILLAR 1673 DIESEL ENG. 

W1000; WT1000 

1969-1966 

Belt - Fan; (1968-1966). C6TZ8620K ©449520HD 

Belt - Alt.; (1968-1966). C6TA8620J 49425HD 

Belt - P.S.; (1968-1966). C6TA8620L 49305HD 

Belt - Air Brake Compr.; 

(1968-1966). C6TA8620H 4951OHD 

Hose - Upper. 26523 


CATERPILLAR 3208 DIESEL ENG. 


C6000 

1979-1975 

Hose - Upper. 21139 

Hose - Lower; W/Auto. Trans.; W/Std. 

Cool. 21477 

Hose - Lower; W/Auto. Trans.; W/X.C. 21111 

Hose - Lower; W/Man. Trans.; W/Std. 

Cool. 21111 

Hose - Lower; W/Man. Trans.; W/X.C. 21477 

Hose - Heater. 5/8” I.D. 

Hose - Oil Cooler Outlet. 21380 

Hose - Oil Cooler - Front Inlet. 21824 

Hose - Oil Cooler - Rear Inlet. 21381 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

FORD - Continued 


Gates No. 


Application 

FORD - Continued 


Mfr. Part No. 


Gates No. 


CATERPILLAR 3208 DIESEL ENG. 

- Continued 

C7000 


CATERPILLAR 3208 DIESEL ENG. 

- Continued 

CT8000 - Continued 


1986-1975 

Belt - W.P. & Alt.; W/130A. 

Alt.C9PZ8620DF 

Belt - W.P. & Alt.; W/O 130A. 

Alt. C6TS8620C 

Belt - P.S. D5TA8620MA 

Belt - Air Brake Compr.; 

W/12 Cu. Ft. Air Brake 

Compr. D2AE8620HA 

Belt - Air Brake Compr.; W/7 
1/4 Cu. Ft. Air Brake Com- 

P r . 

Belt - Hyd. Brake Boost 

Pump. 

Belt - V.P. C8HA8620A 

Flose - Upper. 

Flose - Lower; W/Auto. Trans.; W/Std. 

Cool. 

Flose - Lower; W/Auto. Trans.; W/X.C. 

Flose - Lower; W/Man. Trans.; W/Std. 

Cool. 

Flose - Lower; W/Man. Trans.; W/X.C. 

Flose - Heater. 

Flose - Oil Cooler Outlet. 

Flose - Oil Cooler - Front Inlet. 

Flose - Oil Cooler - Rear Inlet. 


C8000 

1990-1975 

Belt - W.P. & Alt.; (1990). E4HT8620YA 

Belt - W.P. & Alt.; W/130A. 

Alt. (1989-1975).C9PZ8620DF 

Belt - W.P. & Alt.; W/O 130A. 

Alt. (1989-1975). C6TS8620C 

Belt - P.S. D5TA8620MA 

Belt - Air Brake Compr.; 

W/12 Cu. Ft. Air Brake 

Compr. D2AE8620HA 

Belt - Air Brake Compr.; W/7 
1/4 Cu. Ft. Air Brake Com- 

P'. 

Belt - Hyd. Brake Boost 

Pump; (1990). E3AZ8620D 

Belt - Hyd. Brake Boost 

Pump; (1989-1975). 

Belt - V.P. C8HA8620A 


Flose - Upper. 

Flose - Lower; W/Auto. Trans.; W/Std. 

Cool. 

Flose - Lower; W/Auto. Trans.; W/X.C. 
Flose - Lower; W/Man. Trans.; W/Std. 

Cool. 

Flose - Lower; W/Man. Trans.; W/X.C. 

Flose - Heater. 

Flose - Oil Cooler Outlet. 

Flose - Oil Cooler - Front Inlet. 

Flose - Oil Cooler - Rear Inlet. 


CT8000 

1990-1975 

Belt - W.P. & Alt.; (1990). E4HT8620YA 

Belt - W.P. & Alt.; W/130A. 

Alt. (1989-1975).C9PZ8620DF 

Belt - W.P. & Alt.; W/O 130A. 

Alt. (1989-1975). C6TS8620C 

Belt - P.S. D5TA8620MA 

Belt - Air Brake Compr.; 

W/12 Cu. Ft. Air Brake 

Compr. D2AE8620HA 

Belt - Air Brake Compr.; W/7 
1/4 Cu. Ft. Air Brake Com- 

P'. 

Belt - Hyd. Brake Boost 
Pump; (1990). E3AZ8620D 


1990-1975 - Continued 


49610FID 

49570HD 

©49390HD 


49580HD 


49560HD 

49560HD 
49560 FID 
21139 

21477 

21111 


Belt - Hyd. Brake Boost 

Pump; (1989-1975). 

Belt - V.P.C8HA8620A 

Flose - Upper. 

Flose - Lower; W/Auto. Trans.; W/Std. 

Cool. 

Flose - Lower; W/Auto. Trans.; W/X.C. 

Flose - Lower; W/Man. Trans.; W/Std. 

Cool. 

Flose - Lower; W/Man. Trans.; W/X.C. 

Flose - Heater. 

Flose - Oil Cooler Outlet. 

Flose - Oil Cooler - Front Inlet. 

Flose - Oil Cooler - Rear Inlet. 

F7000 

1987-1975 


21111 
21477 
5/8” I.D. 

21380 
21824 

21381 


49590HD 
49610HD 


Belt - W.P. & Alt.; W/Motorola 

130A. Alt. (1987-1983). E2HT8620FA 

Belt - W.P. & Alt.; W/O Mo¬ 
torola 130A. Alt. 

(1987-1983). 

Belt - Fan & Alt.; W/105A. 

Leece Neville Alt. 

(1979-1975).C9PZ8620GV 

Belt - Fan & Alt.; W/42A, 

55A., 61 A., 70A. Alt. 

(1979-1975). D0HA8620AA 

Belt - Fan & Alt.; W/65A. Alt. 

(1979-1975).C9PZ8620DG 


49570HD 

©49390HD 


49580HD 


49560HD 

49565HD 

49560HD 

49560HD 

21139 

21477 

21111 

21111 
21477 
5/8" I.D. 

21380 
21824 

21381 


49580HD 

49610HD 

49570HD 

©49390HD 

49580HD 

49560HD 

49565HD 


Belt - Fan & P.S.; 

(1987-1986). D3HA8620CA 

Belt - Fan & P.S.; Apr. 1, 

1983 & Older (1985). 

Belt - Fan & P.S.; May 1, 

1983 & Newer (1985). D3HA8620CA 

Belt - Fan & P.S.; (1984). D3HA8620CA 

Belt - Fan & P.S.; Apr. 1, 

1983 & Older (1983). 

Belt - Fan & P.S.; May 1, 

1983 & Newer (1983). D3HA8620CA 

Belt - P.S.; (1987-1983). D7HT8620LA 

Belt - P.S.; (1979-1977). D7HT8620LA 

Belt - P.S.; (1976-1975). C8TA8620F 

Belt - A.C.; W/42 7/8" Belt 

O.C. (1987-1983). E4HT8620GB 

Belt - A.C.; W/53 3/8" Belt 

O.C. (1987-1983). 

Belt - Air Brake Compr.; 

(1987-1983). D5HA8620GA 

Belt - Air Brake Compr.; 

(1979-1975). 

Belt - Hyd. Brake Boost 

Pump; (1987-1983).C8HA8620A 

Belt - Hyd. Brake Boost 

Pump; (1979-1975). D0HA8620U 

Belt - V.P.; (1987-1983). D0HA8620U 

Belt - V.P.; (1979-1975). D0HA8620AG 


Hose - Upper; (1987-1983). 

Hose - Upper; (1979-1975). 

Hose - Lower; (1987-1983). 

Hose - Lower; (1979-1975). 

Hose - By Pass; (1979-1975). 

Hose - Heater; (1987-1983). 

Hose - Heater; (1979-1975). 

Hose - Oil Cooler Outlet; (1979-1975). 

Hose - Oil Cooler - Front Inlet; 

(1979-1975). 

Hose - Oil Cooler - Rear Inlet; (1979-1975) 


49560HD 

49560HD 

21139 

21477 

21111 

21111 
21477 
5/8” I.D. 

21380 
21824 

21381 


©449610HD 


49570HD 


©49630HD 


©44961OHD 

©49620HD 

©449670HD 

©449650HD 

©449670HD 

©449670HD 

©449650HD 

©449670HD 

49375HD 

49375HD 

49370HD 

49425HD 

©449530HD 

49580HD 

49570HD 

49560HD 

49550HD 
49550HD 
49525HD 
21569 
=■<21256 
21562 
=<21379 
21247 
5/8” I.D. 
5/8” I.D. 

21380 

21824 

21381 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*’ Use Notched Belt Only. 

=< Cut To Fit. 


o 

4 

4 


Green Stripe * 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 

Mfr. Part No. 

Gates No. 

FORD - Continued 


CATERPILLAR 3208 DIESEL ENG. 

- Continued 

F8000 

1987-1975 

Belt - W.P. & Alt.; W/Motorola 
130A. Alt. (1987-1983). 

E2HT8620FA 

©449610HD 

Belt - W.P. & Alt.; W/O Mo¬ 
torola 130A. Alt. 

(1987-1983). 


49570HD 

Belt - Fan & Alt.; W/105A. 
Leece Neville Alt. 

(1979-1975). 

C9PZ8620GV 

©49630HD 

Belt - Fan & Alt.; W/42A, 

55A., 61 A., 70A. Alt. 
(1979-1975). 

D0HA8620AA 

©449610HD 

Belt - Fan & Alt.; W/65A. Alt. 
(1979-1975). 

C9PZ8620DG 

©49620HD 

Belt - Fan & P.S.; 

(1987-1984). 

D3HA8620CA 

©449670HD 

Belt - Fan & P.S.; Apr. 1, 

1983 & Older (1983). 


©449650HD 

Belt - Fan & P.S.; May 1, 

1983 & Newer (1983). 

D3HA8620CA 

©449670HD 

Belt - P.S.; (1987-1983). 

D7HT8620LA 

49375HD 

Belt - P.S.; (1979-1977). 

D7HT8620LA 

49375HD 

Belt - P.S.; (1976-1975). 

C8TA8620F 

49370HD 

Belt - A.C.; W/42 7/8" Belt 
O.C. (1987-1983). 

E4HT8620GB 

49425HD 

Belt - A.C.; W/53 3/8” Belt 
O.C. (1987-1983). 


©449530HD 

Belt - Air Brake Compr.; 
(1987-1983). 

D5HA8620GA 

49580HD 

Belt - Air Brake Compr.; 
(1979-1975). 


49570HD 

Belt - Hyd. Brake Boost 

Pump; (1987-1983). 

C8HA8620A 

49560HD 

Belt - Hyd. Brake Boost 

Pump; (1979-1975). 

D0HA8620U 

49550HD 

Belt - V.P.; (1987-1983). 

D0HA8620U 

49550HD 

Belt-V.P.; (1979-1975). 

D0HA8620AG 

49525HD 

Hose - Upper; (1987-1983). 


21569 

Hose - Upper; (1979-1975). 


=<21256 

Hose - Lower; (1987-1983). 


21562 

Hose - Lower; (1979-1975). 


=<21379 

Hose - By Pass; (1979-1975).. 


21247 

Hose - Heater; (1987-1983). 


5/8” I.D. 

Hose - Heater; 1979-1975 . 


5/8” I.D. 

Hose - Oil Cooler Outlet; (1979-1975). 

21380 

Hose - Oil Cooler - Front Inlet; 

(1979-1975). 

21824 

Hose - Oil Cooler - Rear Inlet; (1979-1975) 

21381 

L8000 

1988-1970 

Belt - Fan; (1986-1984). 

D2HA8620EA 

49570HD 

Belt - Fan; (1983-1975). 

D0HA8620U 

49550HD 

Belt - W.P. & Alt.; W/61 1/4" 
Belt O.C. (1988-1987). 


©449610HD 

Belt - W.P. & Alt.; W/64 1/4" 
Belt O.C. (1988-1987). 

E5HT8620GA 

©449640HD 

Belt - W.P. & Alt.; 

(1986-1975). 

D0HA8620AA 

©449610HD 

Belt - Fan & P.S.; 

(1988-1984). 

D3HA8620CA 

©449670HD 

Belt - P.S.; W/O Turbo 
(1986-1984). 

D9PZ8620EA 

©449640HD 

Belt - P.S.; W/Turbo 
(1986-1984). 

D3PZ8620A 

©449670HD 

Belt - P.S.; May 1, 1983 & 
Newer (1983-1981). 


©49560HD 

Belt - P.S.; May 1, 1983 & 
Older (1983-1981). 

D0HA8620Z 

©449520HD 

Belt - P.S.; (1980-1979). 

D0HA8620Z 

©449520HD 

Belt - P.S.; May 1, 1983 & 
Newer (1978). 


©49560HD 

Belt - P.S.; May 1, 1983 & 
Older (1978). 

D0HA8620Z 

©449520HD 


Application 


Mfr. Part No. Gates No. 


FORD - Continued 

CATERPILLAR 3208 DIESEL ENG. 

- Continued 

L8000 - Continued 


Belt - P.S.; (1977). 

Belt - P.S.: May 1, 1983 & 

. D0HA8620Z 

©449520HD 

Newer (1976-1975). 

Belt - P.S.; May 1, 1983 & 


©49560HD 

Older (1976-1975). 

. D0HA8620Z 

©449520HD 

Belt - A.C.; (1988-1987). 

. E4HT8620GA 

49400HD 

Belt - A.C.; (1986-1984). 

. C9PZ8620BK 

49385HD 

Belt - A.C.; (1983-1975). 

Belt - Air Brake Compr.; 
W/58 1/4" Belt O.C. 

. C9PZ8620BE 

49350HD 

(1988-1987). 

Belt - Air Brake Compr.; 
W/66 1/4" Belt O.C. 

. D5HA8620GA 

49580HD 

(1988-1987). 

Belt - Air Brake Compr.; 

. D5HA8620CA 

49660HD 

(1986-1984). 

Belt - Air Brake Compr.; 

. D5HA8620CA 

49570HD 

W/Single Axle (1983). 

Belt - Air Brake Compr.; 


49560HD 

W/Tandem Axle (1983). 

Belt - Air Brake Compr.; 

. C9PZ8620CY 

49570HD 

(1982-1975). 


49560HD 

Belt - V.P.; (1983-1975). 

. D0HA8620U 

49550HD 

Hose - Upper; Ser. No. 065000 & Before... 

20431 
or 26516 


Hose - Upper; Ser. No. 065001 Thru 

FK9999. 

Hose - Upper; Ser. No. GA0001 & After.. 
Hose - Lower. 


Hose - Heater. 

Hose - Oil Cooler Outlet. 

Hose - Oil Cooler - Front Inlet. 

Hose - Oil Cooler - Rear Inlet. 

LN6000 

1979-1975 

Belt - Fan & Alt. E0PZ8620G 

Belt - P.S.C9PZ8620BJ 

Belt - A.C. 

Belt - Air Brake Compr.C9PZ8620CY 

Belt - V.P. D0HA8620AG 

Hose - Upper. 

Hose - Lower - Eng. To Cooler. 

Hose - Lower - Cooler To Rad. 

Hose - Heater. 

Hose - Oil Cooler Outlet. 

Hose - Oil Cooler - Front Inlet. 

Hose - Oil Cooler - Rear Inlet. 

LN7000 

1987-1975 

Belt - Fan & Alt. E0PZ8620G 

Belt - P.S.C9PZ8620BJ 

Belt - A.C.; Feb. 1, 1984 & 

Newer (1987-1986). 

Belt - A.C.; Jan. 1, 1984 & 

Older (1987-1986). 

Belt - A.C.; (1985). 

Belt - A.C.; Feb. 1, 1984 & 

Newer (1984). 

Belt - A.C.; Jan. 1, 1984 & 

Older (1984). 

Belt - A.C.; (1983-1975). 

Belt - Air Brake Compr.; 

(1987-1983). D5PZ8620T 

Belt - Air Brake Compr.; 

(1982-1975).C9PZ8620CY 

Belt - Hyd. Brake Boost 

Pump; (1987-1983). D0HA8620U 

Belt - V.P.; (1987-1983). D0HA8620U 

Belt - V.P.; (1982-1975). D0HA8620AG 


=<21115 
^20431 
20996 
or 26522 
5/8” I.D. 

21380 
21824 

21381 


©♦49610HD 
49375HD 
49385HD 
49570HD 
49525HD 
=<21256 
21247 
=■<21294 
5/8” I.D. 

21380 
21824 

21381 


©♦♦9610HD 
49375HD 

♦9425HD 

49385HD 

49425HD 

♦9425HD 

♦9385HD 

49385HD 

49580HD 

49570HD 

49550HD 

49550HD 

49525HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

=< Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 

Mfr. Part No. 

Gates No. 

Application 

Mfr. Part No. 

Gates No. 

FORD - Continued 


FORD - Continued 


CATERPILLAR 3208 DIESEL ENG. 

CATERPILLAR 3208 DIESEL ENG. 

- Continued 



- Continued 



LN7000 - Continued 



LNT8000 - Continued 



1987-1975 - Continued 



1988-1970 - Continued 



Flose - Upper. 


^21256 

Belt - Fan & P.S.; 



Flose - Lower - Eng. To Cooler. 

21247 

(1988-1984). 

D3HA8620CA 

©449670HD 

Flose - Lower - Cooler To Rad. 

^21294 

Belt - P.S.; W/O Turbo (1986) 

D9PZ8620EA 

©449640HD 

Flose - Heater. 


5/8” I.D. 

Belt - P.S.; W/Turbo (1986).... 

D3PZ8620A 

©449670HD 

Flose - Oil Cooler Outlet. 


21380 

Belt - P.S.; W/Caterpillar 



Flose - Oil Cooler - Front Inlet 


21824 

3208N Eng. (1985). 

D9PZ8620EA 

©449640HD 



21381 

Belt - P.S.; W/Caterpillar 






3208T Eng. (1985). 

D3PZ8620A 

©449670HD 

LNoUUU 



Belt - P.S.; W/O Turbo (1984) 

D9PZ8620EA 

©449640HD 

1988-1971 



Belt - P.S.; W/Turbo (1984).... 

D3PZ8620A 

©449670HD 

Belt - Fan; (1986-1984). 

D2HA8620EA 

49570HD 

Belt - P.S.; May 1, 1983 & 



Belt - Fan; (1983-1975). 

D0HA8620U 

49550HD 

Newer (1983-1981). 


©49560HD 

Belt - W.P. & Alt.; W/61 1/4" 



Belt - P.S.; May 1, 1983 & 



Belt O.C. (1988-1987). 


©♦49610HD 

Older (1983-1981). 

D0HA8620Z 

©449520HD 

Belt - W.P. & Alt.; W/64 1/4" 



Belt - P.S.; (1980-1975). 

D0HA8620Z 

©449520HD 

Belt O.C. (1988-1987). 

E5HT8620GA 

©♦49640HD 

Belt - A.C.; (1988-1987). 

E4HT8620GA 

49400HD 

Belt - W.P. & Alt.; 



Belt - A.C.; (1986-1984). 

C9PZ8620BK 

49385HD 

(1986-1975). 

D0HA8620AA 

©449610HD 

Belt - A.C.; (1983-1975). 

C9PZ8620BE 

49350HD 

Belt - Fan & P.S.; 

(1988-1984). 

D3HA8620CA 

©449670HD 

Belt - Air Brake Compr.; 

W/58 1/4" Belt O.C. 



Belt - P.S.; W/O Turbo 



(1988-1987). 

D5HA8620GA 

49580HD 

(1986-1984). 

D9PZ8620EA 

©449640HD 

Belt - Air Brake Compr.; 



Belt - P.S.; W/Turbo 



W/66 1/4" Belt O.C. 



(1986-1984). 

D3PZ8620A 

©449670HD 

(1988-1987). 

D5HA8620CA 

49660HD 

Belt - P.S.; May 1, 1983 & 



Belt - Air Brake Compr.; 



Newer (1983). 


©49560HD 

(1986-1984). 

D5HA8620CA 

49570HD 

Belt - P.S.; May 1, 1983 & 



Belt - Air Brake Compr.; 



Older (1983). 

D0HA8620Z 

©449520HD 

W/Single Axle (1983). 


49560HD 

Belt - P.S.; (1982-1975). 

D0HA8620Z 

©449520HD 

Belt - Air Brake Compr.; 



Belt - A.C.; (1988-1987). 

E4HT8620GA 

49400HD 

W/Tandem Axle (1983). 

C9PZ8620CY 

49570HD 

Belt - A.C.; (1986-1984). 

C9PZ8620BK 

49385HD 

Belt - Air Brake Compr.; 



Belt - A.C.; (1983-1975). 

C9PZ8620BE 

49350HD 

(1982-1975). 

C9PZ8620CY 

49570HD 

Belt - Air Brake Compr.; 



Belt - V.P.; (1983-1975). 

D0HA8620U 

49550HD 

W/58 1/4" Belt O.C. 



Hose - Upper; Ser. No. 065000 & Before... 

20431 

(1988-1987). 

D5HA8620GA 

49580HD 



or 26516 

Belt - Air Brake Compr.; 



Hose - Upper; Ser. No. 065001 Thru 


W/66 1/4" Belt O.C. 



FK9999. 


^21115 

(1988-1987). 

D5HA8620CA 

49660HD 

Hose - Upper; Ser. No. GA0001 & After. 

s-=20431 

Belt - Air Brake Compr.; 



Hose - Lower. 


20996 

(1986-1984). 

D5HA8620CA 

49570HD 



or 26522 

Belt - Air Brake Compr.; 



Hose - Heater. 


5/8” I.D. 

W/Single Axle (1983). 


49560HD 

Hose - Oil Cooler Outlet. 


21380 

Belt - Air Brake Compr.; 



Hose - Oil Cooler - Front Inlet 


21824 

W/Tandem Axle (1983). 

C9PZ8620CY 

49570HD 

Hose - Oil Cooler - Rear Inlet. 


21381 

Belt - Air Brake Compr.; 
(1982-1975). 


49560HD 

LS8000 



Belt - V.P.; (1983-1975). 

D0HA8620U 

49550HD 

1988-1984 



Flose - Upper; Ser. No. 065000 & Before... 

20431 

Belt - Fan; (1986-1984). 

D2HA8620EA 

49570HD 



or 26516 

Belt - W.P. & Alt.; W/61 1/4" 



Flose - Upper; Ser. No. 065001 Thru 


Belt O.C. (1988). 


©449610HD 

FK9999. 


s-=21115 

Belt - W.P. & Alt.; W/64 1/4" 




s<20431 

Belt O.C. (1988). 

E5HT8620GA 

©449640HD 

Hose - Lower; (1988-1985). 


20996 

Belt - W.P. '& Alt.; 





or 26522 

(1986-1984). 

E2HT8620FA 

©449610HD 

Hose - Lower; (1984). 


21300 

Belt - Fan & P.S.; (1988). 

D3HA8620CA 

©449670HD 

Hose - Lower; (1983-1971). 


20996 

Belt - Fan & P.S.; 





or 26522 

(1986-1984). 

D3HA8620CA 

©449670HD 

Hose - Heater. 


5/8” I.D. 

Belt - P.S.; W/O Turbo 



Hose - Oil Cooler Outlet. 


21380 

(1986-1984). 

D9PZ8620EA 

©449640HD 

Hose - Oil Cooler - Front Inlet 


21824 

Belt - P.S.; W/Turbo 



Hose - Oil Cooler - Rear Inlet. 


21381 

(1986-1984). 

D3PZ8620A 

©449670HD 

i NTftnnn 



Belt-A.C.; (1988). 

E4HT8620GA 

49400HD 




Belt - A.C.; (1986-1984). 

C9PZ8620BK 

49385HD 

1988-1970 



Belt - Air Brake Compr.; 



Belt - Fan; (1986-1984). 

D2HA8620EA 

49570HD 

W/58 1/4" Belt O.C. (1988).. 

D5HA8620GA 

49580HD 

Belt - Fan; (1983-1975). 

D0HA8620U 

49550HD 

Belt - Air Brake Compr.; 



Belt - W.P. & Alt.; W/61 1/4" 



W/66 1/4" Belt O.C. (1988).. 

D5HA8620CA 

49660HD 

Belt O.C. (1988-1987). 


©449610HD 

Belt - Air Brake Compr.; 



Belt - W.P. & Alt.; W/64 1/4" 



(1986-1984). 

D5HA8620CA 

49570HD 

Belt O.C. (1988-1987). 

E5HT8620GA 

©449640HD 

Hose - Upper; Ser. No. 065000 & Before 


Belt - W.P. & Alt.; 



(1988). 


20431 

(1986-1975). 

D0HA8620AA 

©449610HD 



or 26516 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Flose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Flose Recommended. 

Use Wire Inserted Green Stripe® Coolant Flose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


FORD - Continued 

CATERPILLAR 3208 DIESEL ENG. 

- Continued 

LS8000 - Continued 
1988-1984 - Continued 
Hose - Upper; Ser. No. 065001 Thru 

FK9999 (1988). 

Hose - Upper; Ser. No. GA0001 & After 

(1988). 

Hose - Upper; Ser. No. 065000 & Before 
(1986-1984). 


Hose - Upper; Ser. No. 065001 Thru 

FK9999 (1986-1984). 

Hose - Upper; Ser. No. GA0001 & After 

(1986-1984). 

Hose - Lower; (1988). 


Hose - Lower; (1986-1985).. 


Hose - Lower; (1984). 

Hose - Heater; (1988). 

Hose - Heater; (1986-1984). 

Hose - Oil Cooler Outlet; (1988). 

Hose - Oil Cooler Outlet; (1986-1984). 

Hose - Oil Cooler - Front Inlet; (1988). 

Hose - Oil Cooler - Front Inlet; 

(1986-1984). 

Hose - Oil Cooler - Rear Inlet; (1988). 

Hose - Oil Cooler - Rear Inlet; (1986-1984) 

LT8000 

1988-1970 

Belt - Fan; (1986-1984). D2HA8620EA 

Belt - Fan; (1983-1975). D0HA8620U 

Belt - W.P. & Alt.; W/61 1/4" 

Belt O.C. (1988-1987). 

Belt - W.P. & Alt.; W/64 1/4" 

Belt O.C. (1988-1987). E5HT8620GA 

Belt - W.P. & Alt.; 

(1986-1975). D0HA8620AA 

Belt - Fan & P.S.; 

(1988-1984). D3HA8620CA 

Belt - P.S.; W/Caterpillar 

3208N Eng. (1986-1985). D9PZ8620EA 

Belt - P.S.; W/Caterpillar 

3208T Eng. (1986-1985). D3PZ8620A 

Belt - P.S.; W/O Turbo (1984) D9PZ8620EA 
Belt - P.S.; W/Turbo (1984).... D3PZ8620A 
Belt - P.S.; May 1, 1983 & 

Newer (1983-1980). 

Belt - P.S.; May 1, 1983 & 

Older (1983-1980). D0HA8620Z 

Belt - P.S.; (1979-1975). D0HA8620Z 

Belt - A.C.; (1988-1987). E4HT8620GA 


^21115 

^20431 

20431 

26516 

s<21115 

^20431 
20996 
26522 
20996 
26522 
21300 
5/8” I.D. 
5/8” I.D. 
21380 

21380 
21824 

21824 

21381 
21381 


Belt - A.C.; (1986-1984) 
Belt - A.C.; (1983-1975) 
Belt - Air Brake Compr. 
W/58 1/4" Belt O.C. 
(1988-1987) 

Belt - Air Brake Compr. 
W/66 1/4" Belt O.C. 
(1988-1987) 

Belt - Air Brake Compr. 
(1986-1975) 


C9PZ8620BK 

C9PZ8620BE 


Belt - V.P.; (1983-1975). D0HA8620U 

Hose - Upper; Ser. No. 065000 & Before... 

Hose - Upper; Ser. No. 065001 Thru 

FK9999. 

Hose - Upper; Ser. No, 

Hose - Lower. 


D5HA8620GA 


D5HA8620CA 

C9PZ8620CY 


GA0001 & After.. 


Hose - Heater. 

Hose - Oil Cooler Outlet. 

Hose - Oil Cooler - Front Inlet. 
Hose - Oil Cooler - Rear Inlet.. 


*9570HD 

*9550HD 

©♦*9610HD 

©♦*9640HD 

©♦*9610HD 

©♦*9670HD 

©♦*9640HD 

©♦*9670HD 

©♦*9640HD 

©♦*9670HD 

@*9560HD 

©♦*9520HD 

©♦*9520HD 

*9400HD 

*9385HD 

*9350HD 

*9580HD 

*9660HD 

*9570HD 
*9550HD 
20431 
or 26516 

s-<21115 
^20431 
20996 
or 26522 
5/8” I.D. 

21380 
21824 

21381 


FORD - Continued 

CATERPILLAR 3208 DIESEL ENG. 

- Continued 

LTS8000 

1988-1970 

Belt - Fan; (1986-1984). D2HA8620EA *9570HD 

Belt - Fan; (1983-1975). D0HA8620U *9550HD 

Belt - W.P. & Alt.; W/61 1/4" 

Belt O.C. (1988-1987). ©**9610HD 

Belt - W.P. & Alt.; W/64 1/4" 

Belt O.C. (1988-1987). E5HT8620GA @**9640HD 

Belt - W.P. & Alt.; 

(1986-1975). D0HA8620AA ©**9610HD 

Belt - Fan & P.S.; 

(1988-1984). D3HA8620CA ©**9670HD 

Belt - P.S.; W/Caterpillar 

3208N Eng. (1986-1985). D9PZ8620EA @**9640HD 

Belt - P.S.; W/Caterpillar 

3208T Eng. (1986-1985). D3PZ8620A ©**9670HD 

Belt - P.S.; W/O Turbo (1984) D9PZ8620EA @**9640HD 
Belt - P.S.; W/Turbo (1984).... D3PZ8620A ©**9670HD 

Belt - P.S.; May 1, 1983 & 

Newer (1983-1981). ©*9560HD 

Belt - P.S.; May 1, 1983 & 

Older (1983-1981). D0HA8620Z @**9520HD 

Belt - P.S.; (1980-1975). D0HA8620Z ©**9520HD 

Belt - A.C.; (1988-1987). E4HT8620GA *9400HD 

Belt - A.C.; (1986-1984).C9PZ8620BK *9385HD 

Belt - A.C.; (1983-1975).C9PZ8620BE *9350HD 

Belt - Air Brake Compr.; 

W/58 1/4" Belt O.C. 

(1988-1987). D5HA8620GA *9580HD 

Belt - Air Brake Compr.; 

W/66 1/4" Belt O.C. 

(1988-1987). D5HA8620CA *9660HD 

Belt - Air Brake Compr.; 

(1986-1984). D5HA8620CA *9570HD 

Belt - Air Brake Compr.; 

W/Single Axle (1983). *9560HD 

Belt - Air Brake Compr.; 

W/Tandem Axle (1983).C9PZ8620CY *9570HD 

Belt - Air Brake Compr.; 

(1982-1975).C9PZ8620CY *9570HD 

Belt - V.P.; (1983-1975). D0HA8620U *9550HD 

Hose - Upper; Ser. No. 065000 & Before... 20431 

or 26516 

Hose - Upper; Ser. No. 065001 Thru 

FK9999. 

Hose - Upper; Ser. No. GA0001 & After... 

Hose - Lower. 


Hose - Heater. 

Hose - Oil Cooler Outlet. 

Hose - Oil Cooler - Front Inlet. 
Hose - Oil Cooler - Rear Inlet.. 


=<21115 
^20431 
20996 
or 26522 
5/8” I.D. 

21380 
21824 

21381 


CATERPILLAR 3306 DIESEL ENG. 

L9000 

1990-1989 

Belt - Fan; Preferred Belt 

(1990). E4HT8620YA 

Belt - Fan; Optional Belt 

(1990). 

Belt - Fan; (1989). E4HT8620YA 

Belt - Alt.; Preferred Belt 
(1990).. 

Belt - Alt. 

(1990).. 

Belt - Alt.; (1989). E4HT8620AAA 

Belt - A.C.C9PZ8620CD 

Hose - Upper - Eng. To Rad.; (1990). 

Hose - Lower - Eng. To Pipe; (1990). 

Hose - By Pass. 

Hose - Heater. 

Hose - Coolant Reservoir; (1990). 

Hose - Filler Tank; (1989). 


E4HT8620AAA 


Optional Belt 


2/9590PB 

©*9590HD 

©♦*9590HD 

2/9530PB 

@*9530HD 
©♦*9530HD 
*9480HD 
21845 
22192 
3/8” I.D. 
5/8” I.D. 
1” I.D. 

1” I.D. 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durlon® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

=< Cut To Fit. * Standard Belt Also Available. See Inside Back Cover. 


70 



























































































Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


FORD - Continued 

CATERPILLAR 3306 DIESEL ENG. 

- Continued 

L9000 - Continued 
1990-1989 - Continued 

Hose - Oil Cooler; (1990). 

Hose - Oil Cooler; (1989). 

LS9000; LT9000 
1990 

Belt - Fan; Preferred Belt. E4HT8620YA 

Belt - Fan; Optional Belt. 

Belt - Alt.; Preferred Belt. E4HT8620AAA 

Belt - Alt.; Optional Belt. 

Belt - A.C.C9PZ8620CD 

Hose - Upper - Eng. To Rad. 

Hose - Lower - Eng. To Pipe. 

Hose - By Pass. 

Hose - Heater. 

Hose - Coolant Reservoir. 

Hose - Oil Cooler. 

LTS9000 
1990-1989 


*2 1/4” I.D. 
2 1/4” I.D. 


2/9590PB 
©49590HD 
2/9530PB 
©49530HD 
49480HD 
21845 
22192 
3/8” I.D. 
5/8” I.D. 
1” I.D. 

*2 1/4” I.D. 


Belt - Fan 
(1990)... 
Belt - Fan 
(1990)... 
Belt - Fan 


Preferred Belt 


E4HT8620YA 


Optional Belt 


(1989). E4HT8620YA 

Belt - Alt.; Preferred Belt 

(1990). E4HT8620AAA 

Belt - Alt.; Optional Belt 

(1990). 

Belt - Alt.; (1989). E4HT8620AAA 

Belt - A.C.C9PZ8620CD 

Hose - Upper - Eng. To Rad.; (1990). 

Hose - Lower - Eng. To Pipe; (1990). 

Hose - By Pass. 

Hose - Heater. 

Hose - Coolant Reservoir; (1990). 

Hose - Filler Tank; (1989). 

Hose - Oil Cooler; (1990). 

Hose - Oil Cooler; (1989). 

CATERPILLAR 3406 DIESEL 

CL9000 

1990-1978 

Belt - Fan; (1990). D3HA8620JA 

Belt - Fan; W/A.C. 

(1989-1988). 

Belt - Fan; W/O A.C. 

(1989-1988). D8HT8620T 

Belt - Fan; W/Horton Fan 

Clutch (1982). D7HA8620HA 

Belt - Fan; W/Rockford Fan 

Clutch (1982). D6HS8620AA 

Belt - Fan; W/Horton Fan 

Clutch (1979-1978). D7HA8620HA 

Belt - Fan; W/Rockford Fan 

Clutch (1979-1978). D6HS8620AA 

Belt - Alt.; (1990).C9PZ8620FP 

Belt - Alt.; (1989-1988). 

Belt - Alt.; (1982). 

Belt - Alt.; (1979-1978). 

Belt - Alt. & A.C.; (1990). E8HZ8620A 

Belt - Alt. & A.C.; 

(1989-1988). 

Belt-Alt. & A.C.; (1982). 

Belt - Alt. & A.C.; 

(1979-1978). 

Belt - A.C.; (1989-1988). 

Belt - A.C.; W/57 1/2" Belt 

O.C. (1982). D2AE8620HA 

Belt - A.C.; W/58 1/2" Belt 
O.C. (1982). D5HA8620BA 


2/9590PB 

©49590HD 

©♦49590HD 

2/9530PB 

©49530HD 
©♦49530HD 
49480HD 
21845 
22192 
3/8” I.D. 
5/8” I.D. 
1” I.D. 

1” I.D. 

■ 0-2 1/4” I.D. 
2 1/4” I.D. 

ENG. 

©TR22525 

©TR22664 

©TR22657 

©TR22657 

©TR22664 

©TR22657 

©TR22664 

©49490HD 

49490HD 

49490HD 

49490HD 

©49650HD 

49640HD 

49600HD 

49600HD 

49660HD 

49570HD 

49580HD 


FORD - Continued 

CATERPILLAR 3406 DIESEL ENG. 

- Continued 

CL9000 - Continued 
1990-1978 - Continued 
Belt - A.C.; W/57 1/2" Belt 

O.C. (1979-1978). 

Belt - A.C.; W/58 1/2" Belt 


D2AE8620HA 


49570HD 


O.C. (1979-1978). 

D5HA8620BA 

49580HD 

Hose - Upper - Eng. To Pipe; (1990). 

*2 1/2” I.D. 

Hose - Upper - Pipe To Rad.; (1990). 

22193 

Hose - Lower; (1990). 


*3” I.D. 

Hose - Lower - Eng. To Rad.; (1990). 

^21568 

Hose - By Pass; (1990). 


1” I.D. 

Hose - Heater Inlet; (1990).... 


1” I.D. 

Hose - Heater Outlet; (1990). 


3/4” I.D. 

CLT9000 



1990-1978 



Belt - Fan; (1990). 

D3HA8620JA 

©TR22525 

Belt - Fan; W/A.C. 



(1989-1985). 


©TR22664 

Belt - Fan; W/O A.C. 



(1989-1985). 

D8HT8620T 

©TR22657 

Belt - Fan; W/Horton Fan 



Clutch (1984-1978). 

D7HA8620HA 

©TR22657 

Belt - Fan; W/Rockford Fan 



Clutch (1984-1978). 

D6HS8620AA 

©TR22664 

Belt - Alt.; (1990). 

C9PZ8620FP 

©49490HD 

Belt - Alt.; (1989-1978). 


49490HD 

Belt-Alt. & A.C.; (1990). 

E8HZ8620A 

©49650HD 

Belt - Alt. & A.C.; 



(1989-1988). 


49640HD 

Belt - Alt. & A.C.; 



(1987-1985). 


49660HD 

Belt - Alt. & A.C.; 



(1984-1978). 


49600HD 

Belt - A.C.; (1989-1985). 


49660HD 

Belt - A.C.; W/57 1/2" Belt 



O.C. (1984-1978). 

D2AE8620HA 

49570HD 

Belt - A.C.; W/58 1/2“ Belt 



O.C. (1984-1978). 

D5HA8620BA 

49580HD 

Hose - Upper - Eng. To Pipe; (1990). 

*2 1/2” I.D. 

Hose - Upper - Pipe To Rad.; (1990). 

22193 

Hose - Lower; (1990). 


■0-3” I.D. 

Hose - Lower - Eng. To Rad.; (1990). 

^21568 

Hose - By Pass; (1990). 


1” I.D. 

Hose - Heater Inlet; (1990).... 


1” I.D. 

Hose - Heater Outlet; (1990). 


3/4” I.D. 


L9000 

1990-1975 

Belt - Fan; Dec. 17, 1990 & 

Older (1990). E4HZ8620E ©>TR22635 

Belt - Fan; Dec. 18, 1990 & 

Newer (1990). FI HZ8620G K100618 

Belt - Fan; (1989-1975). E4HT8620UA ©TR22635 

Belt - Alt.; (1990). E8HZ8620B ©449710HD 

Belt - Alt.; W/54 1/2" Belt 

O.C. (1989-1975). ©449540HD 

Belt - Alt.; W/56 1/2" Belt 

O.C. (1989-1975). ©49560HD 

Belt - Alt.; W/57 1/2" Belt 

O.C. (1989-1975). ©449570HD 

Belt - Alt.; W/59 1/2" Belt 

O.C. (1989-1975). E4HT8620YA ©449590HD 

Belt - Alt.; W/71 1/2" Belt 

O.C. (1989-1975). E8HT8620B ©♦49710HD 

Belt - A.C.; (1990).C9PZ8620FP 49490HD 

Belt - A.C.; W/42 1/2" Belt 

O.C. (1989-1975). 49420HD 

Belt - A.C.; W/48 1/2" Belt 

O.C. (1989-1975).C9PZ8620CD 49480HD 

Belt - A.C.; W/53 1/2" Belt 

O.C. (1989-1975). E4HT8620JB 49530HD 

Hose - Upper - Eng. To Rad.; (1990). 22194 

Hose - Upper - Eng. To Pipe; (1989-1975). &2 1/2” I.D. 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durlon ® Silicone Hose Recommended. O 
•*” Use Notched Belt Only. ♦ 

^ Cut To Fit. 4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


FORD - Continued 

CATERPILLAR 3406 DIESEL ENG. 

- Continued 

L9000 - Continued 
1990-1975 - Continued 
Hose - Upper - Pipe To Rad.; (1989-1975). 

Hose - Lower - Eng. To Pipe; (1989-1975). 

Hose - Lower - Eng. To Rad.; (1990). 

Hose - Lower - Pipe To Rad.; (1989-1975). 

LA9000 

1990-1989 

Belt - Fan; Dec. 17, 1990 & 

Older (1990). E4HZ8620E 

Belt - Fan; Dec. 18, 1990 & 

Newer (1990). F1HZ8620G 

Belt - Fan; (1989). E4HT8620UA 

Belt - Alt.; (1990). E8HZ8620B 

Belt - Alt.; (1989).C8HA8620A 

Belt - A.C.C8HA8620S 


=<21115 

21239 

22062 

21491 


©TR22635 


Hose - Upper - Eng. To Rad.; 
Hose - Lower - Eng. To Rad.; 

LL9000 

1990-1984 

Belt - Fan; Dec. 17, 1990 & 

Older (1990). 

Belt - Fan; Dec. 18, 1990 & 

Newer (1990). 

Belt - Fan; (1989-1984). 

Belt - Alt.; (1990). 

Belt - Alt.; W/59 1/2" Belt 

O.C. (1989-1984). 

Belt - Alt.; W/71 1/2" Belt 

O.C. (1989-1984). 

Belt - A.C.; (1990). 

Belt - A.C.; W/48 1/2" Belt 

O.C. (1989-1984). 

Belt - A.C.; W/49 1/2" Belt 

O.C. (1989-1984). 

Belt - A.C.; W/51 1/2" Belt 

O.C. (1989-1984). 

Belt - A.C.; W/53 1/2" Belt 

O.C. (1989-1984). 

Hose - Upper - Eng. To Pipe. 
Hose - Upper - Pipe To Rad.. 
Hose - Lower - Eng. To Pipe. 
Hose - Lower - Pipe To Rad.. 
Hose - By Pass. 

LN9000 

1990-1975 

Belt - Fan; Dec. 17, 1990 & 

Older (1990). 

Belt - Fan; Dec. 18, 1990 & 

Newer (1990). 

Belt - Fan; (1989-1986). 

Belt - Fan; (1984-1975). 

Belt - Alt.; (1990). 

Belt - Alt.; W/54 1/2" Belt 

O.C. (1989-1986). 

Belt - Alt.; W/56 1/2" Belt 

O.C. (1989-1986). 

Belt - Alt.; W/57 1/2" Belt 

O.C. (1989-1986). 

Belt - Alt.; W/59 1/2" Belt 

O.C. (1989-1986). 

Belt - Alt.; W/71 1/2“ Belt 

O.C. (1989-1986). 

Belt - Alt.; W/54 1/2" Belt 

O.C. (1984-1975). 

Belt - Alt.; W/56 1/2" Belt 

O.C. (1984-1975). 

Belt - Alt.; W/57 1/2" Belt 

O.C. (1984-1975). 

Belt - Alt.; W/59 1/2" Belt 
O.C. (1984-1975). 


(1990).. 

(1990).. 


K100618 
TR22635 
©♦*971OHD 
♦9560HD 
♦9490HD 
22194 
22062 


E4HZ8620E 

©TR22635 

F1HZ8620G 

K100618 

©TR22635 

E8HZ8620B 

©♦*971OHD 

E4HT8620YA 

©**9590HD 

E8HZ8620B 

©♦*971 OHD 

C9PZ8620FP 

*9490HD 


*9480HD 


*9490HD 


*951 OHD 

E4HT8620JB 

*9530HD 


*2 1/2” I.D. 
=■<21123 
21239 
21304 
1 1/2” I.D. 


E4HZ8620E ©TR22635 

F1HZ8620G K100618 

E4HT8620UA ©TR22635 

E4HT8620UA ©TR22635 

E8HZ8620B ©**971 OHD 

©♦♦9540HD 

@*9560HD 

©♦*9570HD 

E4HT8620YA ©**9590HD 

E8HT8620B ©**971 OHD 

©♦*9540HD 

@*9560HD 

©♦*9570HD 

E4HT8620YA ©**9590HD 


FORD - Continued 

CATERPILLAR 3406 DIESEL ENG. 

- Continued 

LN9000 - Continued 
1990-1975 - Continued 
Belt - Alt.; W/71 1/2" Belt 

O.C. (1984-1975). E8HT8620B 

Belt - A.C.; (1990).C9PZ8620FP 

Belt - A.C.; W/42 1/2“ Belt 

O.C. (1989-1986). 

Belt - A.C.; W/48 1/2" Belt 

O.C. (1989-1986). 

Belt - A.C.; W/53 1/2" Belt 

O.C. (1989-1986). 

Belt - A.C.; W/42 1/2" Belt 

O.C. (1984-1975). 

Belt - A.C.; W/48 1/2" Belt 

O.C. (1984-1975). 

Belt - A.C.; W/53 1/2" Belt 

O.C. (1984-1975). 

Hose - Upper - Eng. To Rad. 

Hose - Upper - Eng. To Pipe 
Hose - Upper - Eng. To Pipe 
Hose - Upper - Pipe To Rad. 

Hose - Upper - Pipe To Rad. 

Hose - Lower - Eng. To Pipe 


Hose - Lower ■ 
Hose - Lower ■ 
Hose - Lower ■ 
Hose - Lower ■ 

LNT9000 


Eng. To Pipe; 
Eng. To Rad. 
Pipe To Rad. 
Pipe To Rad. 


C9PZ8620CD 

E4HT8620JB 

C9PZ8620CD 

E4HT8620JB 

(1990). 

(1989-1986). 

(1984-1975). 

(1989-1986). 

(1984-1975). 

(1989-1986). 

(1984-1975). 

(1990). 

(1989-1986). 

(1984-1975). 


©♦*971OHD 
*9490HD 

*9420HD 

*9480HD 

*9530HD 

*9420HD 

*9480HD 

*9530HD 
22194 
■ 0-2 1/2” I.D. 
■ 0-2 1/2” I.D. 
=<21115 
=<21115 
21239 
21239 
22062 
21491 
21491 


1990-1975 

Belt - Fan; Dec. 17, 1990 & 

Older (1990). 

Belt - Fan; Dec. 18, 1990 & 

Newer (1990). 

Belt - Fan; (1989-1988). 

Belt - Fan; (1984-1975). 

Belt - Alt.; (1990). 

Belt - Alt.; W/54 1/2" Belt 

O.C. (1989-1988). 

Belt - Alt.; W/56 1/2" Belt 

O.C. (1989-1988). 

Belt - Alt.; W/57 1/2" Belt 

O.C. (1989-1988). 

Belt - Alt.; W/59 1/2" Belt 

O.C. (1989-1988). 

Belt - Alt.; W/71 1/2" Belt 

O.C. (1989-1988). 

Belt - Alt.; W/54 1/2" Belt 

O.C. (1984-1975). 

Belt - Alt.; W/56 1/2" Belt 

O.C. (1984-1975). 

Belt - Alt.; W/57 1/2" Belt 

O.C. (1984-1975). 

Belt - Alt.; W/59 1/2" Belt 

O.C. (1984-1975). 

Belt - Alt.; W/71 1/2" Belt 

O.C. (1984-1975). 

Belt - A.C.; (1990). 

Belt - A.C.; W/42 1/2" Belt 

O.C. (1989-1988). 

Belt - A.C.; W/48 1/2" Belt 

O.C. (1989-1988). 

Belt - A.C.; W/53 1/2" Belt 

O.C. (1989-1988). 

Belt - A.C.; W/42 1/2" Belt 

O.C. (1984-1975). 

Belt - A.C.; W/48 1/2" Belt 

O.C. (1984-1975). 

Belt - A.C.; W/53 1/2" Belt 

O.C. (1984-1975). 

Hose - Upper - Eng. To Rad.; 
Hose - Upper - Eng. To Pipe; 
Hose - Upper - Eng. To Pipe; 
Hose - Upper - Pipe To Rad.; 


E4HZ8620E 

©TR22635 

F1HZ8620G 

E4HT8620UA 

E4HT8620UA 

E8HZ8620B 

K100618 
©TR22635 
©TR22635 
©♦*971 OHD 


©♦*9540HD 


@*9560HD 


©♦*9570HD 

E4HT8620YA 

©♦*9590HD 

E8HT8620B 

©♦*971 OHD 


©♦*9540HD 


©*9560HD 


©♦*9570HD 

E4HT8620YA 

©♦*9590HD 

E8HT8620B 

C9PZ8620FP 

©♦*971 OHD 
*9490HD 


*9420HD 

C9PZ8620CD 

*9480HD 

E4HT8620JB 

*9530HD 


*9420HD 

C9PZ8620CD 

*9480HD 

E4HT8620JB 

*9530HD 


(1990). 

(1989-1988). 

(1984-1975). 

(1989-1988). 


22194 
*2 1/2” I.D. 
*2 1/2” I.D. 
=<21115 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

•*” Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

=< Cut To Fit. * Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


FORD - Continued 

CATERPILLAR 3406 DIESEL ENG. 

- Continued 

LNT9000 - Continued 

1990-1975 - Continued 


Hose - Upper - Pipe To Rad.; (1984-1975). 
Hose - Lower - Eng. To Pipe; (1989-1988). 
Hose - Lower - Eng. To Pipe; (1984-1975). 

Hose - Lower - Eng. To Rad.; (1990). 

Hose - Lower - Pipe To Rad.; (1989-1988). 
Hose - Lower - Pipe To Rad.; (1984-1975). 

LS9000 

1990 

Belt - Fan; Dec. 17, 1990 & 

Older. E4HZ8620E 

Belt - Fan; Dec. 18, 1990 & 

Newer. F1HZ8620G 

Belt - Alt. E8HZ8620B 

=<21115 

21239 

21239 

22062 

21491 

21491 

©TR22635 

K100618 
©44971 OHD 

Belt - A.C. 

C9PZ8620FP 

49490HD 

Hose - Upper - Eng. To Rad.. 


22194 

Hose - Lower - Eng. To Rad.. 


22062 

LT9000 

1990-1975 

Belt - Fan; (1990). 

E4HT8620UA 

TR22635 

Belt - Fan; (1989-1975). 

E4HT8620UA 

©TR22635 

Belt - Alt.; Preferred Belt 
(1990). 

E8HT8620B 

2/971 OPB 

Belt - Alt.; Optional Belt 
(1990). 


©4971 OHD 

Belt - Alt.; W/54 1/2" Belt 

O.C. (1989-1975). 


©449540HD 

Belt - Alt.; W/56 1/2" Belt 

O.C. (1989-1975). 


©49560HD 

Belt - Alt.; W/57 1/2" Belt 

O.C. (1989-1975). 


©449570HD 

Belt - Alt.; W/59 1/2" Belt 

O.C. (1989-1975). 

E4HT8620YA 

©449590HD 

Belt - Alt.; W/71 1/2" Belt 

O.C. (1989-1975). 

E8HT8620B 

©44971 OHD 

Belt - A.C.; (1990). 

C9PZ8620FP 

49490HD 

Belt - A.C.; W/42 1/2" Belt 
O.C. (1989-1975). 


49420HD 

Belt - A.C.; W/48 1/2" Belt 
O.C. (1989-1975). 

C9PZ8620CD 

49480HD 


Belt - A.C.; W/53 1/2" Belt 

O.C. (1989-1975). 

Hose - Upper - Eng. To Rad. 
Hose - Upper - Eng. To Pipe 
Hose - Upper - Pipe To Rad. 
Hose - Lower - Eng. To Pipe 
Hose - Lower - Eng. To Rad. 
Hose - Lower - Pipe To Rad. 
Hose - By Pass; (1990). 

LTA9000 

1990 

Belt - Fan. 

Belt - Alt.; Preferred Belt. 

Belt - Alt.; Optional Belt. 

Belt - A.C. 

Hose - Upper - Eng. To Rad.. 
Hose - Lower - Eng. To Rad.. 
Hose - By Pass. 

LTL9000 

1990-1982 

Belt - Fan; (1990). 

Belt - Fan; (1989-1984). 

Belt - Fan; Dec. 1, 1983 & 

Newer (1983-1982). 

Belt - Fan; Nov. 30, 1983 & 
Older (1983-1982).. 


E4HT8620JB 

(1990). 

(1989-1975) 

(1989-1975) 

(1989-1975) 

(1990). 

(1989-1975) 


E4HT8620UA 

E8HT8620B 

C9PZ8620FP 


E4HT8620UA 


Belt - Alt. 
(1990).. 
Belt - Alt. 
(1990).. 


Preferred Belt 


E8HT8620B 


Optional Belt 


49530HD 
^22194 
*2 1/2” I.D. 
^21115 
21239 
22062 
21491 
1 1/2” I.D. 


TR22635 
2/9710PB 
©4971OHD 
49490HD 
^22194 
22062 
1 1/2” I.D. 


TR22635 

©TR22635 

©TR22635 

©TR22648 

2/971OPB 

©4971OHD 


E4HT8620YA ©449590HD 


E8HZ8620B 

C9PZ8620FP 


E4HT8620JB 

(1990). 

(1989-1982) 

; (1989-1982) 
(1989-1982) 

; (1990). 

(1989-1982) 


FORD - Continued 

CATERPILLAR 3406 DIESEL ENG. 

- Continued 

LTL9000 - Continued 
1990-1982 - Continued 
Belt - Alt.; W/59 1/2" Belt 

O.C. (1989-1982). 

Belt - Alt.; W/71 1/2" Belt 

O.C. (1989-1982). 

Belt - A.C.; (1990). 

Belt - A.C.; W/48 1/2“ Belt 

O.C. (1989-1982). 

Belt - A.C.; W/49 1/2" Belt 

O.C. (1989-1982). 

Belt - A.C.; W/51 1/2" Belt 

O.C. (1989-1982). 

Belt - A.C.; W/53 1/2" Belt 

O.C. (1989-1982). 

Hose - Upper - Eng. To Rad.: 

Hose - Upper - Eng. To Pipe; 

Hose - Upper - Pipe To Rad. 

Hose - Lower - Eng. To Pipe; 

Hose - Lower - Eng. To Rad.: 

Hose - Lower - Pipe To Rad. 

Hose - By Pass. 

LTS9000 

1990-1975 

Belt - Fan; (1990). 

Belt - Fan; (1989-1975). 

Belt - Alt.; Preferred Belt 

(1990). 

Belt - Alt.; Optional Belt 

(1990). 

Belt - Alt.; W/54 1/2" Belt 

O.C. (1989-1975). 

Belt - Alt.; W/56 1/2" Belt 

O.C. (1989-1975). 

Belt - Alt.; W/57 1/2" Belt 

O.C. (1989-1975). 

Belt - Alt.; W/59 1/2" Belt 

O.C. (1989-1975). 

Belt - Alt.; W/71 1/2" Belt 

O.C. (1989-1975). 

Belt - A.C.; (1990). 

Belt - A.C.; W/42 1/2" Belt 

O.C. (1989-1975). 

Belt - A.C.; W/48 1/2" Belt 

O.C. (1989-1975). 

Belt - A.C.; W/53 1/2" Belt 

O.C. (1989-1975). 

Hose - Upper - Eng. To Rad.; 

Hose - Upper - Eng. To Pipe; 

Hose - Upper - Pipe To Rad. 

Hose - Lower - Eng. To Pipe; 

Hose - Lower - Eng. To Rad.; 

Hose - Lower - Pipe To Rad. 

Hose - By Pass; (1990). 

W9000; WT9000 

1976 

Belt - Fan. 

Belt - Fan & Alt. 

Belt - A.C. 


E4HT8620UA 

E4HT8620UA 

E8HT8620B 


E4HT8620YA 

E8HT8620B 

C9PZ8620FP 


C9PZ8620CD 


E4HT8620JB 

(1990). 

(1989-1975) 

; (1989-1975) 
(1989-1975) 

; (1990). 

(1989-1975) 


©44971OHD 
49490HD 

49480HD 

49490HD 

4951 OHD 

49530HD 
^22194 
*2 1/2” I.D. 
s-<21123 
21239 
22062 
21304 
1 1/2” I.D. 


TR22635 

©TR22635 

2/971 OPB 

©4971 OHD 

©449540HD 

©49560HD 

©449570HD 

©449590HD 

©44971 OHD 
49490HD 

49420HD 

49480HD 

49530HD 
^22194 
*2 1/2” I.D. 
=<21115 
21239 
22062 
21491 
1 1/2” I.D. 


D5HA8620RA 

D2TE8620ZA 

D3HA8620AA 


©TR22625 

©449430HD 

49425HD 


CATERPILLAR VI50 DIESEL ENG.; 
CATERPILLAR V175 DIESEL ENG. 

C6000; C7000; C8000; CT8000 

1975-1968 

Belt - W.P. & Alt.; W/105A. 

Alt.C9PZ8620CY 49570HD 

Belt - W.P. & Alt.; W/42A., 

55A., 65A., 70A. Alt.C9PZ8620CV 49560HD 

Belt - P.S.C9PZ8620BH 49370HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*’ Use Notched Belt Only. 

=< Cut To Fit. 


o 

4 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


FORD - Continued 

CATERPILLAR V150 DIESEL ENG.; 
CATERPILLAR V175 DIESEL ENG. 

- Continued 

C6000; C7000; C8000; CT8000 - Continued 
1975-1968 - Continued 
Belt - Air Brake Compr.; 

W/12 Cu. Ft. Air Brake 

Compr. 

Belt - Air Brake Compr.; W/7 
1/4 Cu. Ft. Air Brake Com¬ 
pr. (1975-1971). 

Belt - Air Brake Compr.; W/7 
1/4 Cu. Ft. Air Brake Com¬ 
pr. (1970-1968). 

Belt - V.P.; (1975-1973). 

Belt - V.P.; (1972-1968). 

Hose - Lower. 

Hose - Heater. 

Hose - Oil Cooler Inlet. 

Hose - Oil Cooler Outlet. 

F6000; F7000 

1975-1968 

Belt - Fan & Alt.; W/105A. 

Alt. (1975-1971).C9PZ8620GV 

Belt - Fan & Alt.; W/40A, 

42A., 55A., 60A., 70A. Alt.... C9PZ8620DE 
Belt - Fan & Alt.; W/65A. Alt.. C9PZ8620DG 
Belt - Fan & Alt.; W/105A. 

Alt. (1970-1968).C9PZ8620DP 

Belt - P.S.C9PZ8620BH 

Belt - Air Brake Compr.D0HA8620U 

Belt - Hyd. Brake Boost 


C9PZ8620CZ 

49580HD 

C9PZ8620CV 

49560HD 

C9PZ8620CL 

4951 OHD 

C8HA8620A 

49560HD 

D0AZ8620E 

49525HD 


21111 
5/8" I.D. 
21381 
21380 


Pump. 


D0AZ8620E 


©49630HD 

©♦4961OHD 
©49625HD 

©449670HD 

49370HD 

49550HD 

49525HD 


Belt - V.P.; W/Bendix Pump.. 

Hose - Lower. 

Hose - Oil Cooler Inlet. 

Hose - Oil Cooler Outlet. 

. D2AE8620HA 

49580HD 

s<21379 

21381 

21380 

F8000 


1969-1968 

Belt - Fan. 

. C9PZ8620CH 

49490HD 


Belt - W.P. & Alt.C9PZ8620DE 

Belt - P.S.C9PZ8620BH 

Belt - Air Brake Compr.C9PZ8620CY 

Hose - Upper. 

Hose - Lower. 

Hose - Heater. 

Hose - Oil Cooler Inlet. 

Hose - Oil Cooler Outlet. 

L8000 

1975-1970 

Belt - Fan.C9PZ8620GN 

Belt - Alt.; W/42A., 45A. Alt.... C9PZ8620GH 

Belt - Alt.; W/70A. Alt.C9PZ8620GG 

Belt - P.S. D0VZ8620B 

Belt - Air Brake Compr.C9PZ8620GN 

Hose - Upper. 

Hose - Lower. 

Hose - Heater Inlet. 

Hose - Heater Outlet. 

LN6000; LN7000 

1975-1968 

Belt - Fan & Alt.; W/105A. 

Alt. (1975-1971).C9PZ8620GV 

Belt - Fan & Alt.; W/40A, 

42A., 55A., 60A., 70A. Alt.... C9PZ8620DE 
Belt - Fan & Alt.; W/65A. Alt.. C9PZ8620DG 
Belt - Fan & Alt.; W/105A. 

Alt. (1970-1968).C9PZ8620DP 

Belt - P.S.C9PZ8620BH 

Belt - Air Brake Compr.D0HA8620U 


or 


or 


©♦♦961 OHD 
49370HD 
49570HD 
20727 
26506 
^20611 
26508 
5/8” I.D. 
21381 
21380 


49550HD 
©49625HD 
©44961 OHD 
©♦49520HD 
49550HD 
20735 
26510 
3/4” I.D. 
5/8” I.D. 


©49630HD 

©44961 OHD 
©49625HD 

©449670HD 

49370HD 

49550HD 


FORD - Continued 

CATERPILLAR VI50 DIESEL ENG.; 
CATERPILLAR V175 DIESEL ENG. 

- Continued 

LN6000; LN7000 - Continued 
1975-1968 - Continued 
Belt - Hyd. Brake Boost 

Pump. D0AZ8620E 49525HD 

Belt - V.P.; W/Bendix Pump... D2AE8620HA 49580HD 

LN8000; LNT8000; LT8000; LTS8000 

1975-1970 

Belt - Fan.C9PZ8620GN 

Belt - Alt.; W/42A., 45A. Alt.... C9PZ8620GH 

Belt - Alt.; W/70A. Alt.C9PZ8620GG 

Belt - P.S. D0VZ8620B 

Air Brake Compr.C9PZ8620GN 

- Upper. 


Belt - 
Hose 
Hose 
Hose 
Hose 

T8000 

1969-1968 

Belt - Fan. 

Belt - W.P. & Alt, 


Lower. 

Heater Inlet.... 
Heater Outlet.. 


49550HD 
©49625HD 
©44961 OHD 
©449520HD 
49550HD 
20735 
26510 
3/4” I.D. 
5/8” I.D. 


C9PZ8620CH 

C9PZ8620DE 


Belt - P.S.C9PZ8620BH 

Belt - Air Brake Compr.C9PZ8620CY 

Hose - Upper. 


Hose - Lower.. 


or 


or 


Hose ■ 
Hose ■ 
Hose ■ 


Heater. 

Oil Cooler Inlet. 

Oil Cooler Outlet.. 


49490HD 
©44961 OHD 
49370HD 
49570HD 
20727 
26506 
^20611 
26508 
5/8” I.D. 
21381 
21380 


CATERPILLAR VI90 DIESEL ENG.; 
CATERPILLAR V290 DIESEL ENG. 

C7000; C8000; CT8000 

1975-1968 

Belt - W.P. & Alt.; W/105A. 

Alt. 

Belt - W.P. & Alt.; W/42A., 

55A., 70A. Alt. 

Belt - P.S. 

Belt - Air Brake Compr.; 

W/12 Cu. Ft. Air Brake 

Compr. 

Belt - Air Brake Compr.; W/7 
1/4 Cu. Ft. Air Brake Com- 

P r . 

Hose - Upper. 

Hose - Lower. 

Hose - Heater. 

Hose - Oil Cooler Inlet. 

Hose - Oil Cooler Outlet. 

F6000; F7000 

1975-1968 

Belt - Fan & Alt.; W/105A. 

Alt. 

Belt - Fan & Alt.; W/42A, 

55A., 61 A., 70A. Alt. D0HA8620AA 

Belt - Fan & Alt.; W/65A. Alt.. 

Belt - P.S. 

Belt - Air Brake Compr.D0HA8620U 

Belt - V.P. D0HA8620AG 

Hose - Lower. 

Hose - Oil Cooler Inlet. 

Hose - Oil Cooler Outlet. 

L8000 

1975-1970 

Belt - Fan. D0HA8620U 

Belt - W.P. & Alt.; W/42A., 

55A. Alt. D0HA8620N 



49570HD 

C8HA8620A 

C8TA8620F 

49560HD 

49370HD 

D2AE8620HA 

49580HD 

D0AZ8620E 

49525HD 
26504 
21111 
5/8" I.D. 
21381 
21380 


©49630HD 

©44961 OHD 
©49620HD 
49370HD 
49550HD 
49525HD 
^21379 
21381 
21380 


49550HD 

49625HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. 4 PowerBand® Belt May Work, Use Template To Check. 

Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


FORD - Continued 

CATERPILLAR V190 DIESEL ENG.; 
CATERPILLAR V290 DIESEL ENG. 


- Continued 

L8000 - Continued 
1975-1970 - Continued 
Belt - W.P. & Alt.; W/65A., 


70A„ 85A. Alt. 

D0HA8620AA 

©449610HD 

Belt - P.S. 

D0HA8620Z 

©449510HD 

Belt - A.C. 

C9PZ8620BE 

49350HD 

Belt - Air Brake Compr.; 

W/12 Cu. Ft. Air Brake 

Compr. 

D0AZ8620E 

49525HD 

Belt - Air Brake Compr.; W/7 

1/4 Cu. Ft. Air Brake Com- 

pr. 

C9PZ8620GN 

49550HD 

Belt - V.P. 

D0AZ8620E 

49525HD 

Hose - Upper. 


20735 

Hose - Heater. 


5/8" I.D. 

Hose - Oil Cooler Inlet. 


21381 

Hose - Oil Cooler Outlet. 


21380 


LN6000 

1975-1968 

Belt - Fan & Alt.; W/105A. 

Alt. ©49630HD 

Belt - Fan & Alt.; W/42A, 

55A., 61 A., 70A. Alt. D0HA8620AA ©449610HD 

Belt - Fan & Alt.; W/65A. Alt.. ©49620HD 

Belt - P.S . 49370HD 

Belt - Air Brake Compr. D0HA8620U 49550HD 

Belt - V.P. D0HA8620AG 49525HD 

Hose - Upper; (1975-1970). ^21256 

Hose - Lower; (1975-1970). ^20611 

Hose - Oil Cooler Inlet; (1975-1970). 21381 

Hose - Oil Cooler Outlet; (1975-1970). 21380 

LN7000 

1975-1970 


Belt - Fan. 

D0HA8620U 

49550HD 

Belt - W.P. & Alt.; W/42A., 
55A. Alt. 

D0HA8620N 

49625HD 

Belt - W.P. & Alt.; W/65A., 
70A„ 85A. Alt. 

D0HA8620AA 

©44961OHD 

Belt - P.S. 

D0HA8620Z 

©44951OHD 

Belt - A.C. 

C9PZ8620BE 

49350HD 

Belt - Air Brake Compr.; 

W/12 Cu. Ft. Air Brake 
Compr. 

D0AZ8620E 

49525HD 

Belt - Air Brake Compr.; W/7 
1/4 Cu. Ft. Air Brake Com- 
pr. 

C9PZ8620GN 

49550HD 

Belt - V.P. 

D0AZ8620E 

49525HD 


Hose - Upper. ^<21256 

Hose - Lower. s-^20611 

Hose - Oil Cooler Inlet. 21381 

Hose - Oil Cooler Outlet. 21380 

LN8000; LNT8000; LT8000; LTS8000 


FORD - Continued 

CATERPILLAR VI90 DIESEL ENG.; 
CATERPILLAR V290 DIESEL ENG. 

- Continued 

LN8000; LNT8000; LT8000; LTS8000 - Continued 
1975-1970 - Continued 

Hose - Oil Cooler Outlet. 21380 

CUMMINS C SERIES 8.3 L DIESEL 
ENG. 

C8000 

1971-1965 

Belt - W.P. C7TZ8620K 

Belt - Alt. C7TZ8620H 

Belt - P.S.C6DE8620F 

Hose - Upper; (1965). 


C5TS8620S 


C5TS8620N 


Hose - Lower - Eng. To Pipe; (1965) 

Hose - Lower - Pipe To Rad.; (1965) 

F8000 

1969- 1965 

Belt - Fan; W/Auto. Trans. 

(1969-1968). 

Belt - Fan; W/Man. Trans. 

(1969-1968). 

Belt - Fan; W/Auto. Trans. 

(1966-1965). 

Belt - Fan; W/Man. Trans. 

(1966-1965). 

Belt - Alt.; W/45A., 55A. Alt, 

(1969-1968). 

Belt - Alt.; W/60A. Alt. 

(1969-1968). 

Belt - Alt.; W/45A., 55A. Alt. 

(1966-1965). 

Belt - Alt.; W/60A. Alt. 

(1966-1965). C5TS8620N 

Belt - P.S.; (1969-1968). C5TS8620M 

Belt - P.S.; (1966-1965). C5TS8620M 

Hose - Upper; (1969-1968). 

Hose - Upper; (1966-1965). 

Hose - Lower; W/Auto. Trans. (1969-1968). 
Hose - Lower; W/Auto. Trans. (1966-1965). 
Hose - Lower - Eng. To Pipe; W/Man. 

Trans. (1969-1968). 

Hose - Lower - Eng. To Pipe; W/Man. 

Trans. (1966-1965). 

Hose - Lower - Pipe To Rad.; W/Man. 
Trans. (1969-1968). 

Hose - Lower - Pipe To Rad.; W/Man. 
Trans. (1966-1965). 

T8000 

1970- 1966 

Belt - Fan; W/Auto. Trans. 


TR22461 
49330HD 
@7375 
20206 
26507 
■*2 1/4” I.D. 
20748 


C5TS8620S ©49313HD 

C5TS8620R ©49319HD 


©49313HD 


C5TS8620R ©49319HD 


49319HD 

49341 HD 

49319HD 

49341 HD 
©49360HD 
©49360HD 
26510 
26510 
20748 
20748 

^20538 

-=20538 

21308 
' 26519 

21308 
' 26519 


1975-1970 



(1970)...!. 

C5TS8620S 

©49313HD 

Belt - Fan. 

D0HA8620U 

49550HD 

Belt - Fan; W/Man. Trans. 



Belt - W.P. & Alt.; W/42A., 



(1970). 

C5TS8620R 

©49319HD 

55A. Alt. 

D0HA8620N 

49625HD 

Belt - Fan; W/Auto. Trans. 



Belt - W.P. & Alt.; W/65A., 



(1968-1966). 

C5TS8620S 

©49313HD 

70A.. 85A. Alt. 

D0HA8620AA 

©44961 OHD 

Belt - Fan; W/Man. Trans. 



Belt - P.S. 

D0HA8620Z 

@44951 OHD 

(1968-1966). 

C5TS8620R 

©49319HD 

Belt - A.C. 

C9PZ8620BE 

49350HD 

Belt - Alt.; W/45A., 55A. Alt. 



Belt - Air Brake Compr.; 



(1970). 


49319HD 

W/12 Cu. Ft. Air Brake 



Belt-Alt.; W/60A. Alt. (1970). 

C5TS8620N 

49341 HD 

Compr. 

D0AZ8620E 

49525HD 

Belt - Alt.; W/45A., 55A. Alt. 



Belt - Air Brake Compr.; W/7 



(1968-1966). 


49319HD 

1/4 Cu. Ft. Air Brake Com- 



Belt - Alt.; W/60A. Alt. 



pr. 

C9PZ8620GN 

49550HD 

(1968-1966). 

C5TS8620N 

49341 HD 

Belt - V.P. 

D0AZ8620E 

49525HD 

Belt - P.S.; (1970). 

C5TS8620M 

©49360HD 

Hose - Upper. 


20735 

Belt - P.S.; (1968-1966). 

C5TS8620M 

©49360HD 

Hose - Heater. 


5/8" I.D. 

Hose - Upper; (1968-1966). 


26510 

Hose - Oil Cooler Inlet. 


21381 

Hose - Lower; W/Auto. Trans. (1968-1966). 

20748 


© Two Required. 
© Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durlon ® Silicone Hose Recommended. O 
•*” Use Notched Belt Only. ♦ 

^ Cut To Fit. 4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


FORD - Continued 

CUMMINS C SERIES 8.3 L DIESEL 
ENG. - Continued 

T8000 - Continued 
1970-1966 - Continued 
Hose - Lower - Eng. To Pipe; W/Man. 

Trans. (1968-1966). ^20538 

Hose - Lower - Pipe To Rad.; W/Man. 

(1968-1966). 


Trans. 


CUMMINS KT DIESEL ENG. 

CLT9000 

1982 

Belt - Alt.; W/36 5/8" Belt 

O.C. 205913 

Belt - Alt.; W/37 5/8" Belt 

O.C. 206996 

Belt - A.C.; Apr. 4, 1982 & 

Older.C9PZ8620GD 

Belt - A.C.; Apr. 5, 1982 & 

Newer.C9PZ8620BY 

Hose - Upper - Eng. To Pipe. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Rad. To Pipe. 

Hose - By Pass; Rad. Side. 

Hose - By Pass - Eng. Side. 

Hose - Heater Hose. 

CUMMINS L10 DIESEL ENG. 

CL9000; CLT9000 

1990-1988 


21308 

26519 


4K050360HD 

K050370 

49500HD 


49447HD 

21241 

*3 1/2” I.D. 
*3 1/2” I.D. 
1” I.D. 

2” I.D. 
5/8” I.D. 


FORD - Continued 

CUMMINS L10 DIESEL ENG. - Continued 

L9000 - Continued 
1990-1986 - Continued 
Hose - Lower - Eng. To Rad.; W/Man. 

Trans. (1990). 21568 

Hose - Heater. 5/8” I.D. 

LA9000 

1990-1988 

Belt - Fan; Jan. 22, 1990 & 

Newer (1990). F0HZ8620C K080530 

Belt - Fan; Jan. 22, 1990 & 

Older (1990). E4HZ8620C 4K080605HD 

Belt - Fan; (1989-1988). E4HT8620RB 4K080605HD 

Belt - Alt.; Dec. 3, 1990 & 

Newer; W/O Delco Alt. 

(1990). F1HZ8620K 4K050350HD 

Belt - Alt.; Dec. 3, 1990 & 

Older; W/O Delco Alt. 

(1990). E4HZ8620B 4K050340HD 

Belt - Alt.; W/Delco Alt. E4FZ8620C *K050360HD 

Belt - Alt.; W/Motorcraft Alt. 

(1989-1988). E4HT8620KB 4K050340HD 

Belt - A.C.; (1990).C9PZ8620CD 49480HD 

Belt - A.C.; (1989-1988). 49470HD 

Hose - Upper - Eng. To Pipe. ^-2 1/4” I.D. 

Hose - Upper - Pipe To Rad. ^<20957 

Hose - Lower - Eng. To Pipe; W/O Low 

Flow Cool. 21505 

Hose - Lower - Eng. To Rad.; W/Man. 

Trans. (1990). 21568 

Hose - Heater. 5/8” I.D. 


Belt - Fan; (1990). 

Belt - Fan; W/53 3/8" Belt 

O.C. (1989-1988). 

Belt - Fan; W/60 7/8" Belt 
O.C. (1989-1988). 

. E4HT8620RB 

K080530 

K080530 

4K080605HD 

LL9000 

1990 

Belt - Fan; Jan. 22, 1990 & 
Newer. 

. F0HZ8620C 

K080530 

Belt - Alt.; W/Delco Alt. 

(1990). 

. E4HZ8620C 

4K080605HD 

Belt - Fan; Jan. 22, 1990 & 
Older. 

. E4HZ8620C 

4K080605HD 

Belt - Alt.; W/O Delco Alt. 
(1990). 

. E4FZ8620C 

4K050360HD 

Belt - Alt.; Dec. 3, 1990 & 
Newer; W/O Delco Alt. 

. F1HZ8620K 

4K050350HD 

Belt - Alt.; W/Delco Alt. 
(1989-1988). 

. E4FZ8620C 

4K050360HD 

Belt - Alt.; Dec. 3, 1990 & 
Older; W/O Delco Alt. 

. E4HZ8620B 

4K050340HD 

Belt - Alt.; W/Motorcraft Alt. 
(1989-1988). 

. E4HT8620KB 

4K050340HD 

Belt - Alt.; W/Delco Alt. 

Belt - A.C. 

. E4FZ8620C 
. C9PZ8620CD 

4K050360HD 

49480HD 

Belt - A.C.; W/FS-6 Compr... 

. D2AE8620HA 

49570HD 

Hose - Heater. 


5/8” I.D. 


Belt - A.C.; W/Sanden Com- 

pr. (1990). E6HT8620AA 

Belt - A.C.; W/Sanden A.C. 

Compr. (1989-1988). E6HT8620AA 

Hose - Upper. 

Hose - Lower; (1990). 

Hose - Lower; (1989-1988). 

Hose - Heater. 

L9000 

1990-1986 

Belt - Fan; Jan. 22, 1990 & 

Newer (1990). 

Belt - Fan; Jan. 22, 1990 & 

Older (1990). 

Belt - Fan; (1989-1986). 

Belt - Alt.; Dec. 3, 1990 & 

Newer; W/O Delco Alt. 

(1990). 

Belt - Alt.; Dec. 3, 1990 & 

Older; W/O Delco Alt. 

(1990). 

Belt - Alt.; W/Delco Alt. 

Belt - Alt.; W/Motorcraft Alt. 

(1989-1986). 

Belt - A.C.; (1990). 

Belt - A.C.; (1989-1986). 

Hose - Upper - Eng. To Pipe; 

Hose - Upper - Pipe To Rad.; 

Hose - Lower - Eng. To Pipe; 

Flow Cool. (1989-1986) 


F0HZ8620C 

E4HZ8620C 

E4HT8620RB 


F1HZ8620K 


E4HZ8620B 

E4FZ8620C 

E4HT8620KB 

C9PZ8620CD 

(1989-1986). 
(1989-1986). 
W/O Low 


49545HD 

49550HD 
▲1” I.D. 

1 1/4” I.D. 
▲1 1/4” I.D. 
3/4” I.D. 


K080530 

4K080605HD 

4K080605HD 


♦K050350HD 

♦K050340HD 

4K050360HD 

♦K050340HD 
49480HD 
49470HD 
■D-2 1/4” I.D. 
^20957 


21505 


LN9000 

1990-1986 

Belt - Fan; Jan. 22, 1990 & 

Newer (1990). 

Belt - Fan; Jan. 22, 1990 & 

Older (1990). 

Belt - Fan; (1989-1986). 

Belt - Alt.; Dec. 3, 1990 & 
Newer; W/O Delco Alt. 

(1990). 

Belt - Alt.; Dec. 3, 1990 & 
Older; W/O Delco Alt. 

(1990). 

Belt - Alt.; W/Delco Alt. 

Belt - Alt.; W/Motorcraft Alt. 

(1989-1986). 

Belt - A.C.; (1990). 

Belt - A.C.; (1989-1986). 

Hose - Upper - Eng. To Pipe 
Hose - Upper - Pipe To Rad. 
Hose - Lower - Eng. To Pipe 

Flow Cool. (1989-1986). 

Hose - Lower - Eng. To Rad. 

Trans. (1990). 

Hose - Heater. 

LNT9000 

1990-1985 

Belt - Fan; Jan. 22, 1990 & 
Newer (1990). 


F0HZ8620C 

E4HZ8620C 

E4HT8620RB 


F1HZ8620K 

E4HZ8620B 

E4FZ8620C 

E4HT8620KB 

C9PZ8620CD 

(1989-1986). 
(1989-1986). 
W/O Low 

W/Man. 


F0HZ8620C 


K080530 

4K080605HD 

4K080605HD 


♦K050350HD 

4K050340HD 

4K050360HD 

♦K050340HD 
49480HD 
49470HD 
*2 1/4” I.D. 
^20957 

21505 

21568 
5/8” I.D. 


K080530 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

^ Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

FORD - Continued 


Gates No. 


Application 

FORD - Continued 


Mfr. Part No. 


CUMMINS L10 DIESEL ENG. - Continued 

LNT9000 - Continued 


CUMMINS L10 DIESEL ENG. 

LTA9000 - Continued 


1990-1985 - Continued 
Belt - Fan; Jan. 22, 1990 & 


Older (1990). E4HZ8620C 

Belt - Fan; (1989-1985). E4HT8620RB 

Belt - Alt.; Dec. 3, 1990 & 

Newer; W/O Delco Alt. 

(1990). F1HZ8620K 

Belt - Alt.; Dec. 3, 1990 & 

Older; W/O Delco Alt. 

(1990). E4HZ8620B 

Belt - Alt.; W/Delco Alt. E4FZ8620C 

Belt - Alt.; W/Motorcraft Alt. 

(1989-1985). E4HT8620KB 

Belt - A.C.; (1990).C9PZ8620CD 

Belt - A.C.; (1989-1985). 


Hose - Upper - Eng. To Pipe; (1989-1985). 
Hose - Upper - Pipe To Rad.; (1989-1985). 
Hose - Lower - Eng. To Pipe; W/O Low 

Flow Cool. (1989-1985). 

Hose - Lower - Eng. To Rad.; W/Man. 


Trans. (1990). 

Hose - Heater. 

LS9000 

1990 

Belt - Fan; Jan. 22, 1990 & 

Newer. F0HZ8620C 

Belt - Fan; Jan. 22, 1990 & 

Older. E4HZ8620C 

Belt - Alt.; Dec. 3, 1990 & 

Newer; W/O Delco Alt. F1HZ8620K 

Belt - Alt.; Dec. 3, 1990 & 

Older; W/O Delco Alt. E4HZ8620B 

Belt - Alt.; W/Delco Alt. E4FZ8620C 

Belt - A.C.C9PZ8620CD 


Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad. 

Hose - Lower - Eng. To Pipe; W/O Low 

Flow Cool. 

Hose - Lower - Eng. To Rad.; W/Man. 


Trans. 

Hose - Heater. 

LT9000 

1990-1986 

Belt - Fan; Jan. 22, 1990 & 

Newer (1990). F0HT8620DA 

Belt - Fan; Jan. 22, 1990 & 

Older (1990). E4HT8620RB 

Belt - Fan; (1989-1986). E4HT8620RB 

Belt - Alt.; W/Delco Alt. E4FZ8620C 

Belt - Alt.; W/Motorcraft Alt. E4HT8620KB 

Belt - A.C.; (1990).C9PZ8620CD 

Belt - A.C.; (1989-1986). 


Hose - Upper - Eng. To Pipe; (1989-1986). 
Hose - Upper - Pipe To Rad.; (1989-1986). 
Hose - Lower - Eng. To Pipe; W/O Low 

Flow Cool. (1989-1986). 

Hose - Lower - Eng. To Rad.; W/Man. 


Trans. (1990). 

Hose - Heater. 

LTA9000 

1990-1988 

Belt - Fan; Jan. 21, 1990 & 

Newer (1990). F0HT8620DA 

Belt - Fan; Jan. 22, 1990 & 

Older (1990). E4HZ8620C 

Belt - Fan; (1989-1988). E4HT8620RB 

Belt - Alt.; W/5-Ribbed Belt; 

W/Delco Alt. (1990). E4FZ8620C 

Belt - Alt.; W/Delco Alt.; 

W/8-Ribbed Belt (1990). E4HZ8620C 

Belt - Alt.; W/Motorcraft Alt. E4HT8620KB 

Belt - Alt.; W/Delco Alt. 

(1989-1988). E4FZ8620C 


4K080605HD 

♦K080605HD 


♦K050350HD 


♦K050340HD 

♦K050360HD 

♦K050340HD 
49480HD 
*9470HD 
*2 1/4” I.D. 
^20957 

21505 

21568 
5/8” I.D. 


K080530 

4K080605HD 


1990-1988 - Continued 

Belt - A.C.; (1990).C9PZ8620CD 

Belt - A.C.; (1989-1988). 

Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad. 

Hose - Lower - Eng. To Pipe; W/O Low 

Flow Cool. 

Hose - Lower - Eng. To Rad.; W/Low Flow 

Cool. (1990). 

Hose - Lower - Eng. To Rad.; W/Man. 


Trans. (1990). 

Hose - Heater. 

LTL9000 

1990-1986 

Belt - Fan; Jan. 22, 1990 & 

Newer (1990). F0HT8620DA 

Belt - Fan; Jan. 22, 1990 & 

Older (1990). E4HT8620RB 

Belt - Fan; (1989-1986). E4HT8620RB 

Belt - Alt.; W/Delco Alt. E4FZ8620C 

Belt - Alt.; W/Motorcraft Alt. E4HT8620KB 

Belt - A.C.; (1990).C9PZ8620CD 

Belt - A.C.; (1989-1986). 


Hose - Upper - Eng. To Pipe; (1989-1986). 
Hose - Upper - Pipe To Rad.; (1989-1986). 
Hose - Lower - Eng. To Pipe; W/O Low 

Flow Cool. (1989-1986). 

Hose - Heater. 


♦K050350HD 

♦K050340HD 
♦K050360HD 
49480HD 
*2 1/4” I.D. 
^20957 

21505 

21568 
5/8” I.D. 


K080530 

4K080605HD 

4K080605HD 

4K050360HD 

♦K050340HD 

49480HD 

*9470HD 

*2 1/4” I.D. 

^20957 

21505 

21568 
5/8” I.D. 


K080530 

4K080605HD 

♦K080605HD 

4K050360HD 


LTS9000 

1990-1986 

Belt - Fan; Jan. 22, 1990 & 

Newer (1990). F0HT8620DA 

Belt - Fan; Jan. 22, 1990 & 

Older (1990). E4HT8620RB 

Belt - Fan; (1989-1988). E4HT8620RB 

Belt - Fan; Jan. 22, 1990 & 

Newer (1987). F0HT8620DA 

Belt - Fan; Jan. 22, 1990 & 

Older (1987). E4HT8620RB 

Belt - Fan; (1986). E4HT8620RB 

Belt - Alt.; W/Delco Alt. E4FZ8620C 

Belt - Alt.; W/Motorcraft Alt. E4HT8620KB 

Belt - A.C.; (1990).C9PZ8620CD 

Belt - A.C.; (1989-1986). 


Hose - Upper - Eng. To Pipe; (1989-1986). 
Hose - Upper - Pipe To Rad.; (1989-1986). 
Hose - Lower - Eng. To Pipe; W/O Low 

Flow Cool. (1989-1986). 

Hose - Heater. 

CUMMINS NH DIESEL ENG. 


HD950 

1966-1961 

Belt - Fan.C1TT8620E 

Belt - W.P. C2TZ8620A 

Belt - Alt.; W/Cummins 

NH180, NH220 Eng. C2TZ8620B 

Belt - Alt.; W/Cummins 

NH225, NH250 Eng. C3TZ8620N 

Belt - P.S.; Ser. No. 30000 & 

Before.C1TT8620J 

Belt - P.S.; Ser. No. 30001 & 

After. C2TZ8620C 

Belt - A.C.C4TZ8620N 

HD1000 

1966-1961 

Belt - Fan.C1TT8620E 

Belt - W.P. C2TZ8620A 


4K080605HD 

4K050340HD 

♦K050360HD 


Belt - Alt.; W/Cummins 
NH180, NH220 Eng... 
Belt - Alt.; W/Cummins 
NH225, NH250 Eng... 


C2TZ8620B 

C3TZ8620N 


Gates No. 


- Continued 


49480HD 
49470HD 
■*2 1/4” I.D. 
^20957 

21505 

21568 

21568 
5/8” I.D. 


K080530 

4K080605HD 

4K080605HD 

4K050360HD 

♦K050340HD 

49480HD 

*9470HD 

*2 1/4” I.D. 

^20957 

21505 
5/8” I.D. 


K080530 

4K080605HD 

4K080605HD 

K080530 

4K080605HD 

4K080605HD 

4K050360HD 

♦K050340HD 

49480HD 

*9470HD 

*2 1/4” I.D. 

^20957 

21505 
5/8” I.D. 


©TR28376 

TR22397 

TR22410 

TR22373 

@*9341 HD 

@*9375HD 

TR22425 


©TR28376 

TR22397 

TR22410 

TR22373 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durlon ® Silicone Hose Recommended. Q 
•*” Use Notched Belt Only. ♦ 

^ Cut To Fit. * 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


FORD - Continued 

CUMMINS NH DIESEL ENG. - Continued 

HD1000 - Continued 

1966-1961 - Continued 


Belt - P.S.; Ser. No. 30000 & 

Before.C1TT8620J 

Belt - P.S.; Ser. No. 30001 & 

After. C2TZ8620C 

Belt - A.C.C4TZ8620N 

Hose - Upper; W/Cummins NH180, NH220 

Eng. 

Hose - Upper; W/Cummins NHE225, 

NH250 Eng. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

HDT850 


@49341 HD 

©49375HD 

TR22425 

26512 

26511 
2 1/4” I.D. 
^20532 


1966-1961 

Belt - Fan. 

C1TT8620E 

©TR28376 

Belt - W.P. 

C2TZ8620A 

TR22397 

Belt - Alt.; W/Cummins 

NH180, NH220 Eng. 

C2TZ8620B 

TR22410 

Belt - Alt.; W/Cummins 

NH225, NH250 Eng. 

C3TZ8620N 

TR22373 

Belt - P.S.; Ser. No. 30000 & 
Before. 

C1TT8620J 

@49341 HD 

Belt - P.S.; Ser. No. 30001 & 
After. 

C2TZ8620C 

©49375HD 

Belt - A.C. 

C4TZ8620N 

TR22425 

HDT950 

1966-1961 

Belt - Fan. 

C1TT8620E 

@>TR28376 

Belt - W.P. 

C2TZ8620A 

TR22397 

Belt - Alt.; W/Cummins 

NH180, NH220 Eng. 

C2TZ8620B 

TR22410 

Belt - Alt.; W/Cummins 

NH225, NH250 Eng. 

C3TZ8620N 

TR22373 

Belt - P.S.; Ser. No. 30000 & 
Before. 

C1TT8620J 

@49341 HD 

Belt - P.S.; Ser. No. 30001 & 
After. 

C2TZ8620C 

©49375HD 

Belt - A.C. 

C4TZ8620N 

TR22425 


Hose - Upper; W/Cummins NH180, NH220 

Eng. 

Hose - Upper; W/Cummins NHE225, 

NH250 Eng. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

L9000; LN9000; LNT9000 

1979-1970 

Belt - Fan.C9PZ8620DZ 

Belt - W.P.; (1979-1973). 215356 

Belt - W.P.; W/Eccentric Adj- 

mt. (1972-1970). 200328 

Belt - W.P.; W/Full Flow 

Cool. (1972-1970). 215356 

Belt - Alt.; (1979-1973).C9PZ8620BY 

Belt - Alt.; (1972-1970).C9PZ8620FN 

Belt - P.S.; (1979-1973).C9PZ8620BY 

Belt - P.S.; W/Dual Belts 

(1972-1970).C9PZ8620GF 

Belt - P.S.; W/Single Belt 

(1972-1970).C9PZ8620BY 

Belt - A.C.C9PZ8620DY 

Belt - Air Brake Compr.; 

(1972-1970).C9PZ8620BY 

Hose - Upper - Eng. To Pipe; (1979-1971). 
Hose - Upper - Pipe To Rad.; (1979-1973). 
Hose - Upper - Pipe To Rad.; (1972-1971). 
Hose - Lower - Eng. To Pipe; (1979-1971). 
Hose - Lower - Pipe To Rad.; (1979-1971). 

Hose - By Pass - Inlet (Rad. Side). 

Hose - By Pass - Outlet (Rad. Side). 

Hose - By Pass - Eng. Side. 

Hose - Heater; Molded Hose (1979-1971).. 


26512 

26511 
2 1/4” I.D. 
^20532 


©TR22405 

@6596 

©TR24438 

©6596 

©449447HD 

©449430HD 

©449447HD 

@7380 

49447HD 

TR22386 

49447HD 
*2” I.D. 
^21115 
2 1/2” I.D. 
21300 
20960 
3/4” I.D. 
1” I.D. 

1 1/2” I.D. 
@20338 


FORD - Continued 

CUMMINS NH DIESEL ENG. - Continued 

L9000; LN9000; LNT9000 - Continued 


1979-1970 - Continued 
Hose - Heater Inlet; Strt. Hose 

(1979-1971). 

Hose - Heater Inlet; (1970). 

Hose - Heater Outlet; Strt. Hose 

(1979-1971). 

Hose - Heater Outlet; (1970). 

LT9000 

1979-1970 

Belt - Fan. 

Belt - W.P.; (1979-1973). 

Belt - W.P.; W/Eccentric Adj- 

mt. (1972-1970). 200328 

Belt - W.P.; W/Full Flow 

Cool. (1972-1970). 215356 

Belt - Alt.; (1979-1973). 

Belt-Alt.; (1972-1970). 

Belt - P.S.; (1979-1973). 

Belt - P.S.; W/Dual Belts 

(1972-1970). 

Belt - P.S.; W/Single Belt 

(1972-1970). 

Belt - A.C. 

Belt - Air Brake Compr.; 

(1972-1970). 

LTS9000 

1979-1970 

Belt - Fan. 

Belt - W.P.; (1979-1973). 

Belt - W.P.; W/Eccentric Adj- 

mt. (1972-1970). 200328 

Belt - W.P.; W/Full Flow 

Cool. (1972-1970). 215356 

Belt - Alt.; (1979-1973).... 

Belt - Alt.; (1972-1970).... 

Belt - P.S.; (1979-1973)... 

Belt - P.S.; W/Dual Belts 

(1972-1970). 

Belt - P.S.; W/Single Belt 

(1972-1970). 

Belt - A.C. 

Belt - Air Brake Compr.; 

(1972-1970). 

Hose - Upper - Eng. To Pipe; (1979-1971). 
Hose - Upper - Pipe To Rad.; (1979-1973). 
Hose - Upper - Pipe To Rad.; (1972-1971). 
Hose - Lower - Eng. To Pipe; (1979-1971). 
Hose - Lower - Pipe To Rad.; (1979-1971). 

Hose - By Pass - Inlet (Rad. Side). 

Hose - By Pass - Outlet (Rad. Side). 

Hose - By Pass - Eng. Side. 

Hose - Heater; Molded Hose (1979-1971)... 
Hose - Heater Inlet; Strt. Hose 

(1979-1971). 

Hose - Heater Inlet; (1970). 

Hose - Heater Outlet; Strt. Hose 

(1979-1971). 

Hose - Heater Outlet; (1970). 

N1000; NT850; NT950 

1970-1963 

Belt - Fan; (1970-1968).C4TA8620K 

Belt - Fan; (1967-1963). C3TZ8620M 


3/4” I.D. 
3/4” I.D. 

5/8” I.D. 
5/8” I.D. 


C9PZ8620DZ 

215356 

@>TR22405 

@>6596 

200328 

©TR24438 

215356 

C9PZ8620BY 

C9PZ8620FN 

C9PZ8620BY 

@>6596 

©449447HD 

©449430HD 

©449447HD 

C9PZ8620GF 

@7380 

C9PZ8620BY 

C9PZ8620DY 

49447HD 

TR22386 

C9PZ8620BY 

49447HD 

C9PZ8620DZ 

215356 

©TR22405 

@>6596 

200328 

©TR24438 

215356 

C9PZ8620BY 

C9PZ8620FN 

C9PZ8620BY 

@>6596 

©449447HD 

©449430HD 

©449447HD 

C9PZ8620GF 

@7380 

C9PZ8620BY 

C9PZ8620DY 

49447HD 

TR22386 

C9PZ8620BY 

49447HD 


Belt - W.P, 

Belt - W.P. 

(1967-1965) 

(1970-1968). 

Belt - P.S.; (1967-1963). 

Hose - Upper; (1969-1963).... 
By Pass; (1969-1963) 


Belt - Alt.; 
Belt - P.S. 


Hose ■ 


(1970-1968).C4TA8620M 

(1966). 

C2TZ8620B 
C6AE8620R 
C3TZ8620F 


-5-2” I.D. 
s<21115 
2 1/2” I.D. 
21300 
20960 
3/4” I.D. 
1” I.D. 

1 1/2” I.D. 
@20338 

3/4” I.D. 
3/4” I.D. 

5/8” I.D. 
5/8” I.D. 


49375HD 
49380HD 
©49290HD 
©49290HD 
TR22410 
©49350HD 
49350HD 
26511 
1 1/2” I.D. 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

^ Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


FORD - Continued 

CUMMINS NH DIESEL ENG. - Continued 


W1000 

1970-1966 


■ Fan. C6TZ8620N 

■ W.P. 178673 

; W/65A., 85A. Alt.... C6TZ8620M 

■ Alt.; W/75A. Alt. 

■ P.S. C7TA8620N 

Belt - A.C. C6TA8620G 

Hose - Lower; (1969-1966). 

Hose - By Pass - Eng. Side; (1969-1966)... 
Hose - By Pass - Rad. Side; (1969-1966).. 

W9000 

1976-1970 


Belt - 
Belt ■ 

Belt - Alt.; 
Belt ■ 

Belt ■ 


©TR24457 
@*9290HD 
@*9400HD 
TR22461 
TR22553 
TR22380 
26524 
1 1/2” I.D. 
1/2" I.D. 


Belt - Fan; (1976-1972). 

C9PZ8620EY 

©TR24449 

Belt - Fan; (1971-1970). 

172856 

TR24457 

Belt - W.P.; (1976-1972). 

215356 

©6596 

Belt - W.P.; 1971-1970 . 

200328 

TR24438 

Belt - Alt.; W/65A., 70A., 90A. 

Alt. (1976-1972). 

C9PZ8620BY 

©♦*9447HD 

Belt - Alt.; W/75A. Alt. 

(1976-1972). 

C9PZ8620CB 

©♦*9463HD 

Belt - Alt.; (1971-1970). 

C9PZ8620BZ 

@♦*9451 HD 

Belt - P.S.; (1976-1974). 

C9PZ8620BY 

©♦*9447HD 

Belt - P.S.; (1973-1972). 

C9PZ8620GF 

@7380 

Belt - P.S.; (1971-1970). 

C9PZ8620BY 

©♦*9447HD 

Belt - A.C.; W/Cummins 

NH230, NHC250 Enq. 

(1976-1972). 

C9PZ8620DY 

TR22386 

Belt - A.C.; W/O Cummins 

NH230, NHC250 Enq. 

(1976-1972). 

D0HA8620AL 

TR22425 

Belt - A.C.; (1971-1970). 

C9PZ8620DY 

TR22386 


Hose - Upper; (1975-1970). 

Hose - Lower - Eng. To Pipe; Ser. 

L90001 & After (1975-1970). 

Hose - Lower - Pipe To Rad.; Ser. 

L90001 & After (1975-1970). 

Hose - By Pass - Inlet (Rad. Side); 
(1975-1970) 


No. 

No. 


Outlet (Rad. Side); 

Eng. Side; (1975-1970).. 


Hose - By Pass 
(1975-1970).... 

Hose - By Pass 
Hose - Heater; (1975-1970) 

WT1000 

1970-1966 

Belt - Fan. C6TZ8620N 

Belt - W.P. 178673 

Belt - Alt.; W/65A., 85A. Alt.... C6TZ8620M 

Belt - Alt.; W/75A. Alt. 

Belt - P.S. C7TA8620N 

Belt - A.C. C6TA8620G 

Hose - Lower; (1969-1966). 

Hose - By Pass - Eng. Side; (1969-1966)... 
Hose - By Pass - Rad. Side; (1969-1966).. 

WT9000 

1976-1970 

Belt - Fan; (1976-1972).C9PZ8620EY 

Belt - Fan; (1971-1970). 172856 

Belt - W.P.; (1976-1972). 215356 

■ W.P.; (1971-1970). 200328 

■ Alt.; W/65A., 70A., 90A. 


Belt - 
Belt ■ 

Alt. (1976-1972). 

Belt - Alt.; W/75A. Alt. 

(1976-1972).C9PZ8620CB 

Belt - Alt.; (1971-1970).C9PZ8620BZ 

Belt - P.S.; (1976-1974).C9PZ8620BY 

Belt - P.S.; (1973-1972).C9PZ8620GF 

Belt - P.S.; (1971-1970).C9PZ8620BY 

Belt - A.C.; W/Cummins 

NH230, NHC250 Eng. 

(1976-1972).C9PZ8620DY 


26524 
*2 1/2” I.D. 
*2 1/4” I.D. 
3/4” I.D. 


1” I.D. 

1 1/2” I.D. 
5/8” I.D. 


©TR24457 
<@*9290HD 
<@*9400HD 
TR22461 
TR22553 
TR22380 
26524 
1 1/2” I.D. 
1/2" I.D. 


©TR24449 

TR24457 

©6596 

TR24438 


C9PZ8620BY ©**9447HD 


©♦*9463HD 
©♦*9451 HD 
©♦♦9447HD 
@7380 
©♦*9447HD 


FORD - Continued 

CUMMINS NH DIESEL ENG. - Continued 

WT9000 - Continued 
1976-1970 - Continued 
Belt - A.C.; W/O Cummins 

NH230, NHC250 Eng. 

(1976-1972). D0HA8620AL 

Belt - A.C.; (1971-1970).C9PZ8620DY 

Hose - Upper; (1975-1970). 

Hose - Lower - Eng. To Pipe; Ser. No. 

L90001 & After (1975-1970). 

Hose - Lower - Pipe To Rad.; Ser. No. 

L90001 & After (1975-1970). 

Hose - By Pass - Inlet (Rad. Side); 

(1975-1970). 

Hose - By Pass - Outlet (Rad. Side); 

(1975-1970). 

Hose - By Pass - Eng. Side; (1975-1970)... 

Hose - Heater; (1975-1970). 

CUMMINS NHC DIESEL ENG. 

MINS NHCT DIESEL ENG. 

HD950 


TR22425 

TR22386 

26524 

■ 0-2 1/2” I.D. 

*2 1/4” I.D. 

3/4” I.D. 

1” I.D. 

1 1/2” I.D. 
5/8” I.D. 

CUM- 


1966-1961 

Belt - Fan. 

C1TT8620E 

©TR28376 

Belt - W.P. 

C2TZ8620A 

TR22397 

Belt - P.S.; Ser. No. 30000 & 
Before. 

C1TT8620J 

@*9341 HD 

Belt - P.S.; Ser. No. 30001 & 
After. 

C2TZ8620C 

©*9375HD 

Belt - A.C. 

C4TZ8620N 

TR22425 

HD1000 

1966-1961 

Belt - Fan. 

C1TT8620E 

©TR28376 

Belt - W.P. 

C2TZ8620A 

TR22397 

Belt - P.S.; Ser. No. 30000 & 
Before. 

C1TT8620J 

@*9341 HD 

Belt - P.S.; Ser. No. 30001 & 
After. 

C2TZ8620C 

®*9375HD 

Belt - A.C. 

C4TZ8620N 

TR22425 


Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

HDT850 

1966-1961 

Belt - Fan.C1TT8620E 

Belt - W.P. C2TZ8620A 

Belt - P.S.; Ser. No. 30000 & 

Before.C1TT8620J 

Belt - P.S.; Ser. No. 30001 & 


After.. 


C2TZ8620C 


TR22386 


Belt - A.C.C4TZ8620N 

HDT950 

1966-1961 

Belt - Fan.C1TT8620E 

Belt - W.P. C2TZ8620A 

Belt - P.S.; Ser. No. 30000 & 

Before.C1TT8620J 

Belt - P.S.; Ser. No. 30001 & 

After. C2TZ8620C 

Belt - A.C.C4TZ8620N 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

L9000; LN9000; LNT9000 

1970 

Belt - Fan.C9PZ8620DZ 

Belt - W.P.; W/Eccentric Adj- 

mt. 200328 

Belt - W.P.; W/Full Flow 

Cool. 215356 

Belt - Alt.C9PZ8620FN 

Belt - P.S.; W/Dual Belts.C9PZ8620GF 

Belt - P.S.; W/Single Belt.C9PZ8620BY 

Belt - A.C.C9PZ8620DY 

Belt - Air Brake Compr.C9PZ8620BY 


2 1/4” I.D. 
^20532 


©TR28376 

TR22397 

©*9341 HD 

©*9375HD 

TR22425 


©TR28376 

TR22397 

©*9341 HD 

@*9375HD 
TR22425 
2 1/4” I.D. 
^20532 


©TR22405 

©TR24438 

©>6596 

©♦*9430HD 

@7380 

*9447HD 

TR22386 

*9447HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

* 


Green Stripe * 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


FORD - Continued 

CUMMINS NHC DIESEL ENG.; CUM¬ 
MINS NHCT DIESEL ENG. - Continued 

L9000; LN9000; LNT9000 - Continued 


1970 - Continued 

Hose - By Pass - Inlet (Rad. Side).... 
Hose - By Pass - Outlet (Rad. Side). 

Hose - By Pass - Eng. Side. 

Hose - Heater Inlet. 

Hose - Heater Outlet. 

LT9000 

1970 


3/4” I.D. 
1” I.D. 

1 1/2” I.D. 
3/4” I.D. 
5/8” I.D. 


Belt - Fan. 

C9PZ8620DZ 

©TR22405 

Belt - W.P.; W/Eccentric Adi- 



mt. 

200328 

©TR24438 

Belt - W.P.; W/Full Flow 



Cool. 

215356 

@6596 

Belt - Alt. 

C9PZ8620FN 

©449430HD 

Belt - P.S.; W/Dual Belts. 

C9PZ8620GF 

@7380 

Belt - P.S.; W/Single Belt. 

C9PZ8620BY 

49447HD 

Belt - A.C. 

C9PZ8620DY 

TR22386 

Belt - Air Brake Compr. 

C9PZ8620BY 

49447HD 

LTS9000 



1970 



Belt - Fan. 

C9PZ8620DZ 

©TR22405 

Belt - W.P.; W/Eccentric Adi- 



mt. 

200328 

©TR24438 

Belt - W.P.; W/Full Flow 



Cool. 

215356 

@6596 

Belt - Alt. 

C9PZ8620FN 

©449430HD 

Belt - P.S.; W/Dual Belts. 

C9PZ8620GF 

@7380 

Belt - P.S.; W/Single Belt. 

C9PZ8620BY 

49447HD 

Belt - A.C. 

C9PZ8620DY 

TR22386 

Belt - Air Brake Compr. 

C9PZ8620BY 

49447HD 

Hose - By Pass - Inlet (Rad. Side). 

3/4” I.D. 

Hose - By Pass - Outlet (Rad. Side). 

1” I.D. 

Hose - By Pass - Eng. Side... 


1 1/2” I.D. 

Hose - Heater Inlet. 


3/4” I.D. 

Hose - Heater Outlet. 


5/8” I.D. 

N1000; NT850; NT950 



1970-1963 



Belt - Fan; (1970-1968). 

C4TA8620K 

49375HD 

Belt - Fan; (1967-1963). 

C3TZ8620M 

49380HD 

Belt - W.P.; (1970-1968). 

C4TA8620M 

©49290HD 

Belt - W.P.; (1966). 


©49290HD 

Belt - Alt.; (1967-1965). 

C2TZ8620B 

TR22410 

Belt - P.S.; (1970-1968). 

C6AE8620R 

©49350HD 

Belt - P.S.; (1967-1963). 

C3TZ8620F 

49350HD 

Hose - Upper; (1969-1963). 


26511 

Hose - By Pass; (1969-1963). 


1 1/2” I.D. 

W1000 



1970-1966 



Belt - Fan. 

C6TZ8620N 

©TR24457 

Belt - W.P. 

178673 

©49290HD 

Belt - Alt.; W/65A., 85A. Alt.... 

C6TZ8620M 

©49400HD 

Belt - Alt.; W/75A. Alt. 


TR22461 

Belt - P.S. 

C7TA8620N 

TR22553 

Belt - A.C. 

C6TA8620G 

TR22380 

Hose - Lower; (1969-1966). 


26524 

Hose - By Pass - Eng. Side; (1969-1966)... 

1 1/2” I.D. 

Hose - By Pass - Rad. Side; (1969-1966).. 

1/2” I.D. 


W9000 

1970 

Belt-Fan. 172856 TR24457 

Belt - W.P. 200328 TR24438 

Belt - Alt.C9PZ8620BZ ©449451 HD 

Belt - P.S.C9PZ8620BY ©449447HD 

Belt - A.C.C9PZ8620DY TR22386 

Hose - Upper. 26524 

Hose - Lower - Eng. To Pipe; Ser. No. 

L90001 & After. *2 1/2” I.D. 


FORD - Continued 

CUMMINS NHC DIESEL ENG.; CUM¬ 
MINS NHCT DIESEL ENG. - Continued 

W9000 - Continued 

1970 - Continued 

Hose - Lower - Pipe To Rad.; Ser. No. 


L90001 & After.. 

Hose - By Pass - Inlet (Rad. Side). 

Hose - By Pass - Outlet (Rad. Side). 

Hose - By Pass - Eng. Side. 

Hose - Heater. 

WT1000 

1970-1966 

Belt - Fan. C6TZ8620N 

Belt - W.P. 178673 

Belt - Alt.; W/65A., 85A. Alt.... C6TZ8620M 


<r2 1/4” I.D. 
3/4” I.D. 
1” I.D. 

1 1/2” I.D. 
5/8” I.D. 


©TR24457 

©49290HD 

©49400HD 


Belt - Alt.; W/75A. Alt. 


TR22461 

Belt - P.S. 

.. C7TA8620N 

TR22553 

Belt - A.C. 

.. C6TA8620G 

TR22380 

Hose - Lower; (1969-1966)... 


26524 

Hose - By Pass - Eng. Side; (1969-1966)... 

1 1/2” I.D. 

Hose - By Pass - Rad. Side; (1969-1966).. 

f T9000 

1970 

1/2” I.D. 

Belt - Fan. 

. 172856 

TR24457 

Belt - W.P. 

. 200328 

TR24438 

Belt - Alt. 

. C9PZ8620BZ 

©♦49451 HD 

Belt - P.S. 

. C9PZ8620BY 

©♦49447HD 

Belt - A.C. 

. C9PZ8620DY 

TR22386 

Hose - Upper. 

Hose - Lower - Eng. To Pipe; Ser. No. 

26524 


*2 1/2” I.D. 


*2 1/4” I.D. 
3/4” I.D. 
1” I.D. 

1 1/2” I.D. 
5/8” I.D. 


L90001 & After. 

Hose - Lower - Pipe To Rad.; Ser. No. 

L90001 & After. 

Hose - By Pass - Inlet (Rad. Side). 

Hose - By Pass - Outlet (Rad. Side).... 

Hose - By Pass - Eng. Side. 

Hose - Heater. 

CUMMINS V555 DIESEL ENG. 

L8000; LN8000; LNT8000 

1979-1973 

Belt - Fan & W.P. C8HA8620A 49560HD 

Belt - Alt. D3HA10C318DA ©49380HD 

Belt - A.C. 49425HD 

Hose - Upper - Eng. To Pipe. ■4-2” I.D. 

Hose - Upper - Pipe To Rad. 4-2” I.D. 

Hose - Lower. 26526 

LT8000 

1979-1973 

Belt - Fan & W.P.C8HA8620A 49560HD 

Belt - Alt. D3HA10C318DA ©49380HD 

Belt - A.C. 49425HD 

LTS8000 

1979-1973 

Belt - Fan & W.P.C8HA8620A 49560HD 

Belt - Alt. D3HA10C318DA : 49380HD 

Belt - A.C. 49425HD 

Hose - Upper - Eng. To Pipe. 4-2” I.D. 

Hose - Upper - Pipe To Rad. 4-2” I.D. 

Hose - Lower. 26526 

CUMMINS V903 DIESEL ENG. 

L9000 

1978-1971 

Belt - Fan; (1978). 

Belt - Fan; (1977-1971). 

Belt - Alt. 

Belt - A.C. 

Hose - Upper. 


©449670HD 

C9PZ8620FZ ©449640HD 


D2PZ8620A 

C9PZ8620CC 


©49395HD 
49463HD 
*2 1/4” I.D. 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 4- Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


FORD - Continued 

CUMMINS V903 DIESEL ENG. 

- Continued 

LN9000; LNT9000 

1978-1972 

Belt - Fan; (1978-1974). 

Belt - Alt.; (1978-1974). 

Belt - A.C.; (1978-1974). 

Hose - Upper - Eng. To Pipe 
Hose - Upper - Pipe To Rad. 

LT9000 

1978-1971 

Belt - Fan; (1978). 

Belt - Fan; (1977-1971). 

Belt - Alt. 


C9PZ8620FZ ©**9640HD 
C9PZ8620BG ©*9365HD 


C9PZ8620ED 


TR22448 
*2 1/4” I.D. 
20963 


©**9670HD 

C9PZ8620FZ ©**9640HD 


D2PZ8620A 

C9PZ8620CC 


@*9395HD 
*9463HD 
*2 1/4” I.D. 


@**9570HD 

C9PZ8620CC ©**9463HD 


©**9463HD 


C9PZ8620FP 


@*9480HD 
*9490HD 
*2 1/4” I.D. 
20731 
3/4” I.D. 
5/8” I.D. 


Belt - A.C. 

Hose - Upper. 

W9000; WT9000 

1977-1970 

Belt - Fan & W.P.: 

(1977-1972). 

Belt - Alt.; (1977-1972). 

Belt - Alt.; W/75A. Delco Alt.; 

W/46 3/8" Belt O.C. 

(1971-1970). 

Belt - Alt.; W/75A. Delco Alt.; 

W/48 3/8" Belt O.C. 

(1971-1970). 

Belt - A.C.; (1977-1972). 

Hose - Upper; (1977-1972).... 

Hose - Upper; (1971-1970).... 

Hose - By Pass; (1971-1970) 

Hose - Heater; (1971-1970)... 

CUMMINS VT555 DIESEL ENG. 

L8000; LN8000; LNT8000 

1979-1973 

Belt - Fan & W.P. C8HA8620A ♦9560HD 

Belt - Alt. D3HA10C318DA @*9380HD 

Belt - A.C. *9425HD 

Hose - Upper - Eng. To Pipe. ■4-2” I.D. 

Hose - Upper - Pipe To Rad. ->2” I.D. 

Hose - Lower. 26526 

LT8000 

1979-1973 

Belt - Fan & W.P. C8HA8620A *9560HD 

Belt - Alt. D3HA10C318DA @*9380HD 

Belt - A.C. *9425HD 

LTS8000 

1979-1973 

Belt - Fan & W.P.C8HA8620A *9560HD 

Belt - Alt. D3HA10C318DA @*9380HD 

Belt - A.C. *9425HD 

Hose - Upper - Eng. To Pipe. 4-2” I.D. 

Hose - Upper - Pipe To Rad. 4-2” I.D. 


Hose - Lower.. 


26526 


CUMMINS 6-CYL. 14.0 L DIESEL ENG. 

CL9000; CLT9000 

1990-1978 

Belt - Fan; (1990). 

Belt - Fan; W/Bendix Fan 
Clutch; W/3-Belt Drive 

(1989). 

Belt - Fan; W/Bendix, Sch- 
witzer Fan Clutch; W/2-Belt 
Drive; Preferred Belt (1989). 

Belt - Fan; W/Bendix, Sch- 
witzer Fan Clutch; W/2-Belt 
Drive; Optional Belt (1989)... 

Belt - Fan; W/O Fan Clutch 

(1989). 

Belt - Fan; W/Rockford Fan 


©TR28501 
K100456 


@*961OHD 


FORD - Continued 

CUMMINS 6-CYL. 14.0 L DIESEL ENG. 

- Continued 

CL9000; CLT9000 - Continued 
1990-1978 - Continued 
Belt - Fan; W/Rockford Fan 
Clutch; Optional Belt (1989). D8HT8620AA 
Belt - Fan; W/V-Ribbed Belt 

Drive (1989). D9HS8620AA 

Belt - Fan; W/Bendix Fan 
Clutch; W/3-Belt Drive 

(1987-1979). E0PZ8620G 

Belt - Fan; W/Bendix, Sch- 
witzer Fan Clutch; W/2-Belt 
Drive; Preferred Belt 

(1987-1979). D7HT8620MA 

Belt - Fan; W/Bendix, Sch- 
witzer Fan Clutch; W/2-Belt 
Drive; Optional Belt 

(1987-1979). D7HT8620MA 

Belt - Fan; W/O Fan Clutch 

(1987-1978). D8PZ8620C 

Belt - Fan; W/Rockford Fan 
Clutch; Preferred Belt 

(1987-1979). D8HT8620AA 

Belt - Fan; W/Rockford Fan 
Clutch; Optional Belt 

(1987-1979). D8HT8620AA 

Belt - Fan; W/V-Ribbed Belt 

Drive (1987-1979). D9HS8620AA 

Belt - Fan; W/Fan Clutch; 

W/Calif. Emission System; 

W/Cummins NTC290 Eng. 

(1978). 

Belt - Fan; W/Fan Clutch; 

W/Cummins NTC290, 

NTC350 Eng.; Preferred 

Belt (1978). D7HT8620MA 

Belt - Fan; W/Fan Clutch; 

W/Cummins NTC290, 

NTC350 Eng.; Optional Belt 

(1978). D7HT8620MA 

Belt - Fan; W/Fan Clutch; 

W/Cummins NTC400 Eng.; 

Preferred Belt (1978). D7HT8620RA 

Belt - Fan; W/Fan Clutch; 

W/Cummins NTC400 Eng.; 

Optional Belt (1978). D7HT8620RA 

Belt - W.P.; (1990). 217635 

Belt - W.P.; W/6-Ribbed Belt 

(1989). 217635 

Belt - W.P.; W/4-Ribbed Belt 

(1987). 

Belt - W.P.; W/6-Ribbed Belt 

(1987-1979). 217635 

Belt - W.P.; (1978). 217638 


2/TR28492PB 


©TR28492 

©TR28514 


2/TR28501PB 


©TR28501 
K100456 


C9PZ8620EL ©TR22495 


2/TR28492PB 


©TR28492 


2/TR28473PB 


(1990).. 

; W/44" Belt O.C. 


Belt - Alt. 

Belt - Alt.; 

(1989). 

Belt - Alt.; W/45 1/4" Belt 

O.C. (1989). 

Belt - Alt.; W/44" Belt O.C. 

(1987-1979). 

Belt - Alt.; W/45 1/4" Belt 


E6PZ8620F 


©TR28473 

*K060435HD 

*K060435HD 

K040445 

*K060435HD 

*K060435HD 

@*9435HD 


©**9435HD 


D2TZ8620ADA @**9447HD 
@**9435HD 


D3PZ8620D 

©TR22534 

O.C. (1987-1979). 

D2TZ8620ADA ©**9447HD 



Belt - Alt.; (1978). 


@*9447HD 



Belt-A.C.; (1990). 

E9HZ8620E 

TR22525 

E0PZ8620G 

@*961 OHD 

Belt-A.C.; (1989). 

D4HE8620BAA 

*9415HD 



Belt - A.C.; (1987-1978). 

D4HE8620BA 

*9415HD 



Idler Pulley; W/Flat Idler Pul- 



D7HT8620MA 

2/TR28492PB 

ley (1990-1985). 

3065000 

41173 



Idler Pulley; W/V-Ribbed Belt 





(1990-1985). 

3062931 

41174 

D7HT8620MA 

©TR28492 

Idler Pulley; W/2-Groove Pul- 





ley (1979-1978). 

3064920 

41129 

D8PZ8620C 

©TR28514 

Tensioner Pulley; W/Big Cam 





III Eng.; W/V-Ribbed Belt 



D8HT8620AA 

2/TR28501PB 

(1985). 

3064919 

41111 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


4- 

o 

♦ 

* 


Green Stripe * 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


FORD - Continued 

CUMMINS 6-CYL 14.0 L DIESEL ENG. 

- Continued 

CL9000; CLT9000 - Continued 
1990-1978 - Continued 
Tensioner Pulley - W.P.; 

W/V-Ribbed Belt 

(1981-1980). 3064919 41111 

Hose - Upper; W/Low Flow Cool. 

(1989-1979). Al” I.D. 

Hose - Lower; W/Low Flow Cool. 

(1989-1979). 25252 

Hose - Lower - Eng. To Pipe; (1990-1979). ->2 1/2” I.D. 

Hose - Lower - Pipe To Rad.; Dual I.D. 

Hose (1990-1979). 21400 

Hose - Lower - Pipe To Rad.; Single I.D. 

Hose (1990-1979). ->3” I.D. 

Hose - Aftercooler; (1990-1979). 21488 

L9000 

1990-1970 

Belt - Fan; (1990). E8HT8620T ©TR22443 

Belt - Fan; W/42 1/4" Belt 

O.C. (1989-1984). D0HZ8620E ©TR22416 

Belt - Fan; W/43 1/8" Belt 

O.C. (1989-1984). D3PZ8620C ©TR22425 

Belt - Fan; W/44 7/8" Belt 

O.C. (1989). E8HZ8620T TR22443 

Belt - Fan; W/44" Belt O.C. 

(1989-1984). E8HZ8620D ©TR22434 

Belt - Fan; W/51 3/8" Belt 
O.C.; W/Rockford Fan 

Clutch (1989-1984). E1HZ8620C ©TR22508 

Belt - Fan; W/44 7/8" Belt 

O.C. (1988-1984). E8HZ8620T ©TR22443 

Belt - Fan; W/Cummins 
NTC350, Formula 350 Eng.; 

W/O Rockford Fan Clutch 

(1983-1982). E8HT8620T TR22443 

Belt - Fan; W/Cummins 
NTC350, Formula 350 Eng.; 

W/Rockford Fan Clutch 

(1983-1982). El HZ8620C TR22508 

Belt - Fan; W/Cummins 
NTC350, Formula 350 Eng.; 

W/44" Belt O.C. (1981). E8HT8620T ©TR22443 

Belt - Fan; W/Cummins 
NTC350, Formula 350 Eng.; 

W/50" Belt O.C. (1981). E1HZ8620C ©TR22508 

Belt - Fan; W/Cummins 
NTC350, Formula 350 Eng. 

(1980). E8HT8620T ©TR22443 

Belt - Fan; W/Cummins 
NTC250 Eng.; W/O Eaton 

Fan Clutch (1979-1978).C9PZ8620DZ ©TR22405 

Belt - Fan; W/Cummins 
NTC290 Eng.; Ser. No. 

R80001 & After (1979-1975) D3PZ8620B ©TR22425 

Belt - Fan; W/Cummins 
NTC290, PT270 Eng.; W/O 
Eaton Fan Clutch 

(1979-1978).C9PZ8620DZ ©TR22405 

Belt - Fan; W/Cummins 

NTC335 Eng. (1979-1975)... D3PZ8620B ©TR22425 

Belt - Fan; W/Cummins 
PT270 Eng.; W/O Low 
Noise Restriction 

(1979-1974). D3PZ8620B ©TR22425 

Belt - Fan; W/Cummins 
NTC350 Eng.; W/O Eaton 

Fan Clutch (1978).C9PZ8620ED ©TR22448 

Belt - Fan; W/Cummins 

NTC250 Eng. (1977-1975)... C9PZ8620DZ ©TR22405 

Belt - Fan; W/Cummins 
NTC290 Eng.; W/7" Pulley; 

W/O Low Noise Restriction 

(1977-1975).C9PZ8620DZ ©TR22405 


FORD - Continued 
CUMMINS 6-CYL 14.0 

- Continued 

L9000 - Continued 
1990-1970 - Continued 
Belt - Fan; W/Cummins 
NTC290 Eng.; W/8" Pulley; 

W/O Low Noise Restriction 

(1977-1975). 

Belt - Fan; W/Cummins 
NTC290, PT270 Eng.; 

W/Low Noise Restriction; 

Ser. No. X00001 & After 

(1977-1975). 

Belt - Fan; W/Cummins 
NTC290, PT270 Eng. (1974) 

Belt - Fan; W/Cummins 
NTC355 Eng.; Ser. No. 

T40001 & After (1974). 

Belt - Fan; W/Cummins NTC 
Eng.; Ser. No. R80001 & 

Before (1973). 

Belt - Fan; W/Cummins 
NTC290 Eng.; Ser. No. 

R80001 & After (1973). 

Belt - Fan; (1972-1970). 

Belt - W.P.; (1990). 

Belt - W.P.; W/4-Ribbed Belt; 

W/43 3/8" Belt O.C. 

(1989-1984). 

Belt - W.P.; W/4-Ribbed Belt; 

W/44 7/8" Belt O.C. 

(1989-1984). 

Belt - W.P.; W/6-Ribbed Belt 

(1989-1984). 

Belt - W.P.; (1972-1970). 

Belt - Alt.; Preferred Belt 
(1990).. 

Belt - Alt 
(1990).. 

Belt - Alt.; W/Motorcraft Alt.; 

W/43 7/8" Belt O.C. 

(1989-1986). 

Belt - Alt.; W/Motorcraft Alt.; 

W/44 7/8" Belt O.C. 

(1989-1986). 

Belt - Alt.; W/Cummins 
NTC240, Formula 240 Eng.; 
W/Motorcraft Alt.; W/43 7/8” 

Belt O.C. (1985-1984). 

Belt - Alt.; W/Cummins 
NTC240, Formula 240 Eng.; 
W/Motorcraft Alt.; W/44 7/8" 

Belt O.C. (1985-1984). 

Belt - Alt.; (1983-1980). 

Belt - Alt.; W/Cummins 
NTC350 Eng.; W/O Delco 

Alt. (1979-1974). 

Belt - Alt.; W/75A. Delco Alt. 

(1978) 

; W/Delco Alt. 


L DIESEL ENG. 


D3PZ8620B ©TR22425 

C9PZ8620DZ ©TR22405 

D3PZ8620B ©TR22425 

D3PZ8620B ©TR22425 

©TR22416 


D3PZ8620B ©TR22425 

D0HZ8620E ©TR22416 

3076492 4K060425HD 


3062620 


4K040430HD 


K040445 


Optional Belt 


217638 4K060435HD 

200328 ©TR24438 

E6PZ8620F 2/9435PB 

©49435HD 

D9PZ8620B 49435HD 

C9PZ8620BY 49447HD 

D9PZ8620B 49435HD 


C9PZ8620BY 49447HD 
C9PZ8620BY @44944780 


W/75A. Delco Alt. 


Belt - Alt. 

(1978).. 

Belt - Alt. 

(1977).. 

Belt - Alt.; W/O Cummins 
NTC Eng.; W/O Delco Alt. 

(1977-1974). 

Belt - Alt.; W/75A. Delco Alt. 

(1976-1975). 

Belt - Alt.; (1973). 

(1972-1970). 

(1990). 

(1989-1984). 

(1979-1978). 

W/A.C.; 
W/Cummins NTC Eng. 
(1977-1976). 


C9PZ8620ED ©TR22448 
C9PZ8620BY ©449447HD 
D9PZ8620M ©449451 HD 
D9PZ8620M ©449451 HD 

C9PZ8620BY ©449447HD 


Belt - Alt.; 
Belt - P.S. 
Belt - P.S. 
Belt - P.S. 
Belt - P.S. 


C9PZ8620CB 

C9PZ8620BY 

C9PZ8620BY 

9PZ8620BY 

D2TE8620ADA 

C9PZ8620BY 


©449463HD 

©449447HD 

©449430HD 

©49447HD 

©449447HD 

©449447HD 


D9PZ8620M ©449451 HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. 4 PowerBand® Belt May Work, Use Template To Check. 

^ Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


FORD - Continued 

CUMMINS 6-CYL. 14.0 

- Continued 

L9000 - Continued 
1990-1970 - Continued 
Belt - P.S.; W/A.C.; W/O 
Cummins NTC Eng. 

(1977-1976). 

Belt - P.S.; W/O A.C. 

(1977-1976).C9PZ8620BY 

Belt - P.S.; (1975-1970).C9PZ8620BY 

Belt - A.C.; (1990).C9PZ8620BS 

Belt - A.C.; W/O Sanden A.C. 

Compr. (1989-1982).C9PZ8620CC 

Belt - A.C.; W/Sanden A.C. 

Compr.; Mar. 15, 1989 & 

Newer (1989). C6TA8620J 

Belt - A.C.; W/Drop Frame; 


L DIESEL ENG. 


Jun. 15, 
(1981)... 
Belt - A.C. 
Jun. 15, 
(1981)... 
Belt - A.C. 


1981 & Older 


C9PZ8620EF 


; W/O Drop Frame; 
1981 & Older 


D0HA8620AL 


W/O Sanden A.C. 

Compr.; Jun. 16, 1981 & 

Newer (1981).C9PZ8620CC 

Belt - A.C.; W/Drop Frame 

(1980-1979).C9PZ8620EF 

Belt - A.C.; W/O Drop Frame 

(1980). D0HA8620AL 

Belt - A.C.; W/O Drop Frame 

(1979). D3PZ8620C 

Belt - A.C.; Ser. No. Z25001 

& After (1978-1977).C9PZ8620ED 

Belt - A.C.; (1975). 

Belt - A.C.; Ser. No. Z25001 

& Before (1974-1973). 

Belt - A.C.; (1972-1970).C9PZ8620DY 

Belt - Air Brake Compr.; 

(1972-1970).C9PZ8620BY 

Idler Pulley; W/Flat Idler Pul¬ 
ley (1990-1986). 3065000 

Idler Pulley; W/V-Ribbed Belt 

(1990-1986). 3062931 

Idler Pulley; W/2-Groove Pul¬ 
ley (1979-1971). 3064920 

Tensioner Pulley; W/Big Cam 
III Eng.; W/V-Ribbed Belt 

(1985). 3064919 

Tensioner Pulley - W.P.; 

W/V-Ribbed Belt 

(1981-1980). 3064919 

Hose - Upper - Eng. To Pipe; (1989-1973). 
Hose - Upper - Pipe To Rad.; (1989-1980). 
Hose - Upper - Pipe To Rad.; Ser. No. 

A25000 & Before (1979-1973). 

Hose - Upper - Pipe To Rad.; Ser. No. 

A25001 & After (1979-1973). 

Hose - Lower; W/250, 350 Eng. 


C9PZ8620BY ©♦♦9447HD 

©♦♦9447HD 
©♦♦9447HD 
49420HD 

49463HD 

49420HD 

TR22517 

TR22425 

49463HD 

TR22517 

TR22425 

©TR22425 

©TR22448 
TR22416 

TR22416 
TR22386 

49447HD 

41173 

41174 
41129 

41111 

41111 
■>2” I.D. 
^21115 

*2 1/2” I.D. 

sx21115 


(1989-1980). 

20961 

Hose - Lower; W/Single Hose (1979-1973). 

20961 

Hose - Lower - Eng. To Pipe; W/230, 240 

Eng. (1987-1980). 

21300 

Hose - Lower - Eng. To Pipe; (1979-1973). 

*2 1/2” I.D. 

Hose - Lower - Eng. To Rad.; (1990). 

22194 

Hose - Lower - Pipe To Rad.; W/230, 240 

Eng. (1987-1980). 

20960 

Hose - Lower - Pipe To Rad.; (1979-1973). 

20960 

Hose - By Pass; (1990-1973). 

3/4” I.D. 

Hose - Heater; (1990-1973). 

5/8" I.D. 

Hose - Aftercooler; (1990-1980). 

21488 

LA9000 

1990 

Belt - Fan. E8HT8620T 

©TR22443 


Belt - W.P. 3076492 

Belt - Alt.; Preferred Belt. E6PZ8620F 

Belt - Alt.; Optional Belt. 


4K060425HD 

2/9435PB 

©49435HD 


W/Flat Idler Pul- 


FORD - Continued 

CUMMINS 6-CYL 14.0 

- Continued 

LA9000 - Continued 
1990 - Continued 
Belt - P.S. 

Belt - A.C. 

Idler Pulley; 
ley... 

Idler Pulley; W/V-Ribbed Belt. 

Hose - Lower - Eng. To Rad... 

Hose - By Pass. 

Hose - Heater. 

Hose - Aftercooler. 

LL9000 
1990-1971 

Belt - Fan; (1990). 

Belt - Fan; W/42 1/4" Belt 

O.C. (1989-1984). 

Belt - Fan; W/44 7/8" Belt 

O.C. (1989-1984). 

Belt - Fan; W/44" Belt O.C. 

(1989-1984). 

Belt - Fan; W/Cummins 
NTC250 Eng.; W/O Eaton 

Fan Clutch (1979-1978). 

Belt - Fan; W/Cummins 
NTC290 Eng.; Ser. No. 

R80001 & After (1979-1975) 

Belt - Fan; W/Cummins 
NTC290, PT270 Eng.; W/O 
Eaton Fan Clutch 

(1979-1978). 

Belt - Fan; W/Cummins 
NTC335 Eng. (1979-1975)... 

Belt - Fan; W/Cummins 
PT270 Eng.; W/O Low 

Noise Restriction (1979). 

Belt - Fan; W/Cummins 
PT270 Eng.; W/O Low 
Noise Restriction 

(1978-1974). 

Belt - Fan; W/Cummins 
NTC250 Eng. (1977-1975)... 

Belt - Fan; W/Cummins 
NTC290 Eng.; W/7" Pulley; 

W/O Low Noise Restriction 

(1977-1975). 

Belt - Fan; W/Cummins 
NTC290 Eng.; W/8" Pulley; 

W/O Low Noise Restriction 

(1977-1975). 

Belt - Fan; W/Cummins 
NTC290, PT270 Eng.; 

W/Low Noise Restriction; 

Ser. No. X00001 & After 

(1977-1975). 

Belt - Fan; W/Cummins 
NTC290, PT270 Eng. (1974) 

Belt - Fan; W/Cummins 
NTC355 Eng.; Ser. No. 

T40001 & After (1974). 

Belt - Fan; W/Cummins NTC 
Eng.; Ser. No. R80001 & 

Before (1973). 

Belt - Fan; W/Cummins 
NTC290 Eng.; Ser. No. 

R80001 & After (1973). 

Belt - Fan; (1972-1971). 

Belt - W.P.; (1990). 

Belt - W.P.; W/4-Ribbed Belt; 

W/43 3/8" Belt O.C. 

(1989-1984). 

Belt - W.P.; W/4-Ribbed Belt; 

W/44 7/8" Belt O.C. 

(1989-1984). 

Belt - W.P.; W/6-Ribbed Belt 
(1989-1984). 


L DIESEL ENG. 


9PZ8620BY 

C9PZ8620BS 

3065000 

3062931 


E8HT8620T 

D0HZ8620E 

E8HZ8620T 

E8HZ8620D 

C9PZ8620DZ 

D3PZ8620B 

C9PZ8620DZ 

D3PZ8620B 


D3PZ8620B 

C9PZ8620DZ 


D3PZ8620B 

C9PZ8620DZ 

D3PZ8620B 

D3PZ8620B 


D3PZ8620B 

D0HZ8620E 

3076492 


3062620 

217638 


©49447HD 

49420HD 

41173 

41174 
22194 
3/4" I.D. 
5/8" I.D. 
21488 


©TR22443 

©TR22416 

©TR22443 

©TR22434 

©TR22405 

©TR22425 

©TR22405 

©TR22425 


C9PZ8620DZ ©TR22405 


©TR22425 

©TR22405 


C9PZ8620DZ ©TR22405 


©TR22425 

©TR22405 

©TR22425 

©TR22425 

©TR22416 


©TR22425 

©TR22416 

♦K060425HD 


4K040430HD 

K040445 

♦K060435HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


FORD - Continued 
CUMMINS 6-CYL. 14.0 

- Continued 

LL9000 - Continued 
1990-1971 - Continued 
Belt - W.P.; (1972-1971) 


L DIESEL ENG. 


Belt - Alt 
(1990). 
Belt - Alt 
(1990). 
Belt - Alt 
Belt - Alt 


Preferred Belt 


Optional Belt 


W/75A. Delco Alt. 


(1984-1973). 

. W/Cummins 
NTC350 Eng.; W/O Delco 
Alt. (1979-1974). 

Belt - Alt. 

(1978).. 

Belt - Alt. 

(1977).. 

Belt - Alt.; W/O Cummins 
NTC Eng.; W/O Delco Alt. 

(1977-1974). 

Belt - Alt.; W/75A. Delco Alt. 
(1976-1975).. 


W/75A. Delco Alt. 


200328 @TR24438 

E6PZ8620F 2/9435PB 

®*9435HD 

C9PZ8620BY ©♦49447HD 

C9PZ8620ED ©TR22448 
C9PZ8620BY ©♦♦9447HD 
D9PZ8620M ©**9451 HD 

C9PZ8620BY ©♦49447HD 


Belt - P.S. 
Belt - P.S. 
Belt - P.S. 
Belt - P.S. 


Belt-Alt.; (1972-1971). 

(1990). 

(1989-1984)... 
(1979-1978)... 
W/A.C.; 
W/Cummins NTC Eng. 

(1977-1976). 

Belt - P.S.; W/A.C.; W/O 
Cummins NTC Eng. 

(1977-1976). 

Belt - P.S.; W/O A.C. 

(1977-1976). 

Belt - P.S.; (1975-1971)... 


C9PZ8620CB 

C9PZ8620BY 

9PZ8620BY 

D2TE8620ADA 

C9PZ8620BY 


©♦49463HD 

©♦49430HD 

@*9447HD 

©♦*9447HD 

©♦*9447HD 


D9PZ8620M ©4*9451 HD 


C9PZ8620BY @**9447HD 

C9PZ8620BY ©449447HD 
C9PZ8620BY @**9447HD 


Belt - A.C.; (1990). 

C9PZ8620BS 

49420HD 

Belt - A.C.; W/O Sanden A.C. 
Compr. (1989-1984). 

C9PZ8620CC 

49463HD 

Belt - A.C.; W/Sanden A.C. 
Compr.; Mar. 15, 1989 & 
Newer (1989). 

C6TA8620J 

49420HD 

Belt - A.C.; W/Drop Frame 
(1979). 

C9PZ8620EF 

TR22517 

Belt - A.C.; W/O Drop Frame 
(1979). 

D3PZ8620C 

©TR22425 

Belt - A.C.; Ser. No. Z25001 
& After (1978-1977). 

C9PZ8620ED 

©TR22448 

Belt - A.C.; (1975). 


TR22416 

Belt - A.C.; Ser. No. Z25001 
& Before (1974-1973). 


TR22416 

Belt - A.C.; (1972-1971). 

C9PZ8620DY 

TR22386 

Belt - Air Brake Compr.; 
(1972-1971). 

C9PZ8620BY 

*9447HD 

Idler Pulley; W/Flat Idler Pul¬ 
ley (1990-1985). 

3065000 

41173 

Idler Pulley; W/V-Ribbed Belt 
(1990-1985). 

3062931 

41174 

Idler Pulley; W/2-Groove Pul¬ 
ley (1979-1971). 

3064920 

41129 

Tensioner Pulley; W/Big Cam 
III Eng.; W/V-Ribbed Belt 
(1985). 

3064919 

41111 

LN9000 

1990-1971 

Belt - Fan; (1990). 

E8HT8620T 

©TR22443 

Belt - Fan; W/42 1/4" Belt 

O.C. (1989-1984). 

D0HZ8620E 

©TR22416 

Belt - Fan; W/43 1/8" Belt 

O.C. (1989-1985). 

D3PZ8620C 

©TR22425 

Belt - Fan; W/44 7/8" Belt 

O.C. (1989-1984). 

E8HZ8620T 

©TR22443 

Belt - Fan; W/44" Belt O.C. 
(1989-1984). 

E8HZ8620D 

!3>TR22434 

Belt - Fan; W/46 5/8" Belt 

O.C. (1989-1985). 

E4HZ8620H 

©TR22461 


FORD - Continued 

CUMMINS 6-CYL 14.0 L DIESEL ENG. 

- Continued 

LN9000 - Continued 
1990-1971 - Continued 
Belt - Fan; W/46" Belt O.C. 

(1989-1985). E2HZ8620A ©TR22455 

Belt - Fan; W/50 1/4" Belt 

0.0.(1988-1986). E4PZ8620D ©TR22495 

Belt - Fan; W/49 7/8" Belt 

O.C. (1985). E4PZ8620D . TR22495 

Belt - Fan; W/46 5/8" Belt 

O.C.; May & Newer (1984)... E4HZ8620H ©TR22461 

Belt - Fan; W/46" Belt O.C.; 

May & Newer (1984). E2HZ8620A ©TR22455 

Belt - Fan; W/50 1/4" Belt 

O.C.; May & Older (1984).... E4PZ8620D ©TR22495 

Belt - Fan; W/51 3/8" Belt 
O.C.; W/Rockford Fan 

Clutch (1984). El HZ8620C ©TR22508 

Belt - Fan; W/Cummins 
NTC300, NTC350, Formula 
300, Formula 350 Eng.; 

W/O Rockford Fan Clutch 

(1983). E4PZ8620D ©TR22495 

Belt - Fan; W/Cummins 
NTC350, Formula 350 Eng.; 

W/Rockford Fan Clutch 

(1983-1982). El HZ8620C ©TR22508 

Belt - Fan; W/Cummins 
NTC300, NTC350, Formula 
300, Formula 350 Eng. 

(1982-1980). E4PZ8620D ©TR22495 

Belt - Fan; W/Cummins 
NTC350, Formula 350 Eng.; 

W/Rockford Fan Clutch; 

Mar. 1981 & Newer 


(1981-1980). 

Belt - Fan; W/Cummins 
NTC250 Eng.; W/O Eaton 

El HZ8620C 

©TR22508 

Fan Clutch (1979-1978). 

Belt - Fan; W/Cummins 
NTC290 Eng.; Ser. No. 

C9PZ8620DZ 

©TR22405 

R80001 & After (1979-1975) 
Belt - Fan; W/Cummins 
NTC290, PT270 Eng.; W/O 
Eaton Fan Clutch 

D3PZ8620B 

©TR22425 

(1979-1978). 

Belt - Fan; W/Cummins 

C9PZ8620DZ 

©TR22405 

NTC335 Eng. (1979-1975)... 
Belt - Fan; W/Cummins 

PT270 Eng.; W/O Low 

Noise Restriction 

D3PZ8620B 

©TR22425 

(1979-1974). 

Belt - Fan; W/Cummins 
NTC350 Eng.; W/Eaton Fan 

D3PZ8620B 

©TR22425 

Clutch (1978-1975). 

Belt - Fan; W/Cummins 

C9PZ8620EL 

©TR22495 

NTC250 Eng. (1977-1975)... 
Belt - Fan; W/Cummins 
NTC290 Eng.; W/7" Pulley; 
W/O Low Noise Restriction 

C9PZ8620DZ 

©TR22405 

(1977-1975). 

Belt - Fan; W/Cummins 
NTC290 Eng.; W/8" Pulley; 
W/O Low Noise Restriction 

C9PZ8620DZ 

©TR22405 

(1977-1975). 

Belt - Fan; W/Cummins 
NTC290, PT270 Eng.; 

W/Low Noise Restriction; 

Ser. No. X00001 & After 

D3PZ8620B 

©TR22425 

(1977-1975). 

Belt - Fan; W/Cummins 

C9PZ8620DZ 

©TR22405 

NTC290, PT270 Eng. (1974) 
Belt - Fan; W/Cummins 
NTC355 Eng.; Ser. No. 

D3PZ8620B 

©TR22425 

T40001 & After (1974). 

Belt - Fan; W/Cummins NTC 
Eng.; Ser. No. R80001 & 

D3PZ8620B 

©TR22425 

Before (1973). 


©TR22416 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

Cut To Fit. * Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


FORD - Continued 
CUMMINS 6-CYL 14.0 

- Continued 

LN9000 - Continued 
1990-1971 - Continued 
Belt - Fan; W/Cummins 
NTC290 Eng.; Ser. No. 

R80001 & After (1973). 

Belt - Fan; (1972-1971). 

Belt - W.P.; (1990). 

Belt - W.P.; W/4-Ribbed Belt; 

W/43 3/8" Belt O.C. 

(1989-1984). 

Belt - W.P.; W/4-Ribbed Belt; 

W/44 7/8" Belt O.C. 

(1989-1984). 

Belt - W.P.; W/6-Ribbed Belt 

(1989-1984). 

Belt - W.P.; (1972-1971). 


L DIESEL ENG. 


D3PZ8620B ©TR22425 

D0HZ8620E ©TR22416 

3076492 4K060425HD 


♦K040430HD 


Optional Belt 


Belt - Alt.; Preferred Belt 
(1990).. 

Belt - Alt. 

(1990).. 

Belt - Alt.; W/43 7/8" Belt; 
W/Motorcraft Alt. 

(1989-1985). 

Belt - Alt.; W/44 7/8" Belt 
O.C.; W/Motorcraft Alt. 

(1989-1985). 

Belt - Alt.; W/Cummins 
NTC240, Formula 240 Eng.; 

W/Motorcraft Alt. (1984). 

Belt - Alt.; W/O Cummins 
NTC240, Formula 240 Eng.; 

W/Motorcraft Alt. (1984). 

Belt - Alt.; (1983-1980). 

Belt - Alt.; W/Cummins 
NTC350 Eng.; W/O Delco 
Alt. (1979-1974). 


3062620 

217638 

200328 

E6PZ8620F 


K040445 

♦K060435HD 

©TR24438 

2/9435PB 

©49435HD 


W/75A. Delco Alt. 


W/Delco Alt. 


W/75A. Delco Alt. 


Belt - Alt.; 
Belt - P.S. 
Belt - P.S. 
Belt - P.S. 
Belt - P.S. 


Belt - Alt 
(1978). 

Belt - Alt 
(1978). 

Belt - Alt 
(1977).. 

Belt - Alt.; W/O Cummins 
NTC Eng.; W/O Delco Alt. 

(1977-1974). 

Belt - Alt.; W/75A. Delco Alt. 

(1976-1975). 

Belt - Alt.; (1973). 

(1972-1971). 

(1990). 

(1989-1984). 

(1979-1978). 

. W/A.C.; 
W/Cummins NTC Eng. 

(1977-1976). 

Belt - P.S.; W/A.C.; W/O 
Cummins NTC Eng. 

(1977-1976). 

Belt - P.S.; W/O A.C. 

(1977-1976). 

Belt - P.S.; (1975-1971). 

Belt - A.C.; (1990). 

Belt - A.C.; W/O Sanden A.C. 

Compr. (1989-1982). 

Belt - A.C.; W/Sanden A.C. 
Compr.; Mar. 15, 1989 & 

Newer (1989). 

Belt - A.C.; W/Drop Frame; 
Jun. 15, 1981 & Older 

(1981-1980). 

Belt - A.C.; W/O Drop Frame; 
Jun. 15, 1981 & Older 
(1981-1980). 


D9PZ8620B *9435HD 

C9PZ8620BY *9447HD 

C9PZ8620BY ©**9447HD 

D9PZ8620B 49435HD 

C9PZ8620BY @**9447HD 

C9PZ8620ED ©TR22448 
C9PZ8620BY ©**9447HD 
D9PZ8620M ©**9451 HD 

D9PZ8620M ©**9451 HD 

C9PZ8620BY ©**9447HD 


C9PZ8620CB 

C9PZ8620BY 

C9PZ8620BY 

9PZ8620BY 

D2TE8620ADA 

C9PZ8620BY 


©♦*9463HD 

©♦*9447HD 

©♦49430HD 

©49447HD 

©♦49447HD 

©♦49447HD 


D9PZ8620M ©4*9451 HD 


C9PZ8620BY ©**9447HD 


C9PZ8620BY 

C9PZ8620BY 

C9PZ8620BS 

C9PZ8620CC 


©♦49447HD 

©♦49447HD 

49420HD 

49463HD 


C6TA8620J *9420HD 

C9PZ8620EF TR22517 


FORD - Continued 

CUMMINS 6-CYL 14.0 

- Continued 

LN9000 - Continued 


L DIESEL ENG. 


1990-1971 - Continued 
Belt - A.C.; W/O Sanden A.C. 
Compr.; Jun. 16, 1981 & 

Newer (1981-1980). 

Belt - A.C.; W/Drop Frame 
(1979). 

Belt - A.C.; W/O Drop Frame 
(1979) 

Belt - A.C. 


C9PZ8620CC 

C9PZ8620EF 

D3PZ8620C 


C9PZ8620ED 


D0HA8620AL 


TR22425 


Ser. No. Z25001 

& After (1978-1977). 

Belt - A.C.; (1975). 

Belt - A.C.; Ser. No. Z25001 

& Before (1974-1973). 

Belt - A.C.; (1972-1971).C9PZ8620DY 

Belt - Air Brake Compr.; 

(1972-1971).C9PZ8620BY 

Idler Pulley; W/Flat Idler Pul¬ 
ley (1990-1985). 3065000 

Idler Pulley; W/V-Ribbed Belt 

(1990-1985). 3062931 

Idler Pulley; W/2-Groove Pul¬ 
ley (1979-1975). 3064920 

Idler Pulley; W/2-Groove Pul¬ 
ley (1973-1971). 3064920 

Tensioner Pulley; W/Big Cam 
III Eng.; W/V-Ribbed Belt 

(1985). 3064919 

Tensioner Pulley - W.P.; 

W/V-Ribbed Belt 

(1981-1980). 3064919 

Hose - Upper - Eng. To Pipe; (1989-1972). 
Hose - Upper - Pipe To Rad.; (1989-1980). 
Hose - Upper - Pipe To Rad.; Ser. No. 

A25000 & Before (1979-1972). 

Hose - Upper - Pipe To Rad.; Ser. No. 

A25001 & After (1979-1972). 

Hose - Lower; W/300 Eng. (1989-1980). 

Hose - Lower; W/350 Eng. (1989-1980). 

Hose - Lower; W/290 Eng.; W/Calif. Emis¬ 
sion System (1988). 

Hose - Lower; W/290 Eng.; W/O Calif. 

Emission System (1988).. 

Hose - Lower; W/290 Eng.; W/Calif. Emis¬ 
sion System (1985-1983). 

Hose - Lower; W/290 Eng.; W/O Calif. 

Emission System (1985-1983). 

Hose - Lower; W/290 Eng.; W/Calif. Emis¬ 
sion System (1981-1980). 

Hose - Lower; W/290 Eng.; W/O Calif. 

Emission System (1981-1980). 

Hose - Lower; W/Cummins NTC350 Eng. 

(1979-1972). 

Hose - Lower; W/O Cummins NTC350 

Eng. (1979-1972). 

Hose - Lower - Eng. To Rad.; (1990). 

Hose - By Pass; (1990-1972). 

Hose - Heater; (1990-1980). 

Hose - Aftercooler; (1990-1980). 

LNT9000 

1990-1971 

Belt - Fan; (1990). 

Belt - Fan; W/42 1/4" Belt 

O.C. (1989-1984). 

Belt - Fan; W/43 1/8" Belt 

O.C. (1989-1985). 

Belt - Fan; W/44 7/8" Belt 

O.C. (1989-1984). 

Belt - Fan; W/44" Belt O.C. 

(1989-1984). 

Belt - Fan; W/46 5/8" Belt 

O.C. (1989-1985). 

Belt - Fan; W/46" Belt O.C. 

(1989-1985). 


E8HT8620T 

D0HZ8620E 

D3PZ8620C 

E8HZ8620T 

E8HZ8620D 

E4HZ8620H 

E2HZ8620A 


49463HD 

TR22517 

©TR22425 

©TR22448 

TR22416 

TR22416 

TR22386 

*9447HD 

41173 

41174 
41129 
41129 

41111 

41111 
■>2” I.D. 
^21115 

■0-2 1/2” I.D. 

s<21115 

20961 

21137 

21137 

20961 

21137 

20961 

21137 

20961 

21137 

20961 
22194 
3/4” I.D. 
5/8” I.D. 
21488 

©TR22443 

©TR22416 

©TR22425 

©TR22443 

©TR22434 

©TR22461 

©TR22455 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durlon ® Silicone Hose Recommended. O 
•*” Use Notched Belt Only. ♦ 

^ Cut To Fit. * 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

FORD - Continued 


Gates No. 


Application 

FORD - Continued 


Mfr. Part No. 


Gates No. 


CUMMINS 6-CYL. 14.0 L DIESEL ENG. 

- Continued 


CUMMINS 6-CYL. 14.0 L DIESEL ENG. 

- Continued 


LNT9000 - Continued 


1990-1971 - Continued 
Belt - Fan; W/51 3/8" Belt 
O.C.; W/Rockford Fan 

Clutch (1989-1986). E1HZ8620C 

Belt - Fan; W/49 7/8" Belt 

O.C. (1985). E4PZ8620D 

Belt - Fan; W/46 5/8" Belt 
O.C.; May & Newer (1984)... E4HZ8620H 
Belt - Fan; W/46" Belt O.C.; 

May & Newer (1984). E2HZ8620A 

Belt - Fan; W/50 1/4" Belt 
O.C.; May & Older (1984).... E4PZ8620D 
Belt - Fan; W/51 3/8" Belt 
O.C.; W/Rockford Fan 
Clutch (1984). El HZ8620C 


Belt - Fan; W/Cummins 
NTC300, NTC350, Formula 
300, Formula 350 Eng.; 
W/O Rockford Fan Clutch 


(1983). E4PZ8620D 

Belt - Fan; W/Cummins 
NTC350, Formula 350 Eng.; 

W/Rockford Fan Clutch 

(1983-1982). El HZ8620C 

Belt - Fan; W/Cummins 
NTC300, NTC350, Formula 
300, Formula 350 Eng. 

(1982-1980). E4PZ8620D 

Belt - Fan; W/Cummins 
NTC350, Formula 350 Eng.; 

W/Rockford Fan Clutch; 

Mar. 31, 1981 & Newer 

(1981). El HZ8620C 

Belt - Fan; W/Cummins 
NTC250 Eng.; W/O Eaton 
Fan Clutch (1979-1978).C9PZ8620DZ 


Belt - Fan; W/Cummins 
NTC290 Eng.; Ser. No. 

R80001 & After (1979-1975) D3PZ8620B 
Belt - Fan; W/Cummins 
NTC290, PT270 Eng.; W/O 
Eaton Fan Clutch 


(1979-1978).C9PZ8620DZ 

Belt - Fan; W/Cummins 
NTC335 Eng. (1979-1975)... D3PZ8620B 
Belt - Fan; W/Cummins 
PT270 Eng.; W/O Low 

Noise Restriction (1979).D3PZ8620B 

Belt - Fan; W/Cummins 
NTC350 Eng.; W/Eaton Fan 

Clutch (1978-1975).C9PZ8620EL 

Belt - Fan; W/Cummins 
PT270 Eng.; W/O Low 
Noise Restriction 

(1978-1974). D3PZ8620B 


Belt - Fan; W/Cummins 
NTC250 Eng. (1977-1975)... C9PZ8620DZ 
Belt - Fan; W/Cummins 
NTC290 Eng.; W/7" Pulley; 

W/O Low Noise Restriction 

(1977-1975).C9PZ8620DZ 

Belt - Fan; W/Cummins 
NTC290 Eng.; W/8” Pulley; 

W/O Low Noise Restriction 

(1977-1975). D3PZ8620B 

Belt - Fan; W/Cummins 
NTC290, PT270 Eng.; 

W/Low Noise Restriction; 

Ser. No. X00001 & After 

(1977-1975).C9PZ8620DZ 

Belt - Fan; W/Cummins 
NTC290, PT270 Eng. (1974) D3PZ8620B 
Belt - Fan; W/Cummins 
NTC355 Eng.; Ser. No. 

T40001 & After (1974). D3PZ8620B 


LNT9000 - Continued 


©TR22508 

©TR22495 

©TR22461 

©TR22455 

©TR22495 

©TR22508 


©TR22495 

©TR22508 

©TR22495 


©TR22508 

©TR22405 

©TR22425 

©TR22405 

©TR22425 

©TR22405 

©TR22495 

©TR22425 

©TR22405 

©TR22405 

©TR22425 


©TR22405 

©TR22425 


1990-1971 - Continued 
Belt - Fan; W/Cummins NTC 
Eng.; Ser. No. R80001 & 

Before (1973). 

Belt - Fan; W/Cummins 
NTC290 Eng.; Ser. No. 

R80001 & After (1973). 

Belt - Fan; (1972-1971). 

Belt - W.P.; (1990). 

Belt - W.P.; W/4-Ribbed Belt; 
W/43 3/8" Belt O.C. 

(1989-1984). 

Belt - W.P.; W/4-Ribbed Belt; 
W/44 7/8" Belt O.C. 

(1989-1984). 

Belt - W.P.; W/6-Ribbed Belt 

(1989-1984). 

Belt - W.P.; (1972-1971). 


Belt - Alt 
(1990). 
Belt - Alt 
(1990). 
Belt - Alt 
Belt - Alt 


Preferred Belt 


Optional Belt 


W/75A. Delco Alt. 


W/Delco Alt. 


W/75A. Delco Alt. 


(1984-1980). 

. W/Cummins 
NTC350 Eng.; W/O Delco 
Alt. (1979-1974). 

Belt - Alt. 

(1978). 

Belt - Alt 
(1978). 

Belt - Alt 
(1977).. 

Belt - Alt.; W/O Cummins 
NTC Eng.; W/O Delco Alt. 

(1977-1974). 

Belt - Alt.; W/75A. Delco Alt. 

(1976-1975). 

Belt - Alt.; (1973). 

Belt-Alt.; (1972-1971). 

Belt - P.S.; (1990). 

Belt - P.S.; (1989-1984). 

Belt - P.S.; (1979-1978). 

Belt - P.S.; W/A.C.; 
W/Cummins NTC Eng. 

(1977-1976). 

Belt - P.S.; W/A.C.; W/O 
Cummins NTC Eng. 

(1977-1976). 

Belt - P.S.; W/O A.C. 

(1977-1976). 

Belt - P.S.; (1975-1971). 

Belt - A.C.; (1990). 

Belt - A.C.; W/O Sanden A.C. 

Compr. (1989-1982). 

Belt - A.C.; W/Sanden A.C. 
Compr.; Mar. 15, 1989 & 

Newer (1989). 

Belt - A.C.; W/Drop Frame; 
Jun. 15, 1981 & Older 
(1981) ... 

Belt - A.C. 

Jun. 15, 

(1981) ... 

Belt - A.C.; W/O Sanden A.C. 
Compr.; Jun. 16, 1981 & 

Newer (1981). 

Belt - A.C.; W/Drop Frame 
(1980-1979).. 

Belt - A.C.; 

(1980).... 

Belt - A.C. 

(1979). 

Belt - A.C.; Ser. No. Z25001 


; W/O Drop Frame; 
1981 & Older 


W/O Drop Frame 
W/O Drop Frame 


©TR22425 


& After (1978-1977) 


©TR22416 


D3PZ8620B ©TR22425 

D0HZ8620E ©TR22416 

3076492 4K060425HD 


4K040430HD 


3062620 K040445 

217638 4K060435HD 

200328 ©TR24438 

E6PZ8620F 2/9435PB 

©49435HD 

C9PZ8620BY ©449447HD 


C9PZ8620ED ©TR22448 
C9PZ8620BY ©449447HD 
D9PZ8620M ©449451 HD 
D9PZ8620M ©449451 HD 


C9PZ8620BY ©449447HD 

C9PZ8620CB ©♦♦9463HD 
C9PZ8620BY ©♦♦9447HD 
C9PZ8620BY ©449430HD 
9PZ8620BY ©49447HD 
D2TE8620ADA ©♦♦9447HD 
C9PZ8620BY ©449447HD 


D9PZ8620M 

©♦49451 HD 

C9PZ8620BY 

©♦49447HD 

C9PZ8620BY 

C9PZ8620BY 

C9PZ8620BS 

©♦49447HD 

©♦49447HD 

49420HD 

C9PZ8620CC 

49463HD 

C6TA8620J 

49420HD 

C9PZ8620EF 

TR22517 

D0HA8620AL 

TR22425 

C9PZ8620CC 

49463HD 

C9PZ8620EF 

TR22517 

D0HA8620AL 

TR22425 

D3PZ8620C 

©TR22425 

C9PZ8620ED 

©TR22448 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

FORD - Continued 


Gates No. 


Application 

FORD - Continued 


Mfr. Part No. 


Gates No. 


CUMMINS 6-CYL 14.0 L DIESEL ENG. 

- Continued 


CUMMINS 6-CYL. 14.0 L DIESEL ENG. 

- Continued 


LNT9000 - Continued 


LS9000 - Continued 


1990-1971 - Continued 

Belt - A.C.; (1975). 


TR22416 

Belt - A.C.; Ser. No. Z25001 
& Before (1974-1973). 


TR22416 

Belt - A.C.; (1972-1971). 

C9PZ8620DY 

TR22386 

Belt - Air Brake Compr.; 
(1972-1971). 

C9PZ8620BY 

49447HD 

Idler Pulley; W/Flat Idler Pul¬ 
ley (1990-1985). 

3065000 

41173 

Idler Pulley; WA/-Ribbed Belt 
(1990-1985). 

3062931 

41174 

Idler Pulley; W/2-Groove Pul¬ 
ley (1979-1971). 

3064920 

41129 

Tensioner Pulley; W/Big Cam 
III Eng.; WA/-Ribbed Belt 
(1985). 

3064919 

41111 

Tensioner Pulley - W.P.; 
W/V-Ribbed Belt 
(1981-1980). 

3064919 

41111 

Hose - Upper - Eng. To Pipe; (1989-1972). 

*2” I.D. 

Hose - Upper - Pipe To Rad.; (1989-1980). 

^21115 


Hose - Upper - Pipe To Rad.; Ser. No. 

A25000 & Before (1979-1972). *2 1/2” I.D. 

Hose - Upper - Pipe To Rad.; Ser. No. 

A25001 & After (1979-1972). ^21115 


Hose - Lower; W/290 Eng.; W/Calif. Emis¬ 
sion System (1989-1988). 21137 

Hose - Lower; W/290 Eng.; W/O Calif. 

Emission System (1989-1988). 20961 

Hose - Lower; W/300 Eng. (1989-1980). 20961 

Hose - Lower; W/350 Eng. (1989-1980). 21137 

Hose - Lower; W/290 Eng.; W/Calif. Emis¬ 
sion System (1985-1983). 21137 

Hose - Lower; W/290 Eng.; W/O Calif. 

Emission System (1985-1983). 20961 

Hose - Lower; W/290 Eng.; W/Calif. Emis¬ 
sion System (1981-1980). 21137 

Hose - Lower; W/290 Eng.; W/O Calif. 

Emission System (1981-1980). 20961 

Hose - Lower; W/Cummins NTC350 Eng. 

(1979-1972). 21137 

Hose - Lower; W/O Cummins NTC350 

Eng. (1979-1972). 20961 

Hose - Lower - Eng. To Rad.; (1990). 22194 

Hose - By Pass; (1990-1972). 3/4” I.D. 

Hose - Heater; (1990-1980). 5/8” I.D. 

Hose - Aftercooler; (1990-1980). 21488 

LS9000 

1990-1973 


Belt - Fan; (1990).. 
Belt - W.P.; (1990). 
Belt - Alt. 


Preferred Belt 


E8HT8620T 

3076492 


(1990). E6PZ8620F 

Belt - Alt.; Optional Belt 

(1990). 

Belt - P.S.; (1990). 9PZ8620BY 

Belt - A.C.; (1990).C9PZ8620BS 

Idler Pulley; W/Flat Idler Pul¬ 
ley (1990-1985). 3065000 

Idler Pulley; WA/-Ribbed Belt 

(1990-1985). 3062931 

Idler Pulley; W/2-Groove Pul¬ 
ley (1979-1973). 3064920 

Tensioner Pulley; W/Big Cam 
III Eng.; W/V-Ribbed Belt 

(1985). 3064919 

Hose - Upper - Eng. To Pipe; (1989-1984). 
Hose - Upper - Eng. To Pipe; (1979-1973). 
Hose - Upper - Pipe To Rad.; (1989-1984). 
Hose - Upper - Pipe To Rad.; Ser. No. 
A25000 & Before (1979-1973). 


©TR22443 

♦K060425HD 

2/9435PB 

©49435HD 

©49447HD 

49420HD 

41173 

41174 
41129 


41111 
*2” I.D. 
■>2” I.D. 
s-=21115 

*2 1/2” I.D. 


1990-1973 - Continued 

Hose - Upper - Pipe To Rad.; Ser. No. 

A25001 & After (1979-1973). 

Hose - Lower; W/250, 350 Eng. 

(1989-1984). 

Hose - Lower; W/Single Hose (1979-1973). 
Hose - Lower - Eng. To Pipe; W/230, 240 

Eng. (1988). 

Hose - Lower - Eng. To Pipe; W/230, 240 

Eng. (1986-1984). 

Hose - Lower - Eng. To Pipe; (1979-1973). 

Hose - Lower - Eng. To Rad.; (1990). 

Hose - Lower - Pipe To Rad.; W/230, 240 

Eng. (1988). 

Hose - Lower - Pipe To Rad.; W/230, 240 

Eng. (1986-1984). 

Hose - Lower - Pipe To Rad.; (1979-1973). 

Hose - By Pass; (1990-1984). 

Hose - By Pass; (1979-1973). 

Hose - Heater; (1990-1984). 

Hose - Heater; (1979-1973). 

Hose - Aftercooler; (1990-1984). 


LT9000 

1990-1971 

Belt - Fan; (1990). E8HZ8620T 

Belt - Fan; W/42 1/4" Belt 

O.C. (1989-1984). D0HZ8620E 

Belt - Fan; W/43 1/8" Belt 

O.C. (1989-1984). D3PZ8620C 

Belt - Fan; W/44 7/8" Belt 

O.C. (1989). E8HZ8620T 

Belt - Fan; W/44" Belt O.C. 

(1989-1984). E8HZ8620D 

Belt - Fan; W/44 7/8" Belt 

O.C. (1988-1984). E8HZ8620T 

Belt - Fan; W/Cummins 
NTC350, Formula 350 Eng. 

(1983-1980). E8HT8620T 

Belt - Fan; W/Cummins 
NTC250 Eng.; W/O Eaton 

Fan Clutch (1979-1978).C9PZ8620DZ 

Belt - Fan; W/Cummins 
NTC290 Eng.; Ser. No. 


R80001 & After (1979-1975) D3PZ8620B 
Belt - Fan; W/Cummins 
NTC290, PT270 Eng.; W/O 


Eaton Fan Clutch 

(1979-1978).C9PZ8620DZ 

Belt - Fan; W/Cummins 
NTC335 Eng. (1979-1975)... D3PZ8620B 
Belt - Fan; W/Cummins 
PT270 Eng.; W/O Low 

Noise Restriction (1979).D3PZ8620B 

Belt - Fan; W/Cummins 
NTC350 Eng.; W/O Eaton 

Fan Clutch (1978).C9PZ8620ED 

Belt - Fan; W/Cummins 
PT270 Eng.; W/O Low 
Noise Restriction 

(1978-1974). D3PZ8620B 

Belt - Fan; W/Cummins 
NTC250 Eng. (1977-1975)... C9PZ8620DZ 
Belt - Fan; W/Cummins 
NTC290 Eng.; W/7" Pulley; 

W/O Low Noise Restriction 

(1977-1975).C9PZ8620DZ 

Belt - Fan; W/Cummins 
NTC290 Eng.; W/8" Pulley; 

W/O Low Noise Restriction 
(1977-1975). D3PZ8620B 


^21115 

20961 

20961 

21300 

21300 
*2 1/2” I.D. 
22194 

20960 

20960 
20960 
3/4” I.D. 
3/4” I.D. 
5/8” I.D. 
5/8” I.D. 
21488 


®TR22443 

©TR22416 

©TR22425 

©TR22443 

®TR22434 

©TR22443 

©TR22443 

©TR22405 

©TR22425 


©TR22405 

©TR22425 


©TR22405 


©TR22448 


©TR22425 

©TR22405 


©TR22405 


©TR22425 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


FORD - Continued 
CUMMINS 6-CYL. 14.0 

- Continued 

LT9000 - Continued 
1990-1971 - Continued 
Belt - Fan; W/Cummins 
NTC290, PT270 Eng.; 

W/Low Noise Restriction; 

Ser. No. X00001 & After 

(1977-1975). 

Belt - Fan; W/Cummins 
NTC350 Eng.; W/Low Noise 

Restriction (1977-1975). 

Belt - Fan; W/Cummins 
NTC290, PT270 Eng. (1974) 

Belt - Fan; W/Cummins 
NTC355 Eng.; Ser. No. 

T40001 & After (1974). 

Belt - Fan; W/Cummins NTC 
Eng.; Ser. No. R80001 & 

Before (1973). 

Belt - Fan; W/Cummins 
NTC290 Eng.; Ser. No. 

R80001 & After (1973). 

Belt - Fan; (1972-1971). 

Belt - W.P.; (1990). 

Belt - W.P.; W/4-Ribbed Belt; 

W/43 3/8" Belt O.C. 

(1989-1984). 

Belt - W.P.; W/4-Ribbed Belt; 

W/44 7/8" Belt O.C. 

(1989-1984). 

Belt - W.P.; W/6-Ribbed Belt 

(1989-1984). 

Belt - W.P.; (1972-1971). 


L DIESEL ENG. 


Belt - Alt 
(1990). 
Belt - Alt 
(1990). 
Belt - Alt 
Belt - Alt 


Preferred Belt 


Optional Belt 


W/75A. Delco Alt. 


W/75A. Delco Alt. 


(1984-1980). 

, W/Cummins 
NTC350 Eng.; W/O Delco 
Alt. (1979-1974). 

Belt - Alt. 

(1978).. 

Belt - Alt. 

(1977).. 

Belt - Alt.; W/O Cummins 
NTC Eng.; W/O Delco Alt. 

(1977-1974). 

Belt - Alt.; W/75A. Delco Alt. 

(1976-1975). 

Belt - Alt.; (1973). 

Belt-Alt.; (1972-1971). 

Belt - P.S.; (1990). 

Belt - P.S.; (1989-1984). 

Belt - P.S.; (1979-1978). 

Belt - P.S.; W/A.C.; 
W/Cummins NTC Eng. 

(1977-1976). 

Belt - P.S.; W/A.C.; W/O 
Cummins NTC Eng. 

(1977-1976). 

Belt - P.S.; W/O A.C. 

(1977-1976). 

Belt - P.S.; (1975-1971). 

Belt - A.C.; (1990). 

Belt - A.C.; W/O Sanden A.C. 

Compr. (1989-1982). 

Belt - A.C.; W/Sanden A.C. 
Compr.; Mar. 15, 1989 & 

Newer (1989). 

Belt - A.C.; W/Drop Frame; 
Jun. 15, 1981 & Older 

(1981-1980). 

Belt - A.C.; W/O Drop Frame; 
Jun. 15, 1981 & Older 
(1981-1980). 


C9PZ8620DZ 

©TR22405 

C9PZ8620ED 

©TR22448 

D3PZ8620B 

©TR22425 

D3PZ8620B 

©TR22425 


©TR22416 

D3PZ8620B 

D0HZ8620E 

3076492 

©TR22425 

©TR22416 

*K060425HD 


*K040430HD 

3062620 

K040445 

217638 

200328 

*K060435HD 

©TR24438 

E6PZ8620F 

2/9435PB 

C9PZ8620BY 

©*9435HD 

©♦*9447HD 

C9PZ8620ED 

©TR22448 

C9PZ8620BY 

©♦*9447HD 

D9PZ8620M 

©♦*9451 HD 

C9PZ8620BY 

©♦♦9447HD 

C9PZ8620CB ©**9463HD 
C9PZ8620BY @**9447HD 
C9PZ8620BY @**9430HD 
C9PZ8620BY @*9447HD 
D2TE8620ADA @**9447HD 
C9PZ8620BY @**9447HD 

D9PZ8620M 

©♦*9451 HD 

C9PZ8620BY 

©♦*9447HD 

C9PZ8620BY 

C9PZ8620BY 

C9PZ8620BS 

©♦*9447HD 

©♦*9447HD 

*9420HD 

C9PZ8620CC 

*9463HD 

C6TA8620J 

*9420HD 

C9PZ8620EF 

TR22517 

D0HA8620AL 

TR22425 


C9PZ8620CC 

C9PZ8620EF 

D3PZ8620C 


C9PZ8620ED 


FORD - Continued 
CUMMINS 6-CYL 14.0 

- Continued 

LT9000 - Continued 
1990-1971 - Continued 
Belt - A.C.; W/O Sanden A.C. 

Compr.; Jun. 16, 1981 & 

Newer (1981-1980). 

Belt - A.C.; W/Drop Frame 

(1979). 

Belt - A.C.; W/O Drop Frame 

(1979). 

Belt - A.C.; Ser. No. Z25001 

& After (1978-1977). 

Belt - A.C.; (1975). 

Belt - A.C.; Ser. No. Z25001 

& Before (1974-1973). 

Belt - A.C.; (1972-1971).C9PZ8620DY 

Belt - Air Brake Compr.; 

(1972-1971).C9PZ8620BY 

Idler Pulley; W/Flat Idler Pul¬ 
ley (1990-1985). 3065000 

Idler Pulley; WA/-Ribbed Belt 

(1990-1985). 3062931 

Idler Pulley; W/2-Groove Pul¬ 
ley (1979-1971). 3064920 

Tensioner Pulley; W/Big Cam 
III Eng.; WA/-Ribbed Belt 

(1985). 3064919 

Tensioner Pulley - W.P.; 

W/V-Ribbed Belt 

(1981-1980). 3064919 

Hose - Upper - Eng. To Pipe; (1989-1973). 
Hose - Upper - Pipe To Rad.; (1989-1980). 
Hose - Upper - Pipe To Rad.; Ser. No. 

A25000 & Before (1979-1973). 

Hose - Upper - Pipe To Rad.; Ser. No. 

A25001 & After (1979-1973). 

Hose - Lower; W/250, 350 Eng. 

(1989-1980). 

Hose - Lower; W/Single Hose (1979-1973). 
Hose - Lower - Eng. To Pipe; W/230, 240 

Eng. (1989-1988). 

Hose - Lower - Eng. To Pipe; W/230, 240 

Eng. (1986-1980). 

Hose - Lower - Eng. To Pipe; (1979-1973). 

Hose - Lower - Eng. To Rad.; (1990). 

Hose - Lower - Pipe To Rad.; W/230, 240 

Eng. (1989-1988). 

Hose - Lower - Pipe To Rad.; W/230, 240 

Eng. (1986-1980). 

Hose - Lower - Pipe To Rad.; (1979-1973). 

Hose - By Pass; (1990-1973). 

Hose - Heater; (1990-1973). 

Hose - Aftercooler; (1990-1980). 

LTA9000 

1990 

Belt - Fan. 

Belt - W.P. 

Belt - Alt.; Preferred Belt 
Belt - Alt.; Optional Belt., 

Belt - P.S. 

Belt - A.C. 

W/Flat Idler Pul- 

. 3065000 

3062931 


L DIESEL ENG. 


Idler Pulley; 
ley 

Idler Pulley; 


E8HZ8620T 

3076492 

E6PZ8620F 

C9PZ8620BY 

C9PZ8620BS 


WA/-Ribbed Belt 
Hose - Lower - Eng. To Rad. 

Hose - By Pass. 

Hose - Heater. 

Hose - Aftercooler. 

LTL9000 

1990-1971 

Belt - Fan; (1990). 

Belt - Fan; W/42 1/4" Belt 
O.C. (1989-1984). 


D0HZ8620E 


*9463HD 

TR22517 

©TR22425 

©TR22448 

TR22416 

TR22416 

TR22386 

*9447HD 

41173 

41174 
41129 

41111 

41111 
■>2” I.D. 
^21115 

*2 1/2” I.D. 

s-<21115 

20961 

20961 

21300 

21300 
*2 1/2” I.D. 
22194 

20960 

20960 
20960 
3/4” I.D. 
5/8” I.D. 
21488 


©TR22443 

*K060425HD 

2/9435PB 

©*9435HD 

©*9447HD 

*9420HD 

41173 

41174 
22194 
3/4” I.D. 
5/8” I.D. 
21488 


©TR22443 

©TR22416 


© Two Required. © Six Required. 

® Three Required. ▲ Durion ® Silicone Hose Recommended. 

© Four Required. •*” Use Notched Belt Only. 

© Five Required. =< Cut To Fit. 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Q Use Wire Inserted Green Stripe® Coolant Hose. 

♦ PowerBand® Belt May Work, Use Template To Check. 

* Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


FORD - Continued 
CUMMINS 6-CYL 14.0 

- Continued 

LTL9000 - Continued 


L DIESEL ENG. 


1990-1971 - Continued 
Belt - Fan; W/44 7/8" Belt 

O.C. (1989). E8HZ8620T 

Belt - Fan; W/44" Belt O.C. 

(1989-1984). E8HZ8620D 

Belt - Fan; W/46" Belt O.C. 

(1989-1984). E2HZ8620A 

Belt - Fan; W/44 7/8" Belt 

O.C. (1988-1984). E8HZ8620T 

Belt - Fan; W/Cummins 
NTC300, Formula 300 Eng. 

(1983-1982). E8HZ8620T 

Belt - Fan; W/Cummins 
NTC250 Eng.; W/O Eaton 

Fan Clutch (1979-1978).C9PZ8620DZ 

Belt - Fan; W/Cummins 
NTC290 Eng.; Ser. No. 

R80001 & After (1979-1975) D3PZ8620B 
Belt - Fan; W/Cummins 
NTC290, PT270 Eng.; W/O 
Eaton Fan Clutch 

(1979-1978).C9PZ8620DZ 

Belt - Fan; W/Cummins 
NTC335 Eng. (1979-1975)... D3PZ8620B 
Belt - Fan; W/Cummins 
PT270 Eng.; W/O Low 
Noise Restriction (1979) 

Belt - Fan; W/Cummins 
PT270 Eng.; W/O Low 
Noise Restriction 

(1978-1974). D3PZ8620B 

Belt - Fan; W/Cummins 
NTC250 Eng. (1977-1975)... C9PZ8620DZ 
Belt - Fan; W/Cummins 
NTC290 Eng.; W/7" Pulley; 

W/O Low Noise Restriction 

(1977-1975). 

Belt - Fan; W/Cummins 
NTC290 Eng.; W/8” Pulley; 

W/O Low Noise Restriction 

(1977-1975). D3PZ8620B 

Belt - Fan; W/Cummins 
NTC290, PT270 Eng.; 

W/Low Noise Restriction; 

Ser. No. X00001 & After 

(1977-1975).C9PZ8620DZ 

Belt - Fan; W/Cummins 
NTC290, PT270 Eng. (1974) D3PZ8620B 
Belt - Fan; W/Cummins 
NTC355 Eng.; Ser. No. 

T40001 & After (1974). D3PZ8620B 

Belt - Fan; W/Cummins NTC 
Eng.; Ser. No. R80001 & 

Before (1973). 

Belt - Fan; W/Cummins 
NTC290 Eng.; Ser. No. 

R80001 & After (1973). D3PZ8620B 

Belt - Fan; (1972-1971). D0HZ8620E 

Belt - W.P.; (1990). 3076492 

Belt - W.P.; W/4-Ribbed Belt; 

W/43 3/8" Belt O.C. 

(1989-1984). 

Belt - W.P.; W/4-Ribbed Belt; 

W/44 7/8" Belt O.C. 

(1989-1984). 

Belt - W.P.; W/6-Ribbed Belt 

(1989-1984). 

Belt - W.P.; (1972-1971). 


®TR22443 
©TR22434 
©TR22455 
©TR22443 

©TR22443 

©TR22405 

©TR22425 

©TR22405 
©TR22425 

C9PZ8620DZ ©TR22405 


©TR22425 
©TR22405 

C9PZ8620DZ ©TR22405 

©TR22425 

©TR22405 
©TR22425 

©TR22425 

©TR22416 


©TR22425 

©TR22416 

*K060425HD 


*K040430HD 


Belt - Alt 
(1990). 
Belt - Alt 
(1990). 
Belt - Alt 


Preferred Belt 


3062620 

217638 

200328 

E6PZ8620F 


Optional Belt 


(1984-1982). 


C9PZ8620BY 


K040445 

*K060435HD 

©TR24438 

2/9435PB 

@*9435HD 

©♦*9447HD 


FORD - Continued 

CUMMINS 6-CYL 14.0 

- Continued 

LTL9000 - Continued 


L DIESEL ENG. 


W/75A. Delco Alt. 


W/75A. Delco Alt. 


C9PZ8620ED 

C9PZ8620BY 

D9PZ8620M 


1990-1971 - Continued 
Belt - Alt.; W/Cummins 
NTC350 Eng.; W/O Delco 

Alt. (1979-1974). 

Belt - Alt. 

(1978).. 

Belt - Alt. 

(1977).. 

Belt - Alt.; W/O Cummins 
NTC Eng.; W/O Delco Alt. 

(1977-1974). 

Belt - Alt.; W/75A. Delco Alt. 

(1976-1975). 

Belt - Alt.; (1973). 

Belt - Alt.; (1972-1971). 

Belt - P.S.; (1990). 

Belt - P.S.; (1989-1984). 

Belt - P.S.; (1979-1978). 

Belt - P.S.; W/A.C.; 

W/Cummins NTC Eng. 

(1977-1976). D9PZ8620M 

Belt - P.S.; W/A.C.; W/O 
Cummins NTC Eng. 

(1977-1976). 

Belt - P.S.; W/O A.C. 

(1977-1976). 

Belt - P.S.; (1975-1971). 

Belt - A.C.; (1990). 

Belt - A.C.; W/O Sanden A.C. 

Compr. (1989-1984). 

Belt - A.C.; W/Sanden A.C. 

Compr.; Mar. 15, 1989 & 

Newer (1989). C6TA8620J 

Belt - A.C.; W/Drop Frame; 


©TR22448 
©♦*9447HD 
©♦*9451 HD 


C9PZ8620BY ©**9447HD 


C9PZ8620CB 

C9PZ8620BY 

C9PZ8620BY 

D2TE8620ADA 

C9PZ8620BY 


©♦*9463HD 

©♦*9447HD 

©♦*9430HD 

©*9447HD 

©♦*9447HD 

©♦*9447HD 

©♦*9451 HD 


C9PZ8620BY ©**9447HD 


C9PZ8620BY 

C9PZ8620BY 

C9PZ8620BS 

C9PZ8620CC 


Jun. 15, 
(1983)... 
Belt - A.C. 
Jun. 15, 
(1983)... 
Belt - A.C. 


1981 & Older 


C9PZ8620EF 


; W/O Drop Frame; 
1981 & Older 


D0HA8620AL 


; W/O Sanden A.C. 

Compr.; Jun. 16, 1981 & 

Newer (1983).C9PZ8620CC 

Belt - A.C.; W/O Sanden A.C. 

Compr. (1982).C9PZ8620CC 

Belt - A.C.; W/Drop Frame 

(1979).C9PZ8620EF 

Belt - A.C.; W/O Drop Frame 

(1979). D3PZ8620C 

Belt - A.C.; Ser. No. Z25001 

& After (1978-1977).C9PZ8620ED 

Belt - A.C.; (1975). 

Belt - A.C.; Ser. No. Z25001 

& Before (1974-1973). 

Belt - A.C.; (1972-1971).C9PZ8620DY 

Belt - Air Brake Compr.; 

(1972-1971).C9PZ8620BY 

Idler Pulley; W/Flat Idler Pul¬ 
ley (1990-1985). 3065000 

Idler Pulley; W/V-Ribbed Belt 

(1990-1985). 3062931 

Idler Pulley; W/2-Groove Pul¬ 
ley (1979-1971). 3064920 

Tensioner Pulley; W/Big Cam 
III Eng.; W/V-Ribbed Belt 
(1985). 3064919 


(1990-1982). 
Dual I.D. 


Single I.D. 


Hose - Upper - Eng. To Pipe; 

Hose - Upper - Pipe To Rad. 

Hose (1990). 

Hose - Upper - Pipe To Rad. 

Hose (1990). 

Hose - Upper - Pipe To Rad.; (1989-1982). 
Hose - Lower; W/230, 240 H.P. Eng. 

(1990). 

Hose - Lower; (1989-1982). 


©♦*9447HD 

©♦*9447HD 

*9420HD 

*9463HD 


*9420HD 

TR22517 

TR22425 

*9463HD 

*9463HD 

TR22517 

©TR22425 

©TR22448 

TR22416 

TR22416 

TR22386 

*9447HD 

41173 

41174 
41129 

41111 
*2” I.D. 

=<21123 

=<21115 

=■<21123 

20961 

20961 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durlon ® Silicone Hose Recommended. O 
•*” Use Notched Belt Only. ♦ 

=< Cut To Fit. * 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


FORD - Continued 

CUMMINS 6-CYL 14.0 L DIESEL ENG. 

- Continued 

LTL9000 - Continued 
1990-1971 - Continued 
Hose - Lower - Eng. To Pipe; W/230, 240 

H.P. Eng. (1990). 21300 

Hose - Lower - Pipe To Rad.; W/230, 240 

H.P. Eng. (1990). 20960 

Hose - By Pass; (1990-1982). 3/4" I.D. 

Hose - Heater; (1990-1982). 5/8" I.D. 

Hose - Aftercooler; (1990). 21488 

LTS9000 

1990-1971 

Belt - Fan; (1990). E8HZ8620T ©TR22443 

Belt - Fan; W/42 1/4" Belt 

O.C. (1989-1984). D0HZ8620E ©TR22416 

Belt - Fan; W/43 1/8" Belt 

O.C. (1989-1984). D3PZ8620C ©TR22425 

Belt - Fan; W/44 7/8" Belt 

O.C.(1989-1984). E8HZ8620T ©TR22443 

Belt - Fan; W/44" Belt O.C. 

(1989-1984). E8HZ8620D ©TR22434 

Belt - Fan; W/51 3/8" Belt 
O.C.; W/Rockford Fan 

Clutch (1989-1984). E1HZ8620C ©TR22508 

Belt - Fan; W/Cummins 
NTC250 Eng.; W/O Eaton 

Fan Clutch (1979-1978).C9PZ8620DZ ©TR22405 

Belt - Fan; W/Cummins 
NTC290 Eng.; Ser. No. 

R80001 & After (1979-1975) D3PZ8620B ©TR22425 

Belt - Fan; W/Cummins 
NTC290, PT270 Eng.; W/O 
Eaton Fan Clutch 

(1979-1978).C9PZ8620DZ ©TR22405 

Belt - Fan; W/Cummins 

NTC335 Eng. (1979-1975)... D3PZ8620B ©TR22425 

Belt - Fan; W/Cummins 
PT270 Eng.; W/O Low 

Noise Restriction (1979).C9PZ8620DZ ©TR22405 

Belt - Fan; W/Cummins 
PT270 Eng.; W/O Low 
Noise Restriction 

(1978-1974). D3PZ8620B ©TR22425 

Belt - Fan; W/Cummins 

NTC250 Eng. (1977-1975)... C9PZ8620DZ ©TR22405 

Belt - Fan; W/Cummins 
NTC290 Eng.; W/7" Pulley; 

W/O Low Noise Restriction 

(1977-1975).C9PZ8620DZ ©TR22405 

Belt - Fan; W/Cummins 
NTC290 Eng.; W/8" Pulley; 

W/O Low Noise Restriction 

(1977-1975). D3PZ8620B ©TR22425 

Belt - Fan; W/Cummins 
NTC290, PT270 Eng.; 

W/Low Noise Restriction; 

Ser. No. X00001 & After 

(1977-1975).C9PZ8620DZ ©TR22405 

Belt - Fan; W/Cummins 
NTC350 Eng.; W/Low Noise 

Restriction (1977-1975).C9PZ8620ED C2 jTR22448 

Belt - Fan; W/Cummins 

NTC290, PT270 Eng. (1974) D3PZ8620B ©TR22425 

Belt - Fan; W/Cummins 
NTC355 Eng.; Ser. No. 

T40001 & After (1974). D3PZ8620B ©TR22425 

Belt - Fan; W/Cummins NTC 
Eng.; Ser. No. R80001 & 

Before (1973). ©TR22416 

Belt - Fan; W/Cummins 
NTC290 Eng.; Ser. No. 

R80001 & After (1973). D3PZ8620B ©TR22425 

Belt - Fan; (1972-1971). D0HZ8620E ©TR22416 

Belt - W.P.; (1990). 3076492 4K060425HD 


FORD - Continued 

CUMMINS 6-CYL 14.0 L DIESEL ENG. 

- Continued 

LTS9000 - Continued 


Optional Belt 


(1984-1980). 

W/75A. Delco Alt.; 
AG5001 & After 


W/75A. Delco Alt. 


W/75A. Delco Alt. 


1990-1971 - Continued 
Belt - W.P.; W/4-Ribbed Belt; 
W/43 3/8" Belt O.C. 

(1989-1984). 

Belt - W.P.; W/4-Ribbed Belt; 
W/44 7/8" Belt O.C. 

(1989-1984). 

Belt - W.P.; W/6-Ribbed Belt 

(1989-1984). 

Belt - W.P.; (1972-1971). 

Belt - Alt.; Preferred Belt 
(1990).. 

Belt - Alt. 

(1990).. 

Belt - Alt. 

Belt - Alt. 

Ser. No. 

(1979).. 

Belt - Alt.; W/Cummins 
NTC350 Eng.; W/O Delco 

Alt. (1979-1974). 

Belt - Alt.; W/Delco Alt. 
(1979-1975) 

Belt - Alt. 

(1978). 

Belt - Alt 
(1977).. 

Belt - Alt.; W/Cummins 
NTC350 Eng.; W/Delco Alt. 

(1977-1976). 

Belt - Alt.; W/O Cummins 
NTC Eng.; W/O Delco Alt. 

(1977-1974). 

Belt - Alt.; W/75A. Delco Alt. 

(1976-1975). 

Belt - Alt.; (1973). 

Belt - Alt.; (1972-1971). 

Belt - P.S.; (1990). 

Belt - P.S.; (1989-1984). 

Belt - P.S.; (1979-1978). 

Belt - P.S.; W/A.C.; 
W/Cummins NTC Eng. 

(1977-1976). 

Belt - P.S.; W/A.C.; W/O 
Cummins NTC Eng. 

(1977-1976). 

Belt - P.S.; W/O A.C. 

(1977-1976). 

Belt - P.S.; (1975-1971). 

Belt - A.C.; (1990). 

Belt - A.C.; W/O Sanden A.C. 

Compr. (1989-1984). 

Belt - A.C.; W/Sanden A.C. 
Compr.; Mar. 15, 1989 & 
Newer (1989). 


3062620 


4K040430HD 


K040445 


217638 4K060435HD 

200328 ©TR24438 


E6PZ8620F 


2/9435PB 


©49435HD 

C9PZ8620BY ©449447HD 


C9PZ8620BV ©49440HD 

C9PZ8620ED ©TR22448 
D9PZ8620M ©449451 HD 

C9PZ8620BY ©449447HD 
D9PZ8620M ©449451 HD 

C9PZ8620BY ©♦♦9447HD 

C9PZ8620BY ©449447HD 


C9PZ8620CB 

C9PZ8620BY 

C9PZ8620BY 

C9PZ8620BY 

D2TE8620ADA 

C9PZ8620BY 


©449463HD 

©♦♦9447HD 

©♦♦9430HD 

©49447HD 

©♦♦9447HD 

©449447HD 


D9PZ8620M ©449451 HD 

C9PZ8620BY ©♦♦9447HD 

C9PZ8620BY ©♦♦9447HD 
C9PZ8620BY ©♦♦9447HD 
C9PZ8620BS 49420HD 

C9PZ8620CC 49463HD 

C6TA8620J 49420HD 


Belt - A.C 

; W/Drop Frame; 


Jun. 15, 

1981 & Older 


(1983)... 

. C9PZ8620EF 

TR22517 

Belt - A.C 

; W/O Drop Frame; 


Jun. 15, 

1981 & Older 


(1983)... 

. D0HA8620AL 

TR22425 

Belt - A.C 

; W/O Sanden A.C. 



Compr.; Jun. 16, 1981 & 

Newer (1983). 

Belt - A.C.; W/O Sanden A.C. 

Compr. (1982). 

Belt - A.C.; W/Drop Frame; 
Jun. 15, 1981 & Older 

(1981-1980). 

Belt - A.C.; W/O Drop Frame; 
Jun. 15, 1981 & Older 
(1981-1980). 


C9PZ8620CC 49463HD 

C9PZ8620CC 49463HD 

C9PZ8620EF TR22517 

D0HA8620AL TR22425 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

FORD - Continued 


Gates No. 


Application 

FORD - Continued 


Mfr. Part No. 


Gates No. 


CUMMINS 6-CYL 14.0 L DIESEL ENG. 

- Continued 


CUMMINS 6-CYL. 14.0 L DIESEL ENG. 

- Continued 


LTS9000 - Continued 
1990-1971 - Continued 
Belt - A.C.; W/O Sanden A.C. 


Compr.; Jun. 16, 1981 & 

Newer (1981-1980).C9PZ8620CC 

Belt - A.C.; W/Drop Frame 

(1979).C9PZ8620EF 

Belt - A.C.; W/O Drop Frame 

(1979). D3PZ8620C 

Belt - A.C.; Ser. No. Z25001 

& After (1978-1977).C9PZ8620ED 

Belt - A.C.; (1975). 

Belt - A.C.; Ser. No. Z25001 

& Before (1974-1973). 

Belt - A.C.; (1972-1971).C9PZ8620DY 

Belt - Air Brake Compr.; 

(1972-1971).C9PZ8620BY 

Idler Pulley; W/Flat Idler Pul¬ 
ley (1990-1985). 3065000 

Idler Pulley; W/V-Ribbed Belt 

(1990-1985). 3062931 

Idler Pulley; W/2-Groove Pul¬ 
ley (1979-1971). 3064920 

Tensioner Pulley; W/Big Cam 
III Eng.; W/V-Ribbed Belt 

(1985). 3064919 

Tensioner Pulley - W.P.; 

W/V-Ribbed Belt 

(1981-1980). 3064919 

Hose - Upper - Eng. To Pipe; (1989-1973). 


Hose - Upper - Pipe To Rad.; (1989-1980). 
Hose - Upper - Pipe To Rad.; Ser. No. 

A25000 & Before (1979-1973). 

Hose - Upper - Pipe To Rad.; Ser. No. 

A25001 & After (1979-1973). 

Hose - Lower; W/250, 350 Eng. 

(1989-1980). 

Hose - Lower; W/Single Hose (1979-1973). 
Hose - Lower - Eng. To Pipe; W/230, 240 

Eng. (1989). 

Hose - Lower - Eng. To Pipe; W/230, 240 

Eng. (1987-1980). 

Hose - Lower - Eng. To Pipe; (1979-1973). 

Hose - Lower - Eng. To Rad.; (1990). 

Hose - Lower - Pipe To Rad.; W/230, 240 

Eng. (1989). 

Hose - Lower - Pipe To Rad.; W/230, 240 

Eng. (1987-1980). 

Hose - Lower - Pipe To Rad.; (1979-1973). 

Hose - By Pass; (1990-1973). 

Hose - Heater; (1990-1973). 

Hose - Aftercooler; (1990-1980). 

W1000 

1970-1967 

Belt - Fan; Preferred Belt. 


Belt - Fan; Optional Belt. C7TZ8620N 

Belt - W.P. C7TZ8620M 

Belt - Alt. 178427 

Belt - P.S. C7TA8620R 

Belt - A.C. C6TA8620N 

W9000 

1977-1970 


Belt - Fan; Preferred Belt; 

W/Cummins NTC290 Eng. 

(1977-1975). 

Belt - Fan; Preferred Belt; 

W/O Fan Clutch; 

W/Cummins NTC250 Eng. 

(1977-1975). 

Belt - Fan; Optional Belt; 

W/Cummins NTC290 Eng. 

(1977-1975).C9PZ8620EF 


49463HD 

TR22517 

©TR22425 

©TR22448 

TR22416 

TR22416 

TR22386 

49447HD 

41173 

41174 
41129 

41111 

41111 
*2” I.D. 
=<21115 

■ 0-2 1/2” I.D. 

=■<21115 


W9000 - Continued 


1977-1970 - Continued 


Belt - Fan; W/Cummins 
NTC350 Eng. (1977-1975).. 
Belt - Fan; W/Cummins 

PT270 Eng. (1977-1975). 

Belt - Fan; W/Fan Clutch; 
W/Cummins NTC250 Eng. 

(1977-1975). 

Belt - Fan; W/O Fan Clutch; 
W/Cummins NTC250 Eng. 

(1977-1975). 

Belt - Fan; W/O Fan Clutch; 
W/Cummins NTC290 Eng. 

(1977-1975). 

Belt - Fan; (1974-1970). 

Belt - W.P.; (1977-1975). 

Belt - W.P.; W/Eccentric Adj- 

mt. (1974-1970). 

Belt - W.P.; W/Full Flow 


D3HA8620KA 

©TR22545 

D0HZ8620D 

©TR22534 

C9PZ8620EL 

©TR22495 

C9PZ8620EF 

©TR22517 

D0HZ8620D 

D3HA8620EA 

215356 

©TR22534 

©TR22534 

@6596 

200328 

TR24438 


Cool. (1974-1970). 

. 215356 

@6596 

Belt - Alt. 

. C9PZ8620BZ 

©449447HD 

Belt - P.S. 

. C9PZ8620BZ 

©449447HD 

Belt - A.C.; (1977-1975). 

. D0HA8620AC 

TR22425 

Belt - A.C.; (1974-1973). 

. D0HZ8620E 

TR22416 

Belt - A.C.; (1972-1970). 

. C9PZ8620DY 

TR22386 

Idler Pulley; W/2-Groove Pul¬ 
ley (1977-1971). 

. 3064920 

41129 

Hose - Upper; (1976-1972).... 


26517 


Hose - Lower; (1976-1972). 

Hose - Lower - Eng. To Pipe; 
Hose - Lower - Pipe To Rad.; 
Hose - By Pass; (1976-1970)., 
Hose - Heater; (1976-1970). 

WT1000 


(1971-1970). 

(1971-1970). 


©■>2 1/2” I.D. 

26519 

26520 
3/4” I.D. 
5/8” I.D. 


20961 

20961 

21300 

21300 
*2 1/2” I.D. 
22194 


1970-1967 

Belt - Fan; Preferred Belt 


Belt - Fan; Optional Belt. C7TZ8620N 

Belt - W.P. C7TZ8620M 

Belt - Alt. 178427 

Belt - P.S. C7TA8620R 

Belt - A.C. C6TA8620N 

WT9000 


1977-1970 


20960 

20960 
20960 
3/4” I.D. 
5/8” I.D. 
21488 


♦2/TR22517PB 

©TR22517 

TR24438 

©♦49470HD 

TR22664 

TR22380 


♦2/TR22517PB 


♦2/TR22517PB 


©TR22517 


Belt - Fan; Preferred Belt; 
W/Cummins NTC290 Eng. 

(1977-1975). 

Belt - Fan; Preferred Belt; 
W/O Fan Clutch; 
W/Cummins NTC250 Eng. 

(1977-1975). 

Belt - Fan; Optional Belt; 
W/Cummins NTC290 Eng. 

(1977-1975). 

Belt - Fan; W/Cummins 
NTC350 Eng. (1977-1975).. 
Belt - Fan; W/Cummins 

PT270 Eng. (1977-1975). 

Belt - Fan; W/Fan Clutch; 
W/Cummins NTC250 Eng. 

(1977-1975). 

Belt - Fan; W/O Fan Clutch; 
W/Cummins NTC250 Eng. 

(1977-1975). 

Belt - Fan; W/O Fan Clutch; 
W/Cummins NTC290 Eng. 

(1977-1975). 

Belt - Fan; (1974-1970). 

Belt - W.P.; (1977-1975). 

Belt - W.P.; W/Eccentric Adj- 

mt. (1974-1970). 

Belt - W.P.; W/Full Flow 
Cool. (1974-1970). 


C9PZ8620EF 

D3HA8620KA 

D0HZ8620D 

C9PZ8620EL 

C9PZ8620EF 

D0HZ8620D 

D3HA8620EA 

215356 

200328 

215356 


♦2/TR22517PB 

©TR22517 

TR24438 

©♦49470HD 

TR22664 

TR22380 


♦2/TR22517PB 

♦2/TR22517PB 

©TR22517 

©TR22545 

©TR22534 

©TR22495 

©TR22517 

©TR22534 

©TR22534 

@6596 

TR24438 

12)6596 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

=< Cut To Fit. 


o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 


91 














































































Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

FORD - Continued 


Gates No. 


Application 

FORD - Continued 


Mfr. Part No. 


Gates No. 


CUMMINS 6-CYL. 14.0 L DIESEL ENG. 

- Continued 

WT9000 - Continued 


DETROIT DIESEL 6-71 DIESEL ENG. 

- Continued 

LTS9000 - Continued 


1977-1970 - Continued 

Belt - Alt. 

Belt - P.S. 

Belt - A.C.; (1977-1975). 

Belt - A.C.; (1974-1973). 

Belt - A.C.; (1972-1970). 

Idler Pulley; W/2-Groove Pul¬ 
ley (1977-1971). 


C9PZ8620BZ @**9447HD 
C9PZ8620BZ ©**9447HD 
D0HA8620AC TR22425 

D0HZ8620E TR22416 

C9PZ8620DY TR22386 

3064920 41129 

26517 

©■>2 1/2” I.D. 

26519 

26520 
3/4” I.D. 
5/8” I.D. 


Hose - Upper; (1976-1972). 

Hose - Lower; (1976-1972). 

Hose - Lower - Eng. To Pipe; (1971-1970). 
Hose - Lower - Pipe To Rad.; (1971-1970). 

Hose - By Pass; (1976-1970). 

Hose - Heater; (1976-1970). 


CUMMINS 6-CYL. 18.8 L DIESEL ENG. 

CL9000; CLT9000 

1979-1978 


Belt - Alt.; W/36 5/8" Belt 

O.C. 205913 

Belt - Alt.; W/37 5/8" Belt 

O.C. 206996 

Belt - A.C.C9PZ8620BR 

Hose - Upper - Eng. To Pipe. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Rad. To Pipe. 

Hose - By Pass; Rad. Side. 

Hose - By Pass - Eng. Side. 

Hose - Heater Hose. 


*K050360HD 

K050370 
*9415HD 
21241 

■>3 1/2” I.D. 
■>3 1/2” I.D. 
1” I.D. 

2” I.D. 

5/8” I.D. 


DETROIT DIESEL 6-71 DIESEL ENG. 


F8000 

1969-1968 

Belt - Alt.; W/55A. Alt.C8HA8620N @7380 

Belt - Fan & Air Brake Com- 

pr. 5139212 @**9590HD 

L9000; LN9000; LNT9000; LT9000 

1986-1970 


1986-1970 - Continued 
Belt - Alt.; W/O Delco Alt. 

(1986-1980). E2HT8620BA 

Belt - Alt.; W/O Delco Alt. 

(1979-1975). 

Belt - Alt.; W/65A. Leece 

Neville Alt. (1974-1973).C5TE8620G 

Belt - Alt.; W/85A. Autolite 

Alt. (1974-1973). C7TE8620A 

Belt - Alt.; W/O Delco Alt. 

(1972-1971). E2HT8620BA 

Belt - P.S.; (1986-1971).C9PZ8620BS 

Belt - A.C.; (1986-1971).C9PZ8620DC 

Belt - Fan & Air Brake Com- 

pr.; (1986-1975). C7TA8620G 

Belt - Fan & Air Brake Com- 
pr.; (1974-1971). C7TA8620G 


Hose - Upper - Eng. To Pipe 
Hose - Upper - Pipe To Rad. 
Hose - Lower - Eng. To Pipe 
Hose - Lower - Pipe To Rad. 
Hose - By Pass - Eng. Side.. 
Hose - By Pass - Rad. Side.. 

Hose - Heater Inlet. 

Hose - Heater Outlet. 

N1000 

1970-1967 


Belt - Fan. C6TS8620D 

Belt - Alt.C9PZ8620CB 

Belt - P.S.C9PZ8620CZ 

N8000 

1969 - 1968 

Belt - Alt.; W/55A. Alt.C8HA8620N 

Belt - Fan & Air Brake Com- 
pr. 5139212 

NT850; NT1000 

1970 - 1967 


Belt - Fan; (1986-1975). 

Belt - Alt.; W/Delco Alt. 

(1986-1971). 

Belt - Alt.; W/O Delco Alt. 

(1986-1980). 

Belt - Alt.; W/O Delco Alt. 

(1979-1975). 

Belt - Alt.; W/65A. Leece 

Neville Alt. (1974-1973). 

Belt - Alt.; W/85A. Autolite 

Alt. (1974-1973). 

Belt - Alt.; W/O Delco Alt. 

(1972-1971). 

Belt - P.S.; (1986-1971). 

Belt - A.C.; (1986-1971). 

Belt - Fan & Air Brake Com- 

pr.; (1986-1975). 

Belt - Fan & Air Brake Com- 

pr.; (1974-1971). 

Hose - Upper - Eng. To Pipe 
Hose - Upper - Pipe To Rad. 
Hose - Lower - Eng. To Pipe 
Hose - Lower - Pipe To Rad. 
Hose - By Pass - Eng. Side.. 
Hose - By Pass - Rad. Side.. 

Hose - Heater Inlet. 

Hose - Heater Outlet. 

LTS9000 

1986-1970 

Belt - Fan; (1986-1975). 

Belt - Alt.; W/Delco Alt. 
(1986-1971). 


C9PZ8620DT ©*9730HD 

D2TE8620AKA ©**9470HD 

E2HT8620BA @**9463HD 

©♦*9451 HD 

C5TE8620G ©**9447HD 

C7TE8620A ©**9451 HD 

E2HT8620BA ©**9463HD 
C9PZ8620BS ©*9420HD 

C9PZ8620DC *9600HD 

C7TA8620G ®*9730HD 

C7TA8620G ©*9730HD 

. <21194 

. <21302 

. <21302 

. 20960 

. 1 3/4” I.D. 

. 3/4” I.D. 

. 3/4” I.D. 

. 5/8” I.D. 


Belt - Fan. C6TS8620D 

Belt - Alt.C9PZ8620CB 

Belt - P.S.C9PZ8620CZ 

NT8000; T8000 

1969 - 1968 

Belt - Alt.; W/55A. Alt.C8HA8620N 

Belt - Fan & Air Brake Com- 
pr. 5139212 

W1000 

1970 - 1967 

Belt - Alt.; W/65A. Alt.C9HA8620B 

Belt - Alt.; W/Std. Alt. C8DE8620B 

Belt - P.S. C5AE8620K 

Belt - A.C.; W/O Sleeper Cab C7TE8620B 
Belt - A.C.; W/Sleeper Cab .... C7TA8620U 
Belt - Fan & Air Brake Com- 
pr. C7TA8620G 

W9000 

1977-1970 

Belt - Fan.C9PZ8620DT 

Belt - Alt.C9PZ8620A 

Belt - A.C.C9PZ8620DC 

Belt - Fan & Air Brake Com- 

P r . 

Hose - Upper - Eng. To Pipe; (1977-1973). 
Hose - Upper - Pipe To Rad.; (1977-1973). 


C9PZ8620DT @*9730HD 
D2TE8620AKA ©**9470HD 


Hose - Lower - Pipe To Rad.; (1977-1973). 
Hose - By Pass - Eng. Side; (1977-1973)... 
Hose - By Pass - Rad. Side; (1977-1973).. 


©♦*9463HD 
©♦*9447HD 
©♦*9447HD 
©♦*9451 HD 

©♦*9463HD 

©*9420HD 

*9600HD 

®*9730HD 

©*9730HD 
s<21194 
^21302 
s<21302 
20960 
1 3/4” I.D. 
3/4” I.D. 
3/4” I.D. 
5/8” I.D. 


©♦*9700HD 

©♦*9463HD 

*9580HD 


<1.7380 

©♦*9590HD 


©♦*9700HD 

©♦*9463HD 

*9580HD 


©7380 

©♦*9590HD 


@*9455HD 

@7450 

*9580HD 

*9463HD 

*9490HD 

®*9730HD 


©*9730HD 
©♦*9451 HD 
*9600HD 

@*9730HD 
26505 
20543 
or 25808 
26520 
1 3/4” I.D. 
3/4" I.D. 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

•*” Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

s< Cut To Fit. * Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


FORD - Continued 

DETROIT DIESEL 6-71 DIESEL ENG. 

- Continued 

WT1000 

1970-1967 

Belt - Alt.; W/65A. Alt.C9HA8620B 

Belt - Alt.; W/Std. Alt. C8DE8620B 

Belt - P.S. C5AE8620K 

Belt - A.C.; W/O Sleeper Cab C7TE8620B 

Belt - A.C.; W/Sleeper Cab .... C7TA8620U 

Belt - Fan & Air Brake Com- 
pr. C7TA8620G 

WT9000 

1977-1970 

Belt - Fan.C9PZ8620DT @*9730HD 

Belt - Alt.C9PZ8620A ©449451110 

Belt - A.C.C9PZ8620DC 

Belt - Fan & Air Brake Com- 

P'. 

Hose - Upper - Eng. To Pipe; (1977-1973). 

Hose - Upper - Pipe To Rad.; (1977-1973). 


©49455HD 

©7450 

49580HD 

49463HD 

49490HD 

©49730HD 


49600HD 


©49730HD 
26505 
20543 
or 25808 
26520 
1 3/4” I.D. 
3/4” I.D. 


Hose - Lower - Pipe To Rad.; (1977-1973). 

Hose - By Pass - Eng. Side; (1977-1973)... 

Hose - By Pass - Rad. Side; (1977-1973).. 

DETROIT DIESEL 6V-53 DIESEL ENG 

F8000 

1969 

Belt - Alt.; W/55A. Alt. C8HA8620N @7380 

Belt - Fan & Air Brake Com- 

pr. 5139212 ©449590HD 

L8000; LN8000; LNT8000; LT8000; LTS8000 


1972-1970 



Belt - W.P. 

5139228 

7370 

Belt - Fan & Alt. 

C9PZ8620FT 

7380 

Belt - A.C. 

C9PZ8620BY 

*9447HD 

Belt - Air Brake Compr. 

C9PZ8620CV 

49560HD 

Hose - Upper - Eng. To Pipe. 


1 5/8” I.D. 

Hose - Upper - Pipe To Rad.. 


26504 

Hose - Lower. 


26518 

N8000; T8000 



1970-1968 



Belt - Alt.; W/45A., 55A. Alt.... 

C6DE8620E 

7390 

Belt - Alt.; W/65A. Alt. 

C4TE8620M 

7417 


DETROIT DIESEL 6V-92 DIESEL ENG. 

CL9000; CLT9000 

1986-1978 

Belt - Fan; W/7 3/8" Pulley. E0PZ8620G ©44961OHD 

Belt - Fan; W/9 3/4" Pulley. D5HA8620FA ©449650HD 

Belt - Alt. D0HZ8620A @9279 

Belt - A.C. D0TZ8620D 49480HD 

Hose - Upper - Eng. To Pipe (Left Side).... 21194 

Hose - Upper - Eng. To Pipe (Right Side).. ^2 1/4” I.D. 

Hose - Upper - Pipe To Rad. 2 1/2” I.D. 

Hose - Lower - Eng. To Pipe. ->3” I.D. 

Hose - Lower - Pipe To Rad. -*3 1/4” I.D. 

Hose - By Pass - Inlet. ©1 3/4” I.D. 

Hose - By Pass - Outlet. 2 3/8” I.D. 

Hose - Heater Inlet. 3/4" I.D. 

Hose - Heater Outlet. 5/8" I.D. 

L9000 

1979-1977 

Belt - Alt.; W/Delco Alt.C9PZ8620AV ©49290HD 

Belt - Alt.; W/O Delco Alt. D0HZ8620A 

Belt - A.C.; W/49 3/8” Belt 

O.C.C8HA8620S 

Belt - A.C.; W/53 3/8” Belt 

O.C. E4HT8620AAA 

Hose - Upper - Eng. To Pipe (Left Side).... 

Hose - Upper - Eng. To Pipe (Right Side).. 

Hose - Upper - Pipe To Rad. 


@9279 

49490HD 

49530HD 
21194 
*2 1/4” I.D. 
21564 


FORD - Continued 

DETROIT DIESEL 6V-92 DIESEL ENG 

- Continued 

L9000 - Continued 

1979-1977 - Continued 

Hose - Lower. 

Hose - By Pass - Inlet. 

Hose - By Pass - Outlet. 

Hose - Heater Inlet. 

Hose - Heater Outlet. 

LN9000; LNT9000 


21467 
>1 3/4” I.D. 
2 3/8” I.D. 
3/4” I.D. 
5/8” I.D. 


1986-1977 

Belt - Fan. 

.. D5HA8620KA 

©*9720HD 

Belt - Alt.; W/Delco Alt. 

.. C9PZ8620AV 

©49290HD 

Belt - Alt.; W/O Delco Alt. 

.. D0HZ8620A 

@9279 

Belt - A.C.; W/49 3/8" Belt 
O.C. 

.. C8HA8620S 

49490HD 

Belt - A.C.; W/53 3/8" Belt 
O.C. 

.. E4HT8620AAA 

49530HD 

Hose - Upper - Eng. To Pipe (Left Side).... 

21194 


Hose - Upper - Eng. To Pipe (Right Side).. -^2 1/4” I.D. 

Hose - Upper - Pipe To Rad. 21564 

Hose - Lower. 21467 

Hose - By Pass - Inlet. ©1 3/4” I.D. 

Hose - By Pass - Outlet. 2 3/8” I.D. 

Hose - Heater Inlet. 3/4” I.D. 

Hose - Heater Outlet. 5/8” I.D. 

LT9000; LTS9000 

1979-1977 

Belt - Fan. D5HA8620JA ©449650HD 

Belt - Alt.; W/Delco Alt.C9PZ8620AV ©49290HD 

Belt - Alt.; W/O Delco Alt. D0HZ8620A @9279 

Belt - A.C.; W/49 3/8” Belt 

O.C.C8HA8620S 49490HD 

Belt - A.C.; W/53 3/8" Belt 

O.C. E4HT8620AAA 49530HD 

Hose - Upper - Eng. To Pipe (Left Side).... 21194 

Hose - Upper - Eng. To Pipe (Right Side).. ^2 1/4” I.D. 

Hose - Upper - Pipe To Rad. 21564 

Hose - Lower. 21467 

Hose - By Pass - Inlet. ©1 3/4” I.D. 

Hose - By Pass - Outlet. 2 3/8” I.D. 

Hose - Heater Inlet. 3/4” I.D. 

Hose - Heater Outlet. 5/8” I.D. 

W9000; WT9000 

1977 

Belt - Fan. D5HA8620JA ©449650HD 

Belt - Alt. D0HA8620AE @9279 

Hose - Upper - Eng. To Pipe (Left Side).... 21194 

Hose - Upper - Eng. To Pipe (Right Side).. *2 1/4” I.D. 

Hose - Lower - Eng. To Oil Cooler. ^-2 3/4” I.D. 

Hose - By Pass - Inlet. ->1 3/4” I.D. 

Hose - By Pass - Outlet. 42 3/8” I.D. 

DETROIT DIESEL 8V-71 DIESEL ENG. 

CL9000; CLT9000 

1986-1978 

Belt - Fan; W/Fan Clutch.D0HA8620AA ©*961OHD 

Belt - Fan; W/O Fan Clutch.... C9PZ8620DM ©♦49650HD 

Belt - Alt. D0HA8620AE @9279 

Belt - A.C. D0TZ8620D *9480HD 

Hose - Upper - Eng. To Pipe (Left Side).... ->2 1/4” I.D. 

Hose - Upper - Eng. To Pipe (Right Side).. 21194 

Hose - Upper - Pipe To Rad. 42 1/2” I.D. 

Hose - Lower - Eng. To Pipe. *2 3/4” I.D. 

Hose - Lower - Pipe To Rad. ->3 1/4” I.D. 

Hose - By Pass - Inlet (Rad. Side). 3/4” I.D. 

Hose - By Pass - Outlet (Rad. Side). 1” I.D. 

Hose - By Pass - Head. 1 3/4” I.D. 

Hose - By Pass - W.P. 2 3/8” I.D. 

Hose - Heater Inlet. 3/4” I.D. 

Hose - Heater Outlet. 5/8” I.D. 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

* 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


FORD - Continued 

DETROIT DIESEL 8V-71 DIESEL ENG 

- Continued 

L9000 

1986-1970 

Belt - Fan; W/Fan Clutch 

(1979) . '♦♦9610HD 

Belt - Fan; W/Noise Restric¬ 
tion (1979-1970).C9PZ8620CY ©**9570HD 

Belt - Fan; W/O Noise Re¬ 
striction (1979-1970). D0TZ8620E 

Belt - Fan; W/Rockford Fan 

Clutch (1979-1970).C9PZ8620DM 

Belt - Alt.; W/Delco Alt. D7PZ8620N 

Belt - Alt.; W/O Delco Alt. D0HZ8620A 

Belt - A.C. D0HA8620AJ 

Belt - Air Brake Compr.; 

(1979-1971).C9PZ8620CD 

Belt - Air Brake Compr.; 

(1970).C9PZ8620CC 

Flose - Upper - Eng. To Pipe (Right Side).. 

Flose - Lower. 

Inlet (Rad. Side). 

Outlet (Rad. Side). 

Rad. Side. 

Head. 

W.P. 


©*9600HD 

©♦*9650HD 

@9270 

il>9279 

*9480HD 

*9480HD 


Hose ■ 
Hose ■ 


By Pass 
By Pass 
Hose - By Pass 
Hose - By Pass 
Hose - By Pass 

Hose - Heater; Molded Hose. 

Hose - Heater Inlet; Strt. Hose. 

Hose - Heater Outlet; Strt. Hose. 

LN9000; LNT9000 

1984-1970 

Belt - Fan; W/O Turbo (1980) C9PZ8620DM 
Belt - Fan; W/Turbo (1980).... 

Belt - Fan; W/O Noise Re¬ 
striction (1979-1970). D3PZ8620A 

Belt - Alt.; W/Delco Alt. D7PZ8620N 

Belt - Alt.; W/O Delco Alt. D0HZ8620A 

Belt - A.C. D0HA8620AJ 

Belt - Air Brake Compr.; 

(1979-1971).C9PZ8620CD 

Belt - Air Brake Compr.; 

(1970).C9PZ8620CC 

Hose - Upper - Pipe To Rad. 

Hose - Lower. 

Hose - By Pass - Inlet (Rad. Side). 

Hose - By Pass - Outlet (Rad. Side). 

Hose - By Pass - Eng. Side. 

Hose - By Pass - Head. 

Hose - By Pass - W.P. 

Hose - Heater; Molded Hose. 

Hose - Heater Inlet; Strt. Hose. 

Hose - Heater Outlet; Strt. Hose. 

LT9000 

1984-1970 

Belt - Fan; W/O Turbo (1980) C9PZ8620DM 
Belt - Fan; W/Turbo (1980).... 

Belt - Fan; W/Fan Clutch 
(1979). 


*9463HD 
*2 1/4” I.D. 
21238 
3/4" I.D. 
1” I.D. 
5/8" I.D. 

1 3/4” I.D. 

2 3/8” I.D. 
@s<20338 

3/4" I.D. 
5/8" I.D. 


©♦*9650HD 

@*9720HD 

©♦*9670HD 

@9270 

il>9279 

*9480HD 

*9480HD 

*9463HD 
21564 
21301 
3/4” I.D. 
1” I.D. 
5/8” I.D. 

1 3/4” I.D. 

2 3/8” I.D. 
@s>«=20338 

3/4” I.D. 
5/8” I.D. 


©♦*9650HD 

@*9720HD 

@♦*9610HD 


1” I.D. 
5/8" I.D. 

1 3/4” I.D. 

2 3/8” I.D. 
i2)s<20338 

3/4" I.D. 
5/8" I.D. 


©♦*9610HD 
©♦*9305HD 
*9455HD 

*9451 HD 
*2 1/4” I.D. 
20744 
3/4” I.D. 

1 3/4” I.D. 

2 3/8” I.D. 
5/8” I.D. 


FORD - Continued 

DETROIT DIESEL 8V-71 DIESEL ENG 

- Continued 

LT9000 - Continued 

1984-1970 - Continued 

Hose - By Pass - Outlet (Rad. Side). 

Hose - By Pass - Rad. Side. 

Hose - By Pass - Head. 

Hose - By Pass - W.P. 

Hose - Heater; Molded Hose. 

Hose - Heater Inlet; Strt. Hose. 

Hose - Heater Outlet; Strt. Hose. 

W1000 

1977-1966 

Belt - Fan; (1970-1966). C6TZ8620J 

Belt - Alt.; (1970-1966). C6TA8620L 

Belt - A.C.; (1970-1966). 

Belt - Air Brake Compr.; 

(1970-1966). C5AE8620U 

Hose - Upper - Pipe To Rad. 

Hose - Lower. 

Hose - By Pass - Rad. Side. 

Hose - By Pass - Head. 

Hose - By Pass - W.P. 

Hose - Heater. 

W9000 

1977-1966 

Belt - Fan; Ser. No. W80001 

& After (1977-1970). 

Belt - Alt.; W/Delco Alt. 

(1977-1970). D7PZ8620N 

Belt - Alt.; W/O Delco Alt. 

(1977-1970). D0HZ8620A 

Belt - A.C.; (1977-1974). 

Belt - A.C.; (1973-1970).C9PZ8620CB 

Belt - Air Brake Compr.; 

(1977-1970). D0HA8620AJ 

Hose - Upper - Pipe To Rad. 

Hose - Lower. 

Hose - By Pass - Rad. Side. 

Hose - By Pass - Head. 

Hose - By Pass - W.P. 

Hose - Heater. 

WT1000 

1977-1966 

Belt - Fan; (1970-1966). C6TZ8620J 

Belt - Alt.; (1970-1966). C6TA8620L 

Belt - A.C.; (1970-1966). 

Belt - Air Brake Compr.; 

(1970-1966). C5AE8620U 

Hose - Upper - Pipe To Rad. 

Hose - Lower. 

Hose - By Pass - Rad. Side. 

Hose - By Pass - Head. 

Hose - By Pass - W.P. 


D5PZ8620V ©**9660HD 


@9270 

i©9279 

TR22553 

*9463HD 

*9480HD 
*2 1/4” I.D. 
20744 
3/4” I.D. 

1 3/4” I.D. 

2 3/8” I.D. 
5/8” I.D. 


©♦*961OHD 
@**9305HD 
*9455HD 


Hose - Heater.. 

WT9000 

1977-1966 


*9451 HD 
*2 1/4” I.D. 
20744 
3/4” I.D. 

1 3/4” I.D. 

2 3/8” I.D. 
5/8” I.D. 


tion (1979-1970). 

.. C9PZ8620CY 

©♦*9570HD 

Belt - Fan; Ser. No. W80001 



Belt - Fan; W/O Noise Re- 



& After (1977-1970). 

D5PZ8620V 

©♦*9660HD 

striction (1979-1970). 

.. D0TZ8620E 

*9600HD 

Belt - Alt.; W/Delco Alt. 



Belt - Fan; W/Rockford Fan 



(1977-1970). 

D7PZ8620N 

©.9270 

Clutch (1979-1970). 

.. C9PZ8620DM 

©♦*9650HD 

Belt - Alt.; W/O Delco Alt. 



Belt - Alt.; W/Delco Alt. 

.. D7PZ8620N 

©.9270 

(1977-1970). 

D0HZ8620A 

©.9279 

Belt - Alt.; W/O Delco Alt. 

.. D0HZ8620A 

©.9279 

Belt - A.C.; (1977-1974). 


TR22553 

Belt - A.C. 

.. D0HA8620AJ 

*9480HD 

Belt - A.C.; (1973-1970). 

C9PZ8620CB 

*9463HD 

Belt - Air Brake Compr.; 



Belt - Air Brake Compr.; 



(1979-1971). 

.. C9PZ8620CD 

♦9480HD 

(1977-1970). 

D0HA8620AJ 

*9480HD 

Belt - Air Brake Compr.; 



Hose - Upper - Pipe To Rad.. 


*2 1/4” I.D. 

(1970). 

.. C9PZ8620CC 

*9463HD 

Hose - Lower. 


20744 

Hose - Upper - Eng. To Pipe (Right Side).. 

*2 1/4” I.D. 

Hose - By Pass - Rad. Side... 


3/4” I.D. 

Hose - Lower. 


21238 

Hose - By Pass - Head. 


1 3/4” I.D. 

Hose - By Pass - Inlet (Rad. Side). 

3/4” I.D. 

Hose - By Pass - W.P. 


2 3/8” I.D. 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

Cut To Fit. * Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


FORD - Continued 

DETROIT DIESEL 8V-71 DIESEL ENG. 

- Continued 

WT9000 - Continued 

1977-1966 - Continued 

Hose - Heater. 5/8" I.D. 

DETROIT DIESEL 8V-71N DIESEL ENG. 

CL9000; CLT9000 

1979-1978 

Belt - Fan; W/Fan Clutch.D0HA8620AA ©*961OHD 

Belt - Fan; W/O Fan Clutch.... C9PZ8620DM @**9650HD 

Belt - Alt. D0HA8620AE ©9279 

Belt - A.C. D0TZ8620D *9480HD 

Hose - Upper - Eng. To Pipe (Left Side).... -*2 1/4” I.D. 

Hose - Upper - Eng. To Pipe (Right Side).. 21194 

Hose - Upper - Pipe To Rad. ^-2 1/2” I.D. 

Hose - Lower - Eng. To Pipe. ^2 3/4” I.D. 

Hose - Lower - Pipe To Rad. ^-3 1/4” I.D. 

Hose - By Pass - Inlet (Rad. Side). 3/4" I.D. 

Hose - By Pass - Outlet (Rad. Side). 1” I.D. 

Hose - By Pass - Head. 1 3/4” I.D. 

Hose - By Pass - W.P. 2 3/8” I.D. 

Hose - Heater Inlet. 3/4" I.D. 

Hose - Heater Outlet. 5/8" I.D. 

L9000 


1979-1970 


Belt - Fan 
(1979)... 

W/Fan Clutch 

Belt - Fan 
tion. 

W/Noise Restric- 

Belt - Fan 
striction. 

W/O Noise Re- 

Belt - Fan 

W/Rockford Fan 


C9PZ8620CY 

D0TZ8620E 


Clutch.C9PZ8620DM 

Belt - Alt.; W/Delco Alt. D7PZ8620N 

Belt - Alt.; W/O Delco Alt. D0HZ8620A 

Belt - A.C. D0HA8620AJ 

Belt - Air Brake Compr.; 

(1979-1971).C9PZ8620CD 

Belt - Air Brake Compr.; 

(1970).C9PZ8620CC 

Hose - Upper - Eng. To Pipe (Left Side).... 
Hose - Upper - Eng. To Pipe (Right Side).. 

Hose - Upper - Pipe To Rad. 

Hose - Lower. 

Hose - By Pass - Inlet (Rad. Side). 

Hose - By Pass - Outlet (Rad. Side). 

Hose - By Pass - Eng. Side. 

Hose - By Pass - Head. 

Hose - By Pass - W.P. 

Hose - Heater; Molded Hose. 

Hose - Heater Inlet; Strt. Hose. 

Hose - Heater Outlet; Strt. Hose. 

LN9000; LNT9000 

1979-1970 

Belt - Fan; W/Noise Restric¬ 
tion.C9PZ8620DM 

Belt - Fan; W/O Noise Re¬ 
striction . D3PZ8620A 

Belt - Alt.; W/Delco Alt. D7PZ8620N 

Belt - Alt.; W/O Delco Alt. D0HZ8620A 

Belt - A.C. D0HA8620AJ 

Belt - Air Brake Compr.; 

(1979-1971).C9PZ8620CD 

Belt - Air Brake Compr.; 

(1970). C9PZ8620CC 

Hose - Upper - Eng. To Pipe (Left Side).... 

Hose - Upper - Pipe To Rad. 

Hose - Lower. 

Hose - By Pass - Inlet (Rad. Side). 

Hose - By Pass - Outlet (Rad. Side). 

Hose - By Pass - Eng. Side. 

Hose - By Pass - Head. 


©♦*961 OHD 

©♦*9570HD 

©*9600HD 

©♦*9650HD 

@9270 

©>9279 

*9480HD 

*9480HD 

*9463HD 
21302 
*2 1/4” I.D. 
20970 
21238 
3/4” I.D. 
1” I.D. 
5/8” I.D. 

1 3/4” I.D. 

2 3/8” I.D. 
@=<20338 

3/4” I.D. 
5/8” I.D. 


©♦*9650HD 

©♦*9670HD 

@9270 

©9279 

*9480HD 

*9480HD 

*9463HD 
21302 
21564 
21301 
3/4” I.D. 
1” I.D. 
5/8” I.D. 

1 3/4” I.D. 


FORD - Continued 

DETROIT DIESEL 8V-71N DIESEL ENG. 

- Continued 

LN9000; LNT9000 - Continued 
1979-1970 - Continued 

Hose - By Pass - W.P. 2 3/8” I.D. 

Hose - Heater; Molded Hose. <2>s-=20338 

Hose - Heater Inlet; Strt. Hose. 3/4” I.D. 

Hose - Heater Outlet; Strt. Hose. 5/8” I.D. 

LT9000 

1979-1970 


Belt - Fan 
(1979)... 
Belt - Fan 

tion. 

Belt - Fan 
striction. 
Belt - Fan 


W/Fan Clutch 


W/Noise Restric- 


W/O Noise Re- 


C9PZ8620CY 

D0TZ8620E 


W/Rockford Fan 

Clutch.C9PZ8620DM 

Belt - Alt.; W/Delco Alt. D7PZ8620N 

Belt - Alt.; W/O Delco Alt. D0HZ8620A 

Belt - A.C. D0HA8620AJ 

Belt - Air Brake Compr.; 

(1979-1971).C9PZ8620CD 

Belt - Air Brake Compr.; 

(1970).C9PZ8620CC 

Hose - Upper - Eng. To Pipe (Left Side).... 
Hose - Upper - Eng. To Pipe (Right Side).. 

Hose - Upper - Pipe To Rad. 

Hose - Lower. 

Hose - By Pass - Inlet (Rad. Side). 

Hose - By Pass - Outlet (Rad. Side). 

Hose - By Pass - Eng. Side. 

Hose - By Pass - Head. 

Hose - By Pass - W.P. 

Hose - Heater; Molded Hose. 

Hose - Heater Inlet; Strt. Hose. 

Hose - Heater Outlet; Strt. Hose. 

W1000 

1977-1966 

Belt - Fan; (1970-1966). C6TZ8620J 

Belt - Alt.; (1970-1966). C6TA8620L 

Belt - A.C.; (1970-1966). 

Belt - Air Brake Compr.; 

(1970-1966). C5AE8620U 

Hose - Upper. 

Hose - Upper - Pipe To Rad. 

Hose - Lower. 

Hose - By Pass - Rad. Side. 

Hose - By Pass - Head. 

Hose - By Pass - W.P. 

Hose - Heater. 

W9000 

1977-1966 

Belt - Fan; (1977-1970).C9PZ8620GG 

Belt - Alt.; W/Delco Alt. 

(1977-1970). D7PZ8620N 

Belt - Alt.; W/O Delco Alt. 

(1977-1970). D0HZ8620A 

Belt - A.C.; (1977-1974). 

Belt - A.C.; (1973-1970).C9PZ8620CB 

Belt - Air Brake Compr.; 

(1977-1970). D0HA8620AJ 

Hose - Upper. 

Hose - Upper - Pipe To Rad. 

Hose - Lower. 

Hose - By Pass - Rad. Side. 

Hose - By Pass - Head. 

Hose - By Pass - W.P. 

Hose - Heater. 

WT1000 

1977-1966 

Belt - Fan; (1970-1966). C6TZ8620J 


©♦*961 OHD 

©♦*9570HD 

©*9600HD 

©♦*9650HD 

@9270 

@9279 

*9480HD 

*9480HD 

*9463HD 
21302 
*2 1/4” I.D. 
20970 
21238 
3/4” I.D. 
1” I.D. 
5/8” I.D. 

1 3/4” I.D. 

2 3/8” I.D. 
@=<20338 

3/4” I.D. 
5/8” I.D. 


©♦*961 OHD 
©♦*9305HD 
*9455HD 

*9451 HD 
=<20731 
*2 1/4” I.D. 
20744 
3/4” I.D. 

1 3/4” I.D. 

2 3/8” I.D. 
5/8” I.D. 


©♦*961 OHD 

@9270 

<©9279 

TR22553 

*9463HD 

*9480HD 
=■<20731 
*2 1/4” I.D. 
20744 
3/4” I.D. 

1 3/4” I.D. 

2 3/8” I.D. 
5/8” I.D. 


©♦*961 OHD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. O 
•*” Use Notched Belt Only. ♦ 

=< Cut To Fit. * 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


FORD - Continued 


DETROIT DIESEL 8V-71N DIESEL ENG. 

- Continued 

WT1000 - Continued 
1977-1966 - Continued 

Belt - Alt.; (1970-1966). C6TA8620L ©449305HD 

Belt - A.C.; (1970-1966). 49455HD 

Belt - Air Brake Compr.; 

(1970-1966). C5AE8620U 49451 HD 

Hose - Upper. s<20731 

Hose - Upper - Pipe To Rad. 2 1/4” I.D. 

Hose - Lower. 20744 

Hose - By Pass - Rad. Side. 3/4" I.D. 

Hose - By Pass - Head. 1 3/4” I.D. 

Hose - By Pass - W.P. 2 3/8” I.D. 

Hose - Heater. 5/8" I.D. 

WT9000 

1977-1966 

Belt - Fan; (1977-1970).C9PZ8620GG ©449610HD 

Belt - Alt.; W/Delco Alt. 

(1977-1970). D7PZ8620N @9270 

Belt - Alt.; W/O Delco Alt. 

(1977-1970). D0HZ8620A @9279 

Belt - A.C.; (1977-1974). TR22553 

Belt - A.C.; (1973-1970).C9PZ8620CB 49463HD 

Belt - Air Brake Compr.; 

(1977-1970). D0HA8620AJ 49480HD 

Hose - Upper. ^20731 

Hose - Upper - Pipe To Rad. ^2 1/4” I.D. 

Hose - Lower. 20744 

Hose - By Pass - Rad. Side. 3/4" I.D. 

Hose - By Pass - Head. 1 3/4” I.D. 

Hose - By Pass - W.P. 2 3/8” I.D. 

Hose - Heater. 5/8" I.D. 

DETROIT DIESEL 8V-71T DIESEL ENG. 

CL9000; CLT9000 
1979-1978 

Belt - Fan; W/Fan Clutch.D0HA8620AA ©49610HD 

Belt - Fan; W/O Fan Clutch.... C9PZ8620DM ©449650HD 

Belt - Alt. D0HA8620AE @9279 

Belt - A.C. D0TZ8620D 49480HD 

Hose - Upper - Eng. To Pipe (Left Side).... ^2 1/4” I.D. 

Hose - Upper - Eng. To Pipe (Right Side).. 21194 

Hose - Upper - Pipe To Rad. 2 1/2” I.D. 

Hose - Lower - Eng. To Pipe. ^2 3/4” I.D. 

Hose - Lower - Pipe To Rad. -*3 1/4” I.D. 

Hose - By Pass - Inlet (Rad. Side). 3/4" I.D. 

Hose - By Pass - Outlet (Rad. Side). 1” I.D. 

Hose - By Pass - Head. 1 3/4” I.D. 

Hose - By Pass - W.P. 2 3/8” I.D. 

Hose - Heater Inlet. 3/4" I.D. 

Hose - Heater Outlet. 5/8" I.D. 

L9000 


1979-1970 


Belt - Fan 
(1979)... 

W/Fan Clutch 

Belt - Fan 
tion. 

W/Noise Restric- 

Belt - Fan 
striction. 

W/O Noise Re- 

Belt - Fan 

W/Rockford Fan 


©44961OHD 

C9PZ8620CY ©449570HD 


D0TZ8620E 


Clutch.C9PZ8620DM 

Belt - Alt.; W/Delco Alt. D7PZ8620N 

Belt - Alt.; W/O Delco Alt. D0HZ8620A 

Belt - A.C. D0HA8620AJ 

Belt - Air Brake Compr.; 

(1979-1971).C9PZ8620CD 

Belt - Air Brake Compr.; 

(1970).C9PZ8620CC 

Hose - Upper - Eng. To Pipe (Left Side).... 
Hose - Upper - Eng. To Pipe (Right Side).. 

Hose - Upper - Pipe To Rad. 

Hose - Lower. 


©49600HD 

©449650HD 

@9270 

@9279 

49480HD 

49480HD 

49463HD 
21194 
*2 1/4” I.D. 
20987 
21238 


FORD - Continued 

DETROIT DIESEL 8V-71T DIESEL ENG. 

- Continued 

L9000 - Continued 

1979-1970 - Continued 


Hose - By Pass - Inlet (Rad. Side). 

Hose - By Pass - Outlet (Rad. Side). 

Hose - By Pass - Eng. Side. 

Hose - By Pass - Head. 

Hose - By Pass - W.P. 

Hose - Heater; Molded Hose. 

Hose - Heater Inlet; Strt. Hose. 

Hose - Heater Outlet; Strt. Hose. 

LN9000; LNT9000 

1979-1970 

Belt - Fan; W/Noise Restric¬ 
tion. D5PZ8620U 

Belt - Fan; W/O Noise Re¬ 
striction . D3PZ8620A 

Belt - Alt.; W/Delco Alt. D7PZ8620N 

Belt - Alt.; W/O Delco Alt. D0HZ8620A 

Belt - A.C. D0HA8620AJ 

Belt - Air Brake Compr.; 

(1979-1971).C9PZ8620CD 

Belt - Air Brake Compr.; 

(1970).C9PZ8620CC 

Hose - Upper - Eng. To Pipe (Left Side).... 
Hose - Upper - Eng. To Pipe (Right Side).. 

Hose - Upper - Pipe To Rad. 

Hose - Lower. 

Hose - By Pass - Inlet (Rad. Side). 

Hose - By Pass - Outlet (Rad. Side). 

Hose - By Pass - Eng. Side. 

Hose - By Pass - Head. 

Hose - By Pass - W.P. 

Hose - Heater; Molded Hose. 

Hose - Heater Inlet; Strt. Hose. 

Hose - Heater Outlet; Strt. Hose. 

LT9000 

1979-1970 

Belt - Fan; W/Fan Clutch 

(1979). 

Belt - Fan; W/Noise Restric¬ 
tion. 

Belt - Fan; W/O Noise Re¬ 
striction . D0TZ8620E 

Belt - Fan; W/Rockford Fan 

Clutch.C9PZ8620DM 

Belt - Alt.; W/Delco Alt. D7PZ8620N 

Belt - Alt.; W/O Delco Alt. D0HZ8620A 

Belt - A.C. D0HA8620AJ 

Belt - Air Brake Compr.; 

(1979-1971).C9PZ8620CD 

Belt - Air Brake Compr.; 

(1970).C9PZ8620CC 

Hose - Upper - Eng. To Pipe (Left Side).... 
Hose - Upper - Eng. To Pipe (Right Side).. 

Hose - Upper - Pipe To Rad. 

Hose - Lower. 

Hose - By Pass - Inlet (Rad. Side). 

Hose - By Pass - Outlet (Rad. Side). 

Hose - By Pass - Eng. Side. 

Hose - By Pass - Head. 

Hose - By Pass - W.P. 

Hose - Heater; Molded Hose. 

Hose - Heater Inlet; Strt. Hose. 

Hose - Heater Outlet; Strt. Hose. 

W1000 

1977-1966 

Belt - Fan; (1970-1966). C6TZ8620J 

Belt - Alt.; (1970-1966). C6TA8620L 

Belt - A.C.; (1970-1966). 

Belt - Air Brake Compr.; 

(1970-1966). C5AE8620U 


3/4” I.D. 
1” I.D. 
5/8” I.D. 

1 3/4” I.D. 

2 3/8” I.D. 
«)s<20338 

3/4” I.D. 
5/8” I.D. 


©49730HD 

©449670HD 

@9270 

@9279 

49480HD 

49480HD 

49463HD 
21194 
*2 1/4” I.D. 
21564 
21301 
3/4” I.D. 
1” I.D. 
5/8” I.D. 

1 3/4” I.D. 

2 3/8” I.D. 
@s>«=20338 

3/4” I.D. 
5/8” I.D. 


©44961 OHD 


C9PZ8620CY ©449570HD 


©49600HD 

©449650HD 

@9270 

@9279 

49480HD 

49480HD 

49463HD 
21194 
*2 1/4” I.D. 
20987 
21238 
3/4” I.D. 
1” I.D. 
5/8” I.D. 

1 3/4” I.D. 

2 3/8” I.D. 
@s<20338 

3/4” I.D. 
5/8” I.D. 


©44961 OHD 
©449305HD 
49455HD 

49451 HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. 4 PowerBand® Belt May Work, Use Template To Check. 

^ Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


FORD - Continued 

DETROIT DIESEL 8V-71T DIESEL ENG. 

- Continued 

W1000 - Continued 
1977-1966 - Continued 

Hose - Upper - Eng. To Pipe (Left Side).... 2 1/4” I.D. 

Hose - Upper - Eng. To Pipe (Right Side).. 21194 

Hose - Upper - Pipe To Rad. ^2 1/4” I.D. 

Hose - Lower. 20744 

Hose - By Pass - Rad. Side. 3/4" I.D. 

Hose - By Pass - Head. 1 3/4” I.D. 

Hose - By Pass - W.P. 2 3/8” I.D. 

Hose - Heater. 5/8" I.D. 

W9000 

1977-1966 

Belt - Fan; Ser. No. W80000 

& Before (1977-1970). D5PZ8620T ©49580HD 

Belt - Alt.; W/Delco Alt. 

(1977-1970). D7PZ8620N @9270 

Belt - Alt.; W/O Delco Alt. 

(1977-1970). D0HZ8620A @9279 

Belt - A.C.; (1977-1974). TR22553 

Belt - A.C.; (1973-1970).C9PZ8620CB 49463HD 

Belt - Air Brake Compr.; 

(1977-1970). D0HA8620AJ 49480HD 

Hose - Upper - Eng. To Pipe (Left Side).... ^-2 1/4” I.D. 

Hose - Upper - Eng. To Pipe (Right Side).. 21194 

Hose - Upper - Pipe To Rad. ^-2 1/4” I.D. 

Hose - Lower. 20744 

Hose - By Pass - Rad. Side. 3/4" I.D. 

Hose - By Pass - Head. 1 3/4” I.D. 

Hose - By Pass - W.P. 2 3/8” I.D. 

Hose - Heater. 5/8" I.D. 

WT1000 

1977-1966 

Belt - Fan; (1970-1966). C6TZ8620J ©449610HD 

Belt - Alt.; (1970-1966). C6TA8620L ©449305HD 

Belt - A.C.; (1970-1966). 49455HD 

Belt - Air Brake Compr.; 

(1970-1966). C5AE8620U 49451 HD 

Hose - Upper - Eng. To Pipe (Left Side).... 2 1/4” I.D. 

Hose - Upper - Eng. To Pipe (Right Side).. 21194 

Hose - Upper - Pipe To Rad. ^2 1/4” I.D. 

Hose - Lower. 20744 

Hose - By Pass - Rad. Side. 3/4" I.D. 

Hose - By Pass - Head. 1 3/4” I.D. 

Hose - By Pass - W.P. 2 3/8” I.D. 

Hose - Heater. 5/8" I.D. 

WT9000 

1977-1966 

Belt - Fan; Ser. No. W80000 

& Before (1977-1970). D5PZ8620T ©49580HD 

Belt - Alt.; W/Delco Alt. 

(1977-1970). D7PZ8620N @9270 

Belt - Alt.; W/O Delco Alt. 

(1977-1970). D0HZ8620A @9279 

Belt - A.C.; (1977-1974). TR22553 

Belt - A.C.; (1973-1970).C9PZ8620CB 49463HD 

Belt - Air Brake Compr.; 

(1977-1970). D0HA8620AJ 49480HD 

Hose - Upper - Eng. To Pipe (Left Side).... ^2 1/4” I.D. 

Hose - Upper - Eng. To Pipe (Right Side).. 21194 

Hose - Upper - Pipe To Rad. ^2 1/4” I.D. 

Hose - Lower. 20744 

Hose - By Pass - Rad. Side. 3/4" I.D. 

Hose - By Pass - Head. 1 3/4” I.D. 

Hose - By Pass - W.P. 2 3/8” I.D. 

Hose - Heater. 5/8" I.D. 

DETROIT DIESEL 8V-92 DIESEL ENG. 

CL9000 

1979-1978 

Belt - Fan; W/Fan Clutch.C9PZ8620GG @44961OHD 

Belt - Fan; W/O Fan Clutch.... C9PZ8620DM @449650HD 


FORD - Continued 

DETROIT DIESEL 8V-92 DIESEL ENG. 

- Continued 

CL9000 - Continued 

1979-1978 - Continued 

Belt - Alt. D0HZ8620A @9279 

Belt - A.C. D0TZ8620D 49480HD 

Hose - Upper - Eng. To Pipe (Left Side).... -t-2 1/4” I.D. 

Hose - Upper - Eng. To Pipe (Right Side).. 21194 

Hose - Upper - Pipe To Rad. ^-3 1/4” I.D. 

Hose - Lower - Eng. To Pipe. -X3” I.D. 

Hose - Lower - Pipe To Rad. -*3 1/4” I.D. 

Hose - By Pass - Inlet (Rad. Side). 3/4” I.D. 

Hose - By Pass - Inlet (W.P.). 2 3/8” I.D. 

Hose - By Pass - Outlet (Rad. Side). 1” I.D. 

Hose - By Pass - Outlet (W.P.). 2 3/4” I.D. 

Hose - By Pass - Head. 1 3/4” I.D. 

Hose - Heater Inlet. 3/4” I.D. 

Hose - Heater Outlet. 5/8” I.D. 

CLT9000 

1986-1978 

Belt - Fan; W/Fan Clutch.C9PZ8620GG @44961OHD 

Belt - Fan; W/O Fan Clutch.... C9PZ8620DM @449650HD 

Belt - Alt. D0HZ8620A @9279 

Belt - A.C. D0TZ8620D 49480HD 

Hose - Upper - Eng. To Pipe (Left Side).... $2 1/4” I.D. 

Hose - Upper - Eng. To Pipe (Right Side).. 21194 

Hose - Upper - Pipe To Rad. ->3 1/4” I.D. 

Hose - Lower - Eng. To Pipe. -X3” I.D. 

Hose - Lower - Pipe To Rad. ->3 1/4” I.D. 

Hose - By Pass - Inlet (Rad. Side). 3/4” I.D. 

Hose - By Pass - Inlet (W.P.). 2 3/8” I.D. 

Hose - By Pass - Outlet (Rad. Side). 1” I.D. 

Hose - By Pass - Outlet (W.P.). 2 3/4” I.D. 

Hose - By Pass - Head. 1 3/4” I.D. 

Hose - Heater Inlet. 3/4” I.D. 

Hose - Heater Outlet. 5/8” I.D. 

LN9000; LNT9000 
1979-1978 

Belt - Fan; W/Detroit Diesel 
8V92TA, 8V92TAC, 

8V92TTAC Eng.C9PZ8620GV ©49630HD 

Belt - Fan; W/Detroit Diesel 

8V92TTA Eng.C9PZ8620GT 49605HD 

Belt - Alt.C9PZ8620AV 49290HD 

Belt - A.C.; W/Detroit Diesel 
8V92TA, 8V92TAC, 

8V92TTAC Eng.C9PZ8620CE 49470HD 

Belt - A.C.; W/Detroit Diesel 

8V92TTA Eng.C9PZ8620FN 49440HD 

LTL9000 

1986-1978 

Belt - Fan; W/Detroit Diesel 
8V92TA, 8V92TAC, 

8V92TTAC Eng. 

(1986-1982).C9PZ8620GV ©49630HD 

Belt - Fan; W/Detroit Diesel 

8V92TTA Eng. (1986-1982).. C9PZ8620GT @49605HD 

Belt - Fan; W/Detroit Diesel 
8V92TA, 8V92TAC, 

8V92TTAC Eng. 

(1979-1978).C9PZ8620GV ©49630HD 

Belt - Fan; W/Detroit Diesel 

8V92TTA Eng. (1979-1978).. C9PZ8620GT @49605HD 

Belt - Alt.; (1986-1982).C9PZ8620AV ©49290HD 

Belt - Alt.; (1979-1978).C9PZ8620AV ©49290HD 

Belt - A.C.; W/Detroit Diesel 
8V92TA, 8V92TAC, 

8V92TTAC Eng. 

(1986-1982).C9PZ8620CE 49470HD 

Belt - A.C.; W/Detroit Diesel 

8V92TTA Eng. (1986-1982).. C9PZ8620FN 49440HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*’ Use Notched Belt Only. 

^ Cut To Fit. 


o 

4 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. | Application Mfr. Part No. Gates No. 


FORD - Continued 

DETROIT DIESEL 8V-92 DIESEL ENG. 

- Continued 

LTL9000 - Continued 
1986-1978 - Continued 
Belt - A.C.; W/Detroit Diesel 
8V92TA, 8V92TAC, 

8V92TTAC Eng. 


(1979-1978).C9PZ8620CE 49470HD 

Belt - A.C.; W/Detroit Diesel 

8V92TTA Eng. (1979-1978).. C9PZ8620FN *9440HD 

Hose - Upper - Eng. To Pipe; (1986-1982). 21471 

Hose - Upper - Pipe To Rad.; (1986-1982). 21370 

Hose - Lower - Eng. To Pipe; (1986-1982). 3” I.D. 

Hose - Lower - Pipe To Rad.; (1986-1982). 21304 

Hose - By Pass - Inlet (Eng. Side); 

(1986-1982). 1 3/4” I.D. 

Hose - By Pass - Outlet (Eng. Side); 

(1986-1982). 2 3/4” I.D. 

Hose - By Pass - Eng. Side; (1986-1982)... 2 3/8” I.D. 

Hose - By Pass - Rad. Side; (1986-1982).. 1” I.D. 

Hose - Heater Inlet; (1986-1982). 3/4” I.D. 

Hose - Heater Outlet; (1986-1982). 5/8” I.D. 


DETROIT DIESEL V-8 8.2 L DIESEL 
ENG. 

C600; C700 
1986-1980 


Belt - W.P. & Alt. 
Alt. 

W/105A. 

. E0HZ8620P 49680HD 

Belt - W.P. & Alt. 
60A. Alt. 

W/40A, 

. A9660HD 

Belt - W.P. & Alt. 
Belt - W.P. & Alt. 
130A. Alt. 

W/70A. Alt. 49670HD 

W/Motorola 

. *9670HD 

Belt - P.S. 

. D2PZ8620A *9395HD 

Belt - A.C. 

. A9700HD 


FORD - Continued 

DETROIT DIESEL V-8 8.2 L DIESEL 


ENG. - Continued 

C800 - Continued 
1987-1980 - Continued 

Hose - By Pass - Right Side. 21457 

Hose - Heater. 5/8” I.D. 

Hose - Oil Cooler. ©7/8” I.D. 

CT800 

1983-1980 

Belt - W.P. & Alt.; W/105A. 

Alt. E0HZ8620P 49680HD 

Belt - W.P. & Alt.; W/40A., 

60A. Alt. *9660HD 

Belt - W.P. & Alt.; W/70A. Alt. 49670HD 

Belt - W.P. & Alt.; W/Motorola 

130A. Alt. 49670HD 

Belt - P.S. D2PZ8620A ©49395HD 

Belt - A.C. 49700HD 

Belt - Air Brake Compr.; 

W/70 1/4" Belt O.C. BSX700 

Belt - Air Brake Compr.; 

W/71 1/4" Belt O.C. BSX710 

Belt - Air Brake Compr.; 

W/72 1/4" Belt O.C. E0HT8620LA BSX720 

Belt - Hyd. Brake Boost 

Pump. BSX700 

Hose - Upper. 21375 

Hose - Lower - Eng. To Pipe. 21363 

Hose - Lower - Pipe To Rad. 21559 

Hose - By Pass - Left Side. 1 3/8” I.D. 

Hose - By Pass - Right Side. 21457 

Hose - Heater. 5/8” I.D. 

Hose - Oil Cooler. ©7/8” I.D. 

F600; F700; F800 
1987-1980 


Belt - Air Brake Compr.; 

W/70 1/4" Belt O.C. BSX700 

Belt - Air Brake Compr.; 

W/71 1/4" Belt O.C. BSX710 

Belt - Air Brake Compr.; 

W/72 1/4" Belt O.C. E0HT8620LA BSX720 

Belt - Hyd. Brake Boost 

Pump. BSX700 

Hose - Upper. 21375 

Hose - Lower - Eng. To Pipe. 21363 

Hose - Lower - Pipe To Rad. 21559 

Hose - By Pass - Left Side. 1 3/8” I.D. 

Hose - By Pass - Right Side. 21457 

Hose - Heater. 5/8” I.D. 

Hose - Oil Cooler. ©7/8” I.D. 

C800 

1987-1980 

Belt - W.P. & Alt.; W/105A. 

Alt. E0HZ8620P 49680HD 

Belt - W.P. & Alt.; W/40A., 

60A. Alt. *9660HD 

Belt - W.P. & Alt.; W/70A. Alt. 49670HD 

Belt - W.P. & Alt.; W/Motorola 

130A. Alt. 49670HD 

Belt - P.S. D2PZ8620A ©49395HD 

Belt - A.C. 49700HD 

Belt - Air Brake Compr.; 

W/70 1/4" Belt O.C. BSX700 

Belt - Air Brake Compr.; 

W/71 1/4" Belt O.C. BSX710 

Belt - Air Brake Compr.; 

W/72 1/4" Belt O.C. E0HT8620LA BSX720 

Belt - Hyd. Brake Boost 

Pump. BSX700 

Hose - Upper. 21375 

Hose - Lower - Eng. To Pipe. 21363 

Hose - Lower - Pipe To Rad. 21559 

Hose - By Pass - Left Side. 1 3/8” I.D. 


Belt - Fan & Alt.; W/A.C.; 

W/105A., 130A. Alt. 

(1987-1986). E0HZ8620P -*9680HD 

Belt - Fan & Alt.; W/O A.C.; 

W/40A., 60A. Alt. 

(1987-1983). El HZ8620A ©♦49660HD 

Belt - Fan & Alt.; W/O A.C.; 

W/70A., 90A. Alt. 

(1987-1986). El HZ8620B ®4*9670HD 

Belt - Fan & Alt.; W/105A., 

130A. Alt.; Aug. 1, 1984 & 

Newer (1985-1984). ®4*9670HD 

Belt - Fan & Alt.; W/105A., 

130A. Alt.; Jul. 1, 1984 & 

Older (1985-1984). E0HZ8620P ©49680HD 

Belt - Fan & Alt.; W/70A, 

90A. Alt. (1985-1980). <S)449670HD 

Belt - Fan & Alt.; W/105A., 

130A. Alt. (1983-1980). E0HZ8620P ©49680HD 

Belt - Fan & Alt.; W/40A, 

60A. Alt. (1982-1980).E1HZ8620A ®4*9660HD 

Belt - P.S.; W/5500 Lb. Axle.. ©49395HD 

Belt - P.S.; W/O 5500 Lb. 

Axle. : «9425HD 

Belt - A.C. E0HZ8620R 49720HD 

Belt - Air Brake Compr.; 

(1987). E0HT8620LA BSX720 

Belt - Air Brake Compr.; 

W/70 1/4" Belt O.C. 

(1986-1983). BSX700 

Belt - Air Brake Compr.; 

W/71 1/4" Belt O.C. (1986).. BSX710 

Belt - Air Brake Compr.; 

W/72 1/4" Belt O.C. 

(1985-1983). E0HT8620LA BSX720 

Belt - Air Brake Compr.; 

W/71 1/4" Belt O.C. (1983).. BSX710 

Belt - Air Brake Compr.; 

(1982-1980). BSX700 


© Two Required. © Six Required. Green Stripe 8 4-Ply Coolant Hose Recommended. 

® Three Required. ▲ Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

© Four Required. V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

© Five Required. Cut To Fit. * Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


FORD - Continued 

DETROIT DIESEL V-8 8.2 L DIESEL 
ENG. - Continued 

F600; F700; F800 - Continued 
1987-1980 - Continued 
Belt - Hyd. Brake Boost 
Pump; W/69 1/4" Belt O.C. 

(1987-1986). 

Belt - Hyd. Brake Boost 
Pump; W/70 1/4" Belt O.C. 

(1987-1983). 

Belt - Hyd. Brake Boost 
Pump; W/69 1/4" Belt O.C. 

(1985-1983). 

Belt - Hyd. Brake Boost 

Pump; (1982-1980). 

Belt - V.P.; W/High Mount 


BSX680 


BSX700 


V.P. D9PZ8620B 

Belt - V.P.; W/Low Mount 

V.P. E0HZ8620S 

Hose - Upper; W/A.C. (1987-1983). 

Hose - Upper; W/O A.C. (1987-1983). 

Hose - Upper; (1982-1980). 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

Hose - By Pass - Left Side. 

Hose - By Pass - Right Side. 

Hose - Heater. 

Hose - Oil Cooler. 

FT900 

1987 

Belt - Fan & Alt.; W/A.C.; 


BSX690 

BSX700 

49435HD 

BSX680 
21470 
=■<21470 
21469 
26512 
21363 
21307 
1 3/8” I.D. 
21457 
5/8” I.D. 
@7/8” I.D. 


W/105A., 130A. Alt. 

Belt - Fan & Alt.; W/O A.C.; 

W/40A., 60A. Alt. 

Belt - Fan & Alt.; W/O A.C.; 

W 7CA. 90A. Alt. 

Belt - P.S.; W/5500 Lb. Axle. 
Belt - P.S.; W/O 5500 Lb. 

Axle. 

Belt - A.C. 

E0HZ8620P 

El HZ8620A 

El HZ8620B 

E0HZ8620R 

©49680HD 

©449660HD 

©449670HD 

©49395HD 

©49425HD 

49720HD 

Belt - Air Brake Compr. 

E0HT8620LA 

BSX720 

Belt - Hyd. Brake Boost 
Pump; W/69 1/4" Belt O.C.. 


BSX680 

Belt - Hyd. Brake Boost 
Pump; W/70 1/4" Belt O.C.. 


BSX700 

Belt - V.P.; W/High Mount 

V.P. 

D9PZ8620B 

49435HD 

Belt - V.P.; W/Low Mount 

V.P. 

E0HZ8620S 

BSX680 

Hose - Upper; W/A.C. 


21470 


Hose - Upper; W/O A.C. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

Hose - By Pass - Left Side. 

Hose - By Pass - Right Side. 

Hose - Heater. 

Hose - Oil Cooler. 

LN600 

1985-1981 

Belt - Fan & Alt.; W/40A, 

60A. Alt. El HZ8620A 

Belt - Fan & Alt.; W/70A, 

90A. Alt. El HZ8620B 

Belt - P.S.; (1985-1983). E0HT8620DA 

Belt - P.S.; (1982-1981). E0HT8620CA 

Belt - Hyd. Brake Boost 

Pump. E0HZ8620S 

Belt - V.P. E0HT8620KA 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Cooler; W/Auto. 

Trans. 

Hose - By Pass - Left Side. 

Hose - By Pass - Right Side. 


=<21470 
21363 
21307 
1 3/8” I.D. 
21457 
5/8” I.D. 
@7/8” I.D. 


49660HD 

©♦49670HD 

©49430HD 

©49390HD 

BSX680 

BSX680 

21363 

21373 
1 3/8” I.D. 
21457 


FORD - Continued 

DETROIT DIESEL V-8 8.2 L DIESEL 
ENG. - Continued 

LN600 - Continued 
1985-1981 - Continued 

Hose - Heater. 

Hose - Oil Cooler. 

LN700 
1987-1981 

Belt - Fan & Alt.; W/40A, 

60A. Alt. El HZ8620A 

Belt - Fan & Alt.; W/70A, 

90A. Alt. El HZ8620B 

Belt - P.S.; (1987-1983). E0HT8620DA 

Belt - P.S.; (1982-1981). E0HT8620CA 

Belt - Hyd. Brake Boost 

Pump. E0HZ8620S 

Belt - V.P. E0HT8620KA 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Cooler; W/Auto. 

Trans. 21373 

Hose - By Pass - Left Side. 1 3/8” I.D. 

Hose - By Pass - Right Side. 21457 

Hose - Heater. 5/8” I.D. 

Hose - Oil Cooler. @7/8” I.D. 

DORSET 242 DIESEL ENG. 

P3500; P5000 
1970-1968 

Belt - Fan & Alt.; W/46 1/4" 


Belt O.C.. 

Belt - Fan & Alt.; W/47 3/4" 
Belt O.C. 


C9PZ8620CC 


C7TA8620B 

C7TA8620S 


C7TA8620B 

C7TA8620S 


C2TE8620L 

DORSET 363 DIESEL ENG. 

C6000; C7000 

1969-1967 

Belt - Alt.; W/45A., 55A. Alt.... C7TA8620A 
Belt - Alt.; W/65A. Alt.... 

Belt - P.S. 

F6000; F7000 

1969-1967 

Belt - Alt.; W/45A., 55A. Alt.... C7TA8620A 
Belt - Alt.; W/65A. Alt.... 

Belt - P.S. 

Hose - Upper; W/O Rad. Shutters. 

Hose - Upper - Eng. To Pipe; W/Rad. 

Shutters. 

Hose - Upper - Pipe To Rad.; W/Rad. 

Shutters. 

Hose - Lower - Eng. To Pipe. 

N6000; N7000 

1969-1967 

Belt - Alt.; W/45A., 55A. Alt.... C7TA8620A 

Belt - Alt.; W/65A. Alt.C7TA8620B 

Belt - P.S. C7TA8620S 

Hose - Upper; W/O Rad. Shutters. 

Hose - Upper - Eng. To Pipe; W/Rad. 

Shutters. 

Hose - Upper - Pipe To Rad.; W/Rad. 

Shutters. 

Hose - Lower - Eng. To Pipe. 

FORD 6-CYL. 223 ENG. 

F500 

1964-1955 

Belt - Fan; (1956-1955). C2TE8620T 

Belt - W.P. & Gen.; 

(1956-1955). EAG8620B 

Belt - Fan & Alt.; (1964).C4TE8620S 

Belt - Fan & Alt.; (1963-1959) C2TE8620AD 
Belt - Fan & Alt.; (1958-1957) C4AE8620B 
Belt - Fan & Gen.; (1964).C4TE8620S 


5/8” I.D. 
@7/8” I.D. 


49660HD 

©♦49670HD 

©49430HD 

©49390HD 

BSX680 

BSX680 

21363 


49463HD 

49476HD 


49490HD 

49500HD 

49540HD 


49490HD 

49500HD 

49540HD 

=<20475 

26602 

1 3/4” I.D. 
1 3/4” I.D. 


49490HD 

49500HD 

49540HD 

=<20475 

26603 

1 3/4” I.D. 
1 3/4” I.D. 


7380 

7360 

@7405 

@7390 

7390 

7405 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durlon ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

=< Cut To Fit. 


o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


FORD - Continued 

FORD 6-CYL. 223 ENG. - Continued 

F500 - Continued 
1964-1955 - Continued 
Belt - Fan & Gen.; W/40A. 

Autolite Gen. (1963-1959).... C2TE8620T @7380 

Belt - Fan & Gen.; W/O 40A. 

Autolite Gen. (1963-1959).... C6ZE8620E 7370 

Belt - Fan & Gen.; 

(1958-1957). 

Belt - P.S.; (1963-1957). C6AE8620J 

Hose - Upper; (1964-1961). 


FORD - Continued 

FORD 6-CYL. 223 ENG. - Continued 

P400; P500 - Continued 
1964-1955 - Continued 
Fan & Alt.; W/42A. 


Hose - Upper; (1960-1957). 

Hose - Upper; (1956-1955). 

Hose - Lower; (1964-1963). 

Hose - Lower; W/Man. Trans. (1962-1961). 

Hose - Lower; (1960-1957). 

Hose - Lower; (1956-1955). 


F600 

1964-1955 

Belt - Fan; (1956-1955). 
Belt - W.P. & Gen.; 
(1956-1955).. 


C2TE8620T 


7370 

49385HD 

20450 

25474 

20065 

25473 

£<21794 

25476 

£<20584 

26611 

20145 

26611 

s<20145 

26611 

£<20145 

26502 


7380 


Belt - Fan & Alt.; W/42A. Alt. 
(1963-1959) 

Belt - Fan & Gen.; (1964). 

Belt - Fan & Gen.; W/40A. 
Autolite Gen. (1963-1959).. 
Belt - Fan & Gen.; W/O 40A. 


C4TE8620S 

C4TE8620S 

C2TE8620T 


@7405 

7405 

@7380 


Autolite Gen. (1963-1957).. 
Belt - Fan & Gen.; W/40A. 

.. C6ZE8620E 

7360 

Autolite Gen. (1958-1957).. 

.. C2TE8620T 

7380 

Belt - P.S.; (1963-1957). 

.. C6AE8620J 

49390HD 

Hose - Upper. 


20450 
or 25476 

Hose - Lower. 


£<20145 
or 26502 


FORD 6-CYL. 240 ENG. 

C500; C550; C600 

1979-1965 

Belt - Fan & Alt.; W/42A, 


Belt 

Belt 

Belt 

Belt 

Belt 


(1964). 

(1963-1959) 

(1958-1957) 


Fan & Alt. 

Fan & Alt. 

Fan & Alt. 

Fan & Gen.; (1964) 
Fan & Gen.; W/40A. 
Autolite Gen. (1963-1959).. 
Belt - Fan & Gen.; W/O 40A. 
Autolite Gen. (1963-1959).. 
Belt - Fan & Gen.; 


EAG8620B 

C4TE8620S 

C2TE8620AD 

C4AE8620B 

C4TE8620S 

C2TE8620T 

C6ZE8620E 


7360 

@7405 

@7390 

7390 

7405 

@7380 

7370 


55A. Alt. (1979-1975). 

C9PZ8620V 

@7417 

Belt - Fan & Alt.; W/70A. Alt. 
(1979-1975). 

C9PZ8620GJ 

@7435 

Belt - Fan & Alt.; W/38A, 
42A., Y45A., 55A. Alt.; 
W/L.D. Eng. (1974-1965). 

C9PZ8620V 

©7417 

Belt - Fan & Alt.; W/65A, 

70A. Alt.; W/L.D. Eng. 
(1974-1965). 

C9PZ8620GJ 

©7430 

Belt - P.S. 

C9PZ8620BH 

49370HD 

Belt - Air Brake Compr.; 
(1974-1965). 

C9PZ8620BH 

49412HD 

Belt - A.P.; (1979-1975). 

D5PZ8620B 

7381 


Hose 

Hose 

F500; 


- Upper; (1975-1965). 

- Lower - Pipe To Rad.; (1975-1965). 

F600 


26603 
2” I.D. 


(1958-1957).i. 


7370 

1979-1965 



Belt - P.S.; (1963-1957).C6AE8620J 


49385HD 

Belt - Fan & Alt.; W/42A, 



Hose - Upper; (1964-1961). 


20450 

55A. Alt. (1979-1975). 

C9PZ8620V 

©7417 


or 

25474 

Belt - Fan & Alt.; W/70A. Alt. 



Hose - Upper; (1960-1957). 


20065 

(1979-1975). 

C9PZ8620GJ 

@7435 


or 

25473 

Belt - Fan & Alt.; W/38A, 



Hose - Upper; (1956). 


£<21794 

42A„ Y45A.. 55A. Alt.; 



or 

25476 

W/L.D. Eng. (1974-1965). 

C9PZ8620V 

©7417 

Hose - Upper; (1955). 


©1 1/2” I.D. 

Belt - Fan & Alt.; W/65A, 



Hose - Lower; (1964-1963). 


£<20584 

70A. Alt.; W/L.D. Eng. 



or 

26611 

(1974-1965). 

C9PZ8620GJ 

@7430 

Hose - Lower; W/Man. Trans. (1962-1961). 


20145 

Belt - P.S. 

C9PZ8620BH 

49370HD 

or 

26611 

Belt - Air Brake Compr.; 



Hose - Lower; (1960-1957). 


£<20145 

(1974-1965). 

C9PZ8620BH 

49412HD 

or 

26611 

Belt - A.P.: (1979-1975). 

D5PZ8620B 

7381 

Hose - Lower; (1956-1955). 


£<20145 

Hose - Upper; (1979). 


£<20355 

or 

26502 

or 

25477(A) 


N500; N600 

1964-1963 

Belt - Fan & Alt.; (1964). 

Belt - Fan & Gen.; (1964). 

Belt - Fan & Gen.; W/40A. 

Autolite Gen. (1963). 

Belt - Fan & Gen.; W/O 40A. 

Autolite Gen. (1963). 

Hose - Upper. 


C4TE8620S 

C4TE8620S 


C6ZE8620E 


Hose - Lower.. 

P400; P500 


@7405 

7405 

@7380 

7360 

20450 

25474 

£<20584 

26611 


Hose - Upper; (1978-1965).. 
Hose - Lower.. 


P350 

1979-1965 

Belt - Fan & Alt. 
42A., 55A. Alt.. 

Belt - Fan & Alt. 

65A. Alt. 

Belt - P.S. 

Belt - A.P. 

P400; P500; P600 


W/38A, 


W/60A, 


C9PZ8620Z 

D7TE8620EA 


20450 

25476 

20475 

26502 


7417 

7430 

49370HD 

7381 


1964-1955 



1979-1965 



Belt - Fan; (1956-1955). 

.... C2TE8620T 

7380 

Belt - Fan & Alt.; W/38A, 



Belt - W.P. & Gen.; 



42A., 55A. Alt. 


7417 

(1956-1955). 

.... EBP8620H 

7360 

Belt - Fan & Alt.; W/60A., 



Rplt - Fan & Alt ■ (1Qfi4) 

fMTFfifi?nS 

©7405 

65A. Alt. 

... C9PZ8620Z 

7430 

Belt - Fan & Alt.; W/30A, 


Belt - P.S. 

... D7TE8620EA 

49370HD 

50A. Alt. (1963-1959). 

.... C2TE8620AD 

<2.7390 

Belt - A.P. 


7381 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durlon® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

£< Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


FORD - Continued 

FORD 6-CYL. 240 ENG. - Continued 

P400; P500; P600 - Continued 
1979-1965 - Continued 
Hose - Upper. 


Hose - Lower. 

FORD 6-CYL. 262 ENG. 

C500; C600 

1964-1961 

Belt - Fan & Alt./Gen.; W/Air 

Brakes. C8DE8620B 

Belt - Fan & Alt./Gen.; W/O 

Air Brakes.C4TE8620N 

Belt - Air Brake Compr.C2AE8620C 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

F500; F600 

1964-1961 

Belt - Fan & Alt.; W/41" Belt 


s<21794 

25476 

^20608 


@7450 

@7405 

49370HD 

26507 

s-=20206 


O.C. 

C4TE8620N 

@7405 

Belt - Fan & Alt.; W/45 5/8" 

Belt O.C. 

C6TE8620D 

@7450 

Belt - Fan & Gen.; W/41" Belt 

O.C. 

C4TE8620N 

@7405 

Belt - Fan & Gen.; W/46 1/8" 

Belt O.C. 

C4TE8620AF 

@7460 

Belt - P.S. 

EAM2890A 

49341 HD 

Belt - Air Brake Compr. 

C2TE8620C 

49370HD 

Hose - Upper. 


20450 

or 

25474 


N500; N600 

1964-1961 

Belt - Fan & Alt.; W/Air 

Brakes (1964-1963). 

Belt - Fan & Alt.; W/P.S. 

(1964-1963). 

Belt - Fan & Alt./Gen.; W/O 
P.S.; W/Vac. Brakes 

(1964-1963). 

Belt - Fan & Gen.; W/Air 

Brakes (1964-1963). 

Belt - Fan & Gen.; W/P.S. 

(1964-1963). 

Belt - P.S.; (1964-1963). EAM2890A 

Belt - Air Brake Compr.; 

(1964-1963). C2AE8620C 

Hose - Upper. 

FORD 6-CYL. 300 ENG. 

C500; C550; C600 

1979-1965 

Belt - Fan & Alt.; W/42A, 


C6TE8620D 

C6TE8620D 


C4TE8620S 

C4TE8620AF 

C4TE8620AF 


@7450 

@7450 


@7405 

@7460 

@7460 
49341 HD 

49370HD 

20450 

25474 


55A. Alt. (1979-1975). 

C9PZ8620V 

@7417 

Belt - Fan & Alt.; W/70A. Alt. 
(1979-1975). 

C9PZ8620GJ 

@7435 

Belt - Fan & Alt.; W/38A, 
42A., 45A., 55A. Alt.; 

W/H.D. Eng. (1974-1965). 

C9PZ8620BS 

©49425HD 

Belt - Fan & Alt.; W/38A, 
42A., Y45A., 55A. Alt.; 
W/L.D. Eng. (1974-1965). 

C9PZ8620V 

@7417 

Belt - Fan & Alt.; W/60A, 

65A. Alt.; W/H.D. Eng. 
(1974-1965). 

C9PZ8620BY 

©449447HD 

Belt - Fan & Alt.; W/65A, 

70A. Alt.; W/L.D. Eng. 
(1974-1965). 

C9PZ8620GJ 

@7430 

Belt - P.S. 

C9PZ8620BH 

49370HD 

Belt - Air Brake Compr.; 
(1974-1965). 

C9PZ8620BH 

49412HD 

Belt - A.P.: (1979-1975). 

D5PZ8620B 

7381 

Hose - Upper; (1975-1965). 


26603 

Hose - Lower - Pipe To Rad.; (1975-1965). 

2” I.D. 


FORD - Continued 

FORD 6-CYL. 300 ENG. - Continued 


F500; F600 
1979-1965 

Belt - Fan & Alt.; W/42A, 


55A. Alt. (1979-1975). 

C9PZ8620V 

@7417 

Belt - Fan & Alt.; W/70A. Alt. 
(1979-1975). 

C9PZ8620GJ 

@7435 

Belt - Fan & Alt.; W/38A, 
42A., 45A., 55A. Alt.; 

W/H.D. Eng. (1974-1965). 

C9PZ8620BS 

©49425HD 

Belt - Fan & Alt.; W/38A, 
42A., Y45A., 55A. Alt.; 
W/L.D. Eng. (1974-1965). 

C9PZ8620V 

@7417 

Belt - Fan & Alt.; W/60A, 

65A. Alt.; W/H.D. Eng. 
(1974-1965). 

C9PZ8620BY 

©449447HD 

Belt - Fan & Alt.; W/65A, 

70A. Alt.; W/L.D. Eng. 
(1974-1965). 

C9PZ8620GJ 

@7430 

Belt - P.S. 

C9PZ8620BH 

49370HD 

Belt - Air Brake Compr.; 
(1974-1965). 

C9PZ8620BH 

49412HD 

Belt - A.P.; (1979-1975). 

D5PZ8620B 

7381 


Hose - Upper; (1979).. 


Hose - Upper; (1978-1965).. 
Hose - Lower. 


P350 

1979-1965 

Belt - Fan & Alt. 
42A., 55A. Alt.. 

Belt - Fan & Alt. 

65A. Alt. 

Belt - P.S. 

Belt - A.P. 

P400; P500; P600 

1979-1965 

Belt - Fan & Alt. 
42A., 55A. Alt.. 

Belt - Fan & Alt. 

65A. Alt. 

Belt - P.S. 

Belt - A.P. 

Hose - Upper. 


W/38A, 


W/60A, 


C9PZ8620Z 

D7TE8620EA 


-=20355 

25477(A) 

20450 

25476 

20475 

26502 


7417 

7430 

49370HD 

7381 


W/38A, 

W/60A, 


C9PZ8620Z 

D7TE8620EA 


Hose - Lower. 

FORD 6-CYL. 6.6 L 

CF6000; CF7000 

1990-1986 

Belt - Alt.; (1990). 

Belt - Alt.; W/47 3/8" Belt 

O.C. (1989-1986). 

Belt - Alt.; W/56 1/2" Belt 

O.C. (1989-1986). 

Belt - Alt.; W/57 1/2" Belt 

O.C. (1989-1986). 

Belt - A.C.; (1990). 

Belt - A.C.; (1989-1986). 

Belt - W.P. & Air Brake Com¬ 
pr.; Oct. 2, 1990 & Newer; 
W/2150 Air Brake Compr. 

(1990). 

Belt - W.P. & Air Brake Com¬ 
pr.; Oct. 2, 1990 & Newer; 
W/501 Air Brake Compr. 

(1990). 

Belt - W.P. & Air Brake Com¬ 
pr.; W/550 Air Brake Compr. 

(1990). 

Belt - W.P. & Air Brake Com¬ 
pr.; W/58 7/8" Belt O.C. 
(1989-1986). 


7417 

7430 
49370HD 
7381 

. <21794 

or 25476 

. <20608 

DIESEL ENG. 

E8HT8620GA @4971OHD 

E9HZ8620A ©449470HD 

E5HT10C318BA ©49560HD 

E5HT10C31 8AA@449570HD 
2/9555PB 



©49560HD 

E7HT8620CA 

49630HD 

E7HZ8620C 

©49640HD 

E3HT8620FA 

©49560HD 

F0HZ8620D 

49585HD 


© Two Required. © Six Required. 

® Three Required. ▲ Durion ® Silicone Hose Recommended. O 

© Four Required. •*” Use Notched Belt Only. ♦ 

© Five Required. s< Cut To Fit. 4 


Green Stripe® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


FORD - Continued 

FORD 6-CYL. 6.6 L DIESEL ENG. 

- Continued 

CF6000; CF7000 - Continued 
1990-1986 - Continued 
Belt - W.P. & Air Brake Com- 
pr.; W/63 3/8” Beit O.C. 

(1989-1986). E7HU8K569EA 

Belt - W.P. & Air Brake Com- 
pr.; W/63 7/8" Belt O.C. 

(1989-1986). E5HT8620AA 

Belt - W.P. & Air Brake Com- 
pr.; W/65 1/2" Belt O.C. 

(1989-1986). E9HZ8620C 

Hose - Upper; (1989-1986). 

Hose - Upper - Eng. To Rad.; (1990). 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

Hose - By Pass. 

Hose - Heater. 

Hose - Oil Cooler. 

F600; F700 
1990-1987 

Belt - Fan & Alt.; W/130A. 

Alt.; W/High Mount Fan 


49630HD 


49635HD 


49650HD 

21570 

21570 

21571 
21573 

1 1/2” I.D. 
3/4” I.D. 

1 1/2” I.D. 


(1990). 

. D6PZ8620Y 

@7570 

Belt - Fan & Alt.; W/130A. 
Alt.; W/Low Mount Fan 
(1990). 

. D6PZ8620N 

©49625HD 

Belt - Fan & Alt.; W/60A, 
75A., 90A. Alt.; W/High 
Mount Fan (1990). 

. F0HZ8620G 

©49690HD 

Belt - Fan & Alt.; W/60A, 
75A., 90A. Alt.; W/Low 
Mount Fan (1990). 

. C9PZ8620DF 

©4961OHD 

Belt - Fan & Alt.; W/69 1/2" 
Belt O.C. (1989-1987). 

. E4HT8620SA 

©449690HD 

Belt - Fan & Alt.; W/71 1/2" 
Belt O.C. (1989-1987). 


©44971OHD 

Belt - Fan & P.S.; (1990). 

. E6HZ8620E 

49545HD 

Belt - W.P. & P.S.; W/High 
Mount Fan (1990). 

. E8HZ8620Y 

49630HD 

Belt - W.P. & P.S.; 
(1989-1987). 

. E7HT8620CA 

49630HD 

Belt - A.C.; (1990). 

. D6PZ8620E 

@7565 


E8HT8620RA 

E7HZ8620C 

E8HZ8620HA 


Belt - A.C.; (1989-1987). 

Belt - W.P. & Air Brake Coni' 

pr.; (1989-1987). 

Belt - W.P. & Hyd. Brake 
Boost Pump; (1989-1987).... 

Belt - Air Compr.; (1990). 

Belt - Idler; (1990). 

Hose - Upper; (1990). 

Hose - Upper; (1989-1987). 

Hose - Lower; W/Auto. Trans.; W/O 210 

H.P. Eng. (1990). 

Hose - Lower; W/Man. Trans.; W/O P.T.O.. 
Hose - Lower; W/Man. Trans.; W/P.T.O. 

(1990). 

Hose - Lower - Rad. To Cooler; W/Auto. 

Trans.; W/O P.T.O. (1990). 

Hose - By Pass; (1989-1987). 

Hose - Oil Cooler; (1990). 

F800 

1990-1987 

Belt - Fan & Alt.; W/130A. 

Alt.; W/High Mount Fan 

(1990). D6PZ8620Y 

Belt - Fan & Alt.; W/130A. 

Alt.; W/Low Mount Fan 

(1990). 

Belt - Fan & Alt.; W/60A, 

75A., 90A. Alt.; W/High 
Mount Fan (1990). 


D6PZ8620N 


49590HD 

49640HD 

49600HD 

49640HD 

49650HD 

^21943 

21810 

21961 

21845 

^21962 

*2 1/2” I.D. 
1 1/2” I.D. 
1 1/2” I.D. 


@7570 


©49625HD 


FORD - Continued 


FORD 6-CYL. 6.6 

- Continued 

F800 - Continued 
1990-1987 - Continued 
Belt - Fan & Alt.; W/60A, 
75A., 90A. Alt.; W/Low 


L DIESEL ENG. 


Mount Fan (1990). 

C9PZ8620DF 

©4961 OHD 

Belt - Fan & Alt.; W/69 1/2" 
Belt O.C. (1987). 

E4HT8620SA 

©449690HD 

Belt - Fan & Alt.; W/71 1/2" 
Belt O.C. (1987). 


©44971 OHD 

Belt - Fan & P.S.; (1990). 

E6HZ8620E 

49545HD 

Belt - W.P. & P.S.; W/High 
Mount Fan (1990). 

E8HZ8620Y 

49630HD 

Belt - W.P. & P.S.; (1987). 

E7HT8620CA 

49630HD 

Belt - A.C.; (1990). 

D6PZ8620E 

©>7565 

Belt - A.C.; (1987). 


49590HD 

Belt - W.P. & Air Brake Com¬ 
pr.; (1987). 


49640HD 

Belt - W.P. & Hyd. Brake 
Boost Pump; (1987). 

E8HT8620RA 

49600HD 

Belt - Air Compr.; (1990). 

E7HZ8620C 

49640HD 

Belt - Idler; (1990). 

E8HZ8620HA 

49650HD 

Hose - Upper; (1990). 


^21943 


21810 


21961 

21845 

^21962 

21845 

*2 1/2” I.D. 
1 1/2” I.D. 
1 1/2” I.D. 


F0HZ8620G ©49690HD 


Hose - Upper; (1987). 

Hose - Lower; W/Auto. Trans.; W/O 210 

H.P. Eng. (1990). 

Hose - Lower; W/Man. Trans.; W/O P.T.O. 

(1990). 

Hose - Lower; W/Man. Trans.; W/P.T.O. 

(1990). 

Hose - Lower; W/Man. Trans.; W/O P.T.O. 

(1987). 

Hose - Lower - Rad. To Cooler; W/Auto. 

Trans.; W/O P.T.O. (1990). 

Hose - By Pass; (1987). 

Hose - Oil Cooler; (1990). 

LN7000 

1990-1988 

Belt - Alt.; (1990). 

Belt - Fan & Alt.; W/69 1/2" 

Belt O.C. (1989-1988). 

Belt - Fan & Alt.; W/71 1/2" 

Belt O.C. (1989-1988). 

Belt - P.S.; (1990). 

Belt - W.P. & P.S.; 

(1989-1988). 

Belt - A.C. 

Belt - W.P. & Air Brake Com' 

pr.; (1989-1988). 

Belt - W.P. & Hyd. Brake 
Boost Pump; (1989-1988).... 

Belt - Air Compr.; W/Air 

Brakes (1990). 

Belt - Idler; (1990). 

Hose - Upper; (1989-1988). 

Hose - Upper - Eng. To Pipe; (1990). 

Hose - Lower - Eng. To Pipe; W/Air To Air 

Aftercooler. 

Hose - Lower - Pipe To Rad.; W/Air To Air 

Aftercooler. 

Hose - By Pass. 

FORD 6-CYL 7.8 L DIESEL ENG. 

CF8000; CFT8000 

1990-1987 

Belt - Alt.; W/60A. Alt. (1990). FOHZ8620F 
Belt - Alt.; W/75A., 90A., 

130A. Alt. (1990). F1HZ8620D 

Belt - Alt.; W/47 3/8" Belt 

O.C. (1989-1987). E9HZ8620A 

Belt - Alt.; W/56 1/2" Belt 

O.C. (1989-1987). 

Belt - Alt.; W/57 1/2" Belt 

O.C. (1989-1987). E5HT10C318AA 49570HD 


E4HZ8620J 

@BSX690 

E4HT8620SA 

©449690HD 

E8HZ8620Y 

©44971 OHD 
49630HD 

E7HT8620CA 

49630HD 

49590HD 


49640HD 

E8HT8620RA 

49600HD 

E7HZ8620C 

E8HZ8620G 

49640HD 

49650HD 


21854 

21854 

21847 

21853 
1 1/2” I.D. 


©49580HD 

©49585HD 

©449470HD 


49560HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

•*” Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

^ Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


FORD - Continued 

FORD 6-CYL. 7.8 L DIESEL ENG. 

- Continued 

CF8000; CFT8000 - Continued 
1990-1987 - Continued 
Belt - Alt.; W/59 3/8" Belt 

O.C. (1989-1987). 88HU10C318AA©449590HD 


FORD - Continued 


Belt - A.C. E2TZ8620AA 

Belt - W.P. & Air Brake Com- 
pr.; W/58 7/8” Belt O.C. 

(1989-1987). F0HZ8620D 

Belt - W.P. & Air Brake Com- 
pr.; W/63 3/8” Belt O.C. 

(1989-1987). E7HT8K569AA 

Belt - W.P. & Air Brake Com- 
pr.; W/63 7/8” Belt O.C. 

(1989-1987). 

Belt - W.P. & Air Brake Com- 
pr.; W/65 1/2” Belt O.C. 

(1989-1987). 88HU8K569AA 

Belt - W.P. & Air Brake Com- 
pr.; W/67" Belt O.C. 

(1989-1987). 87HU8K569BA 

Belt - Air Compr.; W/Air 

Brakes (1990). E8HZ8620HA 

Hose - Upper; (1989-1987). 

Hose - Upper - Eng. To Rad.; (1990). 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

Hose - By Pass. 

F700; F800 

1990-1987 

Belt - Alt.; (1990). E8HZ8620B 

Belt - Fan & Alt.; W/130A. 

Alt.; W/High Mount Fan 

(1989-1987). E4HT8620SA 

Belt - Fan & Alt.; W/130A. 

Alt.; W/Low Mount Fan 

(1989-1987). 

Belt - Fan & Alt.; W/O 130A. 

Alt.; W/High Mount Fan 

(1989-1987). E8HT8620GA 

Belt - Fan & Alt.; W/O 130A. 

Alt.; W/Low Mount Fan 

(1989-1987). E2HT8620FA 

Belt - A.C.; (1990). 

Belt - A.C.; W/Dealer Inst. 

A.C. (1989-1987). 

Belt - A.C.; W/Factory Inst. 

A.C.; W/58 1/2" Belt O.C. 

(1989-1987). 

Belt - A.C.; W/Factory Inst. 

A.C.; W/59 1/2" Belt O.C. 

(1989-1987). 

Belt - A.C.; W/Factory Inst. 

A.C.; W/61 1/2" Belt O.C. 

(1989-1987). 

Belt - Air Brake Compr.; 

(1990). E8HZ8620M 

Belt - W.P. & Air Brake Com¬ 
pr.; W/64 1/2" Belt O.C. 

(1989-1987). E8HT8620HA 

Belt - W.P. & Air Brake Com¬ 
pr.; W/65 1/2” Belt O.C. 

(1989-1987). E8HT8620UA 

Belt - W.P. & Hyd. Brake 
Boost Pump; W/63 1/2" Belt 

O.C. (1989-1987). E7HT8620CA 

Belt - W.P. & Hyd. Brake 
Boost Pump; W/64 1/2" Belt 

O.C. (1989-1987). E8HT8620RA 

Belt - Hyd. Brake Boost 

Pump; (1989-1987). E6HT8620AA 

Belt - Idler; (1990). E8HZ8620G 

Hose - Upper; W/Air To Air Aftercooler 

(1990). 

Hose - Upper; W/O Air To Air Aftercooler 
(1990). 


49585HD 


49585HD 


49630HD 


49635HD 


49650HD 


49700HD 

49650HD 

21570 

21570 

21571 
21573 

1 1/2” I.D. 


4971OHD 


©449690HD 


©49625HD 


©♦4971OHD 


©44961OHD 
©7575 

7597 


49580HD 


49590HD 


49605HD 

49650HD 


49640HD 


49650HD 


49630HD 


49640HD 

49550HD 
49650 HD 

^21943 

21943 


E4HT8620SA 


E8HT8620GA 


E2HT8620FA 

D7PZ8620J 


FORD 6-CYL. 7.8 L 

- Continued 

F700; F800 - Continued 
1990-1987 - Continued 
Hose - Lower; W/Auto. Trans.; W/O 210 

H.P. Eng. (1990). 

Hose - Lower; W/Man. Trans.; W/O P.T.O. 

(1990). 

Hose - Lower; W/Man. Trans.; W/P.T.O. 

(1990). 

Hose - Lower - Rad. To Cooler; W/Auto. 

Trans.; W/O P.T.O. (1990). 

Hose - Oil Cooler; (1990). 

FT900 

1990-1987 

Belt - Alt.; Preferred (1990).... E8HT8620B 

Belt - Alt.; Optional (1990). 

Belt - Fan & Alt.; W/130A. 

Alt.; W/High Mount Fan 

(1989-1987). 

Belt - Fan & Alt.; W/130A. 

Alt.; W/Low Mount Fan 

(1989-1987). 

Belt - Fan & Alt.; W/O 130A. 

Alt.; W/High Mount Fan 

(1989-1987). 

Belt - Fan & Alt.; W/O 130A. 

Alt.; W/Low Mount Fan 

(1989-1987). 

Belt - A.C.; (1990). 

Belt - A.C.; W/Dealer Inst. 

A.C. (1989-1987). 

Belt - A.C.; W/Factory Inst 
A.C.; W/58 1/2" Belt O.C 

(1989-1987). 

Belt - A.C.; W/Factory Inst 
A.C.; W/59 1/2" Belt O.C 

(1989-1987). 

Belt - A.C.; W/Factory Inst 
A.C.; W/61 1/2" Belt O.C 

(1989-1987). 

Belt - W.P. & Air Brake Com¬ 
pr.; W/64 1/2" Belt O.C. 

(1989-1987). 

Belt - W.P. & Air Brake Com¬ 
pr.; W/65 1/2" Belt O.C. 

(1989-1987). 

Belt - W.P. & Hyd. Brake 
Boost Pump; W/63 1/2" Belt 

O.C. (1989-1987). 

Belt - W.P. & Hyd. Brake 
Boost Pump; W/64 1/2" Belt 

O.C. (1989-1987). 

Belt - Air Compr.; (1990). 

Belt - Hyd. Brake Boost 

Pump; (1989-1987). 

Belt - Idler; (1990). 

Hose - Upper; (1990). 

Hose - Lower; (1990). 

Hose - Oil Cooler; (1990). 

L8000 

1990-1987 

Belt - Alt.; (1990). 

Belt - Fan & Alt.; W/69 1/2" 

Belt O.C. (1989). 

Belt - Fan & Alt.; W/70 1/2" 

Belt O.C. (1989). 

Belt - Fan & Alt.; W/71 1/2" 

Belt O.C. (1989). 

Belt - Fan & Alt.; (1988-1987) 

Belt - P.S.; (1990). 

Belt - A.C.; W/Dealer Inst. 

A.C. (1990). 

Belt - A.C.; W/Factory Inst. 

A.C. (1990). 


DIESEL ENG. 


21961 

21845 


21962 


*2 1/2” I.D. 
1 1/2” I.D. 


2/971OPB 
4971 OHD 


©449690HD 

©49625HD 

©44971 OHD 

©44961 OHD 
7575 

7597 



49580HD 


49590HD 


49605HD 

E8HT8620HA 

49640HD 

E8HT8620UA 

49650HD 

E7HT8620CA 

49630HD 

E8HT8620RA 

E8HZ8620M 

49640HD 

49650HD 

E6HT8620AA 

E8HZ8620HA 

49550HD 

49650HD 

21943 

21962 

1 1/2” I.D. 


E8HZ8620B 

E4HT8620SA 

E8HT8620GA 

E8HT8620SA 

E4HT8620SA 

E8HZ8620H 

E4PZ8620W 


©4971 OHD 

©449690HD 

©449700HD 

©44971 OHD 
©449690HD 
49650HD 

7585 

49590HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durlon ® Silicone Hose Recommended. 
•*’ Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


FORD - Continued 

FORD 6-CYL. 7.8 L DIESEL ENG. 

- Continued 

L8000 - Continued 
1990-1987 - Continued 
Belt - A.C.; W/Dealer Inst. 

A.C.; W/59 1/2" Belt O.C. 

(1989) 


Belt - A.C.; W/Dealer Inst. 

A.C.; W/60 1/8" Belt O.C 

(1989). 

Belt - A.C.; W/Factory Inst 
A.C.; W/57 1/2" Belt O.C 

(1989). 

Belt - A.C.; W/Factory Inst 
A.C.; W/58 1/2" Belt O.C 

(1989). 

Belt - A.C.; W/Dealer Inst. 

A.C. (1988-1987). 

Belt - A.C.; W/Factory Inst 

A.C. (1988-1987). 

Belt - W.P. & Air Brake Com- 
pr.; W/60 1/2" Belt O.C. 

(1989). 

Belt - W.P. & Air Brake Com- 
pr.; W/65 1/2" Belt O.C. 

(1989). E8HT8620UA 

Belt - W.P. & Air Brake Com- 

pr.; (1988-1987). E7HT8620CA 

Belt - W.P. & Hyd. Brake 

Boost Pump; (1989). E7HT8620CA 

Belt - Air Compr.; W/Air 

Brakes (1990). E8HZ8620M 

Belt - Idler; W/Air Brakes 

(1990). E8HZ8620G 

Hose - Upper; (1990-1989). 

Hose - Upper; Nov. 30, 1987 & Older 

(1988). 

Hose - Upper; W/Man. Trans.; May & 

Newer (1988). 

Hose - Lower; W/Man. Trans. (1990-1989). 
Hose - Lower; W/Man. Trans.; May & 

Newer (1988). 

Hose - By Pass; (1990-1989). 

LA8000 

1990 

Belt - Fan & Alt.; Preferred 

Belt. 

Belt - Fan & Alt.; Optional 

Belt. 

Belt - P.S. 

Belt - A.C.; W/Dealer Inst. 
a r 

Beit - A.C 
A.C. 


W/Factory Inst. 


pr.; W/60 1/2" Belt O.C.. 
Belt - W.P. & Air Brake Cc 
pr.; W/65 1/2” Belt O.C.. 
Belt - W.P. & Hyd. Brake 


Belt - Air Compr.; 

Brakes . 

Hose - Upper. 


W/Air 


Hose - By Pass. 

LN7000 

1988 

Belt - Fan & Alt. E4HT8620SA 

Belt - A.C.; W/Dealer Inst. 

A.C. 

Belt - A.C.; W/Factory Inst. 

A.C. 

Belt - W.P. & Air Brake Com¬ 
pr. E7HT8620CA 

Hose - Upper; W/Man. Trans.; May & 

Newer. 


7585 

7597 

49570HD 

49580HD 

7597 

49580HD 

49590HD 

49650HD 

49640HD 

49630HD 

49650HD 

49650HD 

21854 

21810 

21855 
21846 

21846 
1 1/2” I.D. 


2/9700PB 


.. E8HZ8620G 

©49700HD 

49650HD 


7585 

.. E4PZ8620W 

49590HD 


49590HD 

.. E8HT8620UA 

49650HD 

.. E7HT8620CA 

49630HD 

.. E8HZ8620G 

49650HD 

21854 

21846 

1 1/2” I.D. 


©449690HD 

7597 

49580HD 

49640HD 

21855 


FORD - Continued 

FORD 6-CYL 7.8 L DIESEL ENG. 

- Continued 

LN7000 - Continued 

1988 - Continued 

Hose - Lower; W/Man. Trans.; May & 

Newer. 21846 

LN8000 

1990-1987 

Belt - Fan & Alt.; Preferred 

Belt (1990). E8HT8620SA 2/9710PB 

Belt - Fan & Alt.; Optional 

Belt (1990). E8HZ8620B ©49710HD 

Belt - Fan & Alt.; W/69 1/2" 

Belt O.C. (1989). E4HT8620SA ©449690HD 

Belt - Fan & Alt.; W/70 1/2" 

Belt O.C. (1989). E8HT8620GA ©449700HD 

Belt - Fan & Alt.; W/71 1/2" 

Belt O.C. (1989). E8HT8620SA ©449710HD 

Belt - Fan & Alt.; (1988-1987) E4HT8620SA ©449690HD 

Belt - P.S.; (1990). E8HZ8620G 49650HD 

Belt - A.C.; W/Dealer Inst. 

A.C. (1990). 7585 

Belt - A.C.; W/Factory Inst. 

A.C. (1990). E4PZ8620W 49590HD 

Belt - A.C.; W/Dealer Inst. 

A.C.; W/59 1/2" Belt O.C. 

(1989). 7585 

Belt - A.C.; W/Dealer Inst. 

A.C.; W/60 1/8" Belt O.C. 

(1989). 7597 

Belt - A.C.; W/Factory Inst. 

A.C.; W/57 1/2" Belt O.C. 

(1989). 49570HD 

Belt - A.C.; W/Factory Inst. 

A.C.; W/58 1/2" Belt O.C. 

(1989). 49580HD 

Belt - A.C.; W/Dealer Inst. 

A.C. (1988-1987). 7597 

Belt - A.C.; W/Factory Inst. 

A.C. (1988-1987). 49580HD 

Belt - W.P. & Air Brake Com¬ 
pr.; (1990). E8HT8620UA 49650HD 

Belt - W.P. & Air Brake Com¬ 
pr.; W/60 1/2" Belt O.C. 

(1989). 49590HD 

Belt - W.P. & Air Brake Com¬ 
pr.; W/65 1/2" Belt O.C. 

(1989). E8HT8620UA 49650HD 

Belt - W.P. & Air Brake Com¬ 
pr.; (1988-1987). E7HT8620CA 49640HD 

Belt - W.P. & Hyd. Brake 

Boost Pump; (1990). E8HZ8620H 49650HD 

Belt - W.P. & Hyd. Brake 

Boost Pump; (1989). E7HT8620CA 49630HD 

Belt - Idler; W/Air Brakes 

(1990). E8HZ8620G 49650HD 

Hose - Upper; (1989). 21854 

Hose - Upper; W/Man. Trans.; May & 

Newer (1988). 21855 

Hose - Lower; W/Man. Trans. (1989). 21846 

Hose - Lower; W/Man. Trans.; May & 

Newer (1988). 21846 

Hose - Lower - Eng. To Cooler; W/Auto. 

Trans.; W/O 210 H.P. (1990). 21847 

Hose - Lower - Eng. To Rad.; W/Man. 

Trans. (1990). 21846 

Hose - Lower - Rad. To Cooler; W/Auto. 

Trans.; W/O 210 H.P. (1990). 21853 

Hose - By Pass; (1989). 1 1/2” I.D. 

LNT8000 

1990-1987 

Belt - Fan & Alt.; W/71 1/2" 

Belt O.C.; Preferred Belt 

(1990). E8HT8620SA 2/971OPB 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

•*” Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

^ Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


DIESEL ENG. 


FORD - Continued 
FORD 6-CYL. 7.8 L 

- Continued 

LNT8000 - Continued 
1990-1987 - Continued 
Belt - Fan & Alt.; W/71 1/2" 

Belt O.C.; Optional Belt 

(1990). 

Belt - Fan & Alt.; W/69 1/2" 

Belt O.C. (1989). E4HT8620SA 

Belt - Fan & Alt.; W/70 1/2" 

Belt O.C. (1989). E8HT8620GA 

Belt - Fan & Alt.; W/71 1/2" 

Belt O.C. (1989). E8HT8620SA 

Belt - Fan & Alt.; (1988-1987) E4HT8620SA 

Belt - P.S.; (1990). E8HZ8620G 

Belt - A.C.; W/Dealer Inst. 

A.C. (1990). 

Belt - A.C.; W/Factory Inst. 

A.C. (1990). E4PZ8620W 

Belt - A.C.; W/Dealer Inst. 

A.C.; W/59 1/2" Belt O.C. 

(1989). 

Belt - A.C.; W/Dealer Inst. 

A.C.; W/60 1/8" Belt O.C. 

(1989). 

Belt - A.C.; W/Factory Inst. 

A.C.; W/57 1/2" Belt O.C. 

(1989). 

Belt - A.C.; W/Factory Inst. 

A.C.; W/58 1/2" Belt O.C. 

(1989). 

Belt - A.C.; W/Dealer Inst. 

A.C. (1988-1987). 

Belt - A.C.; W/Factory Inst. 

A.C. (1988-1987). 

Belt - W.P. & Air Brake Com- 
pr.; W/60 1/2" Belt O.C. 

(1990-1989). 

Belt - W.P. & Air Brake Com- 
pr.; W/65 1/2" Belt O.C. 

(1990-1989). E8HT8620UA 

Belt - W.P. & Air Brake Com- 

pr.; (1988-1987). E7HT8620CA 

Belt - W.P. & Hyd. Brake 

Boost Pump; (1990-1989). E7HT8620CA 

Belt - Idler; W/Air Brakes 

(1990). E8HZ8620G 

Hose - Upper; (1989). 

Hose - Upper; Nov. 30, 1987 & Older 

(1988). 

Hose - Upper; W/Man. Trans.; May & 

Newer (1988). 

Hose - Lower; W/Man. Trans. (1989). 

Hose - Lower; W/Man. Trans.; May & 

Newer (1988). 

Hose - Lower - Eng. To Cooler; W/Auto. 

Trans.; W/O 210 H.P. (1990). 

Hose - Lower - Eng. To Rad.; W/Man. 

Trans. (1990). 

Hose - Lower - Rad. To Cooler; W/Auto. 

Trans.; W/O 210 H.P. (1990). 

Hose - By Pass; (1989). 

LS8000 

1990-1987 

Belt - Alt.; (1990). E8HZ8620B 

Belt - Fan & Alt.; W/69 1/2" 

Belt O.C. (1989). E4HT8620SA 

Belt - Fan & Alt.; W/70 1/2" 

Belt O.C. (1989). E8HT8620GA 

Belt - Fan & Alt.; W/71 1/2" 

Belt O.C. (1989). E8HT8620SA 

Belt - Fan & Alt.; (1988-1987) E4HT8620SA 

Belt - P.S.; (1990). E8HZ8620H 

Belt - A.C.; W/Dealer Inst. 

A.C. (1990). 


©49710HD 

©449690HD 

©449700HD 

©♦49710HD 
©449690HD 
49650HD 

7585 

49590HD 

7585 

7597 

49570HD 

49580HD 

7597 

49580HD 

49590HD 

49650HD 

49640HD 

49630HD 

49650HD 

21854 

21810 

21855 
21846 

21846 

21847 

21846 

21853 
1 1/2” I.D. 

©4971OHD 

©449690HD 

©449700HD 

©44971 OHD 
©449690HD 
49650HD 

7585 


FORD - Continued 

FORD 6-CYL 7.8 L DIESEL ENG. 

- Continued 

LS8000 - Continued 
1990-1987 - Continued 
Belt - A.C.; W/Factory Inst. 

A.C. (1990). E4PZ8620W 49590HD 

Belt - A.C.; W/Dealer Inst. 

A.C.; W/59 1/2" Belt O.C. 

(1989). 7585 

Belt - A.C.; W/Dealer Inst. 

A.C.; W/60 1/8" Belt O.C. 

(1989). 7597 

Belt - A.C.; W/Factory Inst. 

A.C.; W/57 1/2" Belt O.C. 

(1989). 49570HD 

Belt - A.C.; W/Factory Inst. 

A.C.; W/58 1/2" Belt O.C. 

(1989). 49580HD 

Belt - A.C.; W/Dealer Inst. 

A.C. (1988-1987). 7597 

Belt - A.C.; W/Factory Inst. 

A.C. (1988-1987). 49580HD 

Belt - W.P. & Air Brake Com- 
pr.; W/60 1/2" Belt O.C. 

(1989). 49590HD 

Belt - W.P. & Air Brake Com- 
pr.; W/65 1/2" Belt O.C. 

(1989). E8HT8620UA 49650HD 

Belt - W.P. & Air Brake Com- 

pr.; (1988-1987). E7HT8620CA 49640HD 

Belt - W.P. & Hyd. Brake 

Boost Pump; (1989). E7HT8620CA 49630HD 

Belt - Air Compr.; W/Air 

Brakes (1990). E8HZ8620M 49650HD 

Belt - Idler; W/Air Brakes 

(1990). E8HZ8620G 49650HD 

Hose - Upper; (1990). 21854 

Hose - Lower; W/Man. Trans. (1990). 21846 

Hose - By Pass; (1990). 1 1/2” I.D. 

LT8000; LTS8000 
1990-1987 

Belt - Fan & Alt.; W/71 1/2" 

Belt O.C.; Preferred Belt 

(1990). E8HT8620SA 2/971OPB 

Belt - Fan & Alt.; W/71 1/2" 

Belt O.C.; Optional Belt 

(1990). ©4971 OHD 

Belt - Fan & Alt.; W/69 1/2" 

Belt O.C. (1989). E4HT8620SA ©449690HD 

Belt - Fan & Alt.; W/70 1/2" 

Belt O.C. (1989). E8HT8620GA ©449700HD 

Belt - Fan & Alt.; W/71 1/2" 

Belt O.C. (1989). E8HT8620SA ©449710HD 

Belt - Fan & Alt.; (1988-1987) E4HT8620SA ©449690HD 

Belt - P.S.; (1990). E8HZ8620G 49650HD 

Belt - A.C.; W/Dealer Inst. 

A.C. (1990). 7585 

Belt - A.C.; W/Factory Inst. 

A.C.; W/57 1/2" Belt O.C. 

(1990-1989). 49570HD 

Belt - A.C.; W/Factory Inst. 

A.C.; W/58 1/2" Belt O.C. 

(1990-1989). 49580HD 

Belt - A.C.; W/Dealer Inst. 

A.C.; W/59 1/2" Belt O.C. 

(1989). 7585 

Belt - A.C.; W/Dealer Inst. 

A.C.; W/60 1/8" Belt O.C. 

(1989). 7597 

Belt - A.C.; W/Dealer Inst. 

A.C. (1988-1987). 7597 

Belt - A.C.; W/Factory Inst. 

A.C. (1988-1987). 49580HD 

Belt - W.P. & Air Brake Com¬ 
pr.; W/60 1/2" Belt O.C. 

(1990-1989). 49590HD 


© Two Required. © Six Required. 

® Three Required. ▲ Durion ® Silicone Hose Recommended. O 

© Four Required. •*” Use Notched Belt Only. 4 

© Five Required. ^ Cut To Fit. 4 


Green Stripe® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


FORD - Continued 

FORD 6-CYL. 7.8 L DIESEL ENG. 

- Continued 

LT8000; LTS8000 - Continued 
1990-1987 - Continued 
Belt - W.P. & Air Brake Com- 
pr.; W/65 1/2" Belt O.C. 


(1990-1989). E8HT8620UA 

Belt - W.P. & Air Brake Com- 

pr.; (1988-1987). E7HT8620CA 

Belt - W.P. & Hyd. Brake 

Boost Pump; (1990-1989). E7HT8620CA 

Belt - Idler; W/Air Brakes 

(1990). E8HZ8620G 

Hose - Upper; (1990-1989). 

Hose - Upper; Nov. 30, 1987 & Older 

(1988). 

Hose - Upper; W/Man. Trans.; May & 

Newer (1988). 

Hose - Lower; W/Man. Trans. (1990-1989). 
Hose - Lower; W/Man. Trans.; May & 

Newer (1988). 

Hose - By Pass; (1990-1989). 


49650HD 

49640HD 

49630HD 


49650HD 

21854 

21810 

21855 
21846 

21846 
1 1/2” I.D. 


TR28400 

7430 

8)1 1/2” I.D. 


TR28400 

7430 

2)1 1/2” I.D. 
26501 


FORD V-8 239 ENG.; FORD V-8 256 
ENG. 

C500; C600; C700; C750 
1955 

Belt - Fan. EAT8577A 

Belt - W.P. & Gen.OHA8620A 

Hose - Upper. 

F500; F600; F700; T700 
1955 

Belt - Fan. EAT8577A 

Belt - W.P. & Gen.OHA8620A 

Hose - Upper. 

Hose - Lower. 

FORD V-8 272 ENG. 

C500; C600 
1958-1956 

Belt - Fan; (1956). 

Belt - W.P. & Gen.; Jan. 14, 

1956 & Older (1956). 

Belt - W.P. & Gen.; Jan. 15, 

1956 & Newer (1956). 

Belt - Fan & Gen.; W/Dual 

Belts (1958-1957). 

Belt - Fan & Gen.; W/Single 

Belt (1958-1957). 

Belt - P.S.; (1958-1957). 

Belt - Air Brake Compr.; 

(1958-1957). 

Belt - Air Brake Compr.; 

(1956). 

Hose - Upper. 

Hose - By Pass; W/Auto. Trans. 

Hose - By Pass; W/Man. Trans. 

C700 
1958-1956 

Belt - Fan; (1956). 

Belt - W.P. & Gen.; Jan. 14 

& Older (1956). 

Belt - W.P. & Gen.; Jan. 15 

& Newer (1956). 

Belt - Fan & Alt.; W/30A, 

50A. Alt. (1958-1957). 

Belt - Fan & Alt.; W/Vac. 

Brakes; Dec. 14, 1958 & 

Older (1958). 

Belt - Fan & Alt.; W/Vac. 

Brakes; Dec. 15, 1958 & 

Newer (1958). 


EAT8577A 

TR28400 

ECG8620C 

49451 HD 

C2TE8620AG 

49463HD 

C4TE8620AD 

@7450 

C4TE8620AD 

ECY33558A 

7450 

49425HD 


49463HD 

C2AE8620C 

49370HD 


EAT8577A 

ECG8620C 

C2TE8620AG 

C3AE8620F 


C6AE8620E 


C6TE8620D 


2)1 1/2” I.D. 
7/8” I.D. 
5/8” I.D. 


TR28400 
49451 HD 
49463HD 
7470 


7448 


@7450 


7448 

7470 


C4TE8620AD @7450 


FORD - Continued 

FORD V-8 272 ENG. - Continued 

C700 - Continued 
1958-1956 - Continued 
Belt - Fan & Alt.; W/Vac. 

Brakes (1957). C6AE8620E 

Belt - Fan & Gen.; W/Air 

Brakes (1958-1957).C3AE8620F 

Belt - Fan & Gen.; W/Dual 

Belts (1958-1957). 

Belt - Fan & Gen.; W/Single 

Belt (1958-1957).C4TE8620AD 

Belt - P.S.; (1958-1957). 

Belt - Air Brake Compr.; 

(1958-1957). C2TE8620U 

Belt - Air Brake Compr.; 

(1956). C2AE8620C 

Hose - Upper. 

Hose - By Pass; W/Auto. Trans. 

Hose - By Pass; W/Man. Trans. 

F500; F600 

1958-1956 

Belt - Fan & Alt./Gen.; 

W/Dual Belts (1958-1957).... C6TE8620D @7450 

Belt - Fan & Alt./Gen.; 

W/Single Belt (1958-1957).... C6TE8620D 

Belt - P.S.; (1958-1957).C7AE8620D 

Hose - Upper; (1958). 


7450 

49425HD 

49500HD 

49370HD 
@1 1/2” I.D. 
7/8" I.D. 
5/8" I.D. 


EAT8577A 

ECG8620C 

C2TE8620AG 


C6TE8620D 


Hose - Upper; (1957-1956). 

Hose - Lower; W/Man. Trans. (1958-1957). 

Hose - Lower; (1956). 

Hose - By Pass; W/Auto. Trans. 

Hose - By Pass; W/Man. Trans. 

F700 

1958-1956 

Belt - Fan; (1956). 

Belt - W.P. & Gen.; Jan. 14 

& Older (1956). 

Belt - W.P. & Gen.; Jan. 15 

& Newer (1956). 

Belt - Fan & Alt./Gen.; 

W/Dual Belts (1958-1957).. 

Belt - Fan & Alt./Gen.; 

W/Single Belt (1958-1957).. 

Belt - P.S.; (1958-1957). 

Belt - Air Brake Compr.; Feb. 

3, 1958 & Older (1958). 

Belt - Air Brake Compr.; Feb. 

4, 1958 & Newer (1958). 

Beit - Air Brake Compr.; 

(1957). 

Belt - Air Brake Compr.; 

(1956). 

Hose - Upper; (1958). 

Hose - Upper; (1957-1956). 

Hose - Lower; W/Man. Trans. (1958-1957). 

Hose - Lower; (1956). 

Hose - By Pass; W/Auto. Trans. 

Hose - By Pass; W/Man. Trans. 

P500 

1958-1957 

Belt - Fan & Alt./Gen. C6TE8620D 

Belt - P.S.C7AE8620D 

Hose - Upper; (1958). 

Hose - Upper; (1957). 

Hose - Lower. 

Hose - By Pass. 


7450 
49430HD 
^21794 
25476 
@1 1/2” I.D. 
20276 
26504 
26501 
7/8” I.D. 
5/8” I.D. 


TR28400 
49451 HD 


49463HD 


@7450 


C6TE8620D 

7450 

C2TE8620AG 

49463HD 

C5TE8620A 

49451 HD 

C4TE8620AD 

7450 

C2TE8620AG 

49463HD 

C2AE8620C 

49370HD 
s-=21794 


25476 
2)1 1/2” I.D. 
20276 
26504 
26501 
7/8” I.D. 
5/8” I.D. 


7450 
49430HD 
^21794 
25478 
@1 1/2” I.D. 
20276 
or 26504 
5/8” I.D. 


or 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durlon® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

^ Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


EAT8577A 

ECG8620C 

C2TE8620AG 


FORD - Continued 

FORD V-8 272 ENG. - Continued 

T700 

1958-1956 

Belt - Fan; (1956). 

Belt - W.P. & Gen.; Jan. 14 

& Older (1956). 

Belt - W.P. & Gen.; Jan. 15 

& Newer (1956). 

Belt - Fan & Alt./Gen.; 

W/Dual Belts (1958-1957).... C6TE8620D 
Belt - Fan & Alt./Gen.; 


Belt - P.S.; (1958-1957). 

Belt - Air Brake Compr.; Feb. 

3, 1958 & Older (1958). 

Belt - Air Brake Compr.; Feb. 

4, 1958 & Newer (1958). 

Belt - Air Brake Compr.; 

(1957). 

Belt - Air Brake Compr.; 

(1956). 

Hose - Upper; (1958). 


TR28400 
49451 HD 
49463HD 
©7450 


FORD - Continued 

FORD V-8 292 ENG. - Continued 

C700 - Continued 
1964-1958 - Continued 

Belt - P.S.; (1961). 

Belt - P.S.; (1959-1958). 

Belt - Air Brake Compr.; 

(1964-1961). 

Belt - Air Brake Compr.; 

(1959-1958). 

Hose - Upper; (1964-1959).. 


ECY33558A 

ECY33558A 

C2TE8620U 

C2TE8620U 


C6TE8620D 

7450 

C2TE8620AG 

49463HD 

C5TE8620A 

49451 HD 

C4TE8620AD 

7450 

C2TE8620AG 

49463HD 

C2AE8620C 

49370HD 

^21794 


Hose - Upper; (1957-1956). 

Hose - Lower; W/Man. Trans. (1958-1957). 


25476 
S)1 1/2” I.D. 
20276 
26504 
26501 
7/8” I.D. 
5/8” I.D. 


Hose - By Pass; (1964-1959). 

F500; F600 

1964-1959 

Belt - Fan & Alt./Gen.; 

W/Dual Belts. 

Belt - Fan & Alt./Gen.; 

W/Single Belt. 

Belt - P.S.; (1964-1963). 

P.S.; (1962-1959). 

Air Brake Compr. 

Upper; (1964-1961). 


49425HD 

49425HD 

49500HD 

49500HD 

20351 

@1 1/2” I.D. 
5/8” I.D. 


C4TE8620AD @7450 


Belt - 
Belt ■ 
Hose ■ 


C4TE8620AD 

C2AE8620L 

C7AE8620D 

C2TE8620U 


Hose - Lower; (1956). 

Hose - By Pass; W/Auto. Trans.. 

Hose - By Pass; W/Man. Trans.. 

FORD V-8 279 ENG. 

C750; C800; C900; F750; F800; F900; T700; T800 

1955 

Belt - Fan. EAM8577A 

Belt - W.P. & Gen.; Apr. 1, 

1955 & Newer. EDC8620A 

Belt - W.P. & Gen.; Apr. 1, 

1955 & Older. C2TE8620AA 

Belt - P.S. B8TZ8620D 

Belt - Air Brake Compr. 

Hose - Upper. 

Hose - Lower. 

FORD V-8 292 ENG. 

C500; C600 

1964-1958 

Belt - Fan & Alt./Gen.; 

W/Dual Belts (1964-1961).... C4TE8620AD 
Belt - Fan & Alt./Gen.; 


Belt - Fan & Alt./Gen.; 
W/Dual Belts (1959-1958). 
Belt - Fan & Alt./Gen.; 


TR28423 

7440 

7450 
49405HD 
TR28346 
©1 3/4” I.D. 
^20523 


@7450 


Hose - Upper; (1960-1959). 

Hose - Lower; (1964-1961). 

Hose - Lower; W/Man. Trans. (1960-1959). 

Hose - By Pass; (1964-1961). 

Hose - By Pass; W/Auto. Trans. 

(1960-1959). 

Hose - By Pass; W/Man. Trans. 

(1960-1959). 

F700 

1964-1959 

Belt - Fan & Alt./Gen. 

W/Dual Belts. 

Belt - Fan & Alt./Gen.; 

W/Single Belt.C4TE8620AD 

Belt - P.S.; (1964-1963). C2AE8620L 

Belt - P.S.; (1962-1959). B8TZ8620D 

Belt - Air Brake Compr.; 

(1962-1960). ECY8620A 

Belt - Air Brake Compr.; Jan. 

1, 1959 & Older (1959). C5TE8620A 

Belt - Air Brake Compr.; Jan. 

2, 1959 & Newer (1959). ECY8620A 


7450 
49415HD 
49430HD 
49500HD 
20380(C,D) 
25478 
^20088 
25476 
20276(B) 
26504 
20276(A) 
26504 
5/8” I.D. 

7/8” I.D. 

5/8” I.D. 


C4TE8620AD @7450 


7450 
49415HD 
49405HD 

49463HD 

49451 HD 

49463HD 


Belt - P.S.; (1964-1962). 

Belt - P.S.; (1961). 

Belt - P.S.; (1959-1958). 

Belt - Air Brake Compr.; 

(1964-1961). 

Belt - Air Brake Compr.; 

(1959-1958). 

Hose - Upper; (1964-1959).. 


C4TE8620AD 

7450 

Hose - Upper; (1964-1961). 


20380(C,D) 




or 

25478 

C4TE8620AD 

©7450 

Hose - Upper; (1960-1959). 


20088 




or 

25478 

C4TE8620AD 

7450 

Hose - Lower; (1964-1961). 


20276(B) 

C5AE8620L 

49440HD 


or 

26504 

ECY33558A 

49425HD 

Hose - Lower; W/Man. Trans. (1960-1959). 


20276 

ECY33558A 

49425HD 


or 

26504 



Hose - By Pass; (1964-1961). 


5/8” I.D. 

C2TE8620U 

49500HD 

Hose - By Pass; W/Auto. Trans. 





(1960-1959). 


7/8” I.D. 

C2TE8620AG 

49463HD 

Hose - By Pass; W/Man. Trans. 




20351 

(1960-1959). 


5/8” I.D. 


Hose - By Pass; (1964-1959). 

C700 

1964-1958 

Belt - Fan & Alt./Gen.; 

W/Dual Belts (1964-1961).... C4TE8620AD 
Belt - Fan & Alt./Gen.; 

W/Single Belt (1964-1961).... C4TE8620AD 
Belt - Fan & Alt./Gen.; 

W/Dual Belts (1959-1958).... C4TE8620AD 
Belt - Fan & Alt./Gen.; 

W/Single Belt (1959-1958).... C4TE8620AD 
Belt - P.S.; (1964-1962). C5AE8620L 


D1 1/2” I.D. 
5/8” I.D. 


@7450 

7450 

@7450 

7450 

49440HD 


N500; N600 

1964-1959 

Belt - Fan & Alt./Gen.; 

W/Dual Belts. 

Belt - Fan & Alt./Gen.; 

W/Single Belt. 

Belt - P.S.; (1964-1963). 

Belt - P.S.; (1962-1959). 

Belt - Air Brake Compr. 

Hose - Upper; (1964-1961).. 

Hose - Upper; (1960-1959).. 


C4TE8620AD ©7450 


C4TE8620AD 

C2AE8620L 

C7AE8620D 

C2TE8620U 


7450 
49415HD 
49430HD 
49500HD 
20380(C,D) 
25478 
s-=20088 
25476 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. Application Mfr. Part No. Gates No. 

FORD - Continued FORD - Continued 

FORD V-8 292 ENG. - Continued FORD V-8 302 ENG. - Continued 

N500; N600 - Continued C750; C800; C900; CT750; CT800 - Continued 


1964-1959 - Continued 


Hose - Lower; (1964-1961). 

20276(B) 

or 

26504 

Hose - Lower; W/Man. Trans. (1960-1959). 

20276(A) 

or 

26504 

Hose - By Pass; (1964-1961). 

5/8” I.D. 

Hose - By Pass; W/Auto. Trans. 


(1960-1959). 

7/8” I.D. 

Hose - By Pass; W/Man. Trans. 


(1960-1959). 

5/8” I.D. 


P500 


1964-1959 

Belt - Fan & Alt./Gen.; 

W/Dual Belts.C4TE8620AD @7450 

Belt - Fan & Alt./Gen.; 

W/Single Belt.C4TE8620AD 7450 

Belt - P.S.C7AE8620D 49430HD 

Hose - Upper. 20088 

or 25478 

Hose - Lower. 20276 

or 26504 

Hose - By Pass. 5/8” I.D. 

T700 

1964-1959 

Belt - Fan & Alt./Gen.; 

W/Dual Belts.C4TE8620AD @7450 


1963-1956 - Continued 
Belt - W.P. & Gen.; W/40A. 

Autolite Gen.; W/Vac. 

Brakes (1960-1957).C4ZE8620C 7460 

Belt - W.P. & Gen.; W/40A. 

Ford Gen.; W/Air Brakes 

(1960-1957). C5DE8620E 7480 

Belt - W.P. & Gen.; W/40A. 

Ford Gen.; W/Vac. Brakes 

(1960-1957). C6TE8620D 7450 

Belt - W.P. & Gen.; (1956). C2TE8620AS 7470 

Belt - P.S.; (1963-1961). C3TE8620N 49400HD 

Belt - P.S.; (1960-1957).C0AE8620E 49390HD 

Belt - P.S.; (1956). B8TZ8620D 49405HD 

Belt - Air Brake Compr.; 

W/12 Cu. Ft. Air Brake 

Compr.; Ser. No. 280000 & 

Before (1963-1961). C5TE8620A 49463HD 

Belt - Air Brake Compr.; 

W/12 Cu. Ft. Air Brake 

Compr.; Ser. No. 280001 & 

After (1963-1961).Cl TE8620S 49480HD 

Belt - Air Brake Compr.; W/7 

Cu. Ft. Air Brake Compr. 

(1963-1961). C5TE8620A 49463HD 

Belt - Air Brake Compr.; 

(1960-1957). C2TE8620AG 49463HD 


Belt - Fan & Alt./Gen.; 

W/Single Belt.C4TE8620AD 7450 

Belt - P.S.; (1964-1963). C2AE8620L 49415HD 

Belt - P.S.; (1962-1959). B8TZ8620D 49405HD 

Belt - Air Brake Compr.; 

(1962-1960). ECY8620A 49463HD 

Belt - Air Brake Compr.; Jan. 

1, 1959 & Older (1959). C5TE8620A 49451 HD 

Beit - Air Brake Compr.; Jan. 

2, 1959 & Newer (1959). ECY8620A 49463HD 


Hose - Upper; (1964-1961). 


20380(C,D) 


or 

25478 

Hose - Upper; (1960-1959). 


20088 

or 

25478 

Hose - Lower; (1964-1961). 


20276(B) 


or 

26504 

Hose - Lower; W/Man. Trans. (1960-1959). 


20276 

or 

26504 

Hose - By Pass; (1964-1961). 


5/8” I.D. 

Hose - By Pass; W/Auto. Trans. 

(1960-1959). 


7/8” I.D. 

Hose - By Pass; W/Man. Trans. 

(1960-1959). 


5/8” I.D. 


FORD V-8 302 ENG. 

C750; C800; C900; CT750; CT800 


1963-1956 

Belt - Fan; (1956). 

EAM8577A 

TR28423 

Belt - W.P. & Alt.; 

(1960-1959). 

C4TE8620AD 

7450 

Belt - W.P. & Alt.; Jan. 14, 
1958 & Older (1958). 

C4ZE8620C 

7460 

Belt - W.P. & Alt.; Jan. 15, 
1958 & Newer (1958). 

C4TE8620AD 

7450 

Belt - W.P. & Alt.; (1957). 

C4ZE8620C 

7460 

Belt - W.P. & Gen.; W/Air 
Brakes (1963-1961). 

C4ZE8620C 

7460 

Belt - W.P. & Gen.; W/Vac. 
Brakes (1963-1961). 

C8DE8620B 

7450 

Belt - W.P. & Gen.; W/30A., 
50A. Alt.; W/Air Brakes 
(1960-1957). 

C5DE8620E 

7480 

Belt - W.P. & Gen.; W/30A., 
50A. Alt.; W/Vac. Brakes 
(1960-1957). 

C4ZE8620C 

7460 

Belt - W.P. & Gen.; W/40A. 
Autolite Gen.; W/Air Brakes 
(1960-1957). 

C3AE8620F 

7470 


Belt - Air Brake Compr.; 

(1956). EAM2890A 49341 HD 

Hose - Upper - Eng. To Pipe; (1963-1957). ^<20065 

Hose - Upper - Pipe To Rad.; (1963-1957). @1 3/4” I.D. 

Hose - Lower; Jan. 31 & Older (1958). 20356 

Hose - Lower; (1957). 20356 

Hose - Lower - Eng. To Pipe; (1963-1959). 2” I.D. 

Hose - Lower - Eng. To Pipe; Feb. 1 & 

Newer (1958). 2” I.D. 

Hose - Lower - Pipe To Rad.; (1963-1959). s«20882 

Hose - Lower - Pipe To Rad.; Feb. 1 & 

Newer (1958). <20882 

F750; F800; F900 

1963-1956 


Belt - Fan; (1963-1959). 

Belt - Fan; (1958-1956). 

Belt - W.P. & Alt./Gen.; 

W/1/2" Belt T.W.; W/44 1/4" 

Belt O.C. (1963-1961). 

Belt - W.P. & Alt./Gen.; 

W/1/2” Belt T.W.; W/45 1/4" 

Belt O.C. (1963-1961). 

Belt - W.P. & Alt./Gen.; 

W/3/8" Belt T.W.; W/44 1/8" 

Belt O.C. (1963-1961). 

Belt - W.P. & Alt./Gen.; W/47 
1/4" Belt O.C. (1963-1961)... 
Belt - W.P. & Alt./Gen.; W/47 
3/4" Belt O.C. (1963-1961)... 
Belt - W.P. & Alt./Gen.; 
W/7/16" Belt T.W.; W/45 
5/8" Belt O.C. (1963-1961)... 
Belt - W.P. & Alt./Gen.; W/45 
5/8" Belt O.C. (1960-1957)... 
Belt - W.P. & Alt./Gen.; W/46 
1/8" Belt O.C. (1960-1957)... 
Belt - W.P. & Gen.; W/30A., 

50A., 60A. Alt. (1956). 

Belt - W.P. & Gen.; W/40A. 
Alt.; W/O Autolite Gen. 

(1956). 

Belt - W.P. & Gen.; W/40A. 

Autolite Gen. (1956). 

Belt - P.S.; W/38 1/4" Belt 

O.C. (1963-1961). 

Belt - P.S.; W/41 3/4" Belt 

O.C. (1963-1961). 

Belt - P.S.; (1960-1956). 


C2TE8620AN 

EAM8577A 

TR28454 

TR28423 

C5AE8620L 

©49440HD 

C4VE8620B 

©449451 HD 

C6AE8620E 

7440 

C5TE8620H 

©449470HD 

C2TE8620L 

©449476HD 

C6TE8620D 

7450 

C4TE8620AD 

7450 

C4ZE8620C 

7460 

EAD8620E 

7460 

C2TE8620AA 

7450 

C2TE8620AS 

7470 

C3TA8620F 

49380HD 

C2AE8620L 

B8TZ8620D 

49415HD 
49405HD 


© Two Required. © Six Required. Green Stripe 8 4-Ply Coolant Hose Recommended. 

® Three Required. ▲ Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

© Four Required. •*” Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

© Five Required. s< Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

FORD - Continued 


Gates No. 


Application 

FORD - Continued 


Mfr. Part No. 


Gates No. 


FORD V-8 302 ENG. - Continued 


FORD V-8 302 ENG. - Continued 


F750; F800; F900 - Continued 

1963-1956 - Continued 


C5TE8620A 


C4TE8620AF 


C1TT8620F 

C1TT8620F 


(1960-1959). 
Feb. 1 & 


Jan. 31 & 


(1957-1956). 

W/Man. 


Belt - Air Brake Compr.; 

W/1/2" Belt T.W.; W/45 1/4" 

Belt O.C. (1963-1961). 

Belt - Air Brake Compr.; 

W/3/8" Belt T.W.; W/46 1/8" 

Belt O.C. (1963-1961). 

Belt - Air Brake Compr.; 

W/33 1/4" Belt O.C. 

(1963-1961). 

Belt - Air Brake Compr.; 

(1960-1959). 

Belt - Air Brake Compr.; Apr. 

1 & Newer (1958).C1TT8620F 

Belt - Air Brake Compr.; Mar. 

31 & Older (1958). EAM2890A 

Belt - Air Brake Compr.; 

(1957-1956). EAM2890A 

Hose - Upper. 

Hose - Lower; W/Auto. Trans. 

Hose - Lower; W/Auto. Trans. 

Newer (1958). 

Hose - Lower; W/Man. Trans. 

Older (1958). 

Hose - Lower; W/Man. Trans. 

Hose - Lower - Eng. To Pipe; 

Trans. (1963-1961). 

Hose - Lower - Pipe To Rad. 

Trans. (1963-1961). 

Hose - Lower - Pipe To Rad. 

Trans. (1963-1961). 

Hose - Lower - Pipe To Rad. 

Trans. (1960-1959). 

Hose - Lower - Pipe To Rad.; 

Trans.; Feb. 1 & Newer (1958) 

Hose - By Pass; (1960-1956). 

N700 

1963 

Belt - Fan & Alt.; W/Air 

Brakes; W/Single Rear Axle. 

Belt - Fan & Alt.; W/Air 

Brakes; W/Tandem Axle. 

Belt - Fan & Alt.; W/Vac. 

Brakes . 

Belt - Fan & Gen.; W/Air 

Brakes . 

Belt - Fan & Gen.; WA/ac. 

Brakes . 

Belt - P.S. 

Belt - Air Brake Compr. 

N750 

1963-1956 


W/Auto. 


W/Man. 


W/Man. 


W/Man. 


C2TE8620L 

C2TE8620AG 

C2TE8620AG 

C2TE8620AG 

C5AE8620U 

C3TA8620F 

C2TE8620AG 


Belt - Fan & Alt.; W/Air 
Brakes; W/Single Rear Axle 

(1963). C2TE8620L 

Belt - Fan & Alt.; W/Air 
Brakes; W/Tandem Axle 

(1963). C2TE8620AG 

Belt - Fan & Alt.; W/Vac. 

Brakes (1963). C2TE8620AG 

Belt - Fan & Gen.; W/Air 

Brakes (1963). C2TE8620AG 

Belt - Fan & Gen.; WA/ac. 

Brakes (1963). C5AE8620U 

Belt - P.S.; (1963). C3TA8620F 

Belt - Air Brake Compr.; 

(1963). C2TE8620AG 

Hose - Upper; (1960-1956). 

Hose - Upper - Eng. To Pipe; (1963-1961). 
Hose - Upper - Pipe To Rad.; (1963-1961). 
Hose - Lower; W/Auto. Trans.; Feb. 1 & 

Newer (1960-1958). 

Hose - Lower; W/Man. Trans.; Jan. 31 & 
Older (1958-1956). 


♦9451 HD 

7460 

♦9330HD 


N750 - Continued 
1963-1956 - Continued 
Hose - Lower - Eng. To Pipe; (1963-1961). 
Hose - Lower - Pipe To Rad.; (1963-1961). 
Hose - Lower - Pipe To Rad.; W/Man. 

Trans. (1960-1959). 

Hose - Lower - Pipe To Rad.; W/Man. 

Trans.; Feb. 1 & Newer (1958). 

Hose - By Pass. 

T700; T750; T800 

1963-1956 


♦9330HD 

♦9330HD 

♦9341 HD 

♦9341 HD 
@1 3/4” I.D. 
^20685 

^20685 

^20523 

^20523 

20532 


Belt - Fan; (1963-1959). C2TE8620AN 

Belt - Fan; (1958-1956). EAM8577A 

Belt - W.P. & Alt./Gen.; 

W/1/2" Belt T.W.; W/44 1/4" 

Belt O.C. (1963-1961). C5AE8620L 

Belt - W.P. & Alt./Gen.; 

W/1/2" Belt T.W.; W/45 1/4" 

Belt O.C. (1963-1961).C4VE8620B 

Belt - W.P. & Alt./Gen.; 

W/3/8" Belt T.W.; W/44 1/8" 

Belt O.C. (1963-1961). C6AE8620E 

Belt - W.P. & Alt./Gen.; W/47 
1/4" Belt O.C. (1963-1961)... C5TE8620H 
Belt - W.P. & Alt./Gen.; W/47 
3/4" Belt O.C. (1963-1961)... C2TE8620L 
Belt - W.P. & Alt./Gen.; 


^20685 

s-=20685 

2” I.D. 

2” I.D. 
7/8” I.D. 


©♦♦9476HD 

©♦♦9463HD 

©♦♦9463HD 

©♦♦9463HD 

©♦♦9451 HD 
♦9380HD 
♦9463HD 


©♦♦9476HD 


©♦♦9463HD 

©♦♦9463HD 

©♦♦9463HD 

©♦♦9451 HD 
♦9380HD 

♦9463HD 
1 3/4” I.D. 
^20357 
1 3/4” I.D. 

^20685 

^20523 


W/7/16" Belt T.W.; W/45 
5/8" Belt O.C. (1963-1961)... C6TE8620D 
Belt - W.P. & Alt./Gen.; W/45 
5/8" Belt O.C. (1960-1957)... C4TE8620AD 
Belt - W.P. & Alt./Gen.; W/46 
1/8" Belt O.C. (1960-1957)... C4ZE8620C 
Belt - W.P. & Gen.; W/30A., 

50A., 60A. Alt. (1956). EAD8620E 

Belt - W.P. & Gen.; W/40A. 

Alt.; W/O Autolite Gen. 


(1956). C2TE8620AA 

Belt - W.P. & Gen.; W/40A. 

Autolite Gen. (1956). C2TE8620AS 

Belt - P.S.; W/38 1/4" Belt 

O.C. (1963-1961). C3TA8620F 

Belt - P.S.; W/41 3/4" Belt 

O.C. (1963-1961). C2AE8620L 

Belt - P.S.; (1960-1956). B8TZ8620D 

Belt - Air Brake Compr.; 

W/1/2" Belt T.W.; W/45 1/4" 

Belt O.C. (1963-1961). C5TE8620A 

Belt - Air Brake Compr.; 

W/3/8" Belt T.W.; W/46 1/8" 

Belt O.C. (1963-1961).C4TE8620AF 

Belt - Air Brake Compr.; 

W/33 1/4" Belt O.C. 

(1963-1961).C1TT8620F 

Belt - Air Brake Compr.; 

(1960-1959).C1TT8620F 

Belt - Air Brake Compr.; Apr. 

1 & Newer (1958).C1TT8620F 

Belt - Air Brake Compr.; Mar. 

31 & Older (1958). EAM2890A 

Belt - Air Brake Compr.; 

(1957-1956). EAM2890A 

Hose - Upper. 

Hose - Lower; W/Auto. Trans. (1960-1959). 
Hose - Lower; W/Auto. Trans.; Feb. 1 & 
Newer (1958). 


Hose - Lower; W/Man. Trans.; Jan. 31 & 

Older (1958). 

Hose - Lower; W/Man. Trans. (1957-1956). 
Hose - Lower - Eng. To Pipe; W/Man. 

Trans. (1963-1961). 

Hose - Lower - Pipe To Rad.; W/Auto. 

Trans. (1963-1961). 

Hose - Lower - Pipe To Rad.; W/Man. 
Trans. (1963-1961). 


20685(B) 
2” I.D. 

2” I.D. 

2” I.D. 
7/8” I.D. 

TR28454 

TR28423 

©♦9440HD 

©♦♦9451 HD 

7440 

©♦♦9470HD 

©♦♦9476HD 

7450 

7450 

7460 

7460 

7450 

7470 

♦9380HD 

♦9415HD 
♦9405HD 

♦9451 HD 

7460 

♦9330HD 

♦9330HD 

♦9330HD 

♦9341 HD 

♦9341 HD 
@1 3/4” I.D. 
-=20685 

-=20685 

^20523 

^20523 

20532 

^20685 

^20685 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

♦ 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

FORD - Continued 


Gates No. 


Application 

FORD - Continued 


Mfr. Part No. 


Gates No. 


FORD V-8 302 ENG. - Continued 


T700; T750; T800 - Continued 
1963-1956 - Continued 
Hose - Lower - Pipe To Rad.; W/Man. 

Trans. (1960-1959). 2” I.D. 

Hose - Lower - Pipe To Rad.; W/Man. 

Trans.; Feb. 1 & Newer (1958). 2” I.D. 

Hose - By Pass; (1960-1956). 7/8” I.D. 


FORD V-8 317 ENG. 

C750; C800; C900; F750; F800; F900; T700; T800 

1955 

Belt - Fan. EAM8577A TR28423 

Belt - W.P. & Gen.; Apr. 1, 

1955 & Newer. EDC8620A 7440 


Belt - W.P. & Gen.; Apr. 1, 

1955 & Older. 

Belt - P.S. 

Belt - Air Brake Compr. 

Hose - Upper. 

Hose - Lower. 


C2TE8620AA 7450 
B8TZ8620D 49405HD 

TR28346 

. ©1 3/4” I.D. 

. <20523 


FORD V-8 330 ENG 

C500 

1978-1964 

Belt - W.P. & Alt.; W/105A. 

Alt.; W/H.D. Eng. 

(1978-1970). 

Belt - W.P. & Alt.; W/40A., 

42A., 55A., 60A., 61A. Alt.; 

W/Noise Restriction; W/H.D. 

Eng. (1978-1973). 

Belt - W.P. & Alt.; W/40A., 

42A., 55A., 60A., 61A. Alt.; 

W/O Noise Restriction; 

W/H.D. Eng. (1978-1973).... 
Belt - W.P. & Alt.; W/70A. 

Alt.; W/H.D. Eng. 

(1978-1973). 

Belt - W.P. & Alt.; W/M.D. 

Eng. (1974-1973). 

Belt - W.P. & Alt.; W/42A., 

55A. Alt.; W/H.D. Eng. 

(1972-1970). 

Belt - W.P. & Alt.; W/65A. 

Alt.; W/H.D. Eng. 

(1972-1970). 

Belt - W.P. & Alt.; W/M.D. 

Eng. (1972-1964). 

Belt - W.P. & Alt.; W/H.D. 

Eng. (1969-1964) 

Belt - P.S.; W/H.D. Eng. 

(1978-1973). 

Belt - P.S.; W/M.D. Eng. 

(1974-1964). 

Belt - P.S.; W/H.D. Eng. 

(1972-1964). 

Belt - A.C.; W/H.D. Eng. 

(1978-1973). 

Belt - Air Brake Compr.; 

W/H.D. Eng. 

Belt - Air Brake Compr.; 

W/M.D. Eng. (1974-1964). 

Belt - A.P.; W/H.D. Eng. 

(1978-1973). 

Belt - A.P.; W/H.D. Eng. 

(1972-1970). 


C9PZ8620CB ©♦♦9463HD 

C9PZ8620BZ ©449451 HD 

C9PZ8620BV ©49440HD 

©49455HD 

C9PZ8620BV ©49440HD 

C9PZ8620BV ©49440HD 

C9PZ8620BY ©449447HD 
C4TE8620AE @7448 


C9PZ8620BM ©49400HD 

C3TE8620N 49400HD 

C9PZ8620BM 49400HD 

C9PZ8620CV 49560HD 

C9PZ8620CM 49520HD 

49520HD 

7348 

7455 
20295 
21154 

20295 

C9PZ8620CB ©449463HD 


C9PZ8620CC ©449463HD 


D4PZ8620C 
C9PZ8620FY 

Hose - Upper; W/M.D. Eng. (1978). 

Hose - Lower; W/M.D. Eng. (1978). 

Hose - Rad. Surge Tank Outlet; W/M.D. 

Eng. (1978). 

C550 

1978-1964 

Belt - W.P. & Alt.; W/105A. 

Alt.; W/H.D. Eng. 

(1978-1970). 


FORD V-8 330 ENG. - Continued 

C550 - Continued 
1978-1964 - Continued 
Belt - W.P. & Alt.; W/40A., 

42A., 55A., 60A., 61A. Alt.; 

W/Noise Restriction; W/H.D. 


Eng. (1978-1973). 

C9PZ8620BZ 

©♦49451 HD 

Belt - W.P. & Alt.; W/40A., 
42A., 55A., 60A., 61A. Alt.; 
W/O Noise Restriction; 
W/H.D. Eng. (1978-1973).... 

C9PZ8620BV 

©49440HD 

Belt - W.P. & Alt.; W/70A. 

Alt.; W/H.D. Eng. 
(1978-1973). 


©49455HD 

Belt - W.P. & Alt.; W/42A., 
55A. Alt.; W/H.D. Eng. 
(1972-1970). 

C9PZ8620BV 

©49440HD 

Belt - W.P. & Alt.; W/65A. 

Alt.; W/H.D. Eng. 
(1972-1970). 

C9PZ8620BY 

©♦49447HD 

Belt - W.P. & Alt.; W/H.D. 

Eng. (1969-1964). 

C9PZ8620CC 

©449463HD 

Belt - P.S.; W/H.D. Eng. 
(1978-1973). 

C9PZ8620BM 

©49400HD 

Belt - P.S.; W/H.D. Eng. 
(1972-1964). 

C9PZ8620BM 

49400HD 

Belt - A.C.; W/H.D. Eng. 
(1978-1973). 

C9PZ8620CV 

49560HD 

Belt - Air Brake Compr.; 
W/H.D. Eng. 

C9PZ8620CM 

49520HD 

Belt - A.P.; W/H.D. Eng. 
(1978-1973). 

D4PZ8620C 

7348 

Belt - A.P.; W/H.D. Eng. 
(1972-1970). 

C9PZ8620FY 

7455 

C600 

1978-1964 

Belt - W.P. & Alt.; W/105A. 
Alt.; W/H.D. Eng. 
(1978-1970). 

C9PZ8620CB 

©449463HD 

Belt - W.P. & Alt.; W/40A., 
42A., 55A., 60A., 61A. Alt.; 
W/Noise Restriction; W/H.D. 
Eng. (1978-1973). 

C9PZ8620BZ 

©449451 HD 

Belt - W.P. & Alt.; W/40A., 
42A., 55A., 60A., 61A. Alt.; 
W/O Noise Restriction; 
W/H.D. Eng. (1978-1973).... 

C9PZ8620BV 

©49440HD 

Belt - W.P. & Alt.; W/70A. 

Alt.; W/H.D. Eng. 
(1978-1973). 


©49455HD 

Belt - W.P. & Alt.; W/M.D. 
Eng. (1974-1973). 

C9PZ8620BV 

©49440HD 

Belt - W.P. & Alt.; W/42A., 
55A. Alt.; W/H.D. Eng. 
(1972-1970). 

C9PZ8620BV 

©49440HD 

Belt - W.P. & Alt.; W/65A. 

Alt.; W/H.D. Eng. 
(1972-1970). 

C9PZ8620BY 

©♦49447HD 

Belt - W.P. & Alt.; W/M.D. 
Eng. (1972-1964). 

C4TE8620AE 

@7448 

Belt - W.P. & Alt.; W/H.D. 

Eng. (1969-1964). 

C9PZ8620CC 

©449463HD 

Belt - P.S.; W/H.D. Eng. 
(1978-1973). 

C9PZ8620BM 

©49400HD 

Belt - P.S.; W/M.D. Eng. 
(1974-1964). 

C3TE8620N 

49400HD 

Belt - P.S.; W/H.D. Eng. 
(1972-1964). 

C9PZ8620BM 

49400HD 

Belt - A.C.; W/H.D. Eng. 
(1978-1973). 

C9PZ8620CV 

49560HD 

Belt - Air Brake Compr.; 
W/H.D. Eng. 

C9PZ8620CM 

49520HD 

Belt - Air Brake Compr.; 
W/M.D. Eng. (1974-1964).... 


49520HD 

Belt - A.P.; W/H.D. Eng. 
(1978-1973). 

D4PZ8620C 

7348 

Belt - A.P.; W/H.D. Eng. 
(1972-1970). 

C9PZ8620FY 

7455 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

•*” Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

FORD - Continued 

FORD V-8 330 ENG. - Continued 


C600 - Continued 

1978-1964 - Continued 

Hose - Upper; W/M.D. Eng. (1978). 20295 

Hose - Upper; W/O Rad. Shutters; Ser. 

No. J50000 & Before; W/H.D. Eng. 20295 

Hose - Upper; W/O Rad. Shutters; Ser. 

No. J50001 & After; W/H.D. Eng. 21117 

Hose - Upper - Eng. To Pipe; W/Rad. 

Shutters; W/H.D. Eng. 20520 

Hose - Upper - Pipe To Rad.; W/Rad. 

Shutters; W/H.D. Eng. 1 3/4” I.D. 

Hose - Lower; W/M.D. Eng. (1978). 21154 

Hose - Lower; W/Single Hose; W/H.D. 

Eng. 21154 

Hose - Lower - Eng. To Pipe; W/H.D. Eng. 21100 
Hose - Lower - Pipe To Rad.; W/H.D. Eng. ^<20206 

Hose - By Pass - Left Side; Ser. No. 

T40001 & After; W/H.D. Eng. 21257 

Hose - By Pass - Right Side; Ser. No. 

T40001 & After; W/H.D. Eng. 21258 

Hose - Rad. Surge Tank Outlet; Ser. No. 

J50000 & Before; W/H.D. Eng. 20720 

or 26603 

Hose - Rad. Surge Tank Outlet; W/M.D. 

Eng. (1978). 20295 


C700; C750; C800; CT700; CT750; CT800 

1978-1964 

Belt - W.P. & Alt.; W/105A. 

Alt.; W/H.D. Eng. 

(1978-1970).C9PZ8620CB ©449463HD 

Belt - W.P. & Alt.; W/40A., 

42A., 55A., 60A., 61A. Alt.; 

W/Noise Restriction; W/H.D. 

Eng. (1978-1973).C9PZ8620BZ ©449451 HD 

Belt - W.P. & Alt.; W/40A., 

42A., 55A., 60A., 61A. Alt.; 

W/O Noise Restriction; 

W/H.D. Eng. (1978-1973).C9PZ8620BV ©49440HD 

Belt - W.P. & Alt.; W/70A. 

Alt.; W/H.D. Eng. 

(1978-1973). ©49455HD 

Belt - W.P. & Alt.; W/42A., 

55A. Alt.; W/H.D. Eng. 

(1972-1970).C9PZ8620BV ©49440HD 

Belt - W.P. & Alt.; W/65A. 

Alt.; W/H.D. Eng. 

(1972-1970).C9PZ8620BY ©449447HD 

Belt - W.P. & Alt.; W/H.D. 

Eng. (1969-1964).C9PZ8620CC ©449463HD 

Belt - P.S.; W/H.D. Eng. 

(1978-1973).C9PZ8620BM ©49400HD 

Belt - P.S.; W/H.D. Eng. 

(1972-1964).C9PZ8620BM 49400HD 

Belt - A.C.; W/H.D. Eng. 

(1978-1973).C9PZ8620CV 49560HD 

Belt - Air Brake Compr.; 

W/H.D. Eng.C9PZ8620CM 49520HD 

Belt - A.P.; W/H.D. Eng. 

(1978-1973). D4PZ8620C 7348 

Belt - A.P.; W/H.D. Eng. 

(1972-1970).C9PZ8620FY 7455 

Hose - Upper; W/O Rad. Shutters; Ser. 

No. J50000 & Before; W/H.D. Eng. 20295 

Hose - Upper; W/O Rad. Shutters; Ser. 

No. J50001 & After; W/H.D. Eng. 21117 

Hose - Upper - Eng. To Pipe; W/Rad. 

Shutters; W/H.D. Eng. 20520 

Hose - Upper - Pipe To Rad.; W/Rad. 

Shutters; W/H.D. Eng. 1 3/4” I.D. 

Hose - Lower; W/Single Hose; W/H.D. 

Eng. 21154 

Hose - Lower - Eng. To Pipe; W/H.D. Eng. 21100 
Hose - Lower - Pipe To Rad.; W/H.D. Eng. s«20206 

Hose - By Pass - Left Side; Ser. No. 

T40001 & After; W/H.D. Eng. 21257 


Application Mfr. Part No. Gates No. 

FORD - Continued 

FORD V-8 330 ENG. - Continued 

C700; C750; C800; CT700; CT750; CT800 - Continued 


1978-1964 - Continued 

Hose - By Pass - Right Side; Ser. No. 

T40001 & After; W/H.D. Eng. 21258 

Hose - Rad. Surge Tank Outlet; Ser. No. 

J50000 & Before; W/H.D. Eng. 20720 


or 26603 

F500 

1978-1964 

Belt - Fan; W/High Mount 
Fan; W/H.D. Eng. 

(1969-1964).C9PZ8620FK TR28480 

Belt - Fan & Alt.; W/40A, 

42A., 55A., 60A., 61A. Alt.; 

W/H.D. Eng. (1978-1973). ©449447HD 

Belt - Fan & Alt.; W/70A, 

90A., 105A. Alt.; W/Noise 
Restriction; W/H.D. Eng. 

(1978-1973).C9PZ8620CB ©449463HD 

Belt - Fan & Alt.; W/70A, 

90A., 105A. Alt.; W/O Noise 
Restriction; W/H.D. Eng. 

(1978-1973).C9PZ8620BV ©49440HD 

Belt - Fan & Alt.; W/M.D. 

Eng. (1977-1973).C9PZ8620BY ©449447HD 

Belt - Fan & Alt.; W/105A. 

Alt.; W/H.D. Eng. 

(1972-1970).C9PZ8620CB ©449463HD 

Belt - Fan & Alt.; W/42A, 

55A 61A 65A Alt' 

W/H.’d. Eng. (1972-1970).C9PZ8620BV ©49440HD 

Belt - Fan & Alt.; W/M.D. 

Eng. (1972-1964).C4TE8620AE @7448 

Belt - Fan & Alt.; W/60A, 

100A. Alt.; W/H.D. Eng. 

(1969-1964).C9PZ8620CF ©449476HD 

Belt - Fan & Alt.; W/O 60A., 

100A. Alt.; W/H.D. Eng. 

(1969-1964).C9PZ8620CB ©449463HD 

Belt - P.S.; W/H.D. Eng.C9PZ8620BM 49400HD 

Belt - P.S.; W/M.D. Eng. 

(1977-1964). C7TE8620D 49400HD 

Belt - A.C.; W/H.D. Eng. 

(1978-1973). D5PZ8620W 49360HD 

Belt - A.C.; W/H.D. Eng. 

(1972-1970).C9PZ8620BH 49370HD 

Belt - Air Brake Compr.; 

W/H.D. Eng. (1978-1970).C9PZ8620CM 49520HD 

Belt - Air Brake Compr.; 

W/M.D. Eng. (1977-1964). 49520HD 

Belt - Air Brake Compr.; W/O 
P.T.O.; W/H.D. Eng. 

(1969-1964).C9PZ8620CM 49520HD 

Belt - Air Brake Compr.; 

W/P.T.O.; W/H.D. Eng. 

(1969-1964).C9PZ8620GC 49550HD 

Belt - A.P.; W/H.D. Eng. 

(1978-1973). D4PZ8620C 7348 

Belt - A.P.; W/M.D. Eng. 

(1977-1973). D4PZ8620C 7348 

Belt - A.P.; W/H.D. Eng. 

(1972-1970).C9PZ8620FY 7455 

Hose - Upper; Dual I.D. Hose; W/1 3/4" 

Offset; W/H.D. Eng. (1978-1973). 21118 

Hose - Upper; Dual I.D. Hose; W/3 5/8" 

Offset; W/H.D. Eng. (1978-1973). 21078 

Hose - Upper; Single I.D. Hose; W/H.D. 

Eng. (1978-1973). <20957 

Hose - Upper; W/M.D. Eng. (1978-1973).... ^20957 

Hose - Upper; Ser. No. 744000 & Before; 

W/H.D. Eng. (1972-1964). 20719 

Hose - Upper; Ser. No. 744001 Thru 

D12000; W/H.D. Eng. (1972-1964). 20295 

Hose - Upper; Ser. No. D12001 Thru 

J50000; W/H.D. Eng. (1972-1964). 20719 

Hose - Upper; Ser. No. J50001 & After; 

W/H.D. Eng. (1972-1964). <20957 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durlon ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

Cut To Fit. 


■i- Green Stripe ® 4-Ply Coolant Hose Recommended. 

Q Use Wire Inserted Green Stripe® Coolant Hose. 

♦ PowerBand® Belt May Work, Use Template To Check. 
4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

FORD - Continued 

FORD V-8 330 ENG. - Continued 


F500 - Continued 
1978-1964 - Continued 

Hose - Lower; W/H.D. Eng. (1978-1975). 20611 

Hose - Lower; W/M.D. Eng. (1978-1975).... 20611 

Hose - Lower; W/H.D. Eng. (1974-1973). 20424 

Hose - Lower; W/M.D. Eng. (1974-1973).... 20424 

Hose - Lower; Ser. No. 744000 & Before; 

W/H.D. Eng. (1972-1964). 20424 

Hose - Lower; Ser. No. 744001 Thru 

D12000; W/H.D. Eng. (1972-1964). 20685(A) 

Hose - Lower - Eng. To Pipe; Ser. No. 

D12001 & After; W/H.D. Eng. 

(1972-1964). 2” I.D. 

Hose - Lower - Pipe To Rad.; Ser. No. 

D12001 & After; W/H.D. Eng. 

(1972-1964). 20685(A) 

Hose - By Pass - Left Side; Ser. No. 

T40001 & After; W/H.D. Eng. (1978-1973) 21257 

Hose - By Pass - Right Side; Ser. No. 

T40001 & After; W/H.D. Eng. (1978-1973) 21258 

F600; F700; F750 
1978-1964 

Belt - Fan; W/High Mount 
Fan; W/H.D. Eng. 

(1969-1964).C9PZ8620FK TR28480 

Belt - Fan & Alt.; W/40A., 

42A., 55A., 60A., 61A. Alt.; 

W/H.D. Eng. (1978-1973). ©449447HD 


Belt - Fan & Alt.; W/70A, 

90A., 105A. Alt.; W/Noise 
Restriction; W/H.D. Eng. 

(1978-1973).C9PZ8620CB @449463HD 

Belt - Fan & Alt.; W/70A, 

90A., 105A. Alt.; W/O Noise 
Restriction; W/H.D. Eng. 

(1978-1973).C9PZ8620BV ©*9440HD 

Belt - Fan & Alt.; W/105A. 

Alt.; W/H.D. Eng. 

(1972-1970).C9PZ8620CB ©♦«9463HD 

Belt - Fan & Alt.; W/42A, 

55 A 61A 65A Alt.' 

W/H.’d. Eng. (1972-1970) C9PZ8620BV @*9440HD 

Belt - Fan & Alt.; W/60A, 

100A. Alt.; W/H.D. Eng. 

(1969-1964).C9PZ8620CF ©♦49476HD 

Belt - Fan & Alt.; W/O 60A., 

100A. Alt.; W/H.D. Eng. 

(1969-1964).C9PZ8620CB ©♦49463HD 

Belt - P.S.; W/H.D. Eng.C9PZ8620BM *9400HD 

Belt - A.C.; W/H.D. Eng. 

(1978-1973). D5PZ8620W 49360HD 

Belt - A.C.; W/H.D. Eng. 

(1972-1970).C9PZ8620BH 49370HD 

Belt - Air Brake Compr.; 

W/H.D. Eng. (1978-1970).C9PZ8620CM 49520HD 

Belt - Air Brake Compr.; W/O 
P.T.O.; W/H.D. Eng. 

(1969-1964).C9PZ8620CM 49520HD 

Belt - Air Brake Compr.; 

W/P.T.O.; W/H.D. Eng. 

(1969-1964).C9PZ8620GC 49550HD 

Belt - A.P.; W/H.D. Eng. 

(1978-1973). D4PZ8620C 7348 

Belt - A.P.; W/H.D. Eng. 

(1972-1970).C9PZ8620FY 7455 


Hose - Upper; Dual I.D. Hose; W/1 3/4" 

Offset; W/H.D. Eng. (1978-1973). 21118 

Hose - Upper; Dual I.D. Hose; W/3 5/8" 

Offset; W/H.D. Eng. (1978-1973). 21078 

Hose - Upper; Single I.D. Hose; W/H.D. 

Eng. (1978-1973). <20957 

Hose - Upper; Ser. No. 744000 & Before; 

W/H.D. Eng. (1972-1964). 20719 

Hose - Upper; Ser. No. 744001 Thru 
D12000; W/H.D. Eng. (1972-1964). 20295 


Application Mfr. Part No. Gates No. 

FORD - Continued 

FORD V-8 330 ENG. - Continued 

F600; F700; F750 - Continued 
1978-1964 - Continued 
Hose - Upper; Ser. No. D12001 Thru 

J50000; W/H.D. Eng. (1972-1964). 20719 

Hose - Upper; Ser. No. J50001 & After; 

W/H.D. Eng. (1972-1964). <20957 

Hose - Lower; W/H.D. Eng. (1978-1975) 20611 

Hose - Lower; W/H.D. Eng. (1974-1973) 20424 

Hose - Lower; Ser. No. 744000 & Before; 


W/H.D. Eng. (1972-1964). 20424 

Hose - Lower; Ser. No. 744001 Thru 

D12000; W/H.D. Eng. (1972-1964). 20685(A) 

Hose - Lower - Eng. To Pipe; Ser. No. 

D12001 & After; W/H.D. Eng. 

(1972-1964). 2” I.D. 

Hose - Lower - Pipe To Rad.; Ser. No. 

D12001 & After; W/H.D. Eng. 

(1972-1964). 20685(A) 

Hose - By Pass - Left Side; Ser. No. 


T40001 & After; W/H.D. Eng. (1978-1973) 21257 

Hose - By Pass - Right Side; Ser. No. 

T40001 & After; W/H.D. Eng. (1978-1973) 21258 

F800 

1978-1964 

Belt - Fan; W/High Mount 
Fan; W/H.D. Eng. 

(1969-1964).C9PZ8620FK TR28480 

Belt - Fan & Alt.; W/40A, 

42A., 55A., 60A., 61A. Alt.; 

W/H.D. Eng. (1978-1973). © 449447 HD 

Belt - Fan & Alt.; W/70A, 

90A., 105A. Alt.; W/Noise 
Restriction; W/H.D. Eng. 

(1978-1973).C9PZ8620CB (2)4*9463HD 

Belt - Fan & Alt.; W/70A, 

90A., 105A. Alt.; W/O Noise 
Restriction; W/H.D. Eng. 

(1978-1973).C9PZ8620BV ©49440HD 

Belt - Fan & Alt.; W/105A. 

Alt.; W/H.D. Eng. 

(1972-1970).C9PZ8620CB ©♦49463HD 

Belt - Fan & Alt.; W/42A, 

55 A 61A 65A Alt' 

W/H.’d. Eng. (1972-1970) C9PZ8620BV @*9440HD 

Belt - Fan & Alt.; W/60A, 

100A. Alt.; W/H.D. Eng. 

(1969-1964).C9PZ8620CF ©♦*9476HD 

Belt - Fan & Alt.; W/O 60A., 

100A. Alt.; W/H.D. Eng. 

(1969-1964).C9PZ8620CB ©♦49463HD 

Belt - P.S.; W/H.D. Eng.C9PZ8620BM 49400HD 

Belt - A.C.; W/H.D. Eng. 

(1978-1973). D5PZ8620W 49360HD 

Belt - A.C.; W/H.D. Eng. 

(1972-1970).C9PZ8620BH 49370HD 

Belt - Air Brake Compr.; 

W/H.D. Eng. (1978-1970).C9PZ8620CM 49520HD 

Belt - Air Brake Compr.; W/O 
P.T.O.; W/H.D. Eng. 

(1969-1964).C9PZ8620CM 49520HD 

Belt - Air Brake Compr.; 

W/P.T.O.; W/H.D. Eng. 

(1969-1964).C9PZ8620GC 49550HD 

Belt - A.P.; W/H.D. Eng. 

(1978-1973). D4PZ8620C 7348 

Belt - A.P.; W/H.D. Eng. 

(1972-1970).C9PZ8620FY 7455 

Hose - Upper - Eng. To Pipe; (1969-1964). 26507 

Hose - Upper - Pipe To Rad.; (1969-1964). 1 3/4” I.D. 

Hose - Lower; (1969-1964). 20685 

or 26507 

L800 

1978-1970 

Hose - Upper - Eng. To Pipe. 1 3/4” I.D. 

Hose - Upper - Pipe To Rad.; Ser. No. 

W00000 & Before. 20206 


© Two Required. © Six Required. Green Stripe 8 4-Ply Coolant Hose Recommended. 

® Three Required. ▲ Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

© Four Required. •*” Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

© Five Required. s< Cut To Fit. * Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

FORD - Continued 

FORD V-8 330 ENG. - Continued 


L800 - Continued 
1978-1970 - Continued 
Hose - Upper - Pipe To Rad.; Ser. No. 

W00001 & After. 2” I.D. 

Hose - Lower - Eng. To Pipe; Ser. No. 

W00000 & Before. <21302 

Hose - Lower - Eng. To Pipe; Ser. No. 

W00001 & After. 21125 

Hose - Lower - Pipe To Rad.; Ser. No. 

W00001 & After. 21124 

Hose - By Pass - Left Side; W/O Calif. 

Emission System. 21257 

Hose - By Pass - Right Side; Ser. No. 

T40001 & After. 21258 

LN600; LN700 
1978-1964 

Belt - Fan; W/High Mount 
Fan; W/H.D. Eng. 


(1969-1964).C9PZ8620FK TR28480 

Belt - Fan & Alt.; W/40A, 

42A., 55A., 60A., 61A. Alt.; 

W/H.D. Eng. (1978-1973). ©449447HD 

Belt - Fan & Alt.; W/70A, 

90A., 105A. Alt.; W/Noise 
Restriction; W/H.D. Eng. 

(1978-1973).C9PZ8620CB ©449463HD 

Belt - Fan & Alt.; W/70A, 

90A., 105A. Alt.; W/O Noise 
Restriction; W/H.D. Eng. 

(1978-1973).C9PZ8620BV ©49440HD 

Belt - Fan & Alt.; W/105A. 

Alt.; W/H.D. Eng. 

(1972-1970).C9PZ8620CB ©449463HD 

Belt - Fan & Alt.; W/42A, 

55A. 61A. 65A. Alt.' 

W/H.’d. Eng. (1972-1970) C9PZ8620BV ©49440HD 

Belt - Fan & Alt.; W/60A, 

100A. Alt.; W/H.D. Eng. 

(1969-1964).C9PZ8620CF ©449476HD 

Belt - Fan & Alt.; W/O 60A., 

100A. Alt.; W/H.D. Eng. 

(1969-1964).C9PZ8620CB ©449463HD 

Belt - P.S.; W/H.D. Eng.C9PZ8620BM 49400HD 

Belt - A.C.; W/H.D. Eng. 

(1978-1973). D5PZ8620W 49360HD 

Belt - A.C.; W/H.D. Eng. 

(1972-1970).C9PZ8620BH 49370HD 

Belt - Air Brake Compr.; 

W/H.D. Eng. (1978-1970).C9PZ8620CM 49520HD 

Belt - Air Brake Compr.; W/O 
P.T.O.; W/H.D. Eng. 

(1969-1964).C9PZ8620CM 49520HD 

Belt - Air Brake Compr.; 

W/P.T.O.; W/H.D. Eng. 

(1969-1964).C9PZ8620GC 49550HD 

Belt - A.P.; W/H.D. Eng. 

(1978-1973). D4PZ8620C 7348 

Belt - A.P.; W/H.D. Eng. 

(1972-1970).C9PZ8620FY 7455 

Hose - Upper; Ser. No. T80000 & Before 

(1978-1970). <20957 

Hose - Upper; Ser. No. T80001 & After 

(1978-1970). 21078 

Hose - Lower; W/Man. Trans. (1978-1970). ^<20611 

Hose - Lower - Eng. To Cooler; W/Auto. 

Trans. (1978-1970). 2” I.D. 

Hose - Lower - Cooler To Rad.; W/Auto. 

Trans. (1978-1970). @20611 

Hose - By Pass - Left Side; Ser. No. 

T40001 & After (1978-1970). 21257 

Hose - By Pass - Right Side; Ser. No. 

T40001 & After (1978-1970). 21258 


Application Mfr. Part No. Gates No. 

FORD - Continued 

FORD V-8 330 ENG. - Continued 

LN750 

1978-1964 

Belt - Fan; W/High Mount 
Fan; W/H.D. Eng. 

(1969-1964).C9PZ8620FK TR28480 

Belt - Fan & Alt.; W/40A, 

42A., 55A., 60A., 61A. Alt.; 

W/H.D. Eng. (1978-1973). ©449447HD 

Belt - Fan & Alt.; W/70A, 

90A., 105A. Alt.; W/Noise 
Restriction; W/H.D. Eng. 

(1978-1973).C9PZ8620CB ©449463HD 

Belt - Fan & Alt.; W/70A, 

90A., 105A. Alt.; W/O Noise 
Restriction; W/H.D. Eng. 

(1978-1973).C9PZ8620BV ©49440HD 

Belt - Fan & Alt.; W/105A. 

Alt.; W/H.D. Eng. 

(1972-1970).C9PZ8620CB ©449463HD 

Belt - Fan & Alt.; W/42A, 

55A 61A 65A Alt.' 

W/H.’d. Eng. (1972-1970) C9PZ8620BV ©49440HD 

Belt - Fan & Alt.; W/60A., 

100A. Alt.; W/H.D. Eng. 

(1969-1964).C9PZ8620CF ©449476HD 

Belt - Fan & Alt.; W/O 60A., 

100A. Alt.; W/H.D. Eng. 

(1969-1964).C9PZ8620CB ©449463HD 

Belt - P.S.; W/H.D. Eng.C9PZ8620BM 49400HD 

Belt - A.C.; W/H.D. Eng. 

(1978-1973). D5PZ8620W 49360HD 

Belt - A.C.; W/H.D. Eng. 

(1972-1970).C9PZ8620BH 49370HD 

Belt - Air Brake Compr.; 

W/H.D. Eng. (1978-1970).C9PZ8620CM 49520HD 

Belt - Air Brake Compr.; W/O 
P.T.O.; W/H.D. Eng. 

(1969-1964).C9PZ8620CM 49520HD 

Belt - Air Brake Compr.; 

W/P.T.O.; W/H.D. Eng. 

(1969-1964).C9PZ8620GC 49550HD 

Belt - A.P.: W/H.D. Eng. 

(1978-1973). D4PZ8620C 7348 

Belt - A.P.: W/H.D. Eng. 

(1972-1970).C9PZ8620FY 7455 

LN800; LNT800; LT800; LTS800 

1978-1970 

Belt - Fan; W/Noise Restric¬ 
tion (1978-1975). ©49490HD 

Belt - Fan; W/O Noise Re¬ 
striction (1978-1975). ©49480HD 

Belt - Fan; (1974-1970).C9PZ8620CD ©49480HD 

Belt - W.P. & Alt.; W/42A., 

55A., 60A. Alt.; W/Noise Re¬ 
striction (1978-1976). D9PZ8620M ©449451 HD 

Belt - W.P. & Alt.; W/42A., 

55A., 60A. Alt.; W/O Noise 

Restriction (1978-1976). D2TE8620AAA © 49435 HD 

Belt - W.P. & Alt.; W/70A. 

Alt.; W/Noise Restriction 

(1978-1975).C9PZ8620CB ©449463HD 

Belt - W.P. & Alt.; W/70A. 

Alt.; W/O Noise Restriction 

(1978-1975).C9PZ8620BY ©49440HD 

Belt - W.P. & Alt.; W/42A., 

55A., 61A. Alt.; W/Noise Re¬ 
striction (1975).C9PZ8620BY ©49440HD 

Belt - W.P. & Alt.; W/42A., 

55A., 61A. Alt.; W/O Noise 

Restriction (1975). D9PZ8620M ©449451 HD 

Belt - W.P. & Alt.; 

(1974-1970).C9PZ8620BY ©49440HD 

Belt - P.S.; (1978-1976). D0TZ8620D ©49480HD 

Belt - P.S.; (1975).C9PZ8620CG ©49490HD 

Belt - P.S.; (1974-1970). D0TZ8620D 49480HD 

Belt - A.C.; (1978-1975). D5PZ8620W 49360HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*’ Use Notched Belt Only. 
s< Cut To Fit. 


o 

4 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 


113 




































































Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

FORD - Continued 

FORD V-8 330 ENG. - Continued 

LN800; LNT800; LT800; LTS800 - Continued 
1978-1970 - Continued 
Belt - Air Brake Compr.; 

(1978).C9PZ8620CM 49520HD 

Belt - Air Brake Compr.; 

W/12 Cu. Ft. Air Brake 

Compr. (1977-1970). 49555HD 

Belt - Air Brake Compr.; W/7 
1/4 Cu. Ft. Air Brake Com¬ 
pr. (1977-1970).C9PZ8620CS 49540HD 

Belt - A.P.; (1978-1975). D4PZ8620C 7348 

Hose - Upper - Eng. To Pipe. 1 3/4” I.D. 

Hose - Upper - Pipe To Rad.; Ser. No. 

W00000 & Before. 20206 

Hose - Upper - Pipe To Rad.; Ser. No. 

W00001 & After. 2” I.D. 

Hose - Lower - Eng. To Pipe; Ser. No. 

W00000 & Before. <21302 

Hose - Lower - Eng. To Pipe; Ser. No. 

W00001 & After. 21125 

Hose - Lower - Pipe To Rad.; Ser. No. 

W00001 & After. 21124 

Hose - By Pass - Left Side; W/O Calif. 

Emission System. 21257 

Hose - By Pass - Right Side; Ser. No. 

T40001 & After. 21258 

N500 

1978-1964 

Belt - Fan; W/High Mount 
Fan; W/H.D. Eng. 

(1969-1964).C9PZ8620FK TR28480 

Belt - Fan & Alt.; W/40A, 

42A., 55A., 60A., 61A. Alt.; 

W/H.D. Eng. (1978-1973). @449447HD 


Belt - Fan & Alt.; W/70A, 
90A., 105A. Alt.; W/Noise 
Restriction; W/H.D. Eng. 


(1978-1973). 

C9PZ8620CB 

©♦♦9463HD 

Belt - Fan & Alt.; W/70A, 
90A., 105A. Alt.; W/O Noise 
Restriction; W/H.D. Eng. 
(1978-1973). 

C9PZ8620BV 

©*9440HD 

Belt - Fan & Alt.; W/105A. 

Alt.; W/H.D. Eng. 

(1972-1970). 

C9PZ8620CB 

©♦♦9463HD 

Belt - Fan & Alt.; W/42A, 
55A., 61 A., 65A. Alt.; 

W/H.D. Eng. (1972-1970). 

C9PZ8620BV 

©49440HD 

Belt - Fan & Alt.; W/60A, 
100A. Alt.; W/H.D. Eng. 
(1969-1964). 

C9PZ8620CF 

©♦*9476HD 

Belt - Fan & Alt.; W/O 60A., 
100A. Alt.; W/H.D. Eng. 
(1969-1964). 

C9PZ8620CB 

©♦49463HD 

Belt - P.S.; W/H.D. Eng. 

C9PZ8620BM 

♦9400HD 

Belt - A.C.; W/H.D. Eng. 
(1978-1973). 

D5PZ8620W 

49360HD 

Belt - A.C.; W/H.D. Eng. 
(1972-1970). 

C9PZ8620BH 

49370HD 

Belt - Air Brake Compr.; 
W/H.D. Eng. (1978-1970). 

C9PZ8620CM 

49520HD 

Belt - Air Brake Compr.; W/O 
P.T.O.; W/H.D. Eng. 
(1969-1964). 

C9PZ8620CM 

49520HD 

Belt - Air Brake Compr.; 
W/P.T.O.; W/H.D. Eng. 
(1969-1964). 

C9PZ8620GC 

49550HD 

Belt - A.P.; W/H.D. Eng. 
(1978-1973). 

D4PZ8620C 

7348 

Belt - A.P.; W/H.D. Eng. 
(1972-1970). 

C9PZ8620FY 

7455 

Hose - Upper; W/M.D. Eng. (1969-1964).... 

20718 

Hose - Lower; W/M.D. Eng. (1969-1964).... 

©21379 


Application Mfr. Part No. Gates No. 

FORD - Continued 

FORD V-8 330 ENG. - Continued 

N600 

1978-1964 

Belt - Fan; W/High Mount 
Fan; W/H.D. Eng. 

(1969-1964).C9PZ8620FK TR28480 

Belt - Fan & Alt.; W/40A, 

42A., 55A., 60A., 61A. Alt.; 

W/H.D. Eng. (1978-1973). ©♦♦9447HD 

Belt - Fan & Alt.; W/70A, 

90A., 105A. Alt.; W/Noise 
Restriction; W/H.D. Eng. 

(1978-1973).C9PZ8620CB ©♦49463HD 

Belt - Fan & Alt.; W/70A, 

90A., 105A. Alt.; W/O Noise 
Restriction; W/H.D. Eng. 

(1978-1973).C9PZ8620BV @*9440HD 

Belt - Fan & Alt.; W/105A. 

Alt.; W/H.D. Eng. 

(1972-1970).C9PZ8620CB fS)^9463HD 

Belt - Fan & Alt.; W/42A, 

55A 61A 65A Alt.' 

W/H.’d. Eng. (1972-1970) C9PZ8620BV ©*9440HD 

Belt - Fan & Alt.; W/60A, 

100A. Alt.; W/H.D. Eng. 

(1969-1964).C9PZ8620CF ©♦*9476HD 

Belt - Fan & Alt.; W/O 60A., 

100A. Alt.; W/H.D. Eng. 

(1969-1964).C9PZ8620CB ©♦49463HD 

Belt - P.S.; W/H.D. Eng.C9PZ8620BM 49400HD 

Belt - A.C.; W/H.D. Eng. 

(1978-1973). D5PZ8620W 49360HD 

Belt - A.C.; W/H.D. Eng. 

(1972-1970).C9PZ8620BH 49370HD 

Belt - Air Brake Compr.; 

W/H.D. Eng. (1978-1970).C9PZ8620CM 49520HD 

Belt - Air Brake Compr.; W/O 
P.T.O.; W/H.D. Eng. 

(1969-1964).C9PZ8620CM 49520HD 

Belt - Air Brake Compr.; 

W/P.T.O.; W/H.D. Eng. 

(1969-1964).C9PZ8620GC 49550HD 

Belt - A.P.; W/H.D. Eng. 

(1978-1973). D4PZ8620C 7348 

Belt - A.P.: W/H.D. Eng. 

(1972-1970).C9PZ8620FY 7455 


Hose 

- Upper; 

W/H.D. Eng. (1969-1964). 

20718 

Hose 

- Upper; 

W/M.D. Eng. (1969-1964).... 

20718 

Hose 

- Lower; 

W/H.D. Eng. (1969-1964). 

^21379 

Hose 

- Lower; 

W/M.D. Eng. (1969-1964).... 

©21379 

N700; 

N750 



1969 

-1964 



Hose 

- Upper; 

W/H.D. Eng. 

20718 

Hose 

- Lower; 

W/H.D. Eng. 

^21379 

T700; 

T750 



1978 

-1964 




Belt - Fan; W/High Mount 
Fan; W/H.D. Eng. 

(1969-1964).C9PZ8620FK TR28480 

Belt - Fan & Alt.; W/40A, 

42A., 55A., 60A., 61A. Alt.; 

W/H.D. Eng. (1978-1973). ©449447HD 

Belt - Fan & Alt.; W/70A, 

90A., 105A. Alt.; W/Noise 
Restriction; W/H.D. Eng. 

(1978-1973).C9PZ8620CB ©♦49463HD 

Belt - Fan & Alt.; W/70A, 

90A., 105A. Alt.; W/O Noise 
Restriction; W/H.D. Eng. 

(1978-1973).C9PZ8620BV ©*9440HD 

Belt - Fan & Alt.; W/105A. 

Alt.; W/H.D. Eng. 

(1972-1970).C9PZ8620CB ©♦49463HD 

Belt - Fan & Alt.; W/42A, 

55A 61A 65A Alt.' 

W/h’.’d. Eng. (1972-1970).C9PZ8620BV ©49440HD 


© Two Required. © Six Required. Green Stripe 8 4-Ply Coolant Hose Recommended. 

® Three Required. ▲ Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

© Four Required. •*” Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

© Five Required. Cut To Fit. * Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

FORD - Continued 

FORD V-8 330 ENG. - Continued 

T700; T750 - Continued 
1978-1964 - Continued 
Belt - Fan & Alt.; W/60A, 

100A. Alt.; W/H.D. Eng. 

(1969-1964).C9PZ8620CF ©449476HD 

Belt - Fan & Alt.; W/O 60A., 

100A. Alt.; W/H.D. Eng. 

(1969-1964).C9PZ8620CB ©449463HD 

Belt - P.S.; W/H.D. Eng.C9PZ8620BM 49400HD 

Belt - A.C.; W/H.D. Eng. 

(1978-1973). D5PZ8620W 49360HD 

Belt - A.C.; W/H.D. Eng. 

(1972-1970).C9PZ8620BH 49370HD 

Belt - Air Brake Compr.; 

W/H.D. Eng. (1978-1970).C9PZ8620CM 49520HD 

Belt - Air Brake Compr.; W/O 
P.T.O.; W/H.D. Eng. 

(1969-1964).C9PZ8620CM 49520HD 

Belt - Air Brake Compr.; 

W/P.T.O.; W/H.D. Eng. 

(1969-1964).C9PZ8620GC 49550HD 

Belt - A.P.: W/H.D. Eng. 

(1978-1973). D4PZ8620C 7348 

Belt - A.P.; W/H.D. Eng. 

(1972-1970).C9PZ8620FY 7455 

T800 

1978-1964 

Belt - Fan; W/High Mount 
Fan; W/H.D. Eng. 

(1969-1964).C9PZ8620FK TR28480 

Belt - Fan & Alt.; W/40A, 

42A., 55A., 60A., 61A. Alt.; 

W/H.D. Eng. (1978-1973). ©449447HD 

Belt - Fan & Alt.; W/70A, 

90A., 105A. Alt.; W/Noise 
Restriction; W/H.D. Eng. 

(1978-1973).C9PZ8620CB ©449463HD 

Belt - Fan & Alt.; W/70A, 

90A., 105A. Alt.; W/O Noise 
Restriction; W/H.D. Eng. 

(1978-1973).C9PZ8620BV ©49440HD 

Belt - Fan & Alt.; W/105A. 

Alt.; W/H.D. Eng. 

(1972-1970).C9PZ8620CB ©449463HD 

Belt - Fan & Alt.; W/42A, 

55A. 61A. 65A. Alt.' 

W/H.’d. Eng. (1972-1970) C9PZ8620BV ©49440HD 

Belt - Fan & Alt.; W/60A, 

100A. Alt.; W/H.D. Eng. 

(1969-1964).C9PZ8620CF ©449476HD 

Belt - Fan & Alt.; W/O 60A., 

100A. Alt.; W/H.D. Eng. 

(1969-1964).C9PZ8620CB ©449463HD 

Belt - P.S.; W/H.D. Eng.C9PZ8620BM 49400HD 

Belt - A.C.; W/H.D. Eng. 

(1978-1973). D5PZ8620W 49360HD 

Belt - A.C.; W/H.D. Eng. 

(1972-1970).C9PZ8620BH 49370HD 

Belt - Air Brake Compr.; 

W/H.D. Eng. (1978-1970).C9PZ8620CM 49520HD 

Belt - Air Brake Compr.; W/O 
P.T.O.; W/H.D. Eng. 

(1969-1964).C9PZ8620CM 49520HD 

Belt - Air Brake Compr.; 

W/P.T.O.; W/H.D. Eng. 

(1969-1964).C9PZ8620GC 49550HD 

Belt - A.P.: W/H.D. Eng. 

(1978-1973). D4PZ8620C 7348 

Belt - A.P.: W/H.D. Eng. 

(1972-1970).C9PZ8620FY 7455 

Hose - Upper - Eng. To Pipe; (1969-1964). 26507 

Hose - Upper - Pipe To Rad.; (1969-1964). 1 3/4” I.D. 

Hose - Lower; (1969-1964). 20685 

or 26507 


Application Mfr. Part No. Gates No. 

FORD - Continued 

FORD V-8 330 ENG. - Continued 

T850 

1978-1964 

Belt - Fan; W/High Mount 
Fan; W/H.D. Eng. 

(1969-1964).C9PZ8620FK TR28480 

Belt - Fan & Alt.; W/40A, 

42A., 55A., 60A., 61A. Alt.; 

W/H.D. Eng. (1978-1973). ©♦♦9447HD 

Belt - Fan & Alt.; W/70A, 

90A., 105A. Alt.; W/Noise 
Restriction; W/H.D. Eng. 

(1978-1973).C9PZ8620CB ©449463HD 

Belt - Fan & Alt.; W/70A, 

90A., 105A. Alt.; W/O Noise 
Restriction; W/H.D. Eng. 

(1978-1973).C9PZ8620BV ©49440HD 

Belt - Fan & Alt.; W/105A. 

Alt.; W/H.D. Eng. 

(1972-1970).C9PZ8620CB ©♦49463HD 

Belt - Fan & Alt.; W/42A, 

55A., 61 A., 65A. Alt.; 


W/H.D. Eng. (1972-1970). 

C9PZ8620BV 

©49440HD 

Belt - Fan & Alt.; W/60A, 
100A. Alt.; W/H.D. Eng. 
(1969-1964). 

C9PZ8620CF 

©449476HD 

Belt - Fan & Alt.; W/O 60A., 
100A. Alt.; W/H.D. Eng. 
(1969-1964). 

C9PZ8620CB 

©449463HD 

Belt - P.S.; W/H.D. Eng. 

C9PZ8620BM 

49400HD 

Belt - A.C.; W/H.D. Eng. 
(1978-1973). 

D5PZ8620W 

49360HD 

Belt - A.C.; W/H.D. Eng. 
(1972-1970). 

C9PZ8620BH 

49370HD 

Belt - Air Brake Compr.; 
W/H.D. Eng. (1978-1970). 

C9PZ8620CM 

49520HD 

Belt - Air Brake Compr.; W/O 
P.T.O.; W/H.D. Eng. 
(1969-1964). 

C9PZ8620CM 

49520HD 

Belt - Air Brake Compr.; 
W/P.T.O.; W/H.D. Eng. 
(1969-1964). 

C9PZ8620GC 

49550HD 

Belt - A.P.; W/H.D. Eng. 
(1978-1973). 

D4PZ8620C 

7348 

Belt - A.P.; W/H.D. Eng. 
(1972-1970). 

C9PZ8620FY 

7455 

FORD V-8 332 ENG. 


C750; C800; C900; CT750; CT800 


1963-1956 

Belt - Fan; (1956). 

EAM8577A 

TR28423 

Belt - W.P. & Alt.; 

(1960-1959). 

C4TE8620AD 

7450 

Belt - W.P. & Alt.; Jan. 14, 
1958 & Older (1958). 

C4ZE8620C 

7460 

Belt - W.P. & Alt.; Jan. 15, 
1958 & Newer (1958). 

C4TE8620AD 

7450 

Belt - W.P. & Alt.; (1957). 

C4ZE8620C 

7460 

Belt - W.P. & Gen.; W/Air 
Brakes (1963-1961). 

C4ZE8620C 

7460 

Belt - W.P. & Gen.; W/Vac. 
Brakes (1963-1961). 

C8DE8620B 

7450 

Belt - W.P. & Gen.; W/30A., 
50A. Alt.; W/Air Brakes 
(1960-1957). 

C5DE8620E 

7480 

Belt - W.P. & Gen.; W/30A., 
50A. Alt.; W/Vac. Brakes 
(1960-1957). 

C4ZE8620C 

7460 

Belt - W.P. & Gen.; W/40A. 
Autolite Gen.; W/Air Brakes 
(1960-1957). 

C3AE8620F 

7470 

Belt - W.P. & Gen.; W/40A. 
Autolite Gen.; W/Vac. 

Brakes (1960-1957). 

C4ZE8620C 

7460 

Belt - W.P. & Gen.; W/40A. 
Ford Gen.; W/Air Brakes 
(1960-1957). 

C5DE8620E 

7480 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durlon ® Silicone Hose Recommended. 
V Use Notched Belt Only. 

Cut To Fit. 


Q 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 


115 

































































Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

FORD - Continued 


Gates No. 


Application 

FORD - Continued 


Mfr. Part No. 


Gates No. 


FORD V-8 332 ENG. - Continued 


FORD V-8 332 ENG. - Continued 


C750; C800; C900; CT750; CT800 - Continued 
1963-1956 - Continued 


F750; F800; F900 - Continued 
1963-1956 - Continued 


Belt - W.P. & Gen.; W/40A. 
Ford Gen.; W/Vac. Brakes 


(1960-1957). 

C6TE8620D 

7450 

Belt - W.P. & Gen.; (1956).... 

C2TE8620AS 

7470 

Belt - P.S.; (1963-1961). 

C3TE8620N 

49400HD 

Belt - P.S.; (1960-1957). 

C0AE8620E 

49390HD 

Belt - P.S.; (1956). 

B8TZ8620D 

49405HD 

Belt - Air Brake Compr.; 

W/12 Cu. Ft. Air Brake 
Compr.; Ser. No. 280000 & 
Before (1963-1961). 

C5TE8620A 

49463HD 

Belt - Air Brake Compr.; 

W/12 Cu. Ft. Air Brake 
Compr.; Ser. No. 280001 & 
After (1963-1961). 

C1TE8620S 

49480HD 

Belt - Air Brake Compr.; W/7 
Cu. Ft. Air Brake Compr. 
(1963-1961). 

C5TE8620A 

49463HD 

Belt - Air Brake Compr.; 
(1960-1957). 

C2TE8620AG 

49463HD 

Belt - Air Brake Compr.; 
(1956). 

EAM2890A 

49341 HD 


Hose - Upper - Eng. To Pipe; (1963-1957) 
Hose - Upper - Pipe To Rad.; (1963-1957) 

Hose - Lower; Jan. 31 & Older (1958). 

Hose - Lower; (1957) 

Hose - Lower - Eng. To Pipe; 

Hose - Lower - Eng. To Pipe; 

Newer (1958). 

Hose - Lower - Pipe To Rad. 

Hose - Lower - Pipe To Rad. 

Newer (1958). 

F750; F800; F900 

1963-1956 


(1963-1959) 
Feb. 1 & 


(1963-1959) 
Feb. 1 & 


s-=20065 
©1 3/4” I.D. 
20356 
20356 
2” I.D. 

2” I.D. 
s-=20882 

s-=20882 


Belt - Fan; (1963-1959). 

Belt - Fan; (1958-1956). 

Belt - W.P. & Alt./Gen.; 

W/1/2" Belt T.W.; W/44 1/4" 

Belt O.C. (1963-1961). 

Belt - W.P. & Alt./Gen.; 

W/1/2” Belt T.W.; W/45 1/4" 

Belt O.C. (1963-1961). 

Belt - W.P. & Alt./Gen.; 

W/3/8" Belt T.W.; W/44 1/8" 

Belt O.C. (1963-1961). 

Belt - W.P. & Alt./Gen.; W/47 
1/4" Belt O.C. (1963-1961)... 
Belt - W.P. & Alt./Gen.; W/47 
3/4" Belt O.C. (1963-1961)... 
Belt - W.P. & Alt./Gen.; 
W/7/16" Belt T.W.; W/45 
5/8" Belt O.C. (1963-1961)... 
Belt - W.P. & Alt./Gen.; W/45 
5/8" Belt O.C. (1960-1957)... 
Belt - W.P. & Alt./Gen.; W/46 
1/8" Belt O.C. (1960-1957)... 
Belt - W.P. & Gen.; W/30A., 

50A., 60A. Alt. (1956). 

Belt - W.P. & Gen.; W/40A. 
Alt.; W/O Autolite Gen. 

(1956). 

Belt - W.P. & Gen.; W/40A. 

Autolite Gen. (1956). 

Belt - P.S.; W/38 1/4" Belt 

O.C. (1963-1961). 

Belt - P.S.; W/41 3/4" Belt 

O.C. (1963-1961). 

Belt - P.S.; (1960-1956). 

Belt - Air Brake Compr.; 
W/1/2" Belt T.W.; W/45 1/4" 

Belt O.C. (1963-1961). 

Belt - Air Brake Compr.; 
W/3/8" Belt T.W.; W/46 1/8" 
Belt O.C. (1963-1961). 


C2TE8620AN 

EAM8577A 

TR28454 

TR28423 

C5AE8620L 

©49440HD 

C4VE8620B 

©449451 HD 

C6AE8620E 

7440 

C5TE8620H 

©449470HD 

C2TE8620L 

©449476HD 

C6TE8620D 

7450 

C4TE8620AD 

7450 

C4ZE8620C 

7460 

EAD8620E 

7460 

C2TE8620AA 

7450 

C2TE8620AS 

7470 

C3TA8620F 

49380HD 

C2AE8620L 

B8TZ8620D 

49415HD 
49405HD 

C5TE8620A 

49451 HD 

C4TE8620AF 

7460 


Belt - Air Brake Compr.; 

W/33 1/4" Belt O.C. 

(1963-1961).C1TT8620F 

Belt - Air Brake Compr.; 

(1960-1959).C1TT8620F 

Belt - Air Brake Compr.; Apr. 

1 & Newer (1958).C1TT8620F 

Belt - Air Brake Compr.; Mar. 

31 & Older (1958). EAM2890A 

Belt - Air Brake Compr.; 

(1957-1956). EAM2890A 

Hose - Upper. 

Hose - Lower; W/Auto. Trans. (1960-1959). 
Hose - Lower; W/Auto. Trans.; Feb. 1 & 

Newer (1958). 

Hose - Lower; W/Man. Trans.; Jan. 31 & 

Older (1958). 

Hose - Lower; W/Man. Trans. (1957-1956). 
Hose - Lower - Eng. To Pipe; W/Man. 

Trans. (1963-1961). 

Hose - Lower - Pipe To Rad.; W/Auto. 

Trans. (1963-1961). 

Hose - Lower - Pipe To Rad.; W/Man. 

Trans. (1963-1961). 

Hose - Lower - Pipe To Rad.; W/Man. 

Trans. (1960-1959). 

Hose - Lower - Pipe To Rad.; W/Man. 

Trans.; Feb. 1 & Newer (1958). 

Hose - By Pass; (1960-1956). 

N700 

1963 

Belt - Fan & Alt.; W/Air 
Brakes; W/Single Rear Axle. C2TE8620L 


Belt - Fan & Alt.; W/Air 

Brakes; W/Tandem Axle.C2TE8620AG 

Belt - Fan & Alt.; W/Vac. 

Brakes. C2TE8620AG 

Belt - Fan & Gen.; W/Air 

Brakes. C2TE8620AG 

Belt - Fan & Gen.; W/Vac. 

Brakes. C5AE8620U 

Belt - P.S.C3TA8620F 

Belt - Air Brake Compr.C2TE8620AG 

N750 

1963-1956 

Belt - Fan & Alt.; W/Air 


Brakes; W/Single Rear Axle 

(1963). C2TE8620L 

Belt - Fan & Alt.; W/Air 
Brakes; W/Tandem Axle 

(1963). C2TE8620AG 

Belt - Fan & Alt.; W/Vac. 

Brakes (1963).C2TE8620AG 

Belt - Fan & Gen.; W/Air 

Brakes (1963). C2TE8620AG 

Belt - Fan & Gen.; W/Vac. 

Brakes (1963). C5AE8620U 

Belt - P.S.; (1963).C3TA8620F 

Belt - Air Brake Compr.; 

(1963). C2TE8620AG 

Hose - Upper; (1960-1956). 

Hose - Upper - Eng. To Pipe; (1963-1961). 
Hose - Upper - Pipe To Rad.; (1963-1961). 
Hose - Lower; W/Auto. Trans.; Feb. 1 & 

Newer (1960-1958). 

Hose - Lower; W/Man. Trans.; Jan. 31 & 

Older (1958-1956). 

Hose - Lower - Eng. To Pipe; (1963-1961). 
Hose - Lower - Pipe To Rad.; (1963-1961). 
Hose - Lower - Pipe To Rad.; W/Man. 

Trans. (1960-1959). 

Hose - Lower - Pipe To Rad.; W/Man. 
Trans.; Feb. 1 & Newer (1958). 


49330HD 

49330HD 

49330HD 

49341 HD 

49341 HD 
©1 3/4” I.D. 
s-=20685 

^20685 

^20523 

^20523 

20532 

^20685 

^20685 

2” I.D. 

2” I.D. 
7/8” I.D. 


©449476HD 

©449463HD 

©449463HD 

©449463HD 

©449451 HD 
49380HD 
49463HD 


©449476HD 


©449463HD 

©449463HD 

©449463HD 

©449451 HD 
49380HD 

49463HD 
1 3/4” I.D. 
^20357 
1 3/4” I.D. 

^20685 

^20523 
20685(B) 
2” I.D. 

2” I.D. 

2” I.D. 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

•*’ Use Notched Belt Only. 4 PowerBand® Belt May Work, Use Template To Check. 

^ Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

FORD - Continued 

FORD V-8 332 ENG. - Continued 

N750 - Continued 
1963-1956 - Continued 

Hose - By Pass. 7/8” I.D. 

T700; T750; T800 
1963-1956 

Belt - Fan; (1963-1959). C2TE8620AN TR28454 

Belt - Fan; (1958-1956). EAM8577A TR28423 

Belt - W.P. & Alt./Gen.; 

W/1/2" Belt T.W.; W/44 1/4" 

Belt O.C. (1963-1961). C5AE8620L ©49440HD 

Belt - W.P. & Alt./Gen.; 

W/1/2" Belt T.W.; W/45 1/4" 

Belt O.C. (1963-1961).C4VE8620B ©449451HD 

Belt - W.P. & Alt./Gen.; 

W/3/8" Belt T.W.; W/44 1/8” 

Belt O.C. (1963-1961). C6AE8620E 7440 

Belt - W.P. & Alt./Gen.; W/47 
1/4" Belt O.C. (1963-1961)... C5TE8620H ©449470HD 

Belt - W.P. & Alt./Gen.; W/47 

3/4" Belt O.C. (1963-1961)... C2TE8620L ©449476HD 

Belt - W.P. & Alt./Gen.; 

W/7/16" Belt T.W.; W/45 

5/8" Belt O.C. (1963-1961)... C6TE8620D 7450 

Belt - W.P. & Alt./Gen.; W/45 
5/8" Belt O.C. (1960-1957)... C4TE8620AD 7450 
Belt - W.P. & Alt./Gen.; W/46 
1/8” Belt O.C. (1960-1957)... C4ZE8620C 7460 

Belt - W.P. & Gen.; W/30A., 

50A., 60A. Alt. (1956). EAD8620E 7460 

Belt - W.P. & Gen.; W/40A. 

Alt.; W/O Autolite Gen. 

(1956). C2TE8620AA 7450 

Belt - W.P. & Gen.; W/40A. 

Autolite Gen. (1956). C2TE8620AS 7470 

Belt - P.S.; W/38 1/4" Belt 

O.C. (1963-1961).C3TA8620F 49380HD 

Belt - P.S.; W/41 3/4" Belt 

O.C. (1963-1961). C2AE8620L 49415HD 

Belt - P.S.; (1960-1956). B8TZ8620D 49405HD 

Belt - Air Brake Compr.; 

W/1/2" Belt T.W.; W/45 1/4" 

Belt O.C. (1963-1961). C5TE8620A 49451HD 

Belt - Air Brake Compr.; 

W/3/8" Belt T.W.; W/46 1/8” 

Belt O.C. (1963-1961).C4TE8620AF 7460 

Belt - Air Brake Compr.; 

W/33 1/4" Belt O.C. 

(1963-1961).C1TT8620F 49330HD 

Belt - Air Brake Compr.; 

(1960-1959).C1TT8620F 49330HD 

Belt - Air Brake Compr.; Apr. 

1 & Newer (1958).C1TT8620F 49330HD 

Belt - Air Brake Compr.; Mar. 

31 & Older (1958). EAM2890A 49341 HD 

Belt - Air Brake Compr.; 

(1957-1956). EAM2890A 49341 HD 

Hose - Upper. ©1 3/4” I.D. 

Hose - Lower; W/Auto. Trans. (1960-1959). ^<20685 

Hose - Lower; W/Auto. Trans.; Feb. 1 & 

Newer (1958). <20685 

Hose - Lower; W/Man. Trans.; Jan. 31 & 

Older (1958). <20523 

Hose - Lower; W/Man. Trans. (1957-1956). ^<20523 

Hose - Lower - Eng. To Pipe; W/Man. 

Trans. (1963-1961). 20532 

Hose - Lower - Pipe To Rad.; W/Auto. 

Trans. (1963-1961). <20685 

Hose - Lower - Pipe To Rad.; W/Man. 

Trans. (1963-1961). <20685 

Hose - Lower - Pipe To Rad.; W/Man. 

Trans. (1960-1959). 2” I.D. 

Hose - Lower - Pipe To Rad.; W/Man. 

Trans.; Feb. 1 & Newer (1958). 2” I.D. 

Hose - By Pass; (1960-1956). 7/8” I.D. 


Application Mfr. Part No. Gates No. 

FORD - Continued 

FORD V-8 5.8 L ENG. 


E350 

1989 

Belt - Serpentine; Over 8500 

G.V.W. K060938 

Belt - Serpentine; Under 8500 

G.V.W. K060942 

Tensioner Pulley. 38001 

Tensioner Assy. 38115 

Hose - Upper. 21612 

Hose - Lower. 20046 

or 26611 

Hose - By Pass. 20662 

Hose - Heater To W.P. 5/8” x 17” 

Hose - Heater To Pipe. s<18084 

Hose - Pipe To Thermostat. s<18072 

Hose - Heater To Tee. s<18070 

Hose - Heater To Eng.; W/A.C. 5/8” x 12” 


FORD V-8 359 ENG.; FORD V-8 361 
ENG. 

C500; C550 

1978-1964 

Belt - W.P. & Alt.; W/105A. 

Alt. (1978-1970).C9PZ8620CB ©449463HD 

Belt - W.P. & Alt.; W/40A., 

42A., 55A., 60A., 61A. Alt.; 

W/Noise Restriction 

(1978-1973).C9PZ8620BZ ©449451 HD 

Belt - W.P. & Alt.; W/40A., 

42A., 55A., 60A., 61A. Alt.; 

W/O Noise Restriction 

(1978-1973).C9PZ8620BV ©49440HD 

Belt - W.P. & Alt.; W/70A. Alt. 

(1978-1973). ©49455HD 

Belt - W.P. & Alt.; W/42A., 

55A. Alt. (1972-1970).C9PZ8620BV ©49440HD 

Belt - W.P. & Alt.; W/65A. Alt. 

(1972-1970).C9PZ8620BY ©449447HD 

Belt - W.P. & Alt.; 

(1969-1964).C9PZ8620CC ©449463HD 

Belt - P.S.; (1978-1973).C9PZ8620BM ©49400HD 

Belt - P.S.; (1972-1964).C9PZ8620BM 49400HD 

Belt - A.C.; (1978-1973).C9PZ8620CV 49560HD 

Belt - Air Brake Compr.C9PZ8620CM 49520HD 

Belt - A.P.; (1978-1973). D4PZ8620C 7348 

Belt - A.P.; (1972-1970).C9PZ8620FY 7455 

C600; C700; C750; C800; CT700; CT750; CT800 

1978-1964 

Belt - W.P. & Alt.; W/105A. 

Alt. (1978-1970).C9PZ8620CB ©449463HD 

Belt - W.P. & Alt.; W/40A., 

42A., 55A., 60A, 61A. Alt.; 

W/Noise Restriction 

(1978-1973).C9PZ8620BZ ©449451 HD 

Belt - W.P. & Alt.; W/40A., 

42A., 55A., 60A., 61A. Alt.; 

W/O Noise Restriction 

(1978-1973).C9PZ8620BV ©49440HD 

Belt - W.P. & Alt.; W/70A. Alt. 

(1978-1973). ©49455HD 

Belt - W.P. & Alt.; W/42A., 

55A. Alt. (1972-1970).C9PZ8620BV ©49440HD 

Belt - W.P. & Alt.; W/65A. Alt. 

(1972-1970).C9PZ8620BY ©449447HD 

Belt - W.P. & Alt.; 

(1969-1964).C9PZ8620CC ©449463HD 

Belt - P.S.; (1978-1973).C9PZ8620BM ©49400HD 

Belt - P.S.; (1972-1964).C9PZ8620BM 49400HD 

Belt - A.C.; (1978-1973).C9PZ8620CV 49560HD 

Belt - Air Brake Compr.C9PZ8620CM 49520HD 

Belt - A.P.; (1978-1973). D4PZ8620C 7348 

Belt - A.P.; (1972-1970).C9PZ8620FY 7455 

Hose - Upper; W/O Rad. Shutters; Ser. 

No. J50000 & Before. 20295 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durlon ® Silicone Hose Recommended. 
•*’ Use Notched Belt Only. 

Cut To Fit. 


■i- Green Stripe ® 4-Ply Coolant Hose Recommended. 

Q Use Wire Inserted Green Stripe® Coolant Hose. 

4 PowerBand® Belt May Work, Use Template To Check. 
4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


FORD - Continued 

FORD V-8 359 ENG.; FORD V-8 361 
ENG. - Continued 

C600; C700; C750; C800; CT700; CT750; CT800 

- Continued 
1978-1964 - Continued 
Hose - Upper; W/O Rad. Shutters; Ser. 

No. J50001 & After. 

Hose - Upper - Eng. To Pipe; W/Rad. 

Shutters. 

Hose - Upper - Pipe To Rad.; W/Rad. 

Shutters. 

Hose - Lower; W/Single Hose. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

Hose - By Pass - Left Side; Ser. No. 

T40001 & After. 

Hose - By Pass - Right Side; Ser. No. 

T40001 & After. 

Hose - Rad. Surge Tank Outlet; Ser. No. 


21117 

20520 

1 3/4” I.D. 
21154 
21100 
^20206 

21257 

21258 


J50000 & Before.. 

F500; F600; F700; F750 

1978-1964 

Belt - Fan; W/High Mount 

Fan (1969-1964). 

Belt - Fan & Alt.; W/40A, 
42A., 55A., 60A., 61A. Alt. 

(1978-1973). 

Belt - Fan & Alt.; W/70A, 
90A., 105A. Alt.; W/Noise 

Restriction (1978-1973). 

Belt - Fan & Alt.; W/70A, 
90A., 105A. Alt.; W/O Noise 

Restriction (1978-1973). 

Belt - Fan & Alt.; W/105A. 

Alt. (1972-1970). 

Belt - Fan & Alt.; W/42A, 
55A., 61 A., 65A. Alt. 

(1972-1970). 

Belt - Fan & Alt.; W/60A, 

100A. Alt. (1969-1964). 

Belt - Fan & Alt.; W/O 60A., 
100A. Alt. (1969-1964). 


C9PZ8620FK 


20720 

26603 


TR28480 


©♦49447HD 


C9PZ8620CB ©♦49463HD 


C9PZ8620BV ©49440HD 
C9PZ8620CB ©♦49463HD 


C9PZ8620BV ©49440HD 
C9PZ8620CF ©449476HD 
C9PZ8620CB ©♦♦9463HD 


Belt - P.S. 

C9PZ8620BM 

49400HD 

Belt - A.C.; (1978-1973). 

D5PZ8620W 

49360HD 

Belt - A.C.; (1972-1970). 

C9PZ8620BH 

49370HD 

Belt - Air Brake Compr.; 
(1978-1970). 

C9PZ8620CM 

49520HD 

Belt - Air Brake Compr.; W/O 
P.T.O. (1969-1964). 

C9PZ8620CM 

49520HD 

Belt - Air Brake Compr.; 
W/P.T.O. (1969-1964). 

C9PZ8620GC 

49550HD 

Belt - A.P.; (1978-1973). 

D4PZ8620C 

7348 

Belt - A.P.; 1972-1970 . 

C9PZ8620FY 

7455 

Hose - Upper; Dual I.D. Hose; W/1 3/4" 

Offset (1978-1973). 

21118 

Hose - Upper; Dual I.D. Hose; W/3 5/8" 

Offset (1978-1973). 

21078 


Hose - Upper; Single I.D. Hose 

(1978-1973). 

Hose - Upper; Ser. No. 744000 & Before 

(1972-1964). 

Hose - Upper; Ser. No. 744001 Thru 

D12000 (1972-1964). 

Hose - Upper; Ser. No. D12001 Thru 

J50000 (1972-1964). 

Hose - Upper; Ser. No. J50001 & After 

(1972-1964). 

Hose - Lower; (1978-1975). 

Hose - Lower; (1974-1973). 

Hose - Lower; Ser. No. 744000 & Before 

(1972-1964). 

Hose - Lower; Ser. No. 744001 Thru 

D12000 (1972-1964). 

Hose - Lower - Eng. To Pipe; Ser. No. 
D12001 & After (1972-1964). 


^20957 

20719 

20295 

20719 

^20957 

20611 

20424 

20424 

20685(A) 

2” I.D. 


FORD - Continued 

FORD V-8 359 ENG.; FORD V-8 361 
ENG. - Continued 

F500; F600; F700; F750 - Continued 
1978-1964 - Continued 
Hose - Lower - Pipe To Rad.; Ser. No. 

D12001 & After (1972-1964). 20685(A) 

Hose - By Pass - Left Side; Ser. No. 

T40001 & After (1978-1973). 21257 

Hose - By Pass - Right Side; Ser. No. 

T40001 & After (1978-1973). 21258 

F800 

1978-1964 

Belt - Fan; W/High Mount 

Fan (1969-1964).C9PZ8620FK TR28480 

Belt - Fan & Alt.; W/40A, 

42A., 55A., 60A., 61A. Alt. 

(1978-1973). ©♦49447HD 

Belt - Fan & Alt.; W/70A, 

90A., 105A. Alt.; W/Noise 


Restriction (1978-1973). 

C9PZ8620CB 

©449463HD 

Belt - Fan & Alt.; W/70A, 
90A., 105A. Alt.; W/O Noise 
Restriction (1978-1973). 

C9PZ8620BV 

©49440HD 

Belt - Fan & Alt.; W/105A. 

Alt. (1972-1970). 

C9PZ8620CB 

©449463HD 

Belt - Fan & Alt.; W/42A, 
55A., 61 A., 65A. Alt. 
(1972-1970). 

C9PZ8620BV 

©49440HD 

Belt - Fan & Alt.; W/60A, 
100A. Alt. (1969-1964). 

C9PZ8620CF 

©449476HD 

Belt - Fan & Alt.; W/O 60A., 
100A. Alt. (1969-1964). 

C9PZ8620CB 

©449463HD 

Belt - P.S. 

C9PZ8620BM 

49400HD 

Belt - A.C.; (1978-1973). 

D5PZ8620W 

49360HD 

Belt - A.C.; (1972-1970). 

C9PZ8620BH 

49370HD 

Belt - Air Brake Compr.; 
(1978-1970). 

C9PZ8620CM 

49520HD 

Belt - Air Brake Compr.; W/O 
P.T.O. (1969-1964). 

C9PZ8620CM 

49520HD 

Belt - Air Brake Compr.; 
W/P.T.O. (1969-1964). 

C9PZ8620GC 

49550HD 

Belt - A.P.; (1978-1973). 

D4PZ8620C 

7348 

Belt - A.P.; 1972-1970 . 

C9PZ8620FY 

7455 

Hose - Upper - Eng. To Pipe; (1969-1964). 

26507 


Hose - Upper - Pipe To Rad.; (1969-1964). 
Hose - Lower; (1969-1964). 

L800 

1978-1970 

Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad.; Ser. No. 

W00000 & Before. 

Hose - Upper - Pipe To Rad.; Ser. No. 

W00001 & After. 

Hose - Lower - Eng. To Pipe; Ser. No. 

W00000 & Before. 

Hose - Lower - Eng. To Pipe; Ser. No. 

W00001 & After. 

Hose - Lower - Pipe To Rad.; Ser. No. 

W00001 & After. 

Hose - By Pass - Left Side; W/O Calif. 

Emission System. 

Hose - By Pass - Right Side; Ser. No. 
T40001 & After. 

LN600; LN700 

1978-1964 

Belt - Fan; W/High Mount 

Fan (1969-1964).C9PZ8620FK 

Belt - Fan & Alt.; W/40A, 

42A., 55A., 60A., 61A. Alt. 

(1978-1973). 

Belt - Fan & Alt.; W/70A, 

90A., 105A. Alt.; W/Noise 
Restriction (1978-1973).... 


1 3/4” I.D. 

20685 

26507 


1 3/4” I.D. 
20206 


2” I.D. 


^21302 

21125 

21124 

21257 


21258 


TR28480 


©♦49447HD 


C9PZ8620CB ©449463HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

^ Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. Gates No. Application 


C9PZ8620BV @*9440HD 
C9PZ8620CF ©**9476HD 


C9PZ8620CB 


FORD - Continued 

FORD V-8 359 ENG.; FORD V-8 361 

ENG. - Continued 

LN600; LN700 - Continued 
1978-1964 - Continued 
Belt - Fan & Alt.; W/70A, 

90A., 105A. Alt.; W/O Noise 

Restriction (1978-1973).C9PZ8620BV @*9440HD 

Belt - Fan & Alt.; W/105A. 

Alt. (1972-1970).C9PZ8620CB @**9463HD 

Belt - Fan & Alt.; W/42A, 

SSA filA fiRA Alt 

(1972-1970)...C9PZ8620BV ©*9440HI 

Belt - Fan & Alt.; W/60A, 

100A. Alt. (1969-1964).C9PZ8620CF ©**9476H[ 

Belt - Fan & Alt.; W/O 60A., 

100A. Alt. (1969-1964).C9PZ8620CB ©**9463H[ 

Belt - P.S.C9PZ8620BM *9400HI 

Belt - A.C.; (1978-1973). D5PZ8620W *9360HI 

Belt - A.C.; (1972-1970).C9PZ8620BH *9370HI 

Belt - Air Brake Compr.; 

(1978-1970).C9PZ8620CM *9520HI 

Belt - Air Brake Compr.; W/O 

P.T.O. (1969-1964).C9PZ8620CM *9520HI 

Belt - Air Brake Compr.; 

W/P.T.O. (1969-1964).C9PZ8620GC *9550HI 

Belt - A.P.; (1978-1973). D4PZ8620C 7348 

Belt - A.P.; (1972-1970).C9PZ8620FY 7455 

Flose - Upper; Ser. No. T80000 & Before 

(1978-1970). <20957 

Flose - Upper; Ser. No. T80001 & After 

(1978-1970). 21078 

Flose - Lower; W/Man. Trans. (1978-1970). s-<20611 

Flose - Lower - Eng. To Cooler; W/Auto. 

Trans. (1978-1970). 2” I.D. 

Flose - Lower - Cooler To Rad.; W/Auto. 

Trans. (1978-1970). @20611 

Flose - By Pass - Left Side; Ser. No. 

T40001 & After (1978-1970). 21257 

Flose - By Pass - Right Side; Ser. No. 

T40001 & After (1978-1970). 21258 

LN750 

1978-1964 

Belt - Fan; W/FHigh Mount 

Fan (1969-1964).C9PZ8620FK TR2848 

Belt - Fan & Alt.; W/40A, 

42A., 55A., 60A., 61A. Alt. 

(1978-1973). @**9447HI 

Belt - Fan & Alt.; W/70A, 

90A., 105A. Alt.; W/Noise 


©♦*9463HD 

*9400HD 

*9360HD 

*9370HD 

*9520HD 

*9520HD 

*9550HD 

7348 

7455 

^20957 

21078 

^20611 


C9PZ8620FK 


TR28480 


©♦*9447HD 


Restriction (1978-1973). 

C9PZ8620CB 

©♦♦9463HD 

Belt - Fan & Alt.; W/70A, 
90A., 105A. Alt.; W/O Noise 
Restriction (1978-1973). 

C9PZ8620BV 

©♦9440HD 

Belt - Fan & Alt.; W/105A. 

Alt. (1972-1970). 

C9PZ8620CB 

©♦♦9463HD 

Belt - Fan & Alt.; W/42A, 
55A., 61 A., 65A. Alt. 
(1972-1970). 

C9PZ8620BV 

©♦9440HD 

Belt - Fan & Alt.; W/60A, 

100A. Alt. (1969-1964). 

C9PZ8620CF 

©♦*9476HD 

Belt - Fan & Alt.; W/O 60A., 
100A. Alt. (1969-1964). 

C9PZ8620CB 

©♦♦9463HD 

Belt - P.S. 

C9PZ8620BM 

♦9400HD 

Belt - A.C.; (1978-1973). 

D5PZ8620W 

♦9360HD 

Belt - A.C.; (1972-1970). 

C9PZ8620BH 

♦9370HD 

Belt - Air Brake Compr.; 
(1978-1970). 

C9PZ8620CM 

♦9520HD 

Belt - Air Brake Compr.; W/O 
P.T.O. (1969-1964). 

C9PZ8620CM 

♦9520HD 

Belt - Air Brake Compr.; 
W/P.T.O. (1969-1964). 

C9PZ8620GC 

♦9550HD 

Belt - A.P.; (1978-1973). 

D4PZ8620C 

7348 

Belt - A.P.; (1972-1970). 

C9PZ8620FY 

7455 


FORD - Continued 
FORD V-8 359 ENG.; FORD 
ENG. - Continued 

LN800; LNT800; LT800; LTS800 

1978-1970 

Belt - Fan; W/Noise Restric¬ 
tion (1978-1975). 

Belt - Fan; W/O Noise Re¬ 
striction (1978-1975). 

Belt - Fan; (1974-1970).C9PZ8620CD 

Belt - W.P. & Alt.; W/42A., 

55A., 60A. Alt.; W/Noise Re¬ 
striction (1978-1976). D9PZ8620M 

Belt - W.P. & Alt.; W/42A., 

55A., 60A. Alt.; W/O Noise 

Restriction (1978-1976). D2TE8620AA/ 

Belt - W.P. & Alt.; W/70A. 

Alt.; W/Noise Restriction 

(1978-1975).C9PZ8620CB 

Belt - W.P. & Alt.; W/70A. 

Alt.; W/O Noise Restriction 


V-8 361 


@*9490HD 

@*9480HD 

©*9480HD 


©♦*9451 HD 


D2TE8620AAA ©*9435HD 


C9PZ8620CB ©**9463HD 


(1978-1975). 

Belt - W.P. & Alt.; W/42A., 
55A., 61A. Alt.; W/Noise Re- 

C9PZ8620BY 

@*9440HD 

striction (1975). 

Belt - W.P. & Alt.; W/42A., 
55A„ 61A. Alt.; W/O Noise 

C9PZ8620BY 

©♦9440HD 

Restriction (1975). 

Belt - W.P. & Alt.; 

D9PZ8620M 

©♦*9451 HD 

(1974-1970). 

C9PZ8620BY 

©*9440HD 

Belt - P.S.; (1978-1976). 

D0TZ8620D 

@*9480HD 

Belt - P.S.; (1975). 

C9PZ8620CG 

@*9490HD 

Belt - P.S.; (1974-1970). 

D0TZ8620D 

*9480HD 

Belt - A.C.; (1978-1975). 

Belt - Air Brake Compr.; 

D5PZ8620W 

*9360HD 

(1978). 

Belt - Air Brake Compr.; 

W/12 Cu. Ft. Air Brake 

C9PZ8620CM 

*9520HD 

Compr. (1977-1970). 

Belt - Air Brake Compr.; W/7 
1/4 Cu. Ft. Air Brake Com- 


*9555HD 

pr. (1977-1970). 

C9PZ8620CS 

*9540HD 

Belt - A.P.; (1978-1975). 

D4PZ8620C 

7348 


Flose - Upper - Eng. To Pipe. 

Flose - Upper - Pipe To Rad.; Ser. No. 

W00000 & Before. 

Flose - Upper - Pipe To Rad.; Ser. No. 

W00001 & After. 

Flose - Lower - Eng. To Pipe; Ser. No. 

W00000 & Before. 

Flose - Lower - Eng. To Pipe; Ser. No. 

W00001 & After. 

Flose - Lower - Pipe To Rad.; Ser. No. 

W00001 & After. 

Flose - By Pass - Left Side; W/O Calif. 

Emission System. 

Flose - By Pass - Right Side; Ser. No. 
T40001 & After. 

N500 

1978-1964 

Belt - Fan; W/High Mount 

Fan (1969-1964).C9PZ8620FK 

Belt - Fan & Alt.; W/40A, 

42A., 55A., 60A., 61A. Alt. 

(1978-1973). 

Belt - Fan & Alt.; W/70A, 

90A., 105A. Alt.; W/Noise 

Restriction (1978-1973).C9PZ86; 

Belt - Fan & Alt.; W/70A, 

90A., 105A. Alt.; W/O Noise 

Restriction (1978-1973).C9PZ86; 

Belt - Fan & Alt.; W/105A. 

Alt. (1972-1970).C9PZ86: 

Belt - Fan & Alt.; W/42A, 

55A., 61 A., 65A. Alt. 

(1972-1970).C9PZ86: 

Belt - Fan & Alt.; W/60A, 

100A. Alt. (1969-1964).C9PZ86; 


1 3/4” I.D. 


©♦*9447HD 


C9PZ8620CB ©**9463HD 


C9PZ8620BV @*9440HD 
C9PZ8620CB ©♦♦9463HD 


C9PZ8620BV ©*9440HD 
C9PZ8620CF ©**9476HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Flose Recommended. 
V Use Notched Belt Only. 
s< Cut To Fit. 


Green Stripe 8 4-Ply Coolant Hose Recommended. 

Q Use Wire Inserted Green Stripe® Coolant Hose. 

♦ PowerBand® Belt May Work, Use Template To Check. 

* Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

FORD - Continued 

FORD V-8 359 ENG.; FORD V-8 361 
ENG. - Continued 

N500 - Continued 


1978-1964 - Continued 
Belt - Fan & Alt.; W/O 60A., 


100A. Alt. (1969-1964). 

C9PZ8620CB 

©♦*9463HD 

Belt - P.S. 

C9PZ8620BM 

♦9400HD 

Belt - A.C.; (1978-1973). 

D5PZ8620W 

49360HD 

Belt - A.C.; (1972-1970). 

C9PZ8620BH 

49370HD 

Belt - Air Brake Compr.; 
(1978-1970). 

C9PZ8620CM 

49520HD 

Belt - Air Brake Compr.; W/O 
P.T.O. (1969-1964). 

C9PZ8620CM 

49520HD 

Belt - Air Brake Compr.; 
W/P.T.O. (1969-1964). 

C9PZ8620GC 

49550HD 

Belt - A.P.; (1978-1973). 

D4PZ8620C 

7348 

Belt - A.P.; (1972-1970). 

C9PZ8620FY 

7455 

N600 

1978-1964 

Belt - Fan; W/High Mount 

Fan (1969-1964). 

C9PZ8620FK 

TR28480 


Belt - Fan & Alt.; W/40A, 

42A., 55A., 60A., 61A. Alt. 

(1978-1973). ©♦49447HD 

Belt - Fan & Alt.; W/70A, 

90A., 105A. Alt.; W/Noise 

Restriction (1978-1973).C9PZ8620CB @449463HD 

Belt - Fan & Alt.; W/70A, 

90A., 105A. Alt.; W/O Noise 


Restriction (1978-1973). 

C9PZ8620BV 

©49440HD 

Belt - Fan & Alt.; W/105A. 

Alt. (1972-1970). 

C9PZ8620CB 

©♦♦9463HD 

Belt - Fan & Alt.; W/42A, 
55A., 61 A., 65A. Alt. 
(1972-1970). 

C9PZ8620BV 

©49440HD 

Belt - Fan & Alt.; W/60A, 
100A. Alt. (1969-1964). 

C9PZ8620CF 

©♦♦9476HD 

Belt - Fan & Alt.; W/O 60A., 
100A. Alt. (1969-1964). 

C9PZ8620CB 

©♦♦9463HD 

Belt - P.S. 

C9PZ8620BM 

49400HD 

Belt - A.C.; (1978-1973). 

D5PZ8620W 

49360HD 

Belt - A.C.; (1972-1970). 

C9PZ8620BH 

49370HD 

Belt - Air Brake Compr.; 
(1978-1970). 

C9PZ8620CM 

49520HD 

Belt - Air Brake Compr.; W/O 
P.T.O. (1969-1964). 

C9PZ8620CM 

49520HD 

Belt - Air Brake Compr.; 
W/P.T.O. (1969-1964). 

C9PZ8620GC 

49550HD 

Belt - A.P.; (1978-1973). 

D4PZ8620C 

7348 

Belt - A.P.; (1972-1970). 

C9PZ8620FY 

7455 

Hose - Upper; (1969-1964). 


20718 

Hose - Lower; (1969-1964). 


^21379 

N700; N750 

1969-1964 

Hose - Upper. 


20718 

Hose - Lower. 


^21379 

T700; T750 

1978-1964 

Belt - Fan; W/High Mount 

Fan (1969-1964). 

C9PZ8620FK 

TR28480 


Belt - Fan & Alt.; W/40A, 

42A., 55A., 60A., 61A. Alt. 

(1978-1973). @449447HD 

Belt - Fan & Alt.; W/70A, 

90A., 105A. Alt.; W/Noise 

Restriction (1978-1973).C9PZ8620CB @449463HD 

Belt - Fan & Alt.; W/70A., 

90A., 105A. Alt.; W/O Noise 

Restriction (1978-1973).C9PZ8620BV ©*9440HD 

Belt - Fan & Alt.; W/105A. 

Alt. (1972-1970).C9PZ8620CB ©♦49463HD 

Belt - Fan & Alt.; W/42A, 

FFA filA fifiA Alt 

(1972-1970). C9PZ8620BV ©49440HD 


Application Mfr. Part No. Gates No. 

FORD - Continued 

FORD V-8 359 ENG.; FORD V-8 361 
ENG. - Continued 

T700; T750 - Continued 


1978-1964 - Continued 
Belt - Fan & Alt.; W/60A, 


100A. Alt. (1969-1964). 

C9PZ8620CF 

©♦49476HD 

Belt - Fan & Alt.; W/O 60A., 
100A. Alt. (1969-1964). 

C9PZ8620CB 

©♦♦9463HD 

Belt - P.S. 

C9PZ8620BM 

♦9400HD 

Belt - A.C.; (1978-1973). 

D5PZ8620W 

49360HD 

Belt - A.C.; (1972-1970). 

C9PZ8620BH 

49370HD 

Belt - Air Brake Compr.; 
(1978-1970). 

C9PZ8620CM 

49520HD 

Belt - Air Brake Compr.; W/O 
P.T.O. (1969-1964). 

C9PZ8620CM 

49520HD 

Belt - Air Brake Compr.; 
W/P.T.O. (1969-1964). 

C9PZ8620GC 

49550HD 

Belt - A.P.; (1978-1973). 

D4PZ8620C 

7348 

Belt - A.P.; (1972-1970). 

C9PZ8620FY 

7455 

T800 

1978-1964 

Belt - Fan; W/High Mount 

Fan (1969-1964). 

C9PZ8620FK 

TR28480 


Belt - Fan & Alt.; W/40A, 

42A., 55A., 60A., 61A. Alt. 

(1978-1973). ©♦♦9447HD 

Belt - Fan & Alt.; W/70A, 

90A., 105A. Alt.; W/Noise 

Restriction (1978-1973).C9PZ8620CB ©♦«9463HD 

Belt - Fan & Alt.; W/70A., 

90A., 105A. Alt.; W/O Noise 

Restriction (1978-1973).C9PZ8620BV ©*9440HD 

Belt - Fan & Alt.; W/105A. 

Alt. (1972-1970).C9PZ8620CB ©♦49463HD 

Belt - Fan & Alt.; W/42A, 

FFA filA fifiA Alt 

(1972-1970)...C9PZ8620BV *9440HD 

Belt - Fan & Alt.; W/60A, 

100A. Alt. (1969-1964).C9PZ8620CF ©♦*9476HD 

Belt - Fan & Alt.; W/O 60A., 

100A. Alt. (1969-1964).C9PZ8620CB ©♦49463HD 

Belt - P.S.C9PZ8620BM *9400HD 

Belt - A.C.; (1978-1973). D5PZ8620W 49360HD 

Belt - A.C.; (1972-1970).C9PZ8620BH 49370HD 

Belt - Air Brake Compr.; 

(1978-1970).C9PZ8620CM 49520HD 

Belt - Air Brake Compr.; W/O 

P.T.O. (1969-1964).C9PZ8620CM 49520HD 

Belt - Air Brake Compr.; 

W/P.T.O. (1969-1964).C9PZ8620GC 49550HD 

Belt - A.P.; (1978-1973). D4PZ8620C 7348 

Belt - A.P.; (1972-1970).C9PZ8620FY 7455 

Hose - Upper - Eng. To Pipe; (1969-1964). 26507 

Hose - Upper - Pipe To Rad.; (1969-1964). 1 3/4” I.D. 

Hose - Lower; (1969-1964). 20685 

or 26507 

T850 

1978-1964 

Belt - Fan; W/High Mount 

Fan (1969-1964).C9PZ8620FK TR28480 

Belt - Fan & Alt.; W/40A, 

42A., 55A., 60A., 61A. Alt. 

(1978-1973). ©♦49447HD 

Belt - Fan & Alt.; W/70A, 

90A., 105A. Alt.; W/Noise 

Restriction (1978-1973).C9PZ8620CB ©♦49463HD 

Belt - Fan & Alt.; W/70A, 

90A., 105A. Alt.; W/O Noise 

Restriction (1978-1973).C9PZ8620BV ©49440HD 

Belt - Fan & Alt.; W/105A. 

Alt. (1972-1970).C9PZ8620CB ©♦49463HD 

Belt - Fan & Alt.; W/42A, 
fifiA filA fifiA Alt 

(1972-1970)...C9PZ8620BV *9440HD 


© Two Required. © Six Required. Green Stripe 8 4-Ply Coolant Hose Recommended. 

® Three Required. ▲ Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

© Four Required. V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

© Five Required. Cut To Fit. * Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


FORD - Continued 
FORD V-8 359 ENG. 
ENG. - Continued 

T850 - Continued 
1978-1964 - Continued 
Belt - Fan & Alt.; W/60A, 

100A. Alt. (1969-1964). 

Belt - Fan & Alt.; W/O 60A., 
100A. Alt. (1969-1964) 


FORD V-8 361 


C9PZ8620CF ©449476HD 


C9PZ8620CB ©449463HD 


Belt - P.S. 

C9PZ8620BM 

49400HD 

Belt - A.C.; (1978-1973). 

D5PZ8620W 

49360HD 

Belt - A.C.; (1972-1970). 

C9PZ8620BH 

49370HD 

Belt - Air Brake Compr.; 
(1978-1970). 

C9PZ8620CM 

49520HD 

Belt - Air Brake Compr.; W/O 
P.T.O. (1969-1964). 

C9PZ8620CM 

49520HD 

Belt - Air Brake Compr.; 
W/P.T.O. (1969-1964). 

C9PZ8620GC 

49550HD 

Belt - A.P.; (1978-1973). 

D4PZ8620C 

7348 

Belt - A.P.; (1972-1970). 

C9PZ8620FY 

7455 


C9PZ8620CB 


FORD V-8 370 ENG. 

C600; C700; C800 

1979 

Belt - W.P. & Alt.; W/105A., 

130A. Alt.; W/O P.S. 

Belt - W.P. & Alt.; W/105A., 

130A. Alt.; W/P.S. 

Belt - W.P. & Alt.; W/40A., 

60A. Alt.; W/P.S. 

Belt - W.P. & Alt.; W/70A., 

90A. Alt.; W/O P.S. D9PZ8620M 

Belt - W.P. & Alt.; W/70A, 

90A. Alt.; W/P.S. D9PZ8620M 

Belt - W.P. & Alt.; W/O 40A., 

60A. Alt.; W/O P.S.C9PZ8620BV 

Belt - W.P. & P.S. D2VE8620LA 

Belt - Air Brake Compr. & 

A.P. D9TE8620CB 

Belt - Hyd. Brake Boost 

Pump & A.P. E0TE8620KA 

Belt - A.P.; W/Dual A.P. 

Belt - A.P.; W/Single A.P.C9PZ8620BH 

Hose - Upper; W/Auto. Trans. 

Upper; W/Man. Trans.; W/Std. 


C9PZ8620CB ©449463HD 


49463HD 


Hose ■ 
Cool. 
Hose ■ 
Hose ■ 


Upper; W/Man. Trans.; W/X.C. 

Lower; W/Auto. Trans. 

Hose - Lower; W/Man. Trans. 

Hose - By Pass. 

CT800 

1979 

Hose - Upper; W/Auto. Trans. 

Hose - Upper; W/Man. Trans.; W/Std. 

Cool. 

Hose - Upper; W/Man. Trans.; W/X.C. 

Hose - Lower; W/Auto. Trans. 

Hose - Lower; W/Man. Trans. 

Hose - By Pass. 

F600 

1979 

Belt ■ 

Fan. 

Belt - Fan & Alt.; W/40A, 

60A. Alt.; W/O P.S. 

Belt - Fan & Alt.; W/40A, 

60A. Alt.; W/P.S. 

Belt - Fan & Alt.; W/70A, 

90A. Alt.; W/O P.S. 

Belt - Fan & Alt.; W/70A, 

90A. Alt.; W/P.S. 

Belt - Fan & P.S. 

Belt - A.C. 

Belt - Fan, A.P. & Air Brake 
Compr. 


D2TE8620ABA 49435HD 


©♦49451 HD 

♦9451 HD 

©♦9440HD 

©449520HD 

♦9640HD 

4961OHD 
49660HD 
49370HD 
21253 

21250 

21253 

21243 

21245 

=■<21942 


21253 

21250 

21253 

21243 

21245 

=<21942 


Fan; W/High Mount 


FORD - Continued 

FORD V-8 370 ENG. - Continued 

F600 - Continued 
1979 - Continued 
Belt - Fan, A.P. & Hyd. Brake 

Boost Pump. E0TE8620KA 4961 OHD 

Belt - A.P.; W/Fan Clutch C9PZ8620BH 49370HD 

Belt - A.P.; W/O Fan Clutch... E0TE8620EA 49390HD 

Hose - Upper; W/Std. Cool. 20579 

Hose - Upper; W/X.C. =<21944 

Hose - Lower. 21248 

Hose - By Pass. =<21942 

Hose - Heater. 5/8” I.D. 

F700 


1979 

Belt - 
Fan 
Belt 


Fan; W/High Mount 


C9PZ8620CD ©49480HD 


C9PZ8620BV 


Fan & Alt.; W/40A, 

60A. Alt.; W/O P.S. 

Belt - Fan & Alt.; W/40A, 

60A. Alt.; W/P.S. 

Belt - Fan & Alt.; W/70A, 

90A. Alt.; W/O P.S. 

Belt - Fan & Alt.; W/70A, 

90A. Alt.; W/P.S. 

Belt - Fan & P.S. 

Belt - A.C. 

Belt - Fan, A.P. & Air Brake 

Compr. 

Belt - Fan, A.P. & Hyd. Brake 

Boost Pump. E0TE8620KA 

Belt - A.P.; W/Fan Clutch.C9PZ8620BH 

A.P.; W/O Fan Clutch... E0TE8620EA 

- Upper. 

- Lower. 

- By Pass. 

- Heater. 


D2AE8620CAA ©449447HD 


49440HD 


D2DE8620GA ©49455HD 


D9PZ8620M 

D9PZ8620N 

C9PZ8620BB 

D9PZ8620A 


Belt - 
Hose 
Hose 
Hose 
Hose 

F800 

1979 

Belt - 
Fan 
Belt - 


49451 HD 
©44951 OHD 
49330HD 

49640HD 

4961 OHD 
49370HD 
49390HD 
=<21944 
21248 
=<21942 
5/8” I.D. 


Fan; W/High Mount 


Fan & Alt.; W/40A, 

60A. Alt.; W/O P.S. 

Belt - Fan & Alt.; W/40A, 

60A. Alt.; W/P.S. 

Belt - Fan & Alt.; W/70A, 

90A. Alt.; W/O P.S. 

Belt - Fan & Alt.; W/70A, 

90A. Alt.; W/P.S. 

Belt - Fan & P.S. 

Belt - A.C. 

Belt - Fan, A.P. & Air Brake 

Compr. 

Belt - Fan, A.P. & Hyd. Brake 

Boost Pump. 

Belt - A.P.; W/Fan Clutch. 

Belt - A.P.; W/O Fan Clutch... 

Hose - Upper; W/Std. Cool. 

Hose - Upper; W/X.C. 

Hose - Lower. 

Hose - By Pass 


C9PZ8620CD 

©49480HD 

D2AE8620CAA 

©♦49447HD 

C9PZ8620BV 

49440HD 

D2DE8620GA 

©49455HD 

D9PZ8620M 

49451 HD 

D9PZ8620N 

©44951 OHD 

C9PZ8620BB 

49330HD 

D9PZ8620A 

49640HD 

E0TE8620KA 

4961 OHD 

C9PZ8620BH 

49370HD 

E0TE8620EA 

49390HD 

20579 

=<21944 

21248 

=<21942 


C9PZ8620CD ©49480HD 

D2AE8620CAA ©449447HD 

Hose - Heater. 

L800 

1979 

. D4HE8620CA 

. C9PZ8620CB 

5/8” I.D. 

©49480HD 

©449463HD 

C9PZ8620BV 

49440HD 

Belt - W.P. & Alt.; W/105A., 
130A. Alt.; W/O P.S. 

D2DE8620GA 

©49455HD 

Belt - W.P. & Alt.; W/105A., 
130A Alt' W/PS 

C9PZ8620CB 

49463HD 

D9PZ8620M 

49451 HD 

Belt - W.P. & Alt.; W/40A., 
60A. Alt.; W/O P.S. 

. D6PZ8620BV 

©49440HD 

D9PZ8620N 

C9PZ8620BB 

©44951 OHD 
49330HD 

Belt - W.P. & Alt.; W/40A., 
60A. Alt.; W/P.S. 

. D2TE8620ABA 

49435HD 

D9PZ8620A 

49640HD 

Belt - W.P. & Alt.; W/75A., 
90A. Alt.; W/O P.S. 

. D9PZ8620M 

©♦49451 HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durlon ® Silicone Hose Recommended. O 
•*” Use Notched Belt Only. 4 

=< Cut To Fit. 4 


Green Stripe * 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


FORD - Continued 

FORD V-8 370 ENG. - Continued 

L800 - Continued 
1979 - Continued 
Belt - W.P. & Alt.; W/75A., 


90A. Alt.; W/P.S. D9PZ8620M 

Belt - W.P. & P.S. D2ZE8620AHA 

Belt - A.C. E0TE8620JA 

Belt - W.P., Air Brake Compr. 

& A.P. D9PZ8620A 

Belt - W.P., Hyd. Brake Boost 

Pump & A.P. E0TE8620KA 

Belt - A.P. D2TE8620BNA 

Hose - Upper. 

Hose - Lower. 

Hose - By Pass. 

Hose - Heater; Molded Hose. 

Hose - Heater; Strt. Hose. 

LN600; LN700 

1979 

Belt - Fan & Alt.; W/105A., 

130A. Alt.; W/O P.S. 

Belt - Fan & Alt.; W/105A.. 

130A. Alt.; W/P.S. 

Belt - Fan & Alt.; W/40A, 

60A. Alt.; W/O P.S. 

Belt - Fan & Alt.; W/40A, 

60A. Alt.; W/P.S. 

Belt - Fan & Alt.; W/75A. Alt. 

W/O P.S. 

Belt - Fan & Alt.; W/75A. Alt. 

W/P.S. 

Belt - Fan & Alt.; W/90A. Alt. 

W/O P.S. 

Belt - Fan & Alt.; W/90A. Alt. 

W/P.S.; Oct. 1982 & Older. 

Belt - Fan & Alt.; W/90A. Alt. 

W/P.S.; Sept. 1982 & Oldei 
Belt - Fan & P.S.; W/Fan 


*9451 HD 
©49525HD 
49330HD 

49640HD 

4961OHD 
49370HD 
21252 
21249 
^21942 
a.20338 
5/8" I.D. 


Belt - Fan & P.S.; W/O Fan 
Clutch; Oct. 1982 & Newer.. 
Belt - Fan & P.S.; W/O Fan 
Clutch; Sept. 1982 & Older.. 

Belt - A.C. 

Belt - Fan, A.P. & Air Brake 

Compr.; W/Fan Clutch. 

Belt - Fan, A.P. & Air Brake 

Compr.; W/O Fan Clutch. 

Belt - Fan, A.P. & Hyd. Brake 


Belt - Fan To A.P.; W/Fan 

Clutch. 

Belt - Fan To A.P.; W/O Fan 

Clutch. 

Belt - Idler. 

Hose - Upper; W/Auto. Trans. 

Hose - Upper; W/Man. Trans.; W/Std. 

Cool. 

Hose - Upper; W/Man. Trans.; W/X.C. 

Hose - Lower - Eng. To Cooler; W/Auto. 

Trans.; Nov. 30, 1981 & Older. 

Hose - Lower - Cooler To Rad.; W/Auto. 

Trans. 

Hose - By Pass. 

Hose - Heater; Molded Hose. 

Hose - Heater; Strt. Hose. 

LN800; LNT800; LT800; LTS800 

1979 

Belt - Fan. 

Belt - W.P. & Alt.; W/105A., 

130A. Alt.; W/O P.S. 

Belt - W.P. & Alt.; W/105A., 

130A. Alt.; W/P.S. 

Belt - W.P. & Alt.; W/40A., 

60A. Alt.; W/O P.S. 


C9PZ8620CB 

©449463HD 

C9PZ8620CB 

49463HD 


©449447HD 

D2TE8620ABA 

49435HD 

C9PZ8620CB 

49463HD 

C9PZ8620CC 

49465HD 

D9PZ8620M 

©449451 HD 

C9PZ8620CC 

49465HD 

D9PZ8620M 

49451 HD 

C9PZ8620CM 

©449520HD 

C9PZ8620GN 

©449550HD 

D2ZE8620AHA 

E0TE8620JA 

©49525HD 

49330HD 

D9PZ8620A 

49640HD 

C9PZ8620DL 

49650HD 

E0TE8620KA 

4961OHD 

D7PZ8620P 

49390HD 

D4HE8620CA 

49370HD 

49480HD 


D4HE8620CA 

C9PZ8620CB 

C9PZ8620CB 


D6PZ8620BV 


21251 

21944 

21251 

21255 

21247 
<*21942 
<i<20338 
3/4” I.D. 


©49480HD 

©449463HD 

49463HD 

©49440HD 


FORD - Continued 

FORD V-8 370 ENG. - Continued 

LN800; LNT800; LT800; LTS800 - Continued 

1979 - Continued 

Belt - W.P. & Alt.; W/40A., 

60A. Alt.; W/P.S. D2TE8620ABA 49435HD 

Belt - W.P. & Alt.; W/75A., 

90A. Alt.; W/O P.S. D9PZ8620M ©449451 HD 

Belt - W.P. & Alt.; W/75A., 

90A. Alt.; W/P.S. D9PZ8620M 49451 HD 

Belt - W.P. & P.S. D2ZE8620AHA ©49525HD 

Belt - A.C. E0TE8620JA 49330HD 

Belt - W.P., Air Brake Compr. 

& A.P. D9PZ8620A 49640HD 

Belt - W.P., Hyd. Brake Boost 

Pump & A.P. E0TE8620KA 49610HD 

Belt - A.P. D2TE8620BNA 49370HD 

Hose - Upper. 21252 

Hose - Lower. 21249 

Hose - By Pass. s^=21942 

Hose - Heater; Molded Hose. ©20338 

Hose - Heater; Strt. Hose. 5/8” I.D. 

FORD V-8 6.1 L ENG. 

C600; C700; C800 
1986-1980 

Belt - W.P. & Alt.; W/105A., 

130A. Alt.; W/O P.S.C9PZ8620CB ©449463HD 

Belt - W.P. & Alt.; W/105A., 

130A. Alt.; W/P.S.C9PZ8620CB 49463HD 

Belt - W.P. & Alt.; W/40A., 

60A. Alt.; W/P.S. D2TE8620ABA 49435HD 

Belt - W.P. & Alt.; W/70A., 

90A. Alt.; W/O P.S. D9PZ8620M ©449451 HD 

Belt - W.P. & Alt.; W/70A, 

90A. Alt.; W/P.S. D9PZ8620M 49451 HD 

Belt - W.P. & Alt.; W/O 40A., 

60A. Alt.; W/O P.S.C9PZ8620BV ©49440HD 

Belt - W.P. & P.S. D2VE8620LA ©449520HD 

Belt - Air Brake Compr. & 

A.P. D9TE8620CB 49640HD 

Belt - Hyd. Brake Boost 

Pump & A.P. E0TE8620KA 49610HD 

Belt - A.P.; W/Dual A.P. 49660HD 

Belt - A.P.; W/Single A.P.C9PZ8620BH 49370HD 

Hose - Upper; W/Auto. Trans. 21253 

Hose - Upper; W/Man. Trans.; W/Std. 

Cool. 21250 

Hose - Upper; W/Man. Trans.; W/X.C. 21253 

Hose - Lower; W/Auto. Trans. 21243 

Hose - Lower; W/Man. Trans. 21245 

Hose - By Pass. *21942 

CT800 

1982-1980 

Belt - W.P. & Alt.; W/105A., 

130A. Alt.; W/O P.S. (1980). C9PZ8620CB ©449463HD 
Belt - W.P. & Alt.; W/105A., 

130A. Alt.; W/P.S. (1980).C9PZ8620CB 49463HD 

Belt - W.P. & Alt.; W/40A., 

60A. Alt.; W/P.S. (1980). D2TE8620ABA 49435HD 

Belt - W.P. & Alt.; W/70A., 

90A. Alt.; W/O P.S. (1980)... D9PZ8620M ©449451HD 

Belt - W.P. & Alt.; W/70A., 

90A. Alt.; W/P.S. (1980). D9PZ8620M 49451HD 

Belt - W.P. & Alt.; W/O 40A., 

60A. Alt.; W/O P.S. (1980)... C9PZ8620BV ©49440HD 

Belt - W.P. & P.S.; (1980). D2VE8620LA ©449520HD 

Belt - Air Brake Compr. & 

A.P.; (1980). D9TE8620CB 49640HD 

Belt - Hyd. Brake Boost 

Pump & A.P.; (1980). E0TE8620KA 49610HD 

Belt - A.P.; W/Dual A.P. 

(1980). 49660HD 

Belt - A.P.; W/Single A.P. 

(1980).C9PZ8620BH 49370HD 

Hose - Upper; W/Auto. Trans. (1982). 21253 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. 4 PowerBand® Belt May Work, Use Template To Check. 

* Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

FORD - Continued 

FORD V-8 6.1 L ENG. - Continued 

CT800 - Continued 
1982-1980 - Continued 
Hose - Upper; W/Man. Trans.; W/Std. 

Cool. (1982). 21250 

Hose - Upper; W/Man. Trans.; W/X.C. 

(1982). 21253 

Hose - Upper; W/Auto. Trans. (1980). 21253 

Hose - Upper; W/Man. Trans.; W/Std. 

Cool. (1980). 21250 

Hose - Upper; W/Man. Trans.; W/X.C. 

(1980). 21253 

Hose - Lower; W/Auto. Trans. (1982). 21243 

Hose - Lower; W/Man. Trans. (1982). 21245 

Hose - Lower; W/Auto. Trans. (1980). 21243 

Hose - Lower; W/Man. Trans. (1980). 21245 


Hose - By Pass; (1982). ^<21942 

Hose - By Pass; (1980). s^=21942 

F600 

1990-1980 


Belt - Fan; W/High Mount 

Fan; W/ldler Pulley (1990).... C9PZ8620CD 49480HD 
Belt - Fan; W/High Mount 

Fan (1988-1984). 49480HD 

Belt - Fan; W/High Mount 

Fan (1983-1980).C9PZ8620CD ©49480HD 

Belt - Alt.; W/40A., 60A. Alt.; 

W/Fan Clutch; W/Cowl 

(1990).C9PZ8620FN 49440HD 

Belt - Alt.; W/40A., 60A. Alt.; 

W/Fan Clutch; W/O Cowl 

(1990). E6PZ8620F 49435HD 

Belt - Alt.; W/40A., 60A. Alt.; 

W/Fixed Fan; W/Cowl 

(1990). D9PZ8620M 49447HD 

Belt - Alt.; W/40A., 60A. Alt.; 

W/Fixed Fan; W/O Cowl 

(1990). E6PZ8620G 49451 HD 

Belt - Alt.; W/75A. Alt.; W/Fan 

Clutch (1990). D9PZ8620M 49447HD 

Belt - Alt.; W/75A. Alt.; 

W/Fixed Fan (1990). E2HZ8620C 49463HD 

Belt - Alt.; W/90A., 130A. Alt.; 

W/Fan Clutch (1990). E6PZ8620G 49451 HD 

Belt - Alt.; W/90A., 130A. Alt.; 

W/Fixed Fan (1990). E2HZ8620C 49463HD 

Belt - Fan & Alt.; W/60A. Alt.; 

W/Fan Clutch (1989). D2TE8620ABA 49435HD 

Belt - Fan & Alt.; W/60A. Alt.; 

W/Fixed Fan (1989). D2TE8620AEA 49451HD 

Belt - Fan & Alt.; W/75A. Alt.; 

W/Fan Clutch (1989). D9TE8620AA 49447HD 

Belt - Fan & Alt.; W/90A, 

130A. Alt.; W/Fixed Fan 

(1989). D2TE8620AGA 49463HD 

Belt - Fan & Alt.; W/105A., 

130A. Alt.; W/22" Fan 

(1988-1984). ©449463HD 

Belt - Fan & Alt.; W/105A., 

130A. Alt.; W/O P.S. 

(1988-1984). D49455HD 

Belt - Fan & Alt.; W/105A., 

130A. Alt.; W/P.S.; W/O 22" 

Fan (1988-1984). 49455HD 

Belt - Fan & Alt.; W/40A, 

60A. Alt.; W/22" Fan 

(1988-1984). D2TE8620ABA ©449435HD 

Belt - Fan & Alt.; W/40A, 

60A. Alt.; W/O P.S.; W/Fan 

Clutch (1988-1984). D2TE8620ABA ©449435HD 

Belt - Fan & Alt.; W/40A, 

60A. Alt.; W/O P.S.; W/O 

Fan Clutch (1988-1984). ©49455HD 

Belt - Fan & Alt.; W/40A, 

60A. Alt.; W/P.S.; W/O 22" 

Fan (1988-1984). D2TE8620ABA ©449435HD 


Application Mfr. Part No. Gates No. 

FORD - Continued 

FORD V-8 6.1 L ENG. - Continued 

F600 - Continued 
1990-1980 - Continued 
Belt - Fan & Alt.; W/40A, 

60A. Alt.; W/P.S.; W/O Fan 

Clutch (1988-1984). 49451 HD 

Belt - Fan & Alt.; W/70A, 

90A. Alt.; W/22" Fan 

(1988-1984). ©49447HD 

Belt - Fan & Alt.; W/70A, 

90A. Alt.; W/O P.S. 

(1988-1984). ©49447HD 

Belt - Fan & Alt.; W/70A, 

90A. Alt.; W/P.S.; W/O 22" 

Fan (1988-1984). 49447HD 

Belt - Fan & Alt.; W/70A, 

90A., 105A. Alt.; W/P.S.; 

W/O Fan Clutch 

(1988-1984). ©449463HD 

Belt - Fan & Alt.; W/40A, 

60A. Alt.; W/O P.S. 

(1983-1980). D2AE8620CAA ©449447HD 

Belt - Fan & Alt.; W/40A, 

60A. Alt.; W/P.S. 

(1983-1980).C9PZ8620BV 49440HD 

Belt - Fan & Alt.; W/70A, 

90A. Alt.; W/O P.S. 

(1983-1980). D2DE8620GA ©49455HD 

Belt - Fan & Alt.; W/70A, 

90A. Alt.; W/P.S. 

(1983-1980). D9PZ8620M 49451 HD 

Belt - Fan & P.S.; W/Single 

A.P. (1989-1984). ©449530HD 

Belt - Fan & P.S.; W/5500 

Lb. Front Axle (1982-1980).. D9PZ8620P ©49525HD 

Belt - Fan & P.S.; W/7000, 

9000 Lb. Front Axle; W/O 

Fan Clutch (1982-1980).C9PZ8620CR ©449540HD 

Belt - Fan & P.S.; W/9000 
Lb. Front Axle; W/Fan 

Clutch (1982-1980). D9PZ8620P ©49525HD 

Belt - P.S.; W/Dual Belts 

(1990). E8HZ8620P 49580HD 

Belt - P.S.; W/Single Belt 

(1990).C9PZ8620CR 49540HD 

Belt - Fan, P.S. & A.P.; 

(1989-1984). ©49620HD 

Belt - Fan, A.C. & A.P.: 

(1988-1984). 49640HD 

Belt - A.C.; (1990). E5HZ8620C 49360HD 

Belt - A.C.; W/Air Brake 

Compr. (1988-1984). E5TE8620GA 9355 

Belt - A.C.; W/Hyd. Brake 

Boost Pump (1988-1984). E5TE8620GA 9355 

Belt - A.C.; (1983-1980).C9PZ8620BB 49330HD 

Belt - Fan, A.P. & Air Brake 

Compr.; (1989-1980). D9PZ8620A 49640HD 

Belt - Fan, A.P. & Hyd. Brake 

Boost Pump; (1988-1980). E0TE8620KA 49610HD 

Belt - Air Compr.; W/Air 

Brakes (1990). E8HZ8620A 49650HD 

Belt - Air Compr.; W/Hyd. 

Brakes (1990). E0PZ8620G 4961OHD 

Belt - A.P.: W/Fan Clutch 

(1983-1980).C9PZ8620BH 49370HD 

Belt - A.P.; W/O Fan Clutch 

(1983-1980). E0TE8620EA 49390HD 

Belt - P.T.O.; (1989). D4HE8620CA 49480HD 

Belt - Idler; (1989-1984). D4HE8620CA 49480HD 

Hose - Upper; W/Auto. Trans.; W/O 

P.T.O.; May 6, 1991 & Newer (1990). 21938 

Hose - Upper; W/P.T.O. (1990). <21936 

Hose - Upper; W/Auto. Trans. (1989-1980). s<21936 

or 26512 

Hose - Upper; W/Man. Trans.; W/Std. 

Cool. (1989-1980). 21305 

or 26512 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
V Use Notched Belt Only. 
s< Cut To Fit. 


o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


FORD - Continued 

FORD V-8 6.1 L ENG. - Continued 

F600 - Continued 
1990-1980 - Continued 
Hose - Upper; W/Man. Trans.; W/X.C. 

(1989-1980). 


Hose - Lower; W/O P.T.O.; W/O Fuel Inj. 

(1990). 

Hose - Lower; W/Std. Cab (1989-1980). 

Hose - Lower - Pipe To Rad.; W/Cowl Cab 

(1989-1980). 

Hose - By Pass. 

Hose - Heater. 

F700 

1990-1980 

Belt - Fan; W/High Mount 
Fan; W/ldler Pulley (1990).... 

Belt - Fan; W/High Mount 

Fan (1988-1984). 

Belt - Fan; W/High Mount 

Fan (1983-1980). 

Belt - Alt.; W/40A., 60A. Alt.; 

W/Fan Clutch; W/Cowl 

(1990). 

Belt - Alt.; W/40A., 60A. Alt.; 

W/Fan Clutch; W/O Cowl 

(1990). 

Belt - Alt.; W/40A., 60A. Alt.; 

W/Fixed Fan; W/Cowl 

(1990). 

Belt - Alt.; W/40A., 60A. Alt.; 

W/Fixed Fan; W/O Cowl 

(1990). 

Belt - Alt.; W/75A. Alt.; W/Fan 

Clutch (1990). 

Belt - Alt.; W/75A. Alt.; 

W/Fixed Fan (1990). 

Belt - Alt.; W/90A., 130A. Alt.; 

W/Fan Clutch (1990). 

Belt - Alt.; W/90A., 130A. Alt.; 

W/Fixed Fan (1990). 

Belt - Fan & Alt.; W/60A. Alt.; 

W/Fan Clutch (1989). 

Belt - Fan & Alt.; W/60A. Alt.; 

W/Fixed Fan (1989). 

Belt - Fan & Alt.; W/75A. Alt.; 

W/Fan Clutch (1989). 

Belt - Fan & Alt.; W/90A, 

130A. Alt.; W/Fixed Fan 

(1989). 

Belt - Fan & Alt.; W/105A., 

130A. Alt.; W/22" Fan 

(1988-1984). 

Belt - Fan & Alt.; W/105A., 

130A. Alt.; W/O P.S. 

(1988-1984). 

Belt - Fan & Alt.; W/105A., 

130A. Alt.; W/P.S.; W/O 22" 

Fan (1988-1984). 

Belt - Fan & Alt.; W/40A, 

60A. Alt.; W/22" Fan 

(1988-1984). 

Belt - Fan & Alt.; W/40A, 

60A. Alt.; W/O P.S.; W/Fan 

Clutch (1988-1984). 

Belt - Fan & Alt.; W/40A, 

60A. Alt.; W/O P.S.; W/O 

Fan Clutch (1988-1984). 

Belt - Fan & Alt.; W/40A, 

60A. Alt.; W/P.S.; W/O 22" 

Fan (1988-1984). 

Belt - Fan & Alt.; W/40A, 

60A. Alt.; W/P.S.; W/O Fan 

Clutch (1988-1984). 

Belt - Fan & Alt.; W/70A, 

90A. Alt.; W/22" Fan 
(1988-1984). 


=■<21936 
or 26512 

21249 

21536 

21368 
=<21942 
5/8” I.D. 


C9PZ8620CD 49480HD 

49480HD 

C9PZ8620CD ©49480HD 
C9PZ8620FN 49440HD 


E6PZ8620F 

D9PZ8620M 

E6PZ8620G 

D9PZ8620M 

E2HZ8620C 

E6PZ8620G 

E2HZ8620C 

D2TE8620ABA 

D2TE8620AEA 

D9TE8620AA 


49435HD 

49447HD 

49451 HD 
49447HD 
49463HD 
49451 HD 
49463HD 
49435HD 
49451 HD 
49447HD 


D2TE8620AGA 49463HD 
©449463HD 
©49455HD 

49455HD 

D2TE8620ABA ©449435HD 
D2TE8620ABA ©449435HD 
©49455HD 
D2TE8620ABA ©449435HD 

49451 HD 

©49447HD 


FORD - Continued 

FORD V-8 6.1 L ENG. - Continued 

F700 - Continued 
1990-1980 -Continued 
Belt - Fan & Alt.; W/70A, 

90A. Alt.; W/O P.S. 

(1988-1984). ©49447HD 

Fan & Alt.; W/70A, 


C9PZ8620BV 


Belt 

90A. Alt.; W/P.S.; W/O 22" 

Fan (1988-1984). 

Belt - Fan & Alt.; W/70A, 

90A., 105A. Alt.; W/P.S.; 

W/O Fan Clutch 

(1988-1984). 

Belt - Fan & Alt.; W/40A, 

60A. Alt.; W/O P.S. 

(1983-1980). 

Belt - Fan & Alt.; W/40A, 

60A. Alt.; W/P.S. 

(1983-1980). 

Belt - Fan & Alt.; W/70A, 

90A. Alt.; W/O P.S. 

(1983-1980). 

Belt - Fan & Alt.; W/70A, 

90A. Alt.; W/P.S. 

(1983-1980). D9PZ8620M 

Belt - Fan & P.S.; W/Single 

A.P. (1989-1984). 

Belt - Fan & P.S.; W/5500 
Lb. Front Axle (1982-1980).. D9PZ8620P 
Belt - Fan & P.S.; W/7000, 

9000 Lb. Front Axle; W/O 

Fan Clutch (1982-1980). 

Belt - Fan & P.S.; W/9000 
Lb. Front Axle; W/Fan 

Clutch (1982-1980). 

Belt - P.S.; W/Dual Belts 

(1990). 

Belt - P.S.; W/Single Belt 

(1990). 

Belt - Fan, P.S. & A.P.; 

(1989-1984). 

Belt - Fan, A.C. & A.P.; 

(1988-1984). 

Belt - A.C.; (1990). 

Belt - A.C.; W/Air Brake 

Compr. (1988-1984). 

Belt - A.C.; W/Hyd. Brake 
Boost Pump (1988-1984)... 

Belt - A.C.; (1983-1980). 

Belt - Fan, A.P. & Air Brake 

Compr.; (1989-1980). 

Belt - Fan, A.P. & Hyd. Brake 

Boost Pump; (1988-1980). E0TE8620KA 

Belt - Air Compr.; W/Air 

Brakes (1990). 

Belt - Air Compr.; W/Hyd. 

Brakes (1990). 

Belt - A.P.: W/Fan Clutch 

(1983-1980). 

Belt - A.P.: W/O Fan Clutch 

(1983-1980). 

Belt - P.T.O.; (1989). 

Belt - Idler; (1989-1984). 

Hose - Upper; W/Auto. Trans. 


49447HD 


©449463HD 


D2AE8620CAA ©449447HD 


49440HD 


D2DE8620GA ©49455HD 


49451 HD 


©449530HD 

©49525HD 


C9PZ8620CR ©449540HD 


D9PZ8620P 


E8HZ8620P 

C9PZ8620CR 


E5HZ8620C 

E5TE8620GA 

E5TE8620GA 

C9PZ8620BB 


D9PZ8620A 


E8HZ8620A 

E0PZ8620G 

C9PZ8620BH 

E0TE8620EA 
D4HE8620CA 
D4HE8620CA 
; W/O 


©49525HD 

49580HD 

49540HD 

©49620HD 

49640HD 

49360HD 

9355 

9355 

49330HD 

49640HD 

4961OHD 

49650HD 

4961 OHD 

49370HD 

49390HD 

49480HD 

49480HD 


P.T.O.; May 6, 1991 & Newer (1990). 

21938 

Hose - Upper; W/P.T.O. (1990). 

=<21936 

Hose - Upper; (1989-1980). 

=<21936 

Hose - Lower; W/O P.T.O.; W/O Fuel Inj. 
(1990). 

or 26512 

21249 

Hose - Lower; W/Std. Cab (1989-1980). 

21536 

Hose - Lower - Pipe To Rad.; W/Cowl Cab 
(1989-1980). 

21368 

Hose - By Pass. 

=<21942 

Hose - Heater. 

5/8” l.l 


© Two Required. © Six Required. 

® Three Required. ▲ Durion * Silicone Hose Recommended. 

© Four Required. V Use Notched Belt Only. 

© Five Required. =< Cut To Fit. 


Green Stripe 8 4-Ply Coolant Hose Recommended. 

Q Use Wire Inserted Green Stripe® Coolant Hose. 

♦ PowerBand® Belt May Work, Use Template To Check. 
4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


FORD - Continued 

FORD V-8 6.1 L ENG. - Continued 

F800 

1987-1980 

Belt - Fan; W/High Mount 

Fan (1987-1984). 

Belt - Fan; W/High Mount 

Fan (1983-1980). 

Belt - Fan & Alt.; W/105A., 

130A. Alt.; W/22" Fan 

(1987-1984). 

Belt - Fan & Alt.; W/105A., 

130A. Alt.; W/O P.S. 

(1987-1984). 

Belt - Fan & Alt.; W/105A., 

130A. Alt.; W/P.S.; W/O 22" 

Fan (1987-1984). 

Belt - Fan & Alt.; W/40A, 

60A. Alt.; W/22" Fan 

(1987-1984). 

Belt - Fan & Alt.; W/40A, 

60A. Alt.; W/O P.S.; W/Fan 

Clutch (1987-1984). 

Belt - Fan & Alt.; W/40A, 

60A. Alt.; W/O P.S.; W/O 

Fan Clutch (1987-1984). 

Belt - Fan & Alt.; W/40A, 

60A. Alt.; W/P.S.; W/O 22" 

Fan (1987-1984). 

Belt - Fan & Alt.; W/40A, 

60A. Alt.; W/P.S.; W/O Fan 

Clutch (1987-1984). 

Belt - Fan & Alt.; W/70A, 

90A. Alt.; W/22" Fan 

(1987-1984). 

Belt - Fan & Alt.; W/70A, 

90A. Alt.; W/O P.S. 

(1987-1984). 

Belt - Fan & Alt.; W/70A, 

90A. Alt.; W/P.S.; W/O 22" 

Fan (1987-1984). 

Belt - Fan & Alt.; W/70A, 

90A., 105A. Alt.; W/P.S.; 

W/O Fan Clutch 

(1987-1984). 

Belt - Fan & Alt.; W/40A, 

60A. Alt.; W/O P.S. 

(1983-1980). 

Belt - Fan & Alt.; W/40A, 

60A. Alt.; W/P.S. 


♦9480HD 

C9PZ8620CD @*9480HD 


©♦♦9463HD 


©♦9455HD 


♦9455HD 


D2TE8620ABA ©♦^SHD 


D2TE8620ABA ©♦^SHD 


©♦9455HD 


D2TE8620ABA ©♦^SHD 


♦9451 HD 


©♦9447HD 


©♦9447HD 


♦9447HD 


©♦♦9463HD 


D2AE8620CAA ©♦♦9447HD 


(1983-1980). 

Belt - Fan & Alt.; W/70A, 

90A. Alt.; W/O P.S. 
(1983-1980). 

C9PZ8620BV 

D2DE8620GA 

♦9440HD 

©♦9455HD 

Belt - Fan & Alt.; W/70A, 

90A. Alt.; W/P.S. 

(1983-1980). 

D9PZ8620M 

♦9451 HD 

Belt - Fan & P.S.; W/Single 
A.P. (1987-1984). 


©♦♦9530HD 

Belt - Fan & P.S.; W/5500 

Lb. Front Axle (1982-1980).. 

D9PZ8620P 

©♦9525HD 

Belt - Fan & P.S.; W/7000, 
9000 Lb. Front Axle; W/O 
Fan Clutch (1982-1980). 

C9PZ8620CR 

©♦♦9540HD 

Belt - Fan & P.S.; W/9000 

Lb. Front Axle; W/Fan 

Clutch (1982-1980). 

D9PZ8620P 

©♦9525HD 

Belt - Fan, P.S. & A.P.; 
(1987-1984). 


©♦9620HD 

Belt - Fan, A.C. & A.P.; 
(1987-1984). 


♦9640HD 

Belt - A.C.; W/Air Brake 
Compr. (1987-1984). 

E5TE8620GA 

9355 

Belt - A.C.; W/Hyd. Brake 
Boost Pump (1987-1984). 

E5TE8620GA 

9355 

Belt - A.C.; (1983-1980). 

C9PZ8620BB 

♦9330HD 

Belt - Fan, A.P. & Air Brake 
Compr. 

D9PZ8620A 

♦9640HD 

Belt - Fan, A.P. & Hyd. Brake 
Boost Pump. 

EOTE8620KA 

♦961OHD 


FORD - Continued 

FORD V-8 6.1 L ENG. - Continued 

F800 - Continued 
1987-1980 - Continued 
Belt - A.P.; W/Fan Clutch 

(1983-1980).C9PZ8620BH ♦9370HD 

Belt - A.P.; W/O Fan Clutch 

(1983-1980). 

Belt - Idler; (1987-1984). 

Hose - Upper; W/Auto. Trans. 


C9PZ8620BH 

E0TE8620EA 

D4HE8620CA 


Hose - 
Cool. 


Upper; W/Man. Trans.; W/Std. 


♦9390HD 

♦9480HD 

=<21936 

26512 


Hose - Upper; W/Man. Trans.; W/X.C. 

Hose - Lower; W/Std. Cab. 

Hose - Lower - Pipe To Rad.; W/Cowl Cab 

Hose - By Pass. 

Hose - Heater. 

L800 

1984-1980 


21305 
26512 
=<21936 
26512 
21536 
21368 
=■<21942 
5/8” I.D. 


Belt - Fan. 

D4HE8620CA 

©♦9480HD 

Belt - W.P. & Alt.; W/105A., 
130A. Alt.; W/O P.S. 

C9PZ8620CB 

©♦♦9463HD 

Belt - W.P. & Alt.; W/105A., 
130A. Alt.; W/P.S. 

C9PZ8620CB 

♦9463HD 

Belt - W.P. & Alt.; W/40A., 
60A. Alt.; W/O P.S. 

D6PZ8620BV 

©♦9440HD 

Belt - W.P. & Alt.; W/40A., 
60A. Alt.; W/P.S. 

D2TE8620ABA 

♦9435HD 

Belt - W.P. & Alt.; W/75A., 
90A. Alt.; W/O P.S. 

D9PZ8620M 

©♦♦9451 HD 

Belt - W.P. & Alt.; W/75A., 
90A. Alt.; W/P.S.. 

D9PZ8620M 

♦9451 HD 

Belt - W.P. & P.S. 

D2ZE8620AHA 

©♦9525HD 

Belt - A.C. 

E0TE8620JA 

♦9330HD 

Belt - W.P., Air Brake Compr. 
& A.P. 

D9PZ8620A 

♦9640HD 

Belt - W.P., Hyd. Brake Boost 
Pump & A.P. 

E0TE8620KA 

♦961 OHD 

Belt - A.P. 

D2TE8620BNA 

♦9370HD 

Hose - Upper. 


21252 

Hose - Lower. 


21249 

Hose - By Pass. 


=<21942 

Hose - Heater; Molded Hose... 


a.20338 

Hose - Heater; Strt. Hose. 


5/8” I.D. 


LN600 

1985-1980 

Belt - Fan & Alt.; W/105A., 

130A. Alt.; W/O P.S. 

Belt - Fan & Alt.; W/105A., 

130A. Alt.; W/P.S. 

Belt - Fan & Alt.; W/40A, 

60A. Alt.; W/O P.S. 

Belt - Fan & Alt.; W/40A, 

60A. Alt.; W/P.S. 

Belt - Fan & Alt.; W/75A. Alt.; 

W/O P.S. 

Belt - Fan & Alt.; W/75A. Alt.; 

W/P.S. 

Belt - Fan & Alt.; W/90A. Alt.; 

W/O P.S. 

Belt - Fan & Alt.; W/90A. Alt.; 
W/P.S.; Oct. 1982 & Older 

(1985). 

Belt - Fan & Alt.; W/90A. Alt.; 
W/P.S.; Sept. 1982 & Older 

(1985). 

Belt - Fan & Alt.; W/90A. Alt.; 
W/P.S.; Oct. 1982 & Older 

(1983-1980). 

Belt - Fan & Alt.; W/90A. Alt.; 
W/P.S.; Sept. 1982 & Older 

(1983-1980). 

Belt - Fan & P.S.; W/Fan 
Clutch. 


C9PZ8620CB ©♦♦9463HD 


C9PZ8620CB 


♦9463HD 

©♦♦9447HD 


D2TE8620ABA ♦9435HD 


C9PZ8620CB 

C9PZ8620CC 


♦9463HD 

♦9465HD 


D9PZ8620M ©♦♦9451 HD 


C9PZ8620CC ♦9465HD 


D9PZ8620M ^9451 HD 


C9PZ8620CC ♦9465HD 


D9PZ8620M ^9451 HD 

C9PZ8620CM ©♦♦9520HD 


© Two Required. © Six Required. ■fr 

® Three Required. ▲ Durion ® Silicone Hose Recommended. O 

© Four Required. V Use Notched Belt Only. ♦ 

© Five Required. =< Cut To Fit. ♦ 


Green Stripe® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


FORD - Continued 

FORD V-8 6.1 L ENG. - Continued 

LN600 - Continued 
1985-1980 - Continued 
Belt - Fan & P.S.; W/O Fan 
Clutch; Oct. 1982 & Newer 

(1985).C9PZ8620GN ©449550HD 

Belt - Fan & P.S.; W/O Fan 
Clutch; Sept. 1982 & Older 
(1985) 


Belt - Fan & P.S. 
Clutch (1984).... 
Belt - Fan & P.S. 


W/O Fan 


D2ZE8620AHA ©49525HD 
C9PZ8620GN ©449550HD 


D2ZE8620AHA 

E0TE8620JA 

D9PZ8620A 

C9PZ8620DL 


; W/O Fan 
Clutch; Oct. 1982 & Newer 

(1983-1980).C9PZ8620GN 

Belt - Fan & P.S.; W/O Fan 
Clutch; Sept. 1982 & Older 

(1983-1980). 

Belt - A.C. 

Belt - Fan, A.P. & Air Brake 

Compr.; W/Fan Clutch. 

Belt - Fan, A.P. & Air Brake 
Compr.; W/O Fan Clutch.... 

Belt - Fan, A.P. & Hyd. Brake 

Boost Pump. E0TE8620KA 

Belt - Fan To A.P.: W/Fan 

Clutch. D7PZ8620P 

Belt - Fan To A.P.; W/O Fan 

Clutch. 

Belt - Idler. D4HE8620CA 

Hose - Upper; W/Auto. Trans. 

Hose - Upper; W/Man. Trans.; W/Std. 

Cool. 

Hose - Upper; W/Man. Trans.; W/X.C. 

Hose - Lower - Eng. To Cooler; W/Auto. 

Trans.; Nov. 30, 1981 & Older (1985). 

Hose - Lower - Eng. To Cooler; W/Auto. 
Trans.; Nov. 30, 1981 & Older 

(1983-1980). 

Hose - Lower - Cooler To Rad.; W/Auto. 

Trans. 

Hose - By Pass. 

Hose - Heater; Molded Hose. 

Hose - Heater; Strt. Hose. 

LN700 

1986-1980 

Belt - Fan & Alt.; W/105A., 

130A. Alt.; W/O P.S. 

Belt - Fan & Alt.; W/105A.. 

130A. Alt.; W/P.S. 

Belt - Fan & Alt.; W/40A, 

60A. Alt.; W/O P.S. 

Belt - Fan & Alt.; W/40A, 

60A. Alt.; W/P.S. 

Belt - Fan & Alt.; W/75A. Alt. 

W/O P.S. 

Belt - Fan & Alt.; W/75A. Alt. 

W/P.S. 

Belt - Fan & Alt.; W/90A. Alt. 

W/O P.S. 

Belt - Fan & Alt.; W/90A. Alt. 

W/P.S.; Oct. 1982 & Older. 

Belt - Fan & Alt.; W/90A. Alt. 

W/P.S.; Sept. 1982 & Older. 

Belt - Fan & P.S.; W/Fan 

Clutch. 

Belt - Fan & P.S.; W/O Fan 
Clutch; Oct. 1982 & Newer.. 

Belt - Fan & P.S.; W/O Fan 
Clutch; Sept. 1982 & Older.. 

Belt - A.C. 

Belt - Fan, A.P. & Air Brake 

Compr.; W/Fan Clutch. 

Belt - Fan, A.P. & Air Brake 

Compr.; W/O Fan Clutch. 

Belt - Fan, A.P. & Hyd. Brake 
Boost Pump. 


©449550HD 

©49525HD 

49330HD 

49640HD 

49650HD 

4961OHD 

49390HD 

49370HD 

49480HD 

21251 

21944 

21251 

21255 

21255 

21247 
s<21942 
a.20338 
3/4” I.D. 


FORD - Continued 

FORD V-8 6.1 L ENG. - Continued 

LN700 - Continued 

1986-1980 - Continued 


D7PZ8620P 


D4HE8620CA 


Belt - Fan To A.P.; W/Fan 

Clutch. 

Belt - Fan To A.P.; W/O Fan 

Clutch. 

Belt - Idler. 

Hose - Upper; W/Auto. Trans. 

Hose - Upper; W/Man. Trans.; W/Std. 

Cool. 

Hose - Upper; W/Man. Trans.; W/X.C. 

Hose - Lower - Eng. To Cooler; W/Auto. 

Trans.; Nov. 30, 1981 & Older. 

Hose - Lower - Cooler To Rad.; W/Auto. 

Trans. 

Hose - By Pass. 

Hose - Heater; Molded Hose. 

Hose - Heater; Strt. Hose. 

LN800; LNT800; LT800 

1984-1980 

Belt - Fan. 

Belt - W.P. & Alt.; W/105A., 

130A. Alt.; W/O P.S. 

Belt - W.P. & Alt.; W/105A., 


49390HD 

49370HD 

49480HD 

21251 

21944 

21251 

21255 

21247 
.X21942 
<4.20338 
3/4” I.D. 


D4HE8620CA ©49480HD 
C9PZ8620CB ©♦♦9463HD 


130A. Alt.; W/P.S. 

C9PZ8620CB 

49463HD 

Belt - W.P. & Alt.; W/40A., 
60A. Alt.; W/O P.S. 

D6PZ8620BV 

©49440HD 

Belt - W.P. & Alt.; W/40A., 
60A. Alt.; W/P.S. 

D2TE8620ABA 

49435HD 

Belt - W.P. & Alt.; W/75A., 
90A. Alt.; W/O P.S. 

D9PZ8620M 

©449451 HD 

Belt - W.P. & Alt.; W/75A., 
90A. Alt.; W/P.S. 

D9PZ8620M 

49451 HD 

Belt - W.P. & P.S. 

D2ZE8620AHA 

©49525HD 

Belt - A.C. 

E0TE8620JA 

49330HD 

Belt - W.P., Air Brake Compr. 
& A.P. 

D9PZ8620A 

49640HD 

Belt - W.P., Hyd. Brake Boost 
Pump & A.P. 

E0TE8620KA 

4961OHD 

Belt - A.P. 

D2TE8620BNA 

49370HD 

Hose - Upper. 


21252 

Hose - Lower. 


21249 

Hose - By Pass. 


^21942 

Hose - Heater; Molded Hose... 


<4.20338 

Hose - Heater; Strt. Hose. 


5/8” I.D. 


C9PZ8620CB 

©449463HD 

FORD V-8 389 ENG.; FORD 

V-8 391 

C9PZ8620CB 

49463HD 

ENG. 




©449447HD 

C500; C550 





1978-1964 



D2TE8620ABA 

49435HD 

Belt - W.P. & Alt.; W/105A. 





Alt. (1978-1970). 

C9PZ8620CB 

©449463HD 

C9PZ8620CB 

49463HD 

Belt - W.P. & Alt.; W/40A., 





42A.. 55A.. 60A., 61A. Alt.; 



C9PZ8620CC 

49465HD 

W/Noise Restriction 





(1978-1973). 

C9PZ8620BZ 

©449451 HD 

D9PZ8620M 

@449451 HD 

Belt - W.P. & Alt.; W/40A., 





42A., 55A.. 60A., 61A. Alt.; 



C9PZ8620CC 

49465HD 

W/O Noise Restriction 





(1978-1973). 

C9PZ8620BV 

©49440HD 

D9PZ8620M 

49451 HD 

Belt - W.P. & Alt.; W/70A. Alt. 





(1978-1973). 


©49455HD 

C9PZ8620CM 

©449520HD 

Belt - W.P. & Alt.; W/42A., 





55A. Alt. (1972-1970). 

C9PZ8620BV 

©49440HD 

C9PZ8620GN 

©449550HD 

Belt - W.P. & Alt.; W/65A. Alt. 





(1972-1970). 

C9PZ8620BY 

©449447HD 

D2ZE8620AHA 

©49525HD 

Belt - W.P. & Alt.; 



E0TE8620JA 

49330HD 

(1969-1964). 

C9PZ8620CC 

©449463HD 



Belt - P.S.; (1978-1973). 

C9PZ8620BM 

©49400HD 

D9PZ8620A 

49640HD 

Belt - P.S.; (1972-1964). 

C9PZ8620BM 

49400HD 



Belt - A.C.; (1978-1973). 

C9PZ8620CV 

49560HD 

C9PZ8620DL 

49650HD 

Belt - Air Brake Compr. 

C9PZ8620CM 

49520HD 



Belt - A.P.; (1978-1973). 

D4PZ8620C 

7348 

E0TE8620KA 

4961 OHD 

Belt - A.P.; 1972-1970 . 

C9PZ8620FY 

7455 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

^ Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


FORD - Continued 

FORD V-8 389 ENG.; FORD V-8 391 
ENG. - Continued 

C600; C700; C750; C800; CT700; CT750; CT800 

1978-1964 

Belt - W.P. & Alt.; W/105A. 


Alt. (1978-1970). 

Belt - W.P. & Alt.; W/40A., 
42A., 55A., 60A., 61A. Alt.; 
W/Noise Restriction 

C9PZ8620CB 

©♦49463HD 

(1978-1973). 

Belt - W.P. & Alt.; W/40A., 
42A., 55A., 60A., 61A. Alt.; 
W/O Noise Restriction 

C9PZ8620BZ 

©♦49451 HD 

(1978-1973). 

Belt - W.P. & Alt.; W/70A. Alt. 

C9PZ8620BV 

©49440HD 

(1978-1973). 

Belt - W.P. & Alt.; W/42A., 


©49455HD 

55A. Alt. (1972-1970). 

Belt - W.P. & Alt.; W/65A. Alt. 

C9PZ8620BV 

©49440HD 

(1972-1970). 

Belt - W.P. & Alt.; 

C9PZ8620BY 

©♦49447HD 

(1969-1964). 

C9PZ8620CC 

©♦49463HD 

Belt - P.S.; (1978-1973). 

C9PZ8620BM 

©49400HD 

Belt - P.S.; (1972-1964). 

C9PZ8620BM 

49400HD 

Belt - A.C.; (1978-1973). 

C9PZ8620CV 

49560HD 

Belt - Air Brake Compr. 

C9PZ8620CM 

49520HD 

Belt - A.P.; (1978-1973). 

D4PZ8620C 

7348 

Belt - A.P.; 1972-1970 . 

C9PZ8620FY 

7455 

Hose - Upper; W/O Rad. Shutters; Ser. 



C9PZ8620FK 


No. J50000 & Before. 

Hose - Upper; W/O Rad. Shutters; Ser. 

No. J50001 & After. 

Hose - Upper - Eng. To Pipe; W/Rad. 

Shutters. 

Hose - Upper - Pipe To Rad.; W/Rad. 

Shutters. 

Hose - Lower; W/Single Hose. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

Hose - By Pass - Left Side; Ser. No. 

T40001 & After. 

Hose - By Pass - Right Side; Ser. No. 

T40001 & After. 

Hose - Rad. Surge Tank Outlet; Ser. No. 
J50000 & Before. 

F500; F600; F700; F750 

1978-1964 

Belt - Fan; W/High Mount 

Fan (1969-1964). 

Belt - Fan & Alt.; W/40A, 

42A., 55A., 60A., 61A. Alt. 

(1978-1973). 

Belt - Fan & Alt.; W/70A, 

90A., 105A. Alt.; W/Noise 

Restriction (1978-1973). 

Belt - Fan & Alt.; W/70A, 

90A., 105A. Alt.; W/O Noise 

Restriction (1978-1973). 

Belt - Fan & Alt.; W/105A. 

Alt. (1972-1970). 

Belt - Fan & Alt.; W/42A, 

55A., 61 A., 65A. Alt. 

(1972-1970). 

Belt - Fan & Alt.; W/60A, 

100A. Alt. (1969-1964). 

Belt - Fan & Alt.; W/O 60A., 

100A. Alt. (1969-1964).C9PZ8620CB 

Belt - P.S.C9PZ8620BM 

Belt - A.C.; (1978-1973). D5PZ8620W 

Belt - A.C.; (1972-1970).C9PZ8620BH 

Belt - Air Brake Compr.; 

(1978-1970).C9PZ8620CM 

Belt - Air Brake Compr.; W/O 
P.T.O. (1969-1964). C9PZ8620CM 


20295 

21117 

20520 

1 3/4” I.D. 
21154 
21100 
s-=20206 

21257 

21258 

20720 

26603 


TR28480 


©♦49447HD 


C9PZ8620CB ©449463HD 


C9PZ8620BV ©49440HD 
C9PZ8620CB ©449463HD 


C9PZ8620BV ©49440HD 
C9PZ8620CF ©449476HD 


©449463HD 

49400HD 

49360HD 

49370HD 

49520HD 

49520HD 


FORD - Continued 

FORD V-8 389 ENG.; FORD V-8 391 
ENG. - Continued 

F500; F600; F700; F750 - Continued 
1978-1964 - Continued 
Belt - Air Brake Compr.; 

W/P.T.O. (1969-1964).C9PZ8620GC 49550HD 

Belt - A.P.; (1978-1973). D4PZ8620C 7348 

Belt - A.P.; (1972-1970).C9PZ8620FY 7455 

Hose - Upper; Dual I.D. Hose; W/1 3/4" 

Offset (1978-1973). 21118 

Hose - Upper; Dual I.D. Hose; W/3 5/8" 

Offset (1978-1973). 21078 

Hose - Upper; Single I.D. Hose 

(1978-1973). <20957 

Hose - Upper; Ser. No. 744000 & Before 

(1972-1964). 20719 

Hose - Upper; Ser. No. 744001 Thru 

D12000 (1972-1964). 20295 

Hose - Upper; Ser. No. D12001 Thru 

J50000 (1972-1964). 20719 

Hose - Upper; Ser. No. J50001 & After 

(1972-1964). <20957 

Hose - Lower; (1978-1975). 20611 

Hose - Lower; (1974-1973). 20424 

Hose - Lower; Ser. No. 744000 & Before 

(1972-1964). 20424 

Hose - Lower; Ser. No. 744001 Thru 

D12000 (1972-1964). 20685(A) 

Hose - Lower - Eng. To Pipe; Ser. No. 

D12001 & After (1972-1964). 2” I.D. 

Hose - Lower - Pipe To Rad.; Ser. No. 

D12001 & After (1972-1964). 20685(A) 

Hose - By Pass - Left Side; Ser. No. 

T40001 & After (1978-1973). 21257 

Hose - By Pass - Right Side; Ser. No. 

T40001 & After (1978-1973). 21258 

F800 

1978-1964 

Belt - Fan; W/High Mount 

Fan (1969-1964).C9PZ8620FK TR28480 

Belt - Fan & Alt.; W/40A, 

42A., 55A., 60A., 61A. Alt. 

(1978-1973). ©449447HD 

Belt - Fan & Alt.; W/70A, 

90A., 105A. Alt.; W/Noise 

Restriction (1978-1973).C9PZ8620CB ©449463HD 

Belt - Fan & Alt.; W/70A, 

90A., 105A. Alt.; W/O Noise 

Restriction (1978-1973).C9PZ8620BV ©49440HD 

Belt - Fan & Alt.; W/105A. 

Alt. (1972-1970).C9PZ8620CB ©449463HD 

Belt - Fan & Alt.; W/42A, 

55A 61A R5A Alt 

(1972-1970)...C9PZ8620BV ©49440HD 

Belt - Fan & Alt.; W/60A, 

100A. Alt. (1969-1964).C9PZ8620CF ©449476HD 

Belt - Fan & Alt.; W/O 60A., 

100A. Alt. (1969-1964).C9PZ8620CB ©449463HD 

Belt - P.S.C9PZ8620BM 49400HD 

Belt - A.C.; (1978-1973). D5PZ8620W 49360HD 

Belt - A.C.; (1972-1970).C9PZ8620BH 49370HD 

Belt - Air Brake Compr.; 

(1978-1970).C9PZ8620CM 49520HD 

Belt - Air Brake Compr.; W/O 

P.T.O. (1969-1964).C9PZ8620CM 49520HD 

Belt - Air Brake Compr.; 

W/P.T.O. (1969-1964).C9PZ8620GC 49550HD 

Belt - A.P.; (1978-1973). D4PZ8620C 7348 

Belt - A.P.; (1972-1970).C9PZ8620FY 7455 

Hose - Upper - Eng. To Pipe; (1969-1964). 26507 

Hose - Upper - Pipe To Rad.; (1969-1964). 1 3/4” I.D. 

Hose - Lower; (1969-1964). 20685 

or 26507 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. O 
•*” Use Notched Belt Only. ♦ 

s< Cut To Fit. 4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


FORD - Continued 

FORD V-8 389 ENG.; FORD V-8 391 
ENG. - Continued 

L800 

1978-1970 

Hose - Upper - Eng. To Pipe. 1 3/4” I.D. 

Hose - Upper - Pipe To Rad.; Ser. No. 

W00000 & Before. 20206 

Hose - Upper - Pipe To Rad.; Ser. No. 

W00001 & After. 2” I.D. 

Hose - Lower - Eng. To Pipe; Ser. No. 

W00000 & Before. ^<21302 

Hose - Lower - Eng. To Pipe; Ser. No. 

W00001 & After. 21125 

Hose - Lower - Pipe To Rad.; Ser. No. 

W00001 & After. 21124 

Hose - By Pass - Left Side; W/O Calif. 

Emission System. 21257 

Hose - By Pass - Right Side; Ser. No. 

T40001 & After. 21258 

LN600; LN700 

1978-1964 

Belt - Fan; W/High Mount 

Fan (1969-1964).C9PZ8620FK TR28480 

Belt - Fan & Alt.; W/40A, 

42A., 55A., 60A., 61A. Alt. 

(1978-1973). ©449447HD 

Belt - Fan & Alt.; W/70A, 

90A., 105A. Alt.; W/Noise 

Restriction (1978-1973).C9PZ8620CB ©449463HD 

Belt - Fan & Alt.; W/70A, 

90A., 105A. Alt.; W/O Noise 

Restriction (1978-1973).C9PZ8620BV ©49440HD 

Belt - Fan & Alt.; W/105A. 

Alt. (1972-1970).C9PZ8620CB ©449463HD 

Belt - Fan & Alt.; W/42A, 

55A 61A R5A Alt 

(1972-1970)...C9PZ8620BV 49440HD 

Belt - Fan & Alt.; W/60A, 

100A. Alt. (1969-1964).C9PZ8620CF ©449476HD 

Belt - Fan & Alt.; W/O 60A., 

100A. Alt. (1969-1964).C9PZ8620CB ©♦^9463HD 

Belt - P.S.C9PZ8620BM 49400HD 

Belt - A.C.; (1978-1973). D5PZ8620W 49360HD 

Belt - A.C.; (1972-1970).C9PZ8620BH 49370HD 

Belt - Air Brake Compr.; 

(1978-1970).C9PZ8620CM 49520HD 

Belt - Air Brake Compr.; W/O 

P.T.O. (1969-1964).C9PZ8620CM 49520HD 

Belt - Air Brake Compr.; 

W/P.T.O. (1969-1964).C9PZ8620GC 49550HD 

Belt - A.P.: (1978-1973). D4PZ8620C 7348 

Belt - A.P.; (1972-1970).C9PZ8620FY 7455 

Hose - Upper; Ser. No. T80000 & Before 

(1978-1970). <20957 

Hose - Upper; Ser. No. T80001 & After 

(1978-1970). 21078 

Hose - Lower; W/Man. Trans. (1978-1970). ^<20611 

Hose - Lower - Eng. To Cooler; W/Auto. 

Trans. (1978-1970). 2” I.D. 

Hose - Lower - Cooler To Rad.; W/Auto. 

Trans. (1978-1970). @20611 

Hose - By Pass - Left Side; Ser. No. 

T40001 & After (1978-1970). 21257 

Hose - By Pass - Right Side; Ser. No. 

T40001 & After (1978-1970). 21258 

LN750 

1978-1964 

Belt - Fan; W/High Mount 

Fan (1969-1964).C9PZ8620FK TR28480 

Belt - Fan & Alt.; W/40A, 

42A., 55A., 60A., 61A. Alt. 

(1978-1973). ©449447HD 

Belt - Fan & Alt.; W/70A, 

90A., 105A. Alt.; W/Noise 

Restriction (1978-1973).C9PZ8620CB ©449463HD 


FORD - Continued 
FORD V-8 389 ENG. 
ENG. - Continued 

LN750 - Continued 
1978-1964 - Continued 
Belt - Fan & Alt.; W/70A, 

90A., 105A. Alt.; W/O Noise 

Restriction (1978-1973). 

Belt - Fan & Alt.; W/105A. 

Alt. (1972-1970). 

Belt - Fan & Alt.; W/42A, 

55A., 61 A., 65A. Alt. 

(1972-1970). 

Belt - Fan & Alt.; W/60A, 

100A. Alt. (1969-1964). 

Belt - Fan & Alt.; W/O 60A., 
100A. Alt. (1969-1964) 


FORD V-8 391 


C9PZ8620BV ©49440HD 
C9PZ8620CB ©449463HD 


C9PZ8620BV ©49440HD 
C9PZ8620CF ©449476HD 


C9PZ8620CB ©449463HD 


Belt - P.S. 

C9PZ8620BM 

49400HD 

Belt - A.C.; (1978-1973). 

D5PZ8620W 

49360HD 

Belt - A.C.; (1972-1970). 

C9PZ8620BH 

49370HD 

Belt - Air Brake Compr.; 
(1978-1970). 

C9PZ8620CM 

49520HD 

Belt - Air Brake Compr.; W/O 
P.T.O. (1969-1964). 

C9PZ8620CM 

49520HD 

Belt - Air Brake Compr.; 
W/P.T.O. (1969-1964). 

C9PZ8620GC 

49550HD 

Belt - A.P.; (1978-1973). 

D4PZ8620C 

7348 

Belt - A.P.; (1972-1970). 

C9PZ8620FY 

7455 


LN800; LNT800; LT800; LTS800 

1978-1970 

Belt - Fan; W/Noise Restric- 


tion (1978-1975). 

Belt - Fan; W/O Noise Re- 


©49490HD 

striction (1978-1975). 


©49480HD 

Belt - Fan; (1974-1970). 

Belt - W.P. & Alt.; W/42A., 
55A„ 60A. Alt.; W/Noise Re- 

C9PZ8620CD 

©49480HD 

striction (1978-1976). 

Belt - W.P. & Alt.; W/42A., 
55A„ 60A. Alt.; W/O Noise 

D9PZ8620M 

©♦49451 HD 

Restriction (1978-1976). 

Belt - W.P. & Alt.; W/70A. 

Alt.; W/Noise Restriction 

D2TE8620AAA 

©49435HD 

(1978-1975). 

Belt - W.P. & Alt.; W/70A. 

Alt.; W/O Noise Restriction 

C9PZ8620CB 

©♦49463HD 

(1978-1975). 

Belt - W.P. & Alt.; W/42A., 
55A„ 61A. Alt.; W/Noise Re- 

C9PZ8620BY 

©49440HD 

striction (1975). 

Belt - W.P. & Alt.; W/42A., 
55A„ 61A. Alt.; W/O Noise 

C9PZ8620BY 

©49440HD 

Restriction (1975). 

Belt - W.P. & Alt.; 

D9PZ8620M 

©449451 HD 

(1974-1970). 

C9PZ8620BY 

©49440HD 

Belt - P.S.; (1978-1976). 

D0TZ8620D 

©49480HD 

Belt - P.S.; (1975). 

C9PZ8620CG 

©49490HD 

Belt - P.S.; (1974-1970). 

D0TZ8620D 

49480HD 

Belt - A.C.; (1978-1975). 

Belt - Air Brake Compr.; 

D5PZ8620W 

49360HD 

(1978). 

Belt - Air Brake Compr.; 

W/12 Cu. Ft. Air Brake 

C9PZ8620CM 

49520HD 

Compr. (1977-1970). 

Belt - Air Brake Compr.; W/7 
1/4 Cu. Ft. Air Brake Com- 


49555HD 

pr. (1977-1970). 

C9PZ8620CS 

49540HD 

Belt - A.P.; (1978-1975). 

D4PZ8620C 

7348 


Hose - Upper - Eng. To Pipe. 1 3/4” I.D. 

Hose - Upper - Pipe To Rad.; Ser. No. 

W00000 & Before. 20206 

Hose - Upper - Pipe To Rad.; Ser. No. 

W00001 & After. 2” I.D. 

Hose - Lower - Eng. To Pipe; Ser. No. 

W00000 & Before. ^21302 

Hose - Lower - Eng. To Pipe; Ser. No. 

W00001 & After. 21125 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

•*” Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 


FORD - Continued 

FORD V-8 389 ENG.; FORD V-8 391 

ENG. - Continued 

LN800; LNT800; LT800; LTS800 - Continued 
1978-1970 - Continued 
Hose - Lower - Pipe To Rad.; Ser. No. 


W00001 & After. 21124 

Hose - By Pass - Left Side; W/O Calif. 

Emission System. 21257 

Hose - By Pass - Right Side; Ser. No. 

T40001 & After. 21258 


Application Mfr. Part No. Gates No. 

FORD - Continued 

FORD V-8 389 ENG.; FORD V-8 391 


ENG. - Continued 

N600 - Continued 
1978-1964 - Continued 

Hose - Upper; (1969-1964). 20718 

Hose - Lower; (1969-1964). <21379 

N700; N750 
1969-1964 

Hose - Upper. 20718 

Hose - Lower. s<=21379 


N500 

1978-1964 

Belt - Fan; W/High Mount 

Fan (1969-1964). 

Belt - Fan & Alt.; W/40A, 
42A., 55A., 60A., 61A. Alt. 

(1978-1973). 

Belt - Fan & Alt.; W/70A, 
90A., 105A. Alt.; W/Noise 

Restriction (1978-1973). 

Belt - Fan & Alt.; W/70A., 
90A., 105A. Alt.; W/O Noise 

Restriction (1978-1973). 

Belt - Fan & Alt.; W/105A. 

Alt. (1972-1970). 

Belt - Fan & Alt.; W/42A, 
55A., 61 A., 65A. Alt. 

(1972-1970). 

Belt - Fan & Alt.; W/60A, 

100A. Alt. (1969-1964). 

Belt - Fan & Alt.; W/O 60A., 

100A. Alt. (1969-1964). 

Belt - P.S. 

Belt - A.C.; (1978-1973). 

Belt - A.C.; (1972-1970). 

Belt - Air Brake Compr.; 

(1978-1970). 

Belt - Air Brake Compr.; W/O 

P.T.O. (1969-1964). 

Belt - Air Brake Compr.; 

W/P.T.O. (1969-1964). 

Belt - A.P.; (1978-1973). 

Belt - A.P.; (1972-1970). 

N600 

1978-1964 

Belt - Fan; W/High Mount 

Fan (1969-1964). 

Belt - Fan & Alt.; W/40A, 
42A., 55A., 60A., 61A. Alt. 

(1978-1973). 

Belt - Fan & Alt.; W/70A, 
90A., 105A. Alt.; W/Noise 

Restriction (1978-1973). 

Belt - Fan & Alt.; W/70A, 
90A., 105A. Alt.; W/O Noise 

Restriction (1978-1973). 

Belt - Fan & Alt.; W/105A. 

Alt. (1972-1970). 

Belt - Fan & Alt.; W/42A, 
55A., 61 A., 65A. Alt. 

(1972-1970). 

Belt - Fan & Alt.; W/60A, 

100A. Alt. (1969-1964). 

Belt - Fan & Alt.; W/O 60A., 

100A. Alt. (1969-1964). 

Belt - P.S. 

Belt - A.C.; (1978-1973). 

Belt - A.C.; (1972-1970). 

Belt - Air Brake Compr.; 

(1978-1970). 

Belt - Air Brake Compr.; W/O 

P.T.O. (1969-1964). 

Belt - Air Brake Compr.; 

W/P.T.O. (1969-1964). 

Belt - A.P.; (1978-1973). 

Belt - A.P.; (1972-1970). 


C9PZ8620FK TR28480 


©♦49447HD 

C9PZ8620CB ©449463HD 


C9PZ8620BV 

©49440HD 

C9PZ8620CB 

©449463HD 

C9PZ8620BV 

©49440HD 

C9PZ8620CF 

©449476HD 

C9PZ8620CB 

C9PZ8620BM 

D5PZ8620W 

C9PZ8620BH 

©449463HD 

49400HD 

49360HD 

49370HD 

C9PZ8620CM 

49520HD 

C9PZ8620CM 

49520HD 

C9PZ8620GC 

D4PZ8620C 

C9PZ8620FY 

49550HD 

7348 

7455 

C9PZ8620FK 

TR28480 


©449447HD 

C9PZ8620CB 

©449463HD 

C9PZ8620BV 

©49440HD 

C9PZ8620CB 

©449463HD 

C9PZ8620BV 

©49440HD 

C9PZ8620CF 

©449476HD 

C9PZ8620CB 

C9PZ8620BM 

D5PZ8620W 

C9PZ8620BH 

©449463HD 

49400HD 

49360HD 

49370HD 

C9PZ8620CM 

49520HD 

C9PZ8620CM 

49520HD 

C9PZ8620GC 

D4PZ8620C 

C9PZ8620FY 

49550HD 

7348 

7455 


T700; T750 

1978-1964 

Belt - Fan; W/High Mount 

Fan (1969-1964). 

Belt - Fan & Alt.; W/40A, 
42A., 55A., 60A., 61A. Alt. 

(1978-1973). 

Belt - Fan & Alt.; W/70A, 
90A., 105A. Alt.; W/Noise 

Restriction (1978-1973). 

Belt - Fan & Alt.; W/70A, 
90A., 105A. Alt.; W/O Noise 

Restriction (1978-1973). 

Belt - Fan & Alt.; W/105A. 

Alt. (1972-1970). 

Belt - Fan & Alt.; W/42A, 
55A., 61 A., 65A. Alt. 

(1972-1970). 

Belt - Fan & Alt.; W/60A, 

100A. Alt. (1969-1964). 

Belt - Fan & Alt.; W/O 60A., 

100A. Alt. (1969-1964). 

Belt - P.S. 

Belt - A.C.; (1978-1973). 

Belt - A.C.; (1972-1970). 

Belt - Air Brake Compr.; 

(1978-1970). 

Belt - Air Brake Compr.; W/O 

P.T.O. (1969-1964). 

Belt - Air Brake Compr.; 

W/P.T.O. (1969-1964). 

Belt - A.P.; (1978-1973). 

Belt - A.P.; (1972-1970). 

T800 

1978-1964 

Belt - Fan; W/High Mount 

Fan (1969-1964). 

Belt - Fan & Alt.; W/40A, 
42A., 55A., 60A., 61A. Alt. 

(1978-1973). 

Belt - Fan & Alt.; W/70A, 
90A., 105A. Alt.; W/Noise 

Restriction (1978-1973). 

Belt - Fan & Alt.; W/70A, 
90A., 105A. Alt.; W/O Noise 

Restriction (1978-1973). 

Belt - Fan & Alt.; W/105A. 

Alt. (1972-1970). 

Belt - Fan & Alt.; W/42A, 
55A., 61 A., 65A. Alt. 

(1972-1970). 

Belt - Fan & Alt.; W/60A, 

100A. Alt. (1969-1964). 

Belt - Fan & Alt.; W/O 60A., 

100A. Alt. (1969-1964). 

Belt - P.S. 

Belt - A.C.; (1978-1973). 

Belt - A.C.; (1972-1970). 

Belt - Air Brake Compr.; 

(1978-1970). 

Belt - Air Brake Compr.; W/O 

P.T.O. (1969-1964). 

Belt - Air Brake Compr.; 

W/P.T.O. (1969-1964). 

Belt - A.P.; (1978-1973). 


C9PZ8620FK TR28480 


©♦49447HD 


C9PZ8620CB 

©449463HD 

C9PZ8620BV 

©49440HD 

C9PZ8620CB 

©449463HD 

C9PZ8620BV 

©49440HD 

C9PZ8620CF 

©449476HD 

C9PZ8620CB 

C9PZ8620BM 

D5PZ8620W 

C9PZ8620BH 

©449463HD 

49400HD 

49360HD 

49370HD 

C9PZ8620CM 

49520HD 

C9PZ8620CM 

49520HD 

C9PZ8620GC 

D4PZ8620C 

C9PZ8620FY 

49550HD 

7348 

7455 

C9PZ8620FK 

TR28480 


©449447HD 

C9PZ8620CB 

©449463HD 

C9PZ8620BV 

©49440HD 

C9PZ8620CB 

©449463HD 

C9PZ8620BV 

©49440HD 

C9PZ8620CF 

©449476HD 

C9PZ8620CB 

C9PZ8620BM 

D5PZ8620W 

C9PZ8620BH 

©449463HD 

49400HD 

49360HD 

49370HD 

C9PZ8620CM 

49520HD 

C9PZ8620CM 

49520HD 

C9PZ8620GC 

D4PZ8620C 

49550HD 

7348 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durlon ® Silicone Hose Recommended. 
V Use Notched Belt Only. 

Cut To Fit. 


o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

FORD - Continued 


Gates No. 


Application 

FORD - Continued 


Mfr. Part No. 


Gates No. 


FORD V-8 389 ENG.; FORD V-8 391 
ENG. - Continued 


T800 - Continued 
1978-1964 - Continued 

Belt - A.P.; (1972-1970).C9PZ8620FY 

Hose - Upper - Eng. To Pipe; (1969-1964). 
Hose - Upper - Pipe To Rad.; (1969-1964). 
Hose - Lower; (1969-1964). 


T850 

1978-1964 

Belt - Fan; W/High Mount 

Fan (1969-1964).C9PZ8620FK 

Belt - Fan & Alt.; W/40A, 

42A., 55A., 60A., 61A. Alt. 

(1978-1973). 

Belt - Fan & Alt.; W/70A, 

90A., 105A. Alt.; W/Noise 

Restriction (1978-1973).C9PZ8620CB 

Belt - Fan & Alt.; W/70A, 

90A., 105A. Alt.; W/O Noise 

Restriction (1978-1973).C9PZ8620BV 

Belt - Fan & Alt.; W/105A. 

Alt. (1972-1970).C9PZ8620CB 

Belt - Fan & Alt.; W/42A, 

55A., 61 A., 65A. Alt. 

(1972-1970).C9PZ8620BV 

Belt - Fan & Alt.; W/60A, 

100A. Alt. (1969-1964).C9PZ8620CF 

Belt - Fan & Alt.; W/O 60A., 

100A. Alt. (1969-1964).C9PZ8620CB 

Belt - P.S.C9PZ8620BM 

Belt - A.C.; (1978-1973). D5PZ8620W 

Belt - A.C.; (1972-1970).C9PZ8620BH 

Belt - Air Brake Compr.; 

(1978-1970).C9PZ8620CM 

Belt - Air Brake Compr.; W/O 

P.T.O. (1969-1964).C9PZ8620CM 

Belt - Air Brake Compr.; 

W/P.T.O. (1969-1964).C9PZ8620GC 

Belt - A.P.; (1978-1973). D4PZ8620C 

Belt - A.P.; (1972-1970).C9PZ8620FY 


7455 
26507 
1 3/4” I.D. 
20685 
or 26507 


TR28480 

©449447HD 

2>*9463HD 

©49440HD 

©449463HD 


©49440HD 

©449476HD 

©449463HD 

49400HD 

49360HD 

49370HD 

49520HD 

49520HD 

49550HD 

7348 

7455 


FORD V-8 401 ENG. 

C850; C900; C950; Cl000; Cl 100; CT850; CT950 

1979-1957 


Belt - W.P. & Alt.; 

(1979-1978). 

Belt - W.P. & Alt.; W/105A. 

Alt. (1977-1973). 

Belt - W.P. & Alt.; W/70A. Alt. 

(1977-1973). 

Belt - W.P. & Alt.; 

(1972-1961). 

Belt - W.P. & Alt.; 

(1960-1958). 

Belt - W.P. & Gen.; 

(1960-1958). 

Belt - P.S.; (1979-1978). 

Belt - P.S.; Ser. No. B100000 

& Before (1977-1973). 

Belt - P.S.; Ser. No. B10001 

& After (1977-1973). 

Belt - P.S.; (1972-1961). 

Belt - P.S.; (1960-1958). 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1979-1973). 

Belt - Air Brake Compr.; 

W/400 Air Brake Compr. 

(1979-1973). 

Belt - Air Brake Compr.; 

(1972-1958). 

Belt - A.P.; (1976-1975). 

Hose - Upper - Eng. To Pipe.. 
Hose - Upper - Pipe To Rad... 


D5HE8620BA ©449640HD 


C9PZ8620EU 

©TR22625 

C9PZ8620EU 

TR22625 

C2TE8620AB 

TR24638 

EDL8620D 

TR24562 

D4HE8620BA 

TR22578 
©49412HD 

D4HE8620BA 

49412HD 

D4HE8620BA 

C6TE8620A 

C3TE8620N 

©49412HD 
49412HD 
49400HD 


49415HD 

D4HE8620AA 

49405HD 

C7AE8620D 

49430HD 

49525HD 

20369 


2 1/4” I.D. 


FORD V-8 401 ENG. - Continued 

C850; C900; C950; Cl000; Cl 100; CT850; CT950 

- Continued 


1979-1957 - Continued 

Hose - Lower - Eng. To Pipe; Ser. No. 

W00001 & After. 21116 

Hose - Lower - Pipe To Rad.; Ser. No. 

W00001 & After. 21116 

Hose - Lower - Pipe To Rad.; W/Auto. 

Trans.; Ser. No. W00000 & Before. 20682 

Hose - Lower - Pipe To Rad.; W/Man. 

Trans.; Ser. No. W00000 & Before. 2 5/8” I.D. 

Hose - By Pass. 1 1/4” I.D. 

Hose - Heater. 5/8” I.D. 


F750; F800; F850; F880; F950; FI 000; F1100 

1979-1958 

Belt - Fan & Alt.; W/Calif. 

Emission System 

(1979-1974). D5HE8620BA ©449640HD 

Belt - Fan & Alt.; W/O Calif. 

Emission System 

(1979-1974).C9PZ8620DL 

Belt - Fan & Alt.; (1966-1961) C2TE8620AB 
Belt - Fan & Alt.; (1960-1958) EDL8620D 
Belt - Fan & Gen- 


Belt - A.P.; (1979-1974). 

Hose - Upper; (1979-1974). 

Hose - Upper - Eng. To Pipe; (1966-1958). 
Hose - Upper - Pipe To Rad.; (1966-1958). 
Hose - Lower - Eng. To Pipe; Ser. No. 

W00001 & After (1979-1974). 

Hose - Lower - Pipe To Rad.; Ser. No. 

W00001 & After (1979-1974). 

Hose - Lower - Pipe To Rad.; (1966-1961). 
Hose - By Pass; Ser. No. C85000 & Be¬ 
fore (1979-1974). 

Hose - By Pass; Ser. No. C85001 & After 

(1979-1974). 

Hose - By Pass; (1966-1958). 

Hose - Heater; (1979-1974). 

Hose - Heater; (1966-1958). 

H950; HI 000; HT850; HT950 

1966-1961 


©449650HD 

@TR24638 

@TR24562 


(1960-1958). 

Belt - P.S.; (1979-1974). 

EDL8620A 

D2TE8620BTA 

TR22578 
49412HD 

Belt - P.S.; (1966-1961). 

C2TE8620G 

49412HD 

Belt - P.S.; (1960-1958). 

5750607 

49400HD 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1979-1974). 

C9PZ8620BN 

49405HD 

Belt - Air Brake Compr.; 
W/400 Air Brake Compr. 
(1979-1974). 

C9PZ8620BR 

49415HD 

Belt - Air Brake Compr.; 
(1966-1958). 

EDL2890A 

49430HD 


4951OHD 
21299 
20369 
^20397 

21116 

-=20530 

20682 

1 1/4” I.D. 

21258 
1 1/4” I.D. 
5/8” I.D. 
5/8” I.D. 


Belt - Fan & Alt. C2TE8620B 

Belt - P.S. C2TE8620G 

Belt - Air Brake Compr.C2TE8620S 


Hose - Upper - Eng. To Pipe 
Hose - Upper - Pipe To Rad. 
Hose - By Pass. 

L800 


©TR20619 
49412HD 
49430HD 
20369 
2 1/4” I.D. 
1 1/4” I.D. 


1979-1970 

Belt - Fan & Alt.; W/Fan 

Clutch (1979-1978). D5HA8620BA ©449640HD 

Belt - Fan & Alt.; W/O Fan 

Clutch (1979-1978).C9PZ8620DL ©449650HD 

Belt - Fan & Alt.; Ser. No. 

Q40000 & Before 

(1977-1973).C9PZ8620GE ©TR22657 

Belt - Fan & Alt.; W/Fan 
Clutch; Ser. No. Q40001 & 

After (1977-1973).C9PZ8620FZ ©449640HD 

Belt - Fan & Alt.; W/O Fan 
Clutch; Ser. No. Q40001 & 

After (1977-1973). ©449650HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

•*” Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

^ Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

FORD - Continued 

FORD V-8 401 ENG. - Continued 

L800 - Continued 
1979-1970 - Continued 

Belt - Fan & Alt.; (1972-1970) C9PZ8620GE TR22657 

Belt - P.S.; (1979-1973). D2TE8620BDA ©49600HD 

Belt - P.S.; (1972-1970). 49600HD 

Belt - A.C.; W/Fan Clutch 

(1979-1974).C9PZ8620CD 49480HD 

Belt - A.C.; W/O Fan Clutch 

(1979-1974).C9PZ8620GD 49500HD 

Belt - A.C.; (1973).C9PZ8620DL 49650HD 

Belt - A.C.; (1972-1970).C9PZ8620GD 49500HD 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1979-1978). D5TE8620BDA *9415HD 

Belt - Air Brake Compr.; 

W/400 Air Brake Compr. 

(1979-1975).C9PZ8620BN 49405HD 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1977-1975). 49412HD 

Belt - Air Brake Compr.; 

(1974-1970). 49476HD 

Belt - A.P.; (1979-1978).C9PZ8620BE 49350HD 

Belt - A.P.; (1977-1973).C9PZ8620BH 49370HD 

Flose - Upper; W/Single Flose (1979-1972). 21101 

Flose - Upper - Eng. To Pipe; (1979-1972). 21299 

Flose - Upper - Pipe To Rad.; (1979-1972). ^21194 

Flose - Lower - Eng. To Pipe; (1979-1972). 21038 

Flose - Lower - Pipe To Rad.; (1979-1972). 20960(A) 

Hose - By Pass; (1979-1972). 21258 

Hose - Heater; Molded Hose (1979-1972)... ^<20338 

Hose - Heater Inlet; Strt. Hose 

(1979-1972). 3/4” I.D. 

Hose - Heater Outlet; Strt. Hose 
(1979-1972). 5/8” I.D. 

L880 

1979-1970 

Belt - Fan & Alt.; W/Fan 

Clutch (1979-1978). D5HA8620BA ©449640HD 

Belt - Fan & Alt.; W/O Fan 

Clutch (1979-1978). C9PZ8620DL ©449650HD 

Belt - Fan & Alt.; Ser. No. 

Q40000 & Before 

(1977-1973).C9PZ8620GE ©TR22657 

Belt - Fan & Alt.; W/Fan 
Clutch; Ser. No. Q40001 & 

After (1977-1973).C9PZ8620FZ ©449640HD 

Belt - Fan & Alt.; W/O Fan 
Clutch; Ser. No. Q40001 & 

After (1977-1973). ©449650HD 

Belt - Fan & Alt.; (1972-1970) C9PZ8620GE TR22657 

Belt - P.S.; (1979-1973). D2TE8620BDA ©49600HD 

Belt - P.S.; (1972-1970). 49600HD 

Belt - A.C.; W/Fan Clutch 

(1979-1974).C9PZ8620CD 49480HD 

Belt - A.C.; W/O Fan Clutch 

(1979-1974).C9PZ8620GD 49500HD 

Belt - A.C.; (1973).C9PZ8620DL 49650HD 

Belt - A.C.; (1972-1970).C9PZ8620GD 49500HD 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1979-1978). D5TE8620BDA 49415HD 

Belt - Air Brake Compr.; 

W/400 Air Brake Compr. 

(1979-1975).C9PZ8620BN 49405HD 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1977-1975). 49412HD 

Belt - Air Brake Compr.; 

(1974-1970). 49476HD 

Belt - A.P.; (1979-1978).C9PZ8620BE 49350HD 

Belt - A.P.; (1977-1973).C9PZ8620BH 49370HD 

L900 

1979-1971 

Belt - Fan & Alt.; W/Fan 

Clutch (1979-1978). D9PZ8620EA ©449640HD 

Belt - Fan & Alt.; W/O Fan 

Clutch (1979-1978).C9PZ8620DL ©449650HD 


Application Mfr. Part No. Gates No. 

FORD - Continued 

FORD V-8 401 ENG. - Continued 

L900 - Continued 
1979-1971 - Continued 
Belt - Fan & Alt.; W/Fan 

Clutch (1977-1973). D3PZ8620E ©TR22648 

Belt - Fan & Alt.; W/O Fan 

Clutch (1977-1973). ©TR22657 

Belt - Fan & Alt.; W/65A, 

85A. Alt. (1972-1971). D0TE8620C ©TR22657 

Belt - P.S.C9PZ8620GT ©49600HD 

Belt - A.C.; (1979-1978).C9PZ8620CD 49480HD 

Belt - A.C.; W/Fan Clutch 

(1977-1973).C9PZ8620CD 49480HD 

Belt - A.C.; W/O Fan Clutch 

(1977-1973).C9PZ8620GD 49500HD 

Belt - A.C.; (1972-1971).C9PZ8620GD 49500HD 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1979-1975).C9PZ8620BR 49415HD 

Belt - Air Brake Compr.; 

W/400 Air Brake Compr. 

(1979-1975).C9PZ8620BN 49405HD 

Belt - Air Brake Compr.; 

(1974-1973). D0TE8620D 49480HD 

Belt - A.P.; (1977).C9PZ8620BK 49385HD 

Belt - A.P.; (1976-1973).C9PZ8620BE 49350HD 

Hose - Upper; W/Single Hose (1979-1972). 21101 

Hose - Upper - Eng. To Pipe; (1979-1972). 21299 

Hose - Upper - Pipe To Rad.; (1979-1972). 2^21194 

Hose - Lower - Eng. To Pipe; (1979-1972). 21038 

Hose - Lower - Pipe To Rad.; (1979-1972). 20960(A) 

Hose - By Pass; (1979-1972). 21258 

Hose - Heater; Molded Hose (1979-1972)... s-^20338 

Hose - Heater Inlet; Strt. Hose 

(1979-1972). 3/4” I.D. 

Hose - Heater Outlet; Strt. Hose 
(1979-1972). 5/8” I.D. 

LN800 

1979-1970 

Belt - Fan & Alt.; W/Fan 

Clutch (1979-1978). D5HA8620BA ©449640HD 

Belt - Fan & Alt.; W/O Fan 

Clutch (1979-1978).C9PZ8620DL ©449650HD 

Belt - Fan & Alt.; Ser. No. 

Q40000 & Before 

(1977-1973).C9PZ8620GE ©TR22657 

Belt - Fan & Alt.; W/Fan 
Clutch; Ser. No. Q40001 & 

After (1977-1973).C9PZ8620FZ ©449640HD 

Belt - Fan & Alt.; W/O Fan 
Clutch; Ser. No. Q40001 & 

After (1977-1973). ©449650HD 

Belt - Fan & Alt.; (1972-1970) C9PZ8620GE TR22657 

Belt - P.S.; (1979-1973). D2TE8620BDA ©49600HD 

Belt-P.S.; (1972-1970). 49600HD 

Belt - A.C.; W/Fan Clutch 

(1979-1974).C9PZ8620CD 49480HD 

Belt - A.C.; W/O Fan Clutch 

(1979-1974).C9PZ8620GD 49500HD 

Belt - A.C.; (1973).C9PZ8620DL 49650HD 

Belt - A.C.; (1972-1970).C9PZ8620GD 49500HD 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1979-1978). D5TE8620BDA 49415HD 

Belt - Air Brake Compr.; 

W/400 Air Brake Compr. 

(1979-1975).C9PZ8620BN 49405HD 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1977-1975). 49412HD 

Belt - Air Brake Compr.; 

(1974-1970). 49476HD 

Belt - A.P.; (1979-1978).C9PZ8620BE 49350HD 

Belt - A.P.; (1977-1973).C9PZ8620BH 49370HD 

Hose - Upper; W/Single Hose (1979-1972). 21101 

Hose - Upper - Eng. To Pipe; (1979-1972). 21299 

Hose - Upper - Pipe To Rad.; (1979-1972). s<21194 

Hose - Lower - Eng. To Pipe; (1979-1972). 21038 

Hose - Lower - Pipe To Rad.; (1979-1972). 20960(A) 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. Gates No. 


FORD - Continued 

FORD V-8 401 ENG. - Continued 

LN800 - Continued 
1979-1970 - Continued 

Hose - By Pass; (1979-1972). 21258 

Hose - Heater; Molded Hose (1979-1972)... ^<20338 

Hose - Heater Inlet; Strt. Hose 

(1979-1972). 3/4" I.D. 

Hose - Heater Outlet; Strt. Hose 
(1979-1972). 5/8" I.D. 

LN900 

1979-1971 

Belt - Fan & Alt.; W/Fan 

Clutch (1979-1978). D9PZ8620EA @**9640HD 

Belt - Fan & Alt.; W/O Fan 

Clutch (1979-1978).C9PZ8620DL ©**9650HD 

Belt - Fan & Alt.; W/Fan 

Clutch (1977-1973). D3PZ8620E ©TR22648 

Belt - Fan & Alt.; W/O Fan 

Clutch (1977-1973). ©TR22657 

Belt - Fan & Alt.; W/65A, 

85A. Alt. (1972-1971). D0TE8620C ©TR22657 

Belt - P.S.C9PZ8620GT *9600HD 

Belt - A.C.; (1979-1978).C9PZ8620CD *9480HD 

Belt - A.C.; W/Fan Clutch 

(1977-1973).C9PZ8620CD *9480HD 

Belt - A.C.; W/O Fan Clutch 

(1977-1973).C9PZ8620GD *9500HD 

Belt - A.C.; (1972-1971).C9PZ8620GD *9500HD 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1979-1975).C9PZ8620BR *9415HD 

Belt - Air Brake Compr.; 

W/400 Air Brake Compr. 

(1979-1975).C9PZ8620BN *9405HD 

Belt - Air Brake Compr.; 

(1974-1973). D0TE8620D *9480HD 

Belt - A.P.: (1977).C9PZ8620BK *9385HD 

Belt - A.P.; (1976-1973).C9PZ8620BE *9350HD 

Hose - Upper; W/Single Hose (1979-1972). 21101 

Hose - Upper - Eng. To Pipe; (1979-1972). 21299 

Hose - Upper - Pipe To Rad.; (1979-1972). s<21194 

Hose - Lower - Eng. To Pipe; (1979-1972). 21038 

Hose - Lower - Pipe To Rad.; (1979-1972). 20960(A) 

Hose - By Pass; (1979-1972). 21258 

Hose - Heater; Molded Hose (1979-1972)... s-^20338 

Hose - Heater Inlet; Strt. Hose 

(1979-1972). 3/4" I.D. 

Hose - Heater Outlet; Strt. Hose 
(1979-1972). 5/8" I.D. 

LNT800 

1979-1972 

Hose - Upper; W/Single Hose. 21101 

Hose - Upper - Eng. To Pipe. 21299 

Hose - Upper - Pipe To Rad. s<21194 

Hose - Lower - Eng. To Pipe. 21038 

Hose - Lower - Pipe To Rad. 20960(A) 

Hose - By Pass. 21258 

Hose - Heater; Molded Hose. ^20338 

Hose - Heater Inlet; Strt. Hose. 3/4" I.D. 

Hose - Heater Outlet; Strt. Hose. 5/8" I.D. 

LNT880 

1979-1970 

Belt - Fan & Alt.; W/Fan 

Clutch (1979-1978). D5HA8620BA @**9640HD 

Belt - Fan & Alt.; W/O Fan 

Clutch (1979-1978).C9PZ8620DL ©**9650HD 

Belt - Fan & Alt.; Ser. No. 

040000 & Before 

(1977-1973).C9PZ8620GE ©TR22657 

Belt - Fan & Alt.; W/Fan 
Clutch; Ser. No. Q40001 & 

After (1977-1973).C9PZ8620FZ ©**9640HD 

Belt - Fan & Alt.; W/O Fan 
Clutch; Ser. No. 040001 & 

After (1977-1973). ©**9650HD 

Belt - Fan & Alt.; (1972-1970) C9PZ8620GE TR22657 


Application 

Mfr. Part No. 

Gates N 

FORD - Continued 


FORD V-8 401 ENG 

. - Continued 

LNT880 - Continued 
1979-1970 - Continued 

Belt - P.S.; (1979-1973). 

D2TE8620BDA 

©*9600HD 

Belt - P.S.; (1972-1970). 


*9600HD 

Belt - A.C.; W/Fan Clutch 
(1979-1974). 

C9PZ8620CD 

*9480HD 

Belt - A.C.; W/O Fan Clutch 
(1979-1974). 

C9PZ8620GD 

*9500HD 

Belt - A.C.; (1973). 

C9PZ8620DL 

*9650HD 

Belt - A.C.; (1972-1970). 

C9PZ8620GD 

*9500HD 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1979-1978). 

D5TE8620BDA 

*9415HD 

Belt - Air Brake Compr.; 

W/400 Air Brake Compr. 
(1979-1975). 

C9PZ8620BN 

*9405HD 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1977-1975). 


*9412HD 

Belt - Air Brake Compr.; 
(1974-1970). 


*9476HD 

Belt - A.P.; (1979-1978). 

C9PZ8620BE 

*9350HD 

Belt - A.P.; (1977-1973). 

C9PZ8620BH 

*9370HD 

Hose - Upper; W/Single Hose (1979-1972). 

21101 

Hose - Upper - Eng. To Pipe; (1979-1972). 

21299 


Hose - Upper - Pipe To Rad.; (1979-1972). ^21194 

Hose - Lower - Eng. To Pipe; (1979-1972). 21038 

Hose - Lower - Pipe To Rad.; (1979-1972). 20960(A) 

Hose - By Pass; (1979-1972). 21258 

Hose - Heater; Molded Hose (1979-1972)... s-^20338 

Hose - Heater Inlet; Strt. Hose 

(1979-1972). 3/4” I.D. 

Hose - Heater Outlet; Strt. Hose 
(1979-1972). 5/8” I.D. 

LNT900 


1979-1971 

Belt - Fan & Alt.; W/Fan 

Clutch (1979-1978). D9PZ8620EA 

Belt - Fan & Alt.; W/O Fan 

Clutch (1979-1978).C9PZ8620DL 

Belt - Fan & Alt.; W/Fan 

Clutch (1977-1973). D3PZ8620E 

Belt - Fan & Alt.; W/O Fan 

Clutch (1977-1973). 

Belt - Fan & Alt.; W/65A, 

85A. Alt. (1972-1971). D0TE8620C 

Belt - P.S.C9PZ8620GT 

Belt - A.C.; (1979-1978).C9PZ8620CD 

Belt - A.C.; W/Fan Clutch 

(1977-1973).C9PZ8620CD 

Belt - A.C.; W/O Fan Clutch 

(1977-1973).C9PZ8620GD 

Belt - A.C.; (1972-1971).C9PZ8620GD 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1979-1975).C9PZ8620BR 

Belt - Air Brake Compr.; 

W/400 Air Brake Compr. 

(1979-1975).C9PZ8620BN 

Belt - Air Brake Compr.; 

(1974-1973). D0TE8620D 

Belt - A.P.; (1977).C9PZ8620BK 

Belt - A.P.; (1976-1973).C9PZ8620BE 


Hose - Upper; W/Single Hose (1979-1972). 
Hose - Upper - Eng. To Pipe; (1979-1972). 
Hose - Upper - Pipe To Rad.; (1979-1972). 
Hose - Lower - Eng. To Pipe; (1979-1972). 
Hose - Lower - Pipe To Rad.; (1979-1972). 

Hose - By Pass; (1979-1972). 

Hose - Heater; Molded Hose (1979-1972)... 
Hose - Heater Inlet; Strt. Hose 

(1979-1972). 

Hose - Heater Outlet; Strt. Hose 
(1979-1972). 


©**9640HD 

©**9650HD 

©TR22648 

©TR22657 

©TR22657 

@*9600HD 

*9480HD 

*9480HD 

*9500HD 

*9500HD 

*9415HD 


*9405HD 

*9480HD 

*9385HD 

*9350HD 

21101 

21299 

^21194 

21038 

20960(A) 

21258 

^20338 

3/4” I.D. 

5/8” I.D. 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

Cut To Fit. * Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

FORD - Continued 

FORD V-8 401 ENG. - Continued 

LT800; LT880 

1979-1970 

Belt - Fan & Alt.; W/Fan 

Clutch (1979-1978). D5HA8620BA ©449640HD 

Belt - Fan & Alt.; W/O Fan 

Clutch (1979-1978).C9PZ8620DL ©449650HD 

Belt - Fan & Alt.; Ser. No. 

Q40000 & Before 

(1977-1973).C9PZ8620GE ©TR22657 

Belt - Fan & Alt.; W/Fan 
Clutch; Ser. No. Q40001 & 

After (1977-1973).C9PZ8620FZ ©449640HD 

Belt - Fan & Alt.; W/O Fan 
Clutch; Ser. No. Q40001 & 

After (1977-1973). .'449650HD 

Belt - Fan & Alt.; (1972-1970) C9PZ8620GE TR22657 

Belt - P.S.; (1979-1973). D2TE8620BDA ©49600HD 

Belt-P.S.; (1972-1970). 49600HD 

Belt - A.C.; W/Fan Clutch 

(1979-1974).C9PZ8620CD 49480HD 

Belt - A.C.; W/O Fan Clutch 

(1979-1974).C9PZ8620GD 49500HD 

Belt - A.C.; (1973).C9PZ8620DL 49650HD 

Belt - A.C.; (1972-1970).C9PZ8620GD 49500HD 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1979-1978). D5TE8620BDA *9415HD 

Belt - Air Brake Compr.; 

W/400 Air Brake Compr. 

(1979-1975).C9PZ8620BN 49405HD 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1977-1975). *9412HD 

Belt - Air Brake Compr.; 

(1974-1970). 49476HD 

Belt - A.P.; (1979-1978).C9PZ8620BE 49350HD 

Belt - A.P.; (1977-1973).C9PZ8620BH 49370HD 

Flose - Upper; W/Single Flose (1979-1972). 21101 

Flose - Upper - Eng. To Pipe; (1979-1972). 21299 

Flose - Upper - Pipe To Rad.; (1979-1972). ^21194 

Flose - Lower - Eng. To Pipe; (1979-1972). 21038 

Flose - Lower - Pipe To Rad.; (1979-1972). 20960(A) 

Hose - By Pass; (1979-1972). 21258 

Hose - Heater; Molded Hose (1979-1972)... s-^20338 

Hose - Heater Inlet; Strt. Hose 

(1979-1972). 3/4” I.D. 

Hose - Heater Outlet; Strt. Hose 
(1979-1972). 5/8” I.D. 

LT900 

1979-1971 

Belt - Fan & Alt.; W/Fan 

Clutch (1979-1978). D9PZ8620EA ©449640HD 

Belt - Fan & Alt.; W/O Fan 

Clutch (1979-1978).C9PZ8620DL ©449650HD 

Belt - Fan & Alt.; W/Fan 

Clutch (1977-1973). D3PZ8620E ©TR22648 

Belt - Fan & Alt.; W/O Fan 

Clutch (1977-1973). ©TR22657 

Belt - Fan & Alt.; W/65A, 

85A. Alt. (1972-1971). D0TE8620C ©TR22657 

Belt - P.S.C9PZ8620GT ©49600HD 

Belt - A.C.; (1979-1978).C9PZ8620CD 49480HD 

Belt - A.C.; W/Fan Clutch 

(1977-1973).C9PZ8620CD 49480HD 

Belt - A.C.; W/O Fan Clutch 

(1977-1973).C9PZ8620GD 49500HD 

Belt - A.C.; (1972-1971).C9PZ8620GD 49500HD 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1979-1975).C9PZ8620BR *9415HD 

Belt - Air Brake Compr.; 

W/400 Air Brake Compr. 

(1979-1975).C9PZ8620BN 49405HD 

Belt - Air Brake Compr.; 

(1974-1973). D0TE8620D 49480HD 

Belt - A.P.: (1977).C9PZ8620BK 49385HD 

Belt - A.P.; (1976-1973).C9PZ8620BE 49350HD 

Hose - Upper; W/Single Hose (1979-1972). 21101 


Application Mfr. Part No. Gates No. 

FORD - Continued 

FORD V-8 401 ENG. - Continued 

LT900 - Continued 

1979-1971 - Continued 

Hose - Upper - Eng. To Pipe; (1979-1972). 21299 

Hose - Upper - Pipe To Rad.; (1979-1972). s<21194 

Hose - Lower - Eng. To Pipe; (1979-1972). 21038 

Hose - Lower - Pipe To Rad.; (1979-1972). 20960(A) 

Hose - By Pass; (1979-1972). 21258 

Hose - Heater; Molded Hose (1979-1972)... s-^20338 

Hose - Heater Inlet; Strt. Hose 

(1979-1972). 3/4” I.D. 

Hose - Heater Outlet; Strt. Hose 
(1979-1972). 5/8” I.D. 

LTS800 

1979-1970 

Belt - Fan & Alt.; W/Fan 

Clutch (1979-1978). D5HA8620BA ©449640HD 

Belt - Fan & Alt.; W/O Fan 

Clutch (1979-1978).C9PZ8620DL ©449650HD 

Belt - Fan & Alt.; Ser. No. 

Q40000 & Before 

(1977-1973).C9PZ8620GE ©TR22657 

Belt - Fan & Alt.; W/Fan 
Clutch; Ser. No. Q40001 & 

After (1977-1973).C9PZ8620FZ ©449640HD 

Belt - Fan & Alt.; W/O Fan 
Clutch; Ser. No. Q40001 & 

After (1977-1973). J 449650HD 

Belt - Fan & Alt.; (1972-1970) C9PZ8620GE TR22657 

Belt - P.S.; (1979-1973). D2TE8620BDA ©49600HD 

Belt - P.S.; (1972-1970). 49600HD 

Belt - A.C.; W/Fan Clutch 

(1979-1974).C9PZ8620CD 49480HD 

Belt - A.C.; W/O Fan Clutch 

(1979-1974).C9PZ8620GD 49500HD 

Belt - A.C.; (1973).C9PZ8620DL 49650HD 

Belt - A.C.; (1972-1970).C9PZ8620GD 49500HD 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1979-1978). D5TE8620BDA 49415HD 

Belt - Air Brake Compr.; 

W/400 Air Brake Compr. 

(1979-1975).C9PZ8620BN 49405HD 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1977-1975). 49412HD 

Belt - Air Brake Compr.; 

(1974-1970). 49476HD 

Belt - A.P.; (1979-1978).C9PZ8620BE 49350HD 

Belt - A.P.: (1977-1973).C9PZ8620BH 49370HD 

LTS900 

1979-1971 

Belt - Fan & Alt.; W/Fan 

Clutch (1979-1978). D9PZ8620EA ©449640HD 

Belt - Fan & Alt.; W/O Fan 

Clutch (1979-1978).C9PZ8620DL ©449650HD 

Belt - Fan & Alt.; W/Fan 

Clutch (1977-1973). D3PZ8620E ©TR22648 

Belt - Fan & Alt.; W/O Fan 

Clutch (1977-1973). ©TR22657 

Belt - Fan & Alt.; W/65A, 

85A. Alt. (1972-1971). D0TE8620C ©TR22657 

Belt - P.S.C9PZ8620GT @49600HD 

Belt - A.C.; (1979-1978).C9PZ8620CD 49480HD 

Belt - A.C.; W/Fan Clutch 

(1977-1973).C9PZ8620CD 49480HD 

Belt - A.C.; W/O Fan Clutch 

(1977-1973).C9PZ8620GD 49500HD 

Belt - A.C.; (1972-1971).C9PZ8620GD 49500HD 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1979-1975).C9PZ8620BR 49415HD 

Belt - Air Brake Compr.; 

W/400 Air Brake Compr. 

(1979-1975).C9PZ8620BN 49405HD 

Belt - Air Brake Compr.; 

(1974-1973). D0TE8620D 49480HD 

Belt - A.P.: (1977).C9PZ8620BK 49385HD 

Belt - A.P.; (1976-1973).C9PZ8620BE 49350HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


FORD - Continued 

FORD V-8 401 ENG. - Continued 


LTS900 - Continued 
1979-1971 - Continued 
Hose - Upper; W/Single Hose (1979-1972). 


Hose - Upper - Eng. To Pipe; (1979-1972). 
Hose - Upper - Pipe To Rad.; (1979-1972). 
Hose - Lower - Eng. To Pipe; (1979-1972). 
Hose - Lower - Pipe To Rad.; (1979-1972). 

Hose - By Pass; (1979-1972). 

Hose - Heater; Molded Hose (1979-1972)... 
Hose - Heater Inlet; Strt. Hose 

(1979-1972). 

Hose - Heater Outlet; Strt. Hose 
(1979-1972). 

N850; N950; N1000; Nil00; NT850; 

1969-1961 

Belt - Fan & Alt. C2TE8620AB 

Belt - P.S. C6TE8620A 

Belt - Air Brake Compr. 

T750 

1979-1961 

Belt - Fan & Alt.; W/Fan 

Clutch (1979-1978). 

Belt - Fan & Alt.; W/O Fan 

Clutch (1979-1978). 

Belt - Fan & Alt.; (1969-1961) 

Belt - P.S.; (1979-1978). 

Belt - P.S.; (1969-1961). 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1979-1978). 

Belt - Air Brake Compr.; 

W/400 Air Brake Compr. 

(1979-1978). 

Belt - Air Brake Compr.; 

(1969-1961). 

Belt - A.P.; W/7 1/4" Pulley 

(1979-1978). 

Belt - A.P.; W/7 7/8" Pulley 
(1979-1978). 

T800 

1979-1978 

Belt - Fan & Alt.; W/Fan 

Clutch. 

Belt - Fan & Alt.; W/O Fan 

Clutch. 

Belt - P.S. 

Belt - Air Brake Compr.; Mod¬ 
el No. 501. 

Belt - Air Brake Compr.; 

W/400 Air Brake Compr. 

Belt - A.P.; W/7 1/4" Pulley.... 

Belt - A.P.: W/7 7/8" Pulley.... 

T850 

1979-1958 

Belt - Fan & Alt.; W/Fan 

Clutch (1979-1978). 

Belt - Fan & Alt.; W/O Fan 

Clutch (1979-1978). 

Belt - P.S.; (1979-1978). 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1979-1978). 

Belt - Air Brake Compr.; 

W/400 Air Brake Compr. 

(1979-1978). 

Belt - A.P.: W/7 1/4" Pulley 

(1979-1978). 

Belt - A.P.: W/7 7/8" Pulley 

(1979-1978). D2AE8620BRA 

Hose - Upper; (1979-1974). 

Hose - Upper - Eng. To Pipe; (1966-1958). 
Hose - Upper - Pipe To Rad.; (1966-1958). 
Hose - Lower - Eng. To Pipe; Ser. No. 
W00001 & After (1979-1974). 


21101 

21299 

=<21194 

21038 

20960(A) 

21258 

^20338 

3/4" I.D. 

5/8" I.D. 

NT950; NT1000 

©TR24638 
49412HD 
49430HD 


D9PZ8620EA 

©449640HD 

C9PZ8620DL 

C2TE8620AB 

D2TE8620BTA 

C6TE8620A 

©449650HD 
©TR24638 
49412HD 
49412HD 

C9PZ8620BR 

49415HD 

C9PZ8620BN 

49405HD 


49430HD 

D5HE8620CA 

49520HD 

D2AE8620BRA 

49525HD 

D9PZ8620EA 

©449640HD 

C9PZ8620DL 

D2TE8620BTA 

©449650HD 
49412HD 

C9PZ8620BR 

49415HD 

C9PZ8620BN 

D5HE8620CA 

D2AE8620BRA 

49405HD 

49520HD 

49525HD 

D9PZ8620EA 

©449640HD 

C9PZ8620DL 

D2TE8620BTA 

©449650HD 
49412HD 

C9PZ8620BR 

49415HD 

C9PZ8620BN 

49405HD 

D5HE8620CA 

49520HD 


49525HD 

21299 

20369 

^20397 

21116 


FORD - Continued 

FORD V-8 401 ENG. - Continued 

T850 - Continued 
1979-1958 - Continued 
Hose - Lower - Pipe To Rad.; Ser. No. 

W00001 & After (1979-1974). 

Hose - Lower - Pipe To Rad.; (1966-1961). 

Hose - By Pass; Ser. No. C85000 & Be¬ 
fore (1979-1974). 

Hose - By Pass; Ser. No. C85001 & After 

(1979-1974). 

Hose - By Pass; (1966-1958). 

Hose - Heater; (1979-1974). 

Hose - Heater; (1966-1958). 

T900 

1969-1961 

Belt - Fan & Alt. C2TE8620AB 

Belt - P.S. C6TE8620A 

Belt - Air Brake Compr. 

T950 

1979-1958 

Belt - Fan & Alt.; (1969-1961) C2TE8620AB 


-=20530 

20682 

1 1/4” I.D. 

21258 
1 1/4” I.D. 
5/8” I.D. 
5/8” I.D. 


©TR24638 
49412HD 
49430HD 


Belt - 

P.S.; (1969-1961). 

C6TE8620A 

Belt - 

Air Brake Compr.; 


(1969-1961).. 



Hose 

- Upper; 

(1979-1974). 


Hose 

- Upper ■ 

■ Eng. To Pipe; 

(1966-1958). 

Hose 

- Upper ■ 

■ Pipe To Rad.; 

(1966-1958). 

Hose 

- Lower • 

■ Enq. To Pipe; 

Ser. No. 

W00001 & After (1979-1974) 


Hose 

- Lower • 

■ Pipe To Rad.; 

Ser. No. 

W00001 & After (1979-1974) 


Hose 

- Lower ■ 

■ Pipe To Rad.; 

(1966-1961). 


©TR24638 
49412HD 


Hose - By Pass; Ser. No. C85000 & Be¬ 
fore (1979-1974). 

Hose - By Pass; Ser. No. C85001 & After 

(1979-1974). 

Hose - By Pass; (1966-1958). 

Hose - Heater; (1979-1974). 

Hose - Heater; (1966-1958). 


FORD V-8 7.0 L ENG. 

C700; C800 

1985-1980 

Belt - W.P. & Alt.; W/105A., 

130A. Alt.; W/O P.S.C9PZ8620CB 

Belt - W.P. & Alt.; W/105A., 

130A. Alt.; W/P.S.C9PZ8620CB 

Belt - W.P. & Alt.; W/40A., 

60A. Alt.; W/P.S. D2TE8620ABA 

Belt - W.P. & Alt.; W/70A., 

90A. Alt.; W/O P.S. D9PZ8620M 

Belt - W.P. & Alt.; W/70A., 

90A. Alt.; W/P.S. D9PZ8620M 

Belt - W.P. & Alt.; W/O 40A., 

60A. Alt.; W/O P.S.C9PZ8620BV 

Belt - W.P. & P.S. D2VE8620LA 

Belt - Air Brake Compr. & 

A.P. D9TE8620CB 

Belt - Hyd. Brake Boost 

Pump & A.P. E0TE8620KA 

Belt - A.P.; W/Dual A.P. 

Belt - A.P.; W/Single A.P.C9PZ8620BH 

Hose - Upper; W/Auto. Trans. 

Hose - Upper; W/Man. Trans.; W/Std. 

Cool. 

Hose - Upper; W/Man. Trans.; W/X.C. 

Hose - Lower; W/Auto. Trans. 

Hose - Lower; W/Man. Trans.; W/Std. 

Cool. 

Hose - Lower - Gear To Tube; W/Man. 

Trans. 

Hose - By Pass. 


49430HD 

21299 

20369 

^20397 

21116 

-=20530 

20682 

1 1/4” I.D. 

21258 
1 1/4” I.D. 
5/8” I.D. 
5/8” I.D. 


©449463HD 

49463HD 

49435HD 

©449451 HD 

49451 HD 

©49440HD 

©449520HD 

49640HD 

4961OHD 
49660HD 
49370HD 
21253 

21250 

21253 

21243 

21245 

21243 

=■<21942 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durlon® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. 4 PowerBand® Belt May Work, Use Template To Check. 

=< Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


FORD - Continued 

FORD V-8 7.0 L ENG. - Continued 

CT800 

1982-1980 

Belt - W.P. & Alt.; W/105A., 

130A. Alt.; W/O P.S. (1980). 

Belt - W.P. & Alt.; W/105A., 

130A. Alt.; W/P.S. (1980). 

Belt - W.P. & Alt.; W/40A., 

60A. Alt.; W/P.S. (1980). 

Belt - W.P. & Alt.; W/70A., 

90A. Alt.; W/O P.S. (1980)... 

Belt - W.P. & Alt.; W/70A., 

90A. Alt.; W/P.S. (1980). 

Belt - W.P. & Alt.; W/O 40A., 

60A. Alt.; W/O P.S. (1980)... 

Belt - W.P. & P.S.; (1980). 

Belt - Air Brake Compr. & 

A.P.; (1980). 

Belt - Hyd. Brake Boost 

Pump & A.P.; (1980). 

Belt - A.P.; W/Dual A.P. 

(1980). 

Belt - A.P.; W/Single A.P. 

(1980). 

Hose - Upper; W/Auto. Trans. 

Hose - Upper; W/Man. Trans.; 

Cool. (1982). 

Hose - Upper; W/Man. Trans.; 

(1982). 

Hose - Upper; W/Auto. Trans, 

Hose - Upper; W/Man. Trans.; 

Cool. (1980). 

Hose - Upper; W/Man. Trans.; 

(1980). 

Hose - Lower; W/Auto. Trans. 

Hose - Lower; W/Man. Trans.; 

Cool. (1982). 

Hose - Lower; W/Auto. Trans. 

Hose - Lower; W/Man. Trans.; 

Cool. (1980). 

Hose - Lower - Gear To Tube: 

Trans. (1982). 

Hose - Lower - Gear To Tube: 

Trans. (1980). 

Hose - By Pass; (1982). 

Hose - By Pass; (1980). 

F600 


. C9PZ8620BH 

(1982). 

; W/Std. 

; W/X.C. 

(1980). 

; W/Std. 

; W/X.C. 

(1982). 

; W/Std. 

(1980). 

; W/Std. 

W/Man. 

W/Mari!. 


49370HD 

21253 

21250 

21253 

21253 

21250 

21253 

21243 

21245 

21243 

21245 

21243 

21243 

^21942 

s<21942 


Belt - Fan; (1990). 

C9PZ8620CD 

49480HD 

Belt - Fan & Alt.; W/40A, 

60A. Alt.; W/Fan Clutch; 
W/Cowl (1990). 

C9PZ8620FN 

49440HD 

Belt - Fan & Alt.; W/40A, 

60A. Alt.; W/Fan Clutch; 

W/O Cowl (1990). 

E6PZ8620F 

49435HD 

Belt - Fan & Alt.; W/40A, 

60A. Alt.; W/Fixed Fan; 
W/Cowl (1990). 

D9PZ8620M 

49447HD 

Belt - Fan & Alt.; W/40A, 

60A. Alt.; W/Fixed Fan; W/O 
Cowl (1990). 

E6PZ8620G 

49451 HD 

Belt - Fan & Alt.; W/75A. Alt.; 
W/Fan Clutch. 

D9TE8620AA 

49447HD 

Belt - Fan & Alt.; W/75A. Alt.; 
W/Fixed Fan (1990). 

E2HZ8620C 

49463HD 

Belt - Fan & Alt.; W/90A, 
130A. Alt.; W/Fan Clutch 
(1990). 

E6PZ8620G 

49451 HD 

Belt - Fan & Alt.; W/90A, 
130A. Alt.; W/Fixed Fan. 

D2TE8620AGA 

49463HD 

Belt - Fan & Alt.; W/60A. Alt.; 
W/Fan Clutch (1989). 

D2TE8620ABA 

49435HD 

Belt - Fan & Alt.; W/60A. Alt.; 
W/Fixed Fan (1989). 

D2TE8620AEA 

49451 HD 

Belt - Fan & P.S.; W/Single 
A.P. 


©449530HD 


FORD - Continued 

FORD V-8 7.0 L ENG. - Continued 

F600 - Continued 
1990-1989 - Continued 
Belt - P.S.; W/Dual Belts 


C9PZ8620CB 

©449463HD 

(1990). 

Belt - P.S.; W/Single Belt 

. E8HZ8620P 

©49580HD 

C9PZ8620CB 

49463HD 

(1990). 

Belt - Fan, P.S. & A.P.; 

. C9PZ8620CR 

49540HD 

D2TE8620ABA 

49435HD 

(1989). 

Belt - P.S. & A.C.; (1990). 

. D4HE8620CA 

©49620HD 

49480HD 

D9PZ8620M 

©449451 HD 

Belt-A.C.; (1990). 

Belt - Fan, A.P. & Air Brake 

. E5HZ8620C 

49360HD 

D9PZ8620M 

49451 HD 

Compr.; (1989). 

Belt - Air Compr.; W/Air 

. E0TE8620FA 

49640HD 

C9PZ8620BV 

D2VE8620LA 

©49440HD 

©449520HD 

Brakes (1990). 

Belt - Air Compr.; W/Hyd. 
Brakes (1990). 

. E8HZ8620A 

. E0PZ8620G 

49650HD 

4961 OHD 

D9TE8620CB 

49640HD 

Belt - P.T.O.; (1989). 

Belt - Idler; W/High Mount 

. D4HE8620CA 

49480HD 

E0TE8620KA 

4961OHD 

Fan (1990). 

Belt - idler; (1989). 

. D4HE8620CA 
. D4HE8620CA 

49480HD 

49480HD 


49660HD 

Hose - Upper; W/Man. Trans. (1990). 

21938 


Hose - Upper; W/P.T.O. (1990).. 

Hose - Upper; (1989). 

Hose - Lower; W/O P.T.O.; W/O Fuel Inj. 

(1990). 

Hose - Lower; W/Std. Cab (1989). 

Hose - Lower - Pipe To Rad.; W/Cowl Cab 

(1989). 

Hose - By Pass. 

Hose - Heater. 

F700 

1990-1980 

Belt - Fan; (1990). 

Belt - Fan; W/High Mount 

Fan (1988-1984). 

Belt - Fan; W/High Mount 

Fan (1983-1980). 

Belt - Fan & Alt.; W/40A, 

60A. Alt.; W/Fan Clutch; 

W/Cowl (1990). 

Belt - Fan & Alt.; W/40A, 

60A. Alt.; W/Fan Clutch; 

W/O Cowl (1990). 

Belt - Fan & Alt.; W/40A, 

60A. Alt.; W/Fixed Fan; 

W/Cowl (1990). 

Belt - Fan & Alt.; W/40A, 

60A. Alt.; W/Fixed Fan; W/O 

Cowl (1990). 

Belt - Fan & Alt.; W/75A. Alt.; 

W/Fan Clutch (1990-1989)... 

Belt - Fan & Alt.; W/75A. Alt.; 

W/Fixed Fan (1990). 

Belt - Fan & Alt.; W/90A, 

130A. Alt.; W/Fan Clutch 

(1990). 

Belt - Fan & Alt.; W/90A, 

130A. Alt.; W/Fixed Fan 

(1990-1989). 

Belt - Fan & Alt.; W/60A. Alt.; 

W/Fan Clutch (1989). 

Belt - Fan & Alt.; W/60A. Alt.; 

W/Fixed Fan (1989). 

Belt - Fan & Alt.; W/105A., 

130A. Alt.; W/22" Fan 

(1988-1984). 

Belt - Fan & Alt.; W/105A., 

130A. Alt.; W/O P.S. 

(1988-1984). 

Belt - Fan & Alt.; W/105A., 

130A. Alt.; W/P.S.; W/O 22" 

Fan (1988-1984). 

Belt - Fan & Alt.; W/40A, 

60A. Alt.; W/22" Fan 
(1988-1984). 


^21936 

^21936 

26512 

21249 

21536 

21368 

^21942 



5/8” I.D. 

C9PZ8620CD 

49480HD 


49480HD 

C9PZ8620CD 

©49480HD 

C9PZ8620FN 

49440HD 

E6PZ8620F 

49435HD 

D9PZ8620M 

49447HD 

E6PZ8620G 

49451 HD 

D9TE8620AA 

49447HD 

E2HZ8620C 

49463HD 

E6PZ8620G 

49451 HD 

D2TE8620AGA 

49463HD 

D2TE8620ABA 

49435HD 

D2TE8620AEA 

49451 HD 


©449463HD 


©49455HD 


49455HD 

D2TE8620ABA ©449435HD 


© Two Required. © Six Required. 4- 

® Three Required. ▲ Durion ® Silicone Hose Recommended. O 

© Four Required. V Use Notched Belt Only. ♦ 

© Five Required. Cut To Fit. 4 


Green Stripe® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


FORD - Continued 

FORD V-8 7.0 L ENG. - Continued 

F700 - Continued 
1990-1980 - Continued 
Belt - Fan & Alt.; W/40A, 


60A. Alt.; W/O P.S.; W/Fan 

Clutch (1988-1984). 

Belt - Fan & Alt.; W/40A, 

60A. Alt.; W/O P.S.; W/O 

Fan Clutch (1988-1984). 

Belt - Fan & Alt.; W/40A, 

60A. Alt.; W/P.S.; W/O 22" 

Fan (1988-1984). 

Belt - Fan & Alt.; W/40A, 

60A. Alt.; W/P.S.; W/O Fan 

Clutch (1988-1984). 

Belt - Fan & Alt.; W/70A, 

90A. Alt.; W/22" Fan 

(1988-1984). 

Belt - Fan & Alt.; W/70A, 

90A. Alt.; W/O P.S. 

(1988-1984). 

Belt - Fan & Alt.; W/70A, 

90A. Alt.; W/P.S.; W/O 22" 

Fan (1988-1984). 

Belt - Fan & Alt.; W/70A, 
90A., 105A. Alt.; W/P.S.; 
W/O Fan Clutch 

(1988-1984). 

Belt - Fan & Alt.; W/40A, 

60A. Alt.; W/O P.S. 

(1983-1980). 

Belt - Fan & Alt.; W/40A, 

60A. Alt.; W/P.S. 

(1983-1980). 

Belt - Fan & Alt.; W/70A, 

90A. Alt.; W/O P.S. 

(1983-1980). 

Belt - Fan & Alt.; W/70A., 

90A. Alt.; W/P.S. 

(1983-1980). 

Belt - Fan & P.S.; W/Single 

A.P. (1990-1984). 

Belt - Fan & P.S.; W/5500 
Lb. Front Axle (1982-1980).. 
Belt - Fan & P.S.; W/7000, 
9000 Lb. Front Axle; W/O 

Fan Clutch (1982-1980). 

Belt - Fan & P.S.; W/9000 
Lb. Front Axle; W/Fan 

Clutch (1982-1980). 

Belt - P.S.; W/Dual Belts 

(1990). 

Belt - P.S.; W/Single Belt 

(1990). 

Belt - Fan, P.S. & A.P.; 

(1989-1984). 

Belt - P.S. & A.C.; (1990). 

Belt - Fan, A.C. & A.P.; 

(1988-1984). 

Belt - A.C.; (1990). 

Belt - A.C.; W/Air Brake 

Compr. (1988-1984). 

Belt - A.C.; W/Hyd. Brake 

Boost Pump (1988-1984). 

Belt - A.C.; (1983-1980). 

Belt - Fan, A.P. & Air Brake 

Compr.; (1989-1980). 

Belt - Fan, A.P. & Hyd. Brake 

Boost Pump; (1988-1980). 

Belt - Air Compr.; W/Air 

Brakes (1990). 

Belt - Air Compr.; W/Hyd. 

Brakes (1990). 

Belt - A.P.: W/Fan Clutch 

(1983-1980). 

Belt - A.P.: W/O Fan Clutch 

(1983-1980). 

Belt - P.T.O.; (1989). 


D2TE8620ABA ©449435HD 


©49455HD 


D2TE8620ABA ©449435HD 


49451 HD 


©49447HD 


©49447HD 


49447HD 


©449463HD 


D2AE8620CAA ©449447HD 


C9PZ8620BV 

49440HD 

D2DE8620GA 

©49455HD 

D9PZ8620M 

49451 HD 


©449530HD 

D9PZ8620P 

©49525HD 

C9PZ8620CR 

©449540HD 

D9PZ8620P 

©49525HD 

E8HZ8620P 

©49580HD 

C9PZ8620CR 

49540HD 

D4HE8620CA 

©49620HD 

49480HD 

E5HZ8620C 

49640HD 

49360HD 

E5TE8620GA 

9355 

E5TE8620GA 

C9PZ8620BB 

9355 

49330HD 

D9PZ8620A 

49640HD 

E0TE8620KA 

4961OHD 

E8HZ8620A 

49650HD 

E0PZ8620G 

4961 OHD 

C9PZ8620BH 

49370HD 

E0TE8620EA 

D4HE8620CA 

49390HD 

49480HD 


FORD - Continued 

FORD V-8 7.0 L ENG. - Continued 

F700 - Continued 
1990-1980-Continued 
Belt - Idler; W/High Mount 

Fan (1990). D4HE8620CA 

Belt - Idler; (1989-1984). D4HE8620CA 

Hose - Upper; W/Man. Trans. (1990). 

Hose - Upper; W/P.T.O. (1990). 

Hose - Upper; (1989-1980). 


Hose - Lower; W/O P.T.O.; W/O Fuel Inj. 

(1990). 

Hose - Lower; W/Std. Cab (1989-1980). 

Hose - Lower - Pipe To Rad.; W/Cowl Cab 

(1989-1980). 

Hose - By Pass. 

Hose - Heater. 

F800 

1990-1980 

Belt - Fan; (1990). 

Belt - Fan; W/High Mount 

Fan (1988-1984). 

Belt - Fan; W/High Mount 

Fan (1980). 

Belt - Fan & Alt.; W/40A, 

60A. Alt.; W/Fan Clutch; 

W/Cowl (1990). 

Belt - Fan & Alt.; W/40A, 

60A. Alt.; W/Fan Clutch; 

W/O Cowl (1990). 

Belt - Fan & Alt.; W/40A, 

60A. Alt.; W/Fixed Fan; 

W/Cowl (1990). 

Belt - Fan & Alt.; W/40A, 

60A. Alt.; W/Fixed Fan; W/O 

Cowl (1990). 

Belt - Fan & Alt.; W/75A. Alt.; 

W/Fan Clutch (1990-1989)... 

Belt - Fan & Alt.; W/75A. Alt.; 

W/Fixed Fan (1990). 

Belt - Fan & Alt.; W/90A, 

130A. Alt.; W/Fan Clutch 

(1990). 

Belt - Fan & Alt.; W/90A, 

130A. Alt.; W/Fixed Fan 

(1990-1989). 

Belt - Fan & Alt.; W/60A. Alt.; 

W/Fan Clutch (1989). 

Belt - Fan & Alt.; W/60A. Alt.; 

W/Fixed Fan (1989). 

Belt - Fan & Alt.; W/105A., 

130A. Alt.; W/22" Fan 

(1988-1984). 

Belt - Fan & Alt.; W/105A., 

130A. Alt.; W/O P.S. 

(1988-1984). 

Belt - Fan & Alt.; W/105A., 

130A. Alt.; W/P.S.; W/O 22" 

Fan (1988-1984). 

Belt - Fan & Alt.; W/40A, 

60A. Alt.; W/22" Fan 

(1988-1984). 

Belt - Fan & Alt.; W/40A, 

60A. Alt.; W/O P.S.; W/Fan 

Clutch (1988-1984). 

Belt - Fan & Alt.; W/40A, 

60A. Alt.; W/O P.S.; W/O 

Fan Clutch (1988-1984). 

Belt - Fan & Alt.; W/40A, 

60A. Alt.; W/P.S.; W/O 22" 

Fan (1988-1984). 

Belt - Fan & Alt.; W/40A, 

60A. Alt.; W/P.S.; W/O Fan 

Clutch (1988-1984). 

Belt - Fan & Alt.; W/70A, 

90A. Alt.; W/22" Fan 
(1988-1984). 


49480HD 

49480HD 

21938 

^21936 

s-<21936 

26512 


21249 

21536 

21368 

^21942 



5/8” I.D. 

C9PZ8620CD 

49480HD 


49480HD 

C9PZ8620CD 

©49480HD 

C9PZ8620FN 

49440HD 

E6PZ8620F 

49435HD 

D9PZ8620M 

49447HD 

E6PZ8620G 

49451 HD 

D9TE8620AA 

49447HD 

E2HZ8620C 

49463HD 

E6PZ8620G 

49451 HD 

D2TE8620AGA 

49463HD 

D2TE8620ABA 

49435HD 

D2TE8620AEA 

49451 HD 


©449463HD 


©49455HD 


49455HD 

D2TE8620ABA ©449435HD 

D2TE8620ABA ©449435HD 


©49455HD 

D2TE8620ABA ©449435HD 


49451 HD 


©49447HD 


© Two Required. © Six Required. 

® Three Required. ▲ Durion ® Silicone Hose Recommended. 

© Four Required. •*” Use Notched Belt Only. 

© Five Required. ^ Cut To Fit. 


Green Stripe 8 4-Ply Coolant Hose Recommended. 

Q Use Wire Inserted Green Stripe® Coolant Hose. 

♦ PowerBand® Belt May Work, Use Template To Check. 
4 Standard Belt Also Available. See Inside Back Cover. 


136 






































































Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


FORD - Continued 

FORD V-8 7.0 L ENG. - Continued 

F800 - Continued 
1990-1980 - Continued 
Belt - Fan & Alt.; W/70A, 

90A. Alt.; W/O P.S. 

(1988-1984). ©49447HD 

Belt - Fan & Alt.; W/70A, 

90A. Alt.; W/P.S.; W/O 22" 

Fan (1988-1984). 49447HD 

Belt - Fan & Alt.; W/70A, 

90A., 105A. Alt.; W/P.S.; 

W/O Fan Clutch 

(1988-1984). ©449463HD 

Belt - Fan & Alt.; W/40A, 

60A. Alt.; W/O P.S. (1980)... D2AE8620CAA ©449447HD 
Belt - Fan & Alt.; W/40A, 

60A. Alt.; W/P.S. (1980). 

Belt - Fan & Alt.; W/70A, 

90A. Alt.; W/O P.S. (1980)... 

Belt - Fan & Alt.; W/70A, 

90A. Alt.; W/P.S. (1980). 

Belt - Fan & P.S.; W/Single 

A.P. (1990-1984). 

Belt - Fan & P.S.; W/5500 

Lb. Front Axle (1980). 

Belt - Fan & P.S.; W/7000, 

9000 Lb. Front Axle; W/O 

Fan Clutch (1980). 

Belt - Fan & P.S.; W/9000 
Lb. Front Axle; W/Fan 

Clutch (1980). 

Belt - P.S.; W/Dual Belts 

(1990). 

Belt - P.S.; W/Single Belt 

(1990). 

Belt - Fan, P.S. & A.P.; 

(1989-1984). 

Belt - P.S. & A.C.; (1990). 

Belt - Fan, A.C. & A.P.: 

(1988-1984). 

Belt - A.C.; (1990). 

Belt - A.C.; W/Air Brake 

Compr. (1988-1984). 

Belt - A.C.; W/Hyd. Brake 

Boost Pump (1988-1984). 

Belt - A.C.; (1980). 

Belt - Fan, A.P. & Air Brake 

Compr.; (1989-1984). 

Belt - Fan, A.P. & Air Brake 

Compr.; (1980). 

Belt - Fan, A.P. & Hyd. Brake 


Belt - Fan, A.P. & Hyd. Brake 


Belt - Air Compr.; W/Air 

Brakes (1990). 

Belt - Air Compr.; W/Hyd. 

Brakes (1990). 

Belt - A.P.: W/Fan Clutch 

(1980). 

Belt - A.P.; W/O Fan Clutch 

(1980). 

Belt - P.T.O.; (1989). 

Belt - Idler; W/High Mount 

Fan (1990). 

Belt - Idler; (1989-1984). 

Hose - Upper; W/Man. Tram 
Hose - Upper; W/P.T.O. (1990) 
Hose - Upper; (1989-1980). 


. C9PZ8620BV 

49440HD 

. D2DE8620GA 

©49455HD 

. D9PZ8620M 

49451 HD 


©449530HD 

. D9PZ8620P 

©49525HD 

. C9PZ8620CR 

©449540HD 

D9PZ8620P 

©49525HD 

E8HZ8620P 

©49580HD 

C9PZ8620CR 

49540HD 

D4HE8620CA 

©49620HD 

49480HD 

E5HZ8620C 

49640HD 

49360HD 

E5TE8620GA 

9355 

E5TE8620GA 

C9PZ8620BB 

9355 

49330HD 


49640HD 

D9PZ8620A 

49640HD 

E0TE8620KA 

4961OHD 

E0TE8620KA 

4961OHD 

E8HZ8620A 

49650HD 

E0PZ8620G 

4961 OHD 

C9PZ8620BH 

49370HD 

E0TE8620EA 

D4HE8620CA 

49390HD 

49480HD 

D4HE8620CA 
D4HE8620CA 
(1990). 

49480HD 

49480HD 

21938 


Hose - Lower; W/O P.T.O.; W/O Fuel Inj. 

(1990). 

Hose - Lower; W/Std. Cab (1989-1980). 

Hose - Lower - Pipe To Rad.; W/Cowl Cab 

(1989-1980). 

Hose - By Pass. 

Hose - Heater. 


^21936 

^21936 

26512 

21249 

21536 

21368 
s-<21942 
5/8” I.D. 


FORD - Continued 

FORD V-8 7.0 L ENG. - Continued 


FT800 

1990-1988 

Belt - Fan; W/High Mount 

Fan (1988). 

Belt - Alt.; W/40A., 60A. Alt.; 
W/Fan Clutch; W/Cowl 

(1990). 

Belt - Alt.; W/40A., 60A. Alt.; 
W/Fan Clutch; W/O Cowl 

(1990). 

Belt - Alt.; W/40A., 60A. Alt.; 
W/Fixed Fan; W/Cowl 

(1990). 

Belt - Alt.; W/40A., 60A. Alt.; 
W/Fixed Fan; W/O Cowl 

(1990). 

Belt - Alt.; W/75A. Alt.; W/Fan 

Clutch; W/Cowl (1990). 

Belt - Alt.; W/75A. Alt.; W/Fan 

Clutch; W/O Cowl (1990). 

Belt - Alt.; W/75A. Alt.; 

W/Fixed Fan (1990). 

Belt - Alt.; W/90A., 130A. Alt.; 

W/Fixed Fan (1990). 

Belt - Alt.; W/High Mount 
Fan; W/ldler Pulley (1990).... 
Belt - Fan & Alt.; W/60A. Alt.; 

W/Fan Clutch (1989). 

Belt - Fan & Alt.; W/60A. Alt.; 

W/Fixed Fan (1989). 

Belt - Fan & Alt.; W/75A. Alt.; 

W/Fan Clutch (1989). 

Belt - Fan & Alt.; W/90A, 
130A. Alt.; W/Fixed Fan 

(1989). 

Belt - Fan & Alt.; W/105A., 
130A. Alt.; W/22" Fan 

(1988). 

Belt - Fan & Alt.; W/105A., 
130A. Alt.; W/O P.S. (1988). 
Belt - Fan & Alt.; W/105A., 
130A. Alt.; W/P.S.; W/O 22" 

Fan (1988). 

Belt - Fan & Alt.; W/40A, 

60A. Alt.; W/22" Fan (1988). 
Belt - Fan & Alt.; W/40A, 

60A. Alt.; W/O P.S.; W/Fan 

Clutch (1988). 

Belt - Fan & Alt.; W/40A, 

60A. Alt.; W/O P.S.; W/O 

Fan Clutch (1988). 

Belt - Fan & Alt.; W/40A, 

60A. Alt.; W/P.S.; W/O 22" 

Fan (1988). 

Belt - Fan & Alt.; W/40A, 

60A. Alt.; W/P.S.; W/O Fan 

Clutch (1988). 

Belt - Fan & Alt.; W/70A, 

90A. Alt.; W/22" Fan (1988). 
Belt - Fan & Alt.; W/70A, 

90A. Alt.; W/O P.S. (1988)... 
Belt - Fan & Alt.; W/70A, 

90A. Alt.; W/P.S.; W/O 22" 

Fan (1988). 

Belt - Fan & Alt.; W/70A, 
90A., 105A. Alt.; W/P.S.; 

W/O Fan Clutch (1988). 

Belt - Fan & P.S.; W/Single 

A.P. (1989-1988). 

Belt - P.S.; W/Dual Belts 

(1990). 

Belt - P.S.; W/Single Belt 

(1990). 

Belt - Fan, P.S. & A.P.; 

(1989-1988). 

Belt - Fan, A.C. & A.P.: 

(1988). 



49480HD 

C9PZ8620FN 

49440HD 

E6PZ8620F 

49435HD 


©49447HD 

E6PZ8620G 

49451 HD 


©49447HD 

D9PZ8620M 

49447HD 

E2HZ8620C 

49463HD 

E2HZ8620C 

49463HD 

C9PZ8620CD 

49480HD 

D2TE8620ABA 

49435HD 

D2TE8620AEA 

49451 HD 

D9TE8620AA 

49447HD 

D2TE8620AGA 

49463HD 


©449463HD 


©49455HD 


49455HD 

D2TE8620ABA ©449435HD 

D2TE8620ABA ©449435HD 


©49455HD 

D2TE8620ABA ©449435HD 


49451 HD 


©49447HD 


©49447HD 


49447HD 


©449463HD 


©449530HD 


©49580HD 

C9PZ8620CR 

49540HD 


©49620HD 


49640HD 


© Two Required. © Six Required. 

® Three Required. ▲ Durion ® Silicone Hose Recommended. Q 

© Four Required. •*” Use Notched Belt Only. ♦ 

© Five Required. ^ Cut To Fit. 4 


Green Stripe® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


FORD - Continued 

FORD V-8 7.0 L ENG. - Continued 

FT800 - Continued 
1990-1988-Continued 
Belt - A.C.; W/Air Brake 

Compr. (1988). 

Belt - A.C.; W/Hyd. Brake 

Boost Pump (1988). 

Belt - Fan, A.P. & Air Brake 

Compr.; (1989-1988). 

Belt - Fan, A.P. & Hyd. Brake 


Belt - Air Compr.; W/Air 

Brakes (1990). 

Belt - P.T.O.; (1989). 

Belt - Idler; (1989-1988). 

Hose - Upper; (1990). 

Hose - Upper; (1989-1988).. 


E5TE8620GA 

9355 

E5TE8620GA 

9355 


49640HD 

E0TE8620KA 

49610HD 

E8HZ8620A 

D4HE8620CA 

D4HE8620CA 

49650HD 

49480HD 

49480HD 

21936 


Hose - Lower; W/Auto. Trans. (1990). 

Hose - Lower; W/Man. Trans. (1990). 

Hose - Lower; W/Std. Cab (1989-1988). 

Hose - Lower - Pipe To Rad.; W/Cowl Cab 

(1989-1988). 

Hose - By Pass; (1989-1988). 

Hose - Heater; (1989-1988). 

L800 

1984-1980 


*21936 

26512 

21962 

21249 

21536 

21368 
*21942 
5/8” I.D. 


Belt - Fan. 

D4HE8620CA 

©49480HD 

Belt - W.P. & Alt.; W/105A., 
130A. Alt.; W/O P.S. 

C9PZ8620CB 

©♦49463HD 

Belt - W.P. & Alt.; W/105A., 
130A. Alt.; W/P.S. 

C9PZ8620CB 

49463HD 

Belt - W.P. & Alt.; W/40A., 
60A. Alt.; W/O P.S. 

D6PZ8620BV 

©49440HD 

Belt - W.P. & Alt.; W/40A., 
60A. Alt.; W/P.S. 

D2TE8620ABA 

49435HD 

Belt - W.P. & Alt.; W/75A., 
90A. Alt.; W/O P.S. 

D9PZ8620M 

©♦49451 HD 

Belt - W.P. & Alt.; W/75A., 
90A. Alt.; W/P.S. 

D9PZ8620M 

49451 HD 

Belt - W.P. & P.S. 

D2ZE8620AHA 

©49525HD 

Belt - A.C. 

E0TE8620JA 

49330HD 

Belt - W.P., Air Brake Compr. 
& A.P. 

D9PZ8620A 

49640HD 

Belt - W.P., Hyd. Brake Boost 
Pump & A.P. 

E0TE8620KA 

4961OHD 

Belt - A.P. 

D2TE8620BNA 

49370HD 

Hose - Upper. 


21252 

Hose - Lower. 


21249 

Hose - By Pass. 


<*21942 

Hose - Heater; Molded Hose... 


<4.20338 

Hose - Heater; Strt. Hose. 


5/8” I.D. 


C9PZ8620CB 


LN700 

1986-1980 

Belt - Fan & Alt.; W/105A., 

130A. Alt.; W/O P.S. 

Belt - Fan & Alt.; W/105A., 

130A. Alt.; W/P.S. 

Belt - Fan & Alt.; W/40A, 

60A. Alt.; W/O P.S. 

Belt - Fan & Alt.; W/40A, 

60A. Alt.; W/P.S. 

Belt - Fan & Alt.; W/75A. Alt. 

W/O P.S. 

Belt - Fan & Alt.; W/75A. Alt. 

W/P.S. 

Belt - Fan & Alt.; W/90A. Alt.; 

W/O P.S. D9PZ8620M 

Belt - Fan & Alt.; W/90A. Alt.; 

W/P.S.; Oct. 1982 & Older 

(1986-1984).C9PZ8620CC 

Belt - Fan & Alt.; W/90A. Alt.; 

W/P.S.; Sept. 1982 & Older 
(1986-1984). D9PZ8620M 


C9PZ8620CB ©449463HD 


49463HD 

©♦49447HD 


D2TE8620ABA 49435HD 


C9PZ8620CB 

C9PZ8620CC 


49463HD 
49465HD 
©♦49451 HD 


49465HD 


♦9451 HD 


C9PZ8620CC 

49465HD 

D9PZ8620M 

49451 HD 

C9PZ8620CM 

©♦49520HD 

C9PZ8620GN 

©♦49550HD 

D2ZE8620AHA 

©49525HD 

C9PZ8620GN 

©♦49550HD 

C9PZ8620GN 

©♦49550HD 

D2ZE8620AHA 

E0TE8620JA 

©49525HD 

49330HD 

D9PZ8620A 

49640HD 

C9PZ8620DL 

49650HD 

E0TE8620KA 

4961 OHD 

D7PZ8620P 

49390HD 

D4HE8620CA 

49370HD 

49480HD 


FORD - Continued 

FORD V-8 7.0 L ENG. - Continued 

LN700 - Continued 
1986-1980-Continued 
Belt - Fan & Alt.; W/90A. Alt.; 

W/P.S.; Oct. 1982 & Older 

(1982-1980). 

Belt - Fan & Alt.; W/90A. Alt.; 

W/P.S.; Sept. 1982 & Older 

(1982-1980). 

Belt - Fan & P.S.; W/Fan 

Clutch. 

Belt - Fan & P.S.; W/O Fan 
Clutch; Oct. 1982 & Newer 

(1986-1984). 

Belt - Fan & P.S.; W/O Fan 
Clutch; Sept. 1982 & Older 

(1986-1984). 

Belt - Fan & P.S.; W/O Fan 

Clutch (1983). 

Belt - Fan & P.S.; W/O Fan 
Clutch; Oct. 1982 & Newer 

(1982-1980). 

Belt - Fan & P.S.; W/O Fan 
Clutch; Sept. 1982 & Older 

(1982-1980). 

Belt - A.C. 

Belt - Fan, A.P. & Air Brake 

Compr.; W/Fan Clutch. 

Belt - Fan, A.P. & Air Brake 

Compr.; W/O Fan Clutch. 

Belt - Fan, A.P. & Hyd. Brake 

Boost Pump. 

Belt - Fan To A.P.; W/Fan 

Clutch. 

Belt - Fan To A.P.; W/O Fan 

Clutch. 

Belt - Idler. 

Hose - Upper. 

Hose - Lower - Eng. To Cooler; W/Auto. 

Trans.; Nov. 30, 1981 & Older 

(1986-1984). 

Hose - Lower - Eng. To Cooler; W/Auto. 

Trans.; Nov. 30, 1981 & Older 

(1982-1980). 

Hose - Lower - Cooler To Rad.; W/Auto. 

Trans. 

Hose - By Pass. 

Hose - Heater; Molded Hose. 

Hose - Heater; Strt. Hose. 

LN800; LNT800; LT800 

1984-1980 

Belt - Fan. 

Belt - W.P. & Alt.; W/105A., 

130A. Alt.; W/O P.S. 

Belt - W.P. & Alt.; W/105A., 

130A. Alt.; W/P.S. 

Belt - W.P. & Alt.; W/40A., 

60A. Alt.; W/O P.S. 

Belt - W.P. & Alt.; W/40A., 

60A. Alt.; W/P.S. 

Belt - W.P. & Alt.; W/75A., 

90A. Alt.; W/O P.S. D9PZ8620M ©449451 HD 

Belt - W.P. & Alt.; W/75A., 

90A. Alt.; W/P.S. D9PZ8620M 49451 HD 

Belt - W.P. & P.S. D2ZE8620AHA ©49525HD 

Belt - A.C. E0TE8620JA 49330HD 

Belt - W.P., Air Brake Compr. 

& A.P. D9PZ8620A 49640HD 

Belt - W.P., Hyd. Brake Boost 

Pump & A.P. E0TE8620KA 49610HD 

Belt - A.P. D2TE8620BNA 49370HD 

Hose - Upper. 21252 

Hose - Lower. 21249 

Hose - By Pass. *21942 

Hose - Heater; Molded Hose. ©20338 

Hose - Heater; Strt. Hose. 5/8” I.D. 


21251 


21255 


21255 

21247 
*21942 
«20338 
3/4” I.D. 


D4HE8620CA ©49480HD 
C9PZ8620CB ©449463HD 


C9PZ8620CB 


49463HD 


D6PZ8620BV ©49440HD 
D2TE8620ABA 49435HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

•*” Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

* Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

FORD - Continued 


Gates No. 


Application 

FORD - Continued 


Mfr. Part No. 


Gates No. 


FORD V-8 7.0 L ENG. - Continued 

LTS800 


1982-1980 

Belt - Fan. 

Belt - W.P. & Alt.; W/105A., 

130A. Alt.; WO P.S. 

Belt - W.P. & Alt.; W/105A., 

130A. Alt.; W/P.S. 

Belt - W.P. & Alt.; W/40A., 

60A. Alt.; WO P.S. 

Belt - W.P. & Alt.; W/40A., 

60A. Alt.; W/P.S. 

Belt - W.P. & Alt.; W/75A., 

90A. Alt.; WO P.S. 

Belt - W.P. & Alt.; W/75A., 

90A. Alt.; W/P.S. 

Belt - W.P. & P.S. 

Belt - A.C. 

Belt - W.P., Air Brake Compr. 

& A.P. 

Belt - W.P., Hyd. Brake Boost 

Pump & A.P. 

Belt - A.P. 

Hose - Upper. 

Hose - Lower. 

Hose - By Pass. 

Hose - Heater; Molded Hose... 
Hose - Heater; Strt. Hose. 


D4HE8620CA 

©49480HD 

C9PZ8620CB 

©449463HD 

C9PZ8620CB 

49463HD 

D6PZ8620BV 

©49440HD 

D2TE8620ABA 

49435HD 

D9PZ8620M 

©449451 HD 

D9PZ8620M 

D2ZE8620AHA 

E0TE8620JA 

49451 HD 
©49525HD 
49330HD 

D9PZ8620A 

49640HD 

E0TE8620KA 

D2TE8620BNA 

4961 OHD 
49370HD 
21252 
21249 
s<21942 
«20338 


5/8” I.D. 


FORD V-8 7.3 L DIESEL ENG. 


- Continued 

F SUPER DUTY - Continued 
1990-1988 - Continued 
Belt - A.C.; W/O Ambulance 

Prep. Pkg.; W/O V.P. (1990) E4PZ8620G 49630HD 

Belt - A.C.; W/O Ambulance 

Prep. Pkg.; W/V.P. (1990).... C9PZ8620C 7325 

Belt - A.C.; (1989-1988). 49630HD 

Belt - V.P.; W/O Ambulance 

Prep. Pkg. (1990).C9PZ8620GD 49500HD 

Belt - V.P.; W/A.C. 

(1989-1988). 7320 

Belt - V.P.; W/O A.C. 

(1989-1988). 7312 

Hose - Upper; W/A.C. (1989-1988). 21721 

Hose - Upper; W/Std. Cool. (1989-1988). 21403 

Hose - Upper; W/X.C. (1989-1988). 21721 

Hose - Upper - Eng. To Rad.; (1990). 21403 

Hose - Lower; W/A.C. (1989-1988). 21405 

Hose - Lower; W/Std. Cool. (1989-1988). 21395 

Hose - Lower; W/X.C. (1989-1988). 21405 

Hose - Lower - Eng. To Rad.; (1990). 21395 


FORD V-8 429 ENG. 

C600; C700; C800 

1979 


FORD V-8 7.3 L DIESEL ENG 


E350 

1989-1988 

Belt - Alt. To V.P.; W/A.C. 

Belt - Alt. To V.P.; W/O A.C. 

(1988). 

Belt - Fan & Alt.; Preferred 

Belt (1989). 

Belt - Fan & Alt.; Optional 

Belt (1989). 

Belt - Fan & Alt.; W/A.C.; 

Preferred Belt (1988). 

Belt - Fan & Alt.; W/A.C.; Op¬ 
tional Belt (1988). 

Belt - Fan & Alt.; W/O A.C.; 

Preferred Belt (1988). 

Belt - Fan & Alt.; W/O A.C.; 

Optional Belt (1988). 

Belt - Fan & P.S. 

Belt - Fan & A.C. 

Belt - Fan & V.P.; W/O A.C. 

(1989). 

Idler Pulley; W/Dealer Inst. 
A.C. 


Hose - Lower. 

Hose - Heater To Pipe; (1989). 

Hose - Pipe To Thermostat. 

Hose - Pipe To W.P.; W/Aux. Heater. 

Hose - Pipe-3 To Pipe-4; W/A.C.; W/O 

Aux. Heater. 

Hose - Heater To Eng.; W/O Aux. Heater... 

F SUPER DUTY 

1990-1988 

Belt - Alt.; W/Ambulance 

Prep. Pkg. (1990). E8US8620BA 

Belt - Alt.; W/O Ambulance 

Prep. Pkg. (1990).C9PZ8620CZ 

Belt - Fan & Alt.; W/A.C. 

(1989-1988). 

Belt - Fan & Alt.; W/O A.C. 

(1989-1988). 

Belt - Fan & P.S.; W/A.C. 

(1989-1988). 

Belt - Fan & P.S.; W/O A.C. 

(1989-1988). 


7330 

7300 

5723 

49580HD 

5723 

49580HD 


Belt - W.P. & Alt.; W/105A., 

130A. Alt.; W/O P.S.C9PZ8620CB 

Belt - W.P. & Alt.; W/105A., 

130A. Alt.; W/P.S.C9PZ8620CB 

Belt - W.P. & Alt.; W/40A., 

60A. Alt.; W/P.S. D2TE8620ABA 

Belt - W.P. & Alt.; W/70A., 

90A. Alt.; W/O P.S. D9PZ8620M 

Belt - W.P. & Alt.; W/70A., 

90A. Alt.; W/P.S. D9PZ8620M 

Belt - W.P. & Alt.; W/O 40A., 

60A. Alt.; W/O P.S.C9PZ8620BV 

Belt - W.P. & P.S. D2VE8620LA 

Belt - Air Brake Compr. & 

A.P. D9TE8620CB 


5724 

49545HD 

49580HD 

49630HD 

49495HD 

38038 
^21944 
26505 
20523 
s<18084 
s<18072 
5/8” x 12” 

18966 

^28470 


49570HD 

49580HD 

49580HD 


Belt - Hyd. Brake Boost 

Pump & A.P. E0TE8620KA 

Belt - A.P.; W/Dual A.P. 

Belt - A.P.; W/Single A.P.C9PZ8620BH 

Hose - Upper; W/Auto. Trans. 

Hose - Upper; W/Man. Trans.; W/Std. 

Cool. 

Hose - Upper; W/Man. Trans.; W/X.C. 

Hose - Lower; W/Auto. Trans. 

Hose - Lower; W/Man. Trans.; W/Std. 

Cool. 

Hose - Lower - Gear To Tube; W/Man. 

Trans. 

Hose - By Pass. 

CT800 

1979 

Hose - Upper; W/Auto. Trans. 

Hose - Upper; W/Man. Trans.; W/Std. 

Cool. 

Hose - Upper; W/Man. Trans.; W/X.C. 

Hose - Lower; W/Auto. Trans. 

Hose - Lower; W/Man. Trans.; W/Std. 

Cool. 

Hose - Lower - Gear To Tube; W/Man. 

Trans. 

Hose - By Pass. 

F600 


49570HD 

49600HD 

©49600HD 


1979 

Hose - Upper.... 
Hose - Lower.... 
Hose - By Pass 
Hose - Heater... 


©449463HD 

49463HD 

49435HD 

©♦49451 HD 

49451 HD 

©49440HD 

©449520HD 

49640HD 

4961OHD 
49660HD 
49370HD 
21253 

21250 

21253 

21243 

21245 

21243 

^21942 


21253 

21250 

21253 

21243 

21245 

21243 

^21942 


^21944 
21248 
^21942 
5/8” I.D. 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


FORD - Continued 

FORD V-8 429 ENG. - Continued 


F700 

1979 

Belt - Fan; W/High Mount 


Fan. 

C9PZ8620CD 

©49480HD 

Belt - Fan & Alt.; W/40A, 

60A. Alt.; W/O P.S. 

D2AE8620CAA 

©♦49447HD 

Belt - Fan & Alt.; W/40A, 

60A. Alt.; W/P.S. 

C9PZ8620BV 

49440HD 

Belt - Fan & Alt.; W/70A, 

90A. Alt.; W/O P.S. 

D2DE8620GA 

©49455HD 

Belt - Fan & Alt.; W/70A, 

90A. Alt.; W/P.S. 

D9PZ8620M 

49451 HD 

Belt - Fan & P.S. 

D9PZ8620N 

©44951 OHD 

Belt - A.C. 

C9PZ8620BB 

49330HD 

Belt - Fan, A.P. & Air Brake 
Compr. 

D9PZ8620A 

49640HD 

Belt - Fan, A.P. & Hyd. Brake 
Boost Pump. 

E0TE8620KA 

4961 OHD 

Belt - A.P.; W/Fan Clutch. 

C9PZ8620BH 

49370HD 

Belt - A.P.; W/O Fan Clutch... 

E0TE8620EA 

49390HD 

Hose - Upper. 


>*21944 

Hose - Lower. 


21248 

Hose - By Pass. 


*21942 

Hose - Heater. 


5/8” I.D. 


F800 

1979 

Hose - Upper.. 
Hose - Lower.. 


Hose ■ 
Hose ■ 

L800 

1979 


By Pass.. 
Heater. 


*21944 
21248 
*21942 
5/8” I.D. 


Belt - Fan. 

D4HE8620CA 

©49480HD 

Belt - W.P. & Alt.; W/105A, 
130A. Alt.; W/O P.S. 

C9PZ8620CB 

©449463HD 

Belt - W.P. & Alt.; W/105A, 
130A. Alt.; W/P.S. 

C9PZ8620CB 

49463HD 

Belt - W.P. & Alt.; W/40A, 
60A. Alt.; W/O P.S. 

D6PZ8620BV 

©49440HD 

Belt - W.P. & Alt.; W/40A, 
60A. Alt.; W/P.S. 

D2TE8620ABA 

49435HD 

Belt - W.P. & Alt.; W/75A., 
90A. Alt.; W/O P.S. 

D9PZ8620M 

©449451 HD 

Belt - W.P. & Alt.; W/75A., 
90A. Alt.; W/P.S. 

D9PZ8620M 

49451 HD 

Belt - W.P. & P.S. 

D2ZE8620AHA 

©49525HD 

Belt - A.C. 

E0TE8620JA 

49330HD 

Belt - W.P, Air Brake Compr. 
& A.P. 

D9PZ8620A 

49640HD 

Belt - W.P, Hyd. Brake Boost 
Pump & A.P. 

E0TE8620KA 

4961 OHD 

Belt - A.P. 

D2TE8620BNA 

49370HD 

Hose - Upper. 


21252 

Hose - Lower. 


21249 

Hose - By Pass. 


*21942 

Hose - Heater; Molded Hose... 


<4.20338 

Hose - Heater; Strt. Hose. 


5/8” I.D. 


LN600; LN700 

1979 

Belt - Fan & Alt.; W/105A., 

130A. Alt.; W/O P.S.C9PZ8620CB 

Belt - Fan & Alt.; W/105A., 

130A. Alt.; W/P.S.C9PZ8620CB 

Belt - Fan & Alt.; W/40A, 

60A. Alt.; W/O P.S. 

Belt - Fan & Alt.; W/40A. 

60A. Alt.; W/P.S. 

Belt - Fan & Alt.; W/75A. Alt.; 

W/O P.S.C9PZ8620CB 

Belt - Fan & Alt.; W/75A. Alt.; 

W/P.S.C9PZ8620CC 

Belt - Fan & Alt.; W/90A. Alt.; 

W/O P.S. D9PZ8620M 


2»*9463HD 

49463HD 

©♦49447HD 


D2TE8620ABA 49435HD 


49463HD 
49465HD 
©♦49451 HD 


FORD - Continued 

FORD V-8 429 ENG. - Continued 

LN600; LN700 - Continued 
1979 - Continued 
Belt - Fan & Alt.; W/90A. Alt.; 

W/P.S.; Oct. 1982 & Older... C9PZ8620CC 
Belt - Fan & Alt.; W/90A. Alt.; 

W/P.S.; Sept. 1982 & Older. D9PZ8620M 
Belt - Fan & P.S.; W/Fan 

Clutch.C9PZ8620CM 

Belt - Fan & P.S.; W/O Fan 
Clutch; Oct. 1982 & Newer.. C9PZ8620GN 
Belt - Fan & P.S.; W/O Fan 
Clutch; Sept. 1982 & Older.. D2ZE8620AHA 

Belt - A.C. E0TE8620JA 

Belt - Fan, A.P. & Air Brake 

Compr.; W/Fan Clutch.D9PZ8620A 

Belt - Fan, A.P. & Air Brake 

Compr.; W/O Fan Clutch.C9PZ8620DL 

Belt - Fan, A.P. & Hyd. Brake 

Boost Pump. E0TE8620KA 

Belt - Fan To A.P.; W/Fan 

Clutch. D7PZ8620P 

Belt - Fan To A.P.; W/O Fan 

Clutch. 

Belt - Idler. D4HE8620CA 

Hose - Upper. 

Hose - Lower - Eng. To Cooler; W/Auto. 

Trans.; Nov. 30, 1981 & Older. 

Hose - Lower - Cooler To Rad.; W/Auto. 

Trans. 

Hose - By Pass. 

Hose - Heater; Molded Hose. 

Hose - Heater; Strt. Hose. 

LN800; LNT800; LT800; LTS800 

1979 

Belt - Fan. 

Belt - W.P. & Alt.; W/105A., 

130A. Alt.; W/O P.S. 

Belt - W.P. & Alt.; W/105A., 

130A. Alt.; W/P.S. 

Belt - W.P. & Alt.; W/40A., 

60A. Alt.; W/O P.S. 

Belt - W.P. & Alt.; W/40A., 

60A. Alt.; W/P.S. 

Belt - W.P. & Alt.; W/75A., 

90A. Alt.; W/O P.S. 

Belt - W.P. & Alt.; W/75A., 


♦9465HD 

♦9451 HD 

©449520HD 

©449550HD 

©49525HD 

49330HD 

49640HD 

49650HD 

♦961OHD 

49390HD 

49370HD 

♦9480HD 

21251 

21255 

21247 
*21942 
©20338 
3/4” I.D. 


Belt - W.P. 
Belt - A.C... 
Belt - W.P., 

& A.P. 

Belt - W.P, 


Air Brake Compr. 


Hyd. Brake Boost 

Mump & A.P. 

Belt - A.P. 

Hose - Upper. 

Hose - Lower. 

Hose - By Pass. 

Hose - Heater; Molded Hose. 

Hose - Heater; Strt. Hose. 

FORD V-8 7.5 L ENG. 

E350 

1989 

Belt - Fan, Alt. & A.P.; 

W/100A. Alt. 

Belt - Fan, Alt. & A.P.; 

W/60A. Alt. 

Belt - Fan & P.S.; W/O A.C... 

Belt - Fan, A.C. & P.S. 

Tensioner Pulley. 

Tensioner Assy. 

Hose - Upper. 

Hose - Lower. 


D4HE8620CA 

©49480HD 

C9PZ8620CB 

©449463HD 

C9PZ8620CB 

49463HD 

D6PZ8620BV 

©49440HD 

D2TE8620ABA 

49435HD 

D9PZ8620M 

©♦49451 HD 

D9PZ8620M 

D2ZE8620AHA 

E0TE8620JA 

49451 HD 
©49525HD 
49330HD 

D9PZ8620A 

49640HD 

E0TE8620KA 

D2TE8620BNA 

4961 OHD 
49370HD 


21252 
21249 
*21942 
>4.20338 
5/8” I.D. 


K060505 

♦K060495HD 

4K060675HD 

4K060675HD 

38001 

38140 

22533 

21789 

26504 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

* Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


FORD - Continued 

FORD V-8 7.5 L ENG. - Continued 


E350 - Continued 
1989 - Continued 

Hose - By Pass. 

Hose - Heater To Pipe. 

Hose - Pipe To Eng. 

Hose - Pipe To Thermostat. 

F SUPER DUTY 
1990-1988 

Belt - Alt.; W/60A., 75A. Alt. 

(1990). D9PZ8620G 

Belt - Alt.; W/70A., 100A. Alt. 

(1990). D9PZ8620J 

Belt - Fan, Alt. & A.P.; 

W/100A. Alt. (1989-1988). 

Belt - Fan, Alt. & A.P.; 

W/60A. Alt. (1989-1988). 

Belt - Fan & P.S.; W/O A.C. 

(1989-1988). 

Belt - Fan, A.C. & P.S.; 

(1989-1988). 

Belt - P.S.; W/O A.C. (1990).. E8TZ8620F 

Belt - A.C.; (1990). E8TZ8620G 

Tensioner Pulley; (1989-1988) 

Tensioner Assy.; (1989-1988). 

Hose - Upper; (1989-1988). 

! 

Hose - Upper - Eng. To Rad.; (1990). 

Hose - Lower; (1989-1988). 

Hose - Lower - Eng. To Rad.; (1990). 

Hose - Lower - Rad. To Cooler; (1990). 

Hose - By Pass; (1989-1988). 

Hose - Tee To Pipe-2; (1989-1988). 

Hose - Heater To W.P.; W/4-Speed Auto. 

Trans. (1989-1988). 

Hose - Heater To Thermostat; (1989-1988) 

Hose - Heater To Tee; (1989-1988). 

Hose - Tee To W.P.; (1989-1988). 

FORD V-8 7.8 L ENG. 

C900 

1981-1980 

Belt - W.P. & Alt. D5HE8620BA 

Belt - P.S. D4HE8620BA 

Belt - Air Brake Compr.; 

W/400 Air Brake Compr. D4HE8620AA 

Belt - Air Brake Compr.; 

W/501 Air Brake Compr. 

Belt - A.P. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

Hose - By Pass. 


3/4” x 3” 
=<18084 
5/8” x 14” 
s-=18072 


*K060495HD 

K060505 

K060505 

*K060495HD 

*K060675HD 


*K060685HD 
*K060675HD 
K060695 
38001 
38140 
21668 
25530 
21668 
21505 
21875 
21875 
3/4” x 3” 
3/8” x 10” 

*5/8” x 38” 
3/4” x 48” 
s-=18084 
3/4” x 36” 


@**9640HD 
©*9412HD 

*9405HD 

*9415HD 
*9520HD 
21116 
20987 
=■<21942 


Hose - Heater. 


5/8” I.D. 

CT900 

1980 

Belt - W.P. & Alt. 

D5HE8620BA 

@**9640HD 

Belt - P.S. 

D4HE8620BA 

@*9412HD 

Belt - Air Brake Compr.; Mod¬ 
el No. 501. 


*9415HD 

Belt - Air Brake Compr.; 
W/400 Air Brake Compr. 

D4HE8620AA 

*9405HD 

Belt - A.P. 


*9520HD 


Hose - Lower - Eng. To Pipe 
Hose - Lower - Pipe To Rad. 

Hose - By Pass. 

Hose - Heater. 

L900; LN900 

1981-1980 

Belt - Fan & Alt.; W/Fan 

Clutch. 

Belt - Fan & Alt.; W/O Fan 

Clutch. 

Belt - P.S.C9PZ8620GT 

Belt - A.C.C9PZ8620CD 


21116 
20987 
=<21942 
5/8” I.D. 


D9PZ8620EA ©**9640HD 


C9PZ8620DL 


©**9650HD 

@*9600HD 

*9480HD 


C9PZ8620BN 

C9PZ8620BR 


FORD - Continued 

FORD V-8 7.8 L ENG. - Continued 

L900; LN900 - Continued 
1981-1980 - Continued 
Belt - Air Brake Compr.; 

W/400 Air Brake Compr. 

Belt - Air Brake Compr.; 

W/501 Air Brake Compr. 

Belt - A.P.C9PZ8620BE 

Hose - Upper; W/Single Hose. 

Upper - Eng. To Pipe. 

Upper - Pipe To Rad. 

Lower - Eng. To Pipe. 

Lower - Pipe To Rad. 

By Pass. 

Heater; Molded Hose. 

Hose - Heater Inlet; Strt. Hose. 

Hose - Heater Outlet; Strt. Hose. 

LNT900; LT900; LTS900 

1981-1980 

Belt - Fan & Alt.; W/Fan 

Clutch. D9PZ8620EA 

Belt - Fan & Alt.; W/O Fan 


Hose ■ 
Hose ■ 
Hose ■ 
Hose ■ 
Hose ■ 
Hose ■ 


*9405HD 

*9415HD 
*9350HD 
21101 
21299 
=<21194 
21038 
20960(A) 
21258 
=<20338 
3/4” I.D. 
5/8” I.D. 


@**9640HD 


Clutch. 

C9PZ8620DL 

@**9650HD 

Belt - P.S. 

C9PZ8620GT 

@*9600HD 

Belt - A.C. 

C9PZ8620CD 

*9480HD 

Belt - Air Brake Compr.; Mod¬ 
el No. 501. 

C9PZ8620BR 

*9415HD 

Belt - Air Brake Compr.; 

W/400 Air Brake Compr. 

C9PZ8620BN 

*9405HD 

Belt - A.P. 

C9PZ8620BE 

*9350HD 

Hose - Upper; W/Single Hose 


21101 

Hose - Upper - Eng. To Pipe., 


21299 


Hose ■ 
Hose ■ 


Upper ■ 
Lower ■ 


Pipe To Rad... 
Eng. To Pipe.. 


Hose - Lower - Pipe To Rad.. 

Hose - By Pass. 

Hose - Heater; Molded Hose. 

Hose - Heater Inlet; Strt. Hose. 

Hose - Heater Outlet; Strt. Hose.. 


W/105A. 


D5HE8620BA @**9640HD 
C9PZ8620EU ©TR22625 


W/70A. Alt. 


<21194 
21038 
20960(A) 
21258 
<20338 
3/4” I.D. 
5/8” I.D. 

FORD V-8 475 ENG. 

C850; C900; C950; Cl000; Cl 100; CT850; CT950 

1979-1957 

Belt - W.P. & Alt, 

(1979-1978) 

Belt - W.P. & Alt, 

Alt. (1977-1973) 

Belt - W.P. & Alt. 

(1977-1973) 

Belt - W.P. & Alt, 

(1972-1961) 

Belt - W.P. & Alt, 

(1960-1958) 

Belt - W.P. & Gen.; 

(1960-1958). 

Belt - P.S.; (1979-1978). 

Belt - P.S.; Ser. No. B100000 

& Before (1977-1973). 

Belt - P.S.; Ser. No. B10001 

& After (1977-1973). 

Belt - P.S.; (1972-1961). 

Belt - P.S.; (1960-1958). C3TE8620N 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1979-1973). 

Belt - Air Brake Compr.; 

W/400 Air Brake Compr. 

(1979-1973). D4HE8620AA 

Belt - Air Brake Compr.; 

(1972-1958).C7AE8620D 

Belt - A.P.; (1979-1977). 

Belt - A.P.; (1976-1975). 

Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad. 

Hose - Lower - Eng. To Pipe; Ser. No. 

W00001 & After. 


C9PZ8620EU 

C2TE8620AB 

EDL8620D 


D4HE8620BA 

D4HE8620BA 

D4HE8620BA 

C6TE8620A 


TR22625 

TR24638 

TR24562 

TR22578 
©*9412HD 

*9412HD 

©*9412HD 
*9412HD 
*9400HD 

*9415HD 


*9405HD 

*9430HD 
*9520HD 
*9525HD 
20369 
2 1/4” I.D. 

21116 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. * 

▲ Durion ® Silicone Hose Recommended. O 

V Use Notched Belt Only. ♦ 

=< Cut To Fit. * 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 

141 



































































































Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


FORD - Continued 


FORD V-8 475 ENG. - Continued 

C850; C900; C950; Cl000; Cl 100; CT850; CT950 

- Continued 
1979-1957 - Continued 
Hose - Lower - Pipe To Rad.; Ser. No. 

W00001 & After. 

Hose - Lower - Pipe To Rad.; W/Auto. 

Trans.; Ser. No. W00000 & Before. 

Hose - Lower - Pipe To Rad.; W/Man. 

Trans.; Ser. No. W00000 & Before. 

Hose - By Pass. 

Hose - Heater. 

F750; F800; F850; F880; F950; FI 000; F1100 

1979-1958 

Belt - Fan & Alt.; W/Calif. 

Emission System 

(1979-1974). D5HE8620BA ©449640HD 

Belt - Fan & Alt.; W/O Calif. 

Emission System 

(1979-1974).C9PZ8620DL 

Belt - Fan & Alt.; (1966-1961) C2TE8620AB 
Belt - Fan & Alt.; (1960-1958) EDL8620D 
Belt - Fan & Gen.; 

(1960-1958). EDL8620A 


21116 

20682 

2 5/8’ 
1 1/4’ 
5/8" I 


I.D. 

I.D. 

D. 


©449650HD 

©TR24638 

©TR24562 


Belt - P.S.; (1979-1974). D2TE8620BTA 

Belt - P.S.; (1966-1961). C2TE8620G 

Belt - P.S.; (1960-1958). 5750607 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1979-1974).C9PZ8620BN 

Belt - Air Brake Compr.; 

W/400 Air Brake Compr. 

(1979-1974).C9PZ8620BR 

Belt - Air Brake Compr.; 

(1966-1958). EDL2890A 

Belt - A.P.; (1979-1974). 

Hose - Upper; (1979-1974). 

Hose - Upper - Eng. To Pipe; (1966-1958). 
Hose - Upper - Pipe To Rad.; (1966-1958). 
Hose - Lower - Eng. To Pipe; Ser. No. 

W00001 & After (1979-1974). 

Hose - Lower - Pipe To Rad.; Ser. No. 

W00001 & After (1979-1974). 

Hose - Lower - Pipe To Rad.; (1966-1961). 
Hose - By Pass; Ser. No. C85000 & Be¬ 
fore (1979-1974). 

Hose - By Pass; Ser. No. C85001 & After 

(1979-1974). 

Hose - By Pass; (1966-1958). 

Hose - Heater; (1979-1974). 

Hose - Heater; (1966-1958). 

H950; HI 000; HT850; HT950 
1966-1961 

Belt - Fan & Alt. C2TE8620B 

Belt - P.S. C2TE8620G 

Belt - Air Brake Compr.C2TE8620S 

Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad. 

Hose - By Pass. 

L800 

1979-1970 

Belt - Fan & Alt.; W/Fan 

Clutch (1979-1978). D5HA8620BA 

Belt - Fan & Alt.; W/O Fan 

Clutch (1979-1978). 

Belt - Fan & Alt.; Ser. No. 

Q40000 & Before 

(1977-1973). 

Belt - Fan & Alt.; W/Fan 
Clutch; Ser. No. Q40001 & 

After (1977-1973). 

Belt - Fan & Alt.; W/O Fan 
Clutch; Ser. No. Q40001 & 

After (1977-1973). 

Belt - Fan & Alt.; (1972-1970) C9PZ8620GE 
Belt - P.S.; (1979-1973). D2TE8620BDA 


TR22578 
49412HD 
49412HD 
49400HD 

49405HD 


49415HD 

49430HD 
4951OHD 
21299 
20369 
^20397 

21116 

-=20530 

20682 

1 1/4” I.D. 

21258 
1 1/4" I.D. 
5/8” I.D. 
5/8” I.D. 


©TR20619 
49412HD 
49430HD 
20369 
2 1/4” I.D. 
1 1/4” I.D. 


©449640HD 


C9PZ8620DL ©449650HD 


C9PZ8620GE ©TR22657 


C9PZ8620FZ ©449640HD 


©449650HD 

TR22657 

©49600HD 


FORD - Continued 

FORD V-8 475 ENG. - Continued 

L800 - Continued 

1979-1970 - Continued 

Belt - P.S.; (1972-1970). 49600HD 

Belt - A.C.; W/Fan Clutch 

(1979-1974).C9PZ8620CD 49480HD 

Belt - A.C.; W/O Fan Clutch 

(1979-1974).C9PZ8620GD 49500HD 

Belt - A.C.; (1973).C9PZ8620DL 49650HD 

Belt - A.C.; (1972-1970).C9PZ8620GD 49500HD 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1979-1978). D5TE8620BDA 49415HD 

Belt - Air Brake Compr.; 

W/400 Air Brake Compr. 

(1979-1975).C9PZ8620BN 49405HD 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1977-1975). 49412HD 

Belt - Air Brake Compr.; 

(1974-1970). 49476HD 

Belt - A.P.; (1979-1978).C9PZ8620BE 49350HD 

Belt - A.P.; (1977-1973).C9PZ8620BH 49370HD 

Hose - Upper; W/Single Hose (1979-1972). 21101 

Hose - Upper - Eng. To Pipe; (1979-1972). 21299 

Hose - Upper - Pipe To Rad.; (1979-1972). ^21194 

Hose - Lower - Eng. To Pipe; (1979-1972). 21038 

Hose - Lower - Pipe To Rad.; (1979-1972). 20960(A) 

Hose - By Pass; (1979-1972). 21258 

Hose - Heater; Molded Hose (1979-1972)... s-^20338 

Hose - Heater Inlet; Strt. Hose 

(1979-1972). 3/4” I.D. 

Hose - Heater Outlet; Strt. Hose 
(1979-1972). 5/8” I.D. 

L880 

1979-1970 

Belt - Fan & Alt.; W/Fan 

Clutch (1979-1978). D5HA8620BA ©449640HD 

Belt - Fan & Alt.; W/O Fan 

Clutch (1979-1978).C9PZ8620DL ©449650HD 

Belt - Fan & Alt.; Ser. No. 

Q40000 & Before 

(1977-1973).C9PZ8620GE ©TR22657 

Belt - Fan & Alt.; W/Fan 
Clutch; Ser. No. Q40001 & 

After (1977-1973).C9PZ8620FZ ©449640HD 

Belt - Fan & Alt.; W/O Fan 
Clutch; Ser. No. Q40001 & 

After (1977-1973). ©449650HD 

Belt - Fan & Alt.; (1972-1970) C9PZ8620GE TR22657 

Belt - P.S.; (1979-1973). D2TE8620BDA ©49600HD 

Belt - P.S.; (1972-1970). 49600HD 

Belt - A.C.; W/Fan Clutch 

(1979-1974).C9PZ8620CD 49480HD 

Belt - A.C.; W/O Fan Clutch 

(1979-1974).C9PZ8620GD 49500HD 

Belt - A.C.; (1973).C9PZ8620DL 49650HD 

Belt - A.C.; (1972-1970).C9PZ8620GD 49500HD 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1979-1978). D5TE8620BDA 49415HD 

Belt - Air Brake Compr.; 

W/400 Air Brake Compr. 

(1979-1975).C9PZ8620BN 49405HD 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1977-1975). 49412HD 

Belt - Air Brake Compr.; 

(1974-1970). 49476HD 

Belt - A.P.; (1979-1978).C9PZ8620BE 49350HD 

Belt - A.P.; (1977-1973).C9PZ8620BH 49370HD 

L900 

1979-1971 

Belt - Fan & Alt.; W/Fan 

Clutch (1979-1978). D9PZ8620EA ©449640HD 

Belt - Fan & Alt.; W/O Fan 

Clutch (1979-1978).C9PZ8620DL ©449650HD 

Belt - Fan & Alt.; W/Fan 

Clutch (1977-1975). D3PZ8620E ©TR22648 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

FORD - Continued 

FORD V-8 475 ENG. - Continued 

L900 - Continued 
1979-1971 - Continued 
Belt - Fan & Alt.; W/O Fan 

Clutch (1977-1975). ©TR22657 

Belt - Fan & Alt.; W/42A, 

55A. Alt.; W/Fan Clutch 

(1974-1973). D3HE8620DA ©449640HD 

Belt - Fan & Alt.; W/42A, 

55A. Alt.; W/O Fan Clutch 

(1974-1973). D3HE8620CA ©449650HD 

Belt - Fan & Alt.; W/70A, 

90A. Alt.; W/Fan Clutch 

(1974-1973). D3PZ8620E ©TR22648 

Belt - Fan & Alt.; W/70A, 

90A. Alt.; W/O Fan Clutch 

(1974-1973). ©TR22657 

Belt - Fan & Alt.; W/65A, 

85A. Alt. (1972-1971). D0TE8620C ©TR22657 

Belt - P.S.C9PZ8620GT ©49600HD 

Belt - A.C.; (1979-1978).C9PZ8620CD 49480HD 

Belt - A.C.; W/Fan Clutch 

(1977-1973).C9PZ8620CD 49480HD 

Belt - A.C.; W/O Fan Clutch 

(1977-1973).C9PZ8620GD 49500HD 

Belt - A.C.; (1972-1971).C9PZ8620GD 49500HD 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1979-1975).C9PZ8620BR *9415HD 

Belt - Air Brake Compr.; 

W/400 Air Brake Compr. 

(1979-1975).C9PZ8620BN 49405HD 

Belt - Air Brake Compr.; 

(1974-1973). D0TE8620D 49480HD 

Belt - A.P.; (1977).C9PZ8620BK 49385HD 

Belt - A.P.; (1976-1973).C9PZ8620BE 49350HD 

Flose - Upper; W/Single Flose (1979-1972). 21101 

Flose - Upper - Eng. To Pipe; (1979-1972). 21299 

Flose - Upper - Pipe To Rad.; (1979-1972). s<21194 

Flose - Lower - Eng. To Pipe; (1979-1972). 21038 

Flose - Lower - Pipe To Rad.; (1979-1972). 20960(A) 

Hose - By Pass; (1979-1972). 21258 

Hose - Heater; Molded Hose (1979-1972)... ^<20338 

Hose - Heater Inlet; Strt. Hose 

(1979-1972). 3/4” I.D. 

Hose - Heater Outlet; Strt. Hose 
(1979-1972). 5/8” I.D. 

LN800 

1979-1970 

Belt - Fan & Alt.; W/Fan 

Clutch (1979-1978). D5HA8620BA ©449640HD 

Belt - Fan & Alt.; W/O Fan 

Clutch (1979-1978).C9PZ8620DL ©449650HD 

Belt - Fan & Alt.; Ser. No. 

Q40000 & Before 

(1977-1973).C9PZ8620GE ©TR22657 

Belt - Fan & Alt.; W/Fan 
Clutch; Ser. No. Q40001 & 

After (1977-1973).C9PZ8620FZ ©449640HD 

Belt - Fan & Alt.; W/O Fan 
Clutch; Ser. No. Q40001 & 

After (1977-1973). ©449650HD 

Belt - Fan & Alt.; (1972-1970) C9PZ8620GE TR22657 

Belt - P.S.; (1979-1973). D2TE8620BDA ©49600HD 

Belt - P.S.; (1972-1970). 49600HD 

Belt - A.C.; W/Fan Clutch 

(1979-1974).C9PZ8620CD 49480HD 

Belt - A.C.; W/O Fan Clutch 

(1979-1974).C9PZ8620GD 49500HD 

Belt - A.C.; (1973).C9PZ8620DL 49650HD 

Belt - A.C.; (1972-1970).C9PZ8620GD 49500HD 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1979-1978). D5TE8620BDA *9415HD 

Belt - Air Brake Compr.; 

W/400 Air Brake Compr. 

(1979-1975).C9PZ8620BN 49405HD 


Application Mfr. Part No. Gates No. 

FORD - Continued 

FORD V-8 475 ENG. - Continued 

LN800 - Continued 
1979-1970 - Continued 
Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1977-1975). 49412HD 

Belt - Air Brake Compr.; 

(1974-1970). 49476HD 

Belt - A.P.; (1979-1978).C9PZ8620BE 49350HD 

Belt - A.P.; (1977-1973).C9PZ8620BH 49370HD 

Hose - Upper; W/Single Hose (1979-1972). 21101 

Hose - Upper - Eng. To Pipe; (1979-1972). 21299 

Hose - Upper - Pipe To Rad.; (1979-1972). s-<21194 

Hose - Lower - Eng. To Pipe; (1979-1972). 21038 

Hose - Lower - Pipe To Rad.; (1979-1972). 20960(A) 

Hose - By Pass; (1979-1972). 21258 

Hose - Heater; Molded Hose (1979-1972)... s-^20338 

Hose - Heater Inlet; Strt. Hose 

(1979-1972). 3/4” I.D. 

Hose - Heater Outlet; Strt. Hose 
(1979-1972). 5/8” I.D. 

LN900 

1979-1971 

Belt - Fan & Alt.; W/Fan 

Clutch (1979-1978). D9PZ8620EA ©449640HD 

Belt - Fan & Alt.; W/O Fan 

Clutch (1979-1978).C9PZ8620DL ©449650HD 

Belt - Fan & Alt.; W/Fan 

Clutch (1977-1975). D3PZ8620E ©TR22648 

Belt - Fan & Alt.; W/O Fan 

Clutch (1977-1975). ©TR22657 

Belt - Fan & Alt.; W/42A, 

55A. Alt.; W/Fan Clutch 

(1974-1973). D3HE8620DA ©449640HD 

Belt - Fan & Alt.; W/42A, 

55A. Alt.; W/O Fan Clutch 

(1974-1973). D3HE8620CA ©449650HD 

Belt - Fan & Alt.; W/70A, 

90A. Alt.; W/Fan Clutch 

(1974-1973). D3PZ8620E ©TR22648 

Belt - Fan & Alt.; W/70A, 

90A. Alt.; W/O Fan Clutch 

(1974-1973). ©TR22657 

Belt - Fan & Alt.; W/65A, 

85A. Alt. (1972-1971). D0TE8620C ©TR22657 

Belt - P.S.C9PZ8620GT ©49600HD 

Belt - A.C.; (1979-1978).C9PZ8620CD 49480HD 

Belt - A.C.; W/Fan Clutch 

(1977-1973).C9PZ8620CD 49480HD 

Belt - A.C.; W/O Fan Clutch 

(1977-1973).C9PZ8620GD 49500HD 

Belt - A.C.; (1972-1971).C9PZ8620GD 49500HD 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1979-1975).C9PZ8620BR 49415HD 

Belt - Air Brake Compr.; 

W/400 Air Brake Compr. 

(1979-1975).C9PZ8620BN 49405HD 

Belt - Air Brake Compr.; 

(1974-1973). D0TE8620D 49480HD 

Belt - A.P.: (1977).C9PZ8620BK 49385HD 

Belt - A.P.; (1976-1973).C9PZ8620BE 49350HD 

Hose - Upper; W/Single Hose (1979-1972). 21101 

Hose - Upper - Eng. To Pipe; (1979-1972). 21299 

Hose - Upper - Pipe To Rad.; (1979-1972). s^=21194 

Hose - Lower - Eng. To Pipe; (1979-1972). 21038 

Hose - Lower - Pipe To Rad.; (1979-1972). 20960(A) 

Hose - By Pass; (1979-1972). 21258 

Hose - Heater; Molded Hose (1979-1972)... s-^20338 

Hose - Heater Inlet; Strt. Hose 

(1979-1972). 3/4” I.D. 

Hose - Heater Outlet; Strt. Hose 
(1979-1972). 5/8” I.D. 

LNT800 

1979-1972 

Hose - Upper; W/Single Hose. 21101 

Hose - Upper - Eng. To Pipe. 21299 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
V Use Notched Belt Only. 

Cut To Fit. 


O 

♦ 

4 


Green Stripe * 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 


143 







































































Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


FORD - Continued 

FORD V-8 475 ENG. - Continued 

LNT800 - Continued 

1979-1972 - Continued 

Hose - Upper - Pipe To Rad. ^<21194 

Hose - Lower - Eng. To Pipe. 21038 

Hose - Lower - Pipe To Rad. 20960(A) 

Hose - By Pass. 21258 

Hose - Heater; Molded Hose. ^20338 

Hose - Heater Inlet; Strt. Hose. 3/4" I.D. 

Hose - Heater Outlet; Strt. Hose. 5/8" I.D. 

LNT880 

1979-1970 

Belt - Fan & Alt.; W/Fan 

Clutch (1979-1978). D5HA8620BA @**9640HD 

Belt - Fan & Alt.; W/O Fan 

Clutch (1979-1978).C9PZ8620DL ©**9650HD 

Belt - Fan & Alt.; Ser. No. 

Q40000 & Before 

(1977-1973).C9PZ8620GE ©TR22657 

Belt - Fan & Alt.; W/Fan 
Clutch; Ser. No. Q40001 & 

After (1977-1973).C9PZ8620FZ @**9640HD 

Belt - Fan & Alt.; W/O Fan 
Clutch; Ser. No. Q40001 & 

After (1977-1973). ©**9650HD 

Belt - Fan & Alt.; (1972-1970) C9PZ8620GE TR22657 

Belt - P.S.; (1979-1973). D2TE8620BDA ©*9600HD 

Belt - P.S.; (1972-1970). *9600HD 

Belt - A.C.; W/Fan Clutch 

(1979-1974).C9PZ8620CD *9480HD 

Belt - A.C.; W/O Fan Clutch 

(1979-1974).C9PZ8620GD *9500HD 

Belt - A.C.; (1973).C9PZ8620DL *9650HD 

Belt - A.C.; (1972-1970).C9PZ8620GD *9500HD 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1979-1978). D5TE8620BDA *9415HD 

Belt - Air Brake Compr.; 

W/400 Air Brake Compr. 

(1979-1975).C9PZ8620BN *9405HD 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1977-1975). *9412HD 

Belt - Air Brake Compr.; 

(1974-1970). *9476HD 

Belt - A.P.; (1979-1978).C9PZ8620BE *9350HD 

Belt - A.P.; (1977-1973).C9PZ8620BH *9370HD 

Hose - Upper; W/Single Hose (1979-1972). 21101 

Hose - Upper - Eng. To Pipe; (1979-1972). 21299 

Hose - Upper - Pipe To Rad.; (1979-1972). s<21194 

Hose - Lower - Eng. To Pipe; (1979-1972). 21038 

Hose - Lower - Pipe To Rad.; (1979-1972). 20960(A) 

Hose - By Pass; (1979-1972). 21258 

Hose - Heater; Molded Hose (1979-1972)... s-^20338 

Hose - Heater Inlet; Strt. Hose 

(1979-1972). 3/4" I.D. 

Hose - Heater Outlet; Strt. Hose 
(1979-1972). 5/8" I.D. 

LNT900 

1979-1971 

Belt - Fan & Alt.; W/Fan 

Clutch (1979-1978). D9PZ8620EA @**9640HD 

Belt - Fan & Alt.; W/O Fan 

Clutch (1979-1978).C9PZ8620DL @**9650HD 

Belt - Fan & Alt.; W/Fan 

Clutch (1977-1975). D3PZ8620E ©TR22648 

Belt - Fan & Alt.; W/O Fan 

Clutch (1977-1975). ©TR22657 

Belt - Fan & Alt.; W/42A, 

55A. Alt.; W/Fan Clutch 

(1974-1973). D3HE8620DA @**9640HD 

Belt - Fan & Alt.; W/42A, 

55A. Alt.; W/O Fan Clutch 

(1974-1973). D3HE8620CA ©**9650HD 

Belt - Fan & Alt.; W/70A, 

90A. Alt.; W/Fan Clutch 

(1974-1973). D3PZ8620E ©TR22648 


FORD - Continued 

FORD V-8 475 ENG. - Continued 

LNT900 - Continued 
1979-1971 - Continued 
Belt - Fan & Alt.; W/70A, 

90A. Alt.; W/O Fan Clutch 

(1974-1973). ©TR22657 

Belt - Fan & Alt.; W/65A, 

85A. Alt. (1972-1971). D0TE8620C ©TR22657 

Belt - P.S.C9PZ8620GT @*9600HD 

Belt - A.C.; (1979-1978).C9PZ8620CD *9480HD 

Belt - A.C.; W/Fan Clutch 

(1977-1973).C9PZ8620CD *9480HD 

Belt - A.C.; W/O Fan Clutch 

(1977-1973).C9PZ8620GD *9500HD 

Belt - A.C.; (1972-1971).C9PZ8620GD *9500HD 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1979-1975).C9PZ8620BR *9415HD 

Belt - Air Brake Compr.; 

W/400 Air Brake Compr. 

(1979-1975).C9PZ8620BN *9405HD 

Belt - Air Brake Compr.; 

(1974-1973). D0TE8620D *9480HD 

Belt - A.P.; (1977).C9PZ8620BK *9385HD 

Belt - A.P.; (1976-1973).C9PZ8620BE *9350HD 

Hose - Upper; W/Single Hose (1979-1972). 21101 

Hose - Upper - Eng. To Pipe; (1979-1972). 21299 

Hose - Upper - Pipe To Rad.; (1979-1972). s<21194 

Hose - Lower - Eng. To Pipe; (1979-1972). 21038 

Hose - Lower - Pipe To Rad.; (1979-1972). 20960(A) 

Hose - By Pass; (1979-1972). 21258 

Hose - Heater; Molded Hose (1979-1972)... s-^20338 

Hose - Heater Inlet; Strt. Hose 

(1979-1972). 3/4” I.D. 

Hose - Heater Outlet; Strt. Hose 
(1979-1972). 5/8” I.D. 

LT800; LT880 
1979-1970 

Belt - Fan & Alt.; W/Fan 

Clutch (1979-1978). D5HA8620BA @**9640HD 

Belt - Fan & Alt.; W/O Fan 

Clutch (1979-1978).C9PZ8620DL ©**9650HD 

Belt - Fan & Alt.; Ser. No. 

Q40000 & Before 

(1977-1973).C9PZ8620GE ©TR22657 

Belt - Fan & Alt.; W/Fan 
Clutch; Ser. No. Q40001 & 

After (1977-1973).C9PZ8620FZ @**9640HD 

Belt - Fan & Alt.; W/O Fan 
Clutch; Ser. No. Q40001 & 

After (1977-1973). ©**9650HD 

Belt - Fan & Alt.; (1972-1970) C9PZ8620GE TR22657 

Belt - P.S.; (1979-1973). D2TE8620BDA @*9600HD 

Belt - P.S.; (1972-1970). *9600HD 

Belt - A.C.; W/Fan Clutch 

(1979-1974).C9PZ8620CD *9480HD 

Belt - A.C.; W/O Fan Clutch 

(1979-1974).C9PZ8620GD *9500HD 

Belt - A.C.; (1973).C9PZ8620DL *9650HD 

Belt - A.C.; (1972-1970).C9PZ8620GD *9500HD 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1979-1978). D5TE8620BDA *9415HD 

Belt - Air Brake Compr.; 

W/400 Air Brake Compr. 

(1979-1975).C9PZ8620BN *9405HD 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1977-1975). *9412HD 

Belt - Air Brake Compr.; 

(1974-1970). *9476HD 

Belt - A.P.; (1979-1978).C9PZ8620BE *9350HD 

Belt - A.P.; (1977-1973).C9PZ8620BH *9370HD 

Hose - Upper; W/Single Hose (1979-1972). 21101 

Hose - Upper - Eng. To Pipe; (1979-1972). 21299 

Hose - Upper - Pipe To Rad.; (1979-1972). s<21194 

Hose - Lower - Eng. To Pipe; (1979-1972). 21038 

Hose - Lower - Pipe To Rad.; (1979-1972). 20960(A) 

Hose - By Pass; (1979-1972). 21258 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

Cut To Fit. * Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

FORD - Continued 

FORD V-8 475 ENG. - Continued 

LT800; LT880 - Continued 
1979-1970 - Continued 

Hose - Heater; Molded Hose (1979-1972)... s-^20338 

Hose - Heater Inlet; Strt. Hose 

(1979-1972). 3/4” I.D. 

Hose - Heater Outlet; Strt. Hose 
(1979-1972). 5/8” I.D. 

LT900 

1979-1971 

Belt - Fan & Alt.; W/Fan 

Clutch (1979-1978). D9PZ8620EA @44964080 

Belt - Fan & Alt.; W/O Fan 

Clutch (1979-1978). C9PZ8620DL ©449650HD 

Belt - Fan & Alt.; W/Fan 

Clutch (1977-1975). D3PZ8620E ©TR22648 

Belt - Fan & Alt.; W/O Fan 

Clutch (1977-1975). ©TR22657 

Belt - Fan & Alt.; W/42A, 

55A. Alt.; W/Fan Clutch 

(1974-1973). D3HE8620DA @449640HD 

Belt - Fan & Alt.; W/42A, 

55A. Alt.; W/O Fan Clutch 

(1974-1973). D3HE8620CA ©449650HD 

Belt - Fan & Alt.; W/70A, 

90A. Alt.; W/Fan Clutch 

(1974-1973). D3PZ8620E ©TR22648 

Belt - Fan & Alt.; W/70A, 

90A. Alt.; W/O Fan Clutch 

(1974-1973). ©TR22657 

Belt - Fan & Alt.; W/65A, 

85A. Alt. (1972-1971). D0TE8620C ©TR22657 

Belt - P.S.C9PZ8620GT ©49600HD 

Belt - A.C.; (1979-1978).C9PZ8620CD 49480HD 

Belt - A.C.; W/Fan Clutch 

(1977-1973).C9PZ8620CD 49480HD 

Belt - A.C.; W/O Fan Clutch 

(1977-1973).C9PZ8620GD 49500HD 

Belt - A.C.; (1972-1971).C9PZ8620GD 49500HD 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1979-1975).C9PZ8620BR 49415HD 

Belt - Air Brake Compr.; 

W/400 Air Brake Compr. 

(1979-1975).C9PZ8620BN 49405HD 

Belt - Air Brake Compr.; 

(1974-1973). D0TE8620D 49480HD 

Belt - A.P.; (1977).C9PZ8620BK 49385HD 

Belt - A.P.; (1976-1973).C9PZ8620BE 49350HD 

Hose - Upper; W/Single Hose (1979-1972). 21101 

Hose - Upper - Eng. To Pipe; (1979-1972). 21299 

Hose - Upper - Pipe To Rad.; (1979-1972). s-=21194 

Hose - Lower - Eng. To Pipe; (1979-1972). 21038 

Hose - Lower - Pipe To Rad.; (1979-1972). 20960(A) 

Hose - By Pass; (1979-1972). 21258 

Hose - Heater; Molded Hose (1979-1972)... ^20338 

Hose - Heater Inlet; Strt. Hose 

(1979-1972). 3/4” I.D. 

Hose - Heater Outlet; Strt. Hose 
(1979-1972). 5/8” I.D. 

LTS800 

1979-1970 

Belt - Fan & Alt.; W/Fan 

Clutch (1979-1978). D5HA8620BA ©449640HD 

Belt - Fan & Alt.; W/O Fan 

Clutch (1979-1978).C9PZ8620DL ©449650HD 

Belt - Fan & Alt.; Ser. No. 

Q40000 & Before 

(1977-1973).C9PZ8620GE ©TR22657 

Belt - Fan & Alt.; W/Fan 
Clutch; Ser. No. Q40001 & 

After (1977-1973).C9PZ8620FZ ©449640HD 

Belt - Fan & Alt.; W/O Fan 
Clutch; Ser. No. Q40001 & 

After (1977-1973). ©449650HD 

Belt - Fan & Alt.; (1972-1970) C9PZ8620GE TR22657 

Belt - P.S.; (1979-1973). D2TE8620BDA ©49600HD 


Application Mfr. Part No. Gates No. 

FORD - Continued 

FORD V-8 475 ENG. - Continued 

LTS800 - Continued 

1979-1970 - Continued 

Belt - P.S.; (1972-1970). 49600HD 

Belt - A.C.; W/Fan Clutch 

(1979-1974).C9PZ8620CD 49480HD 

Belt - A.C.; W/O Fan Clutch 

(1979-1974).C9PZ8620GD 49500HD 

Belt - A.C.; (1973).C9PZ8620DL 49650HD 

Belt - A.C.; (1972-1970).C9PZ8620GD 49500HD 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1979-1978). D5TE8620BDA 49415HD 

Belt - Air Brake Compr.; 

W/400 Air Brake Compr. 

(1979-1975).C9PZ8620BN 49405HD 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1977-1975). 49412HD 

Belt - Air Brake Compr.; 

(1974-1970). 49476HD 

Belt - A.P.: (1979-1978).C9PZ8620BE 49350HD 

Belt - A.P.; (1977-1973).C9PZ8620BH 49370HD 

LTS900 

1979-1971 

Belt - Fan & Alt.; W/Fan 

Clutch (1979-1978). D9PZ8620EA ©449640HD 

Belt - Fan & Alt.; W/O Fan 

Clutch (1979-1978).C9PZ8620DL ©449650HD 

Belt - Fan & Alt.; W/Fan 

Clutch (1977-1975). D3PZ8620E ©TR22648 

Belt - Fan & Alt.; W/O Fan 

Clutch (1977-1975). ©TR22657 

Belt - Fan & Alt.; W/42A, 

55A. Alt.; W/Fan Clutch 

(1974-1973). D3HE8620DA ©449640HD 

Belt - Fan & Alt.; W/42A, 

55A. Alt.; W/O Fan Clutch 

(1974-1973). D3HE8620CA ©449650HD 

Belt - Fan & Alt.; W/70A, 

90A. Alt.; W/Fan Clutch 

(1974-1973). D3PZ8620E ©TR22648 

Belt - Fan & Alt.; W/70A, 

90A. Alt.; W/O Fan Clutch 

(1974-1973). ©TR22657 

Belt - Fan & Alt.; W/65A, 

85A. Alt. (1972-1971). D0TE8620C ©TR22657 

Belt - P.S.C9PZ8620GT : 49600HD 

Belt - A.C.; (1979-1978).C9PZ8620CD 49480HD 

Belt - A.C.; W/Fan Clutch 

(1977-1973).C9PZ8620CD 49480HD 

Belt - A.C.; W/O Fan Clutch 

(1977-1973).C9PZ8620GD 49500HD 

Belt - A.C.; (1972-1971).C9PZ8620GD 49500HD 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1979-1975).C9PZ8620BR 49415HD 

Belt - Air Brake Compr.; 

W/400 Air Brake Compr. 

(1979-1975).C9PZ8620BN 49405HD 

Belt - Air Brake Compr.; 

(1974-1973). D0TE8620D 49480HD 

Belt - A.P.: (1977).C9PZ8620BK 49385HD 

Belt - A.P.; (1976-1973).C9PZ8620BE 49350HD 

Hose - Upper; W/Single Hose (1979-1972). 21101 

Hose - Upper - Eng. To Pipe; (1979-1972). 21299 

Hose - Upper - Pipe To Rad.; (1979-1972). s^=21194 

Hose - Lower - Eng. To Pipe; (1979-1972). 21038 

Hose - Lower - Pipe To Rad.; (1979-1972). 20960(A) 

Hose - By Pass; (1979-1972). 21258 

Hose - Heater; Molded Hose (1979-1972)... s-^20338 

Hose - Heater Inlet; Strt. Hose 

(1979-1972). 3/4” I.D. 

Hose - Heater Outlet; Strt. Hose 
(1979-1972). 5/8” I.D. 

N850; N950; N1000; Nil00; NT850; NT950; NT1000 

1969-1961 

Belt - Fan & Alt. C2TE8620AB TR24638 

Belt - P.S. C6TE8620A 49412HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
V Use Notched Belt Only. 

Cut To Fit. 


O 

♦ 

4 


Green Stripe * 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 


145 









































































Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

FORD - Continued 


Gates No. 


Application 

FORD - Continued 


Mfr. Part No. 


Gates No. 


FORD V-8 475 ENG. - Continued 

N850; N950; N1000; N1100; NT850; NT950; NT1000 

- Continued 


FORD V-8 475 ENG. - Continued 

T950 

1979-1958 


1969-1961 - Continued 


Belt - Air Brake Compr. 


49430HD 

T750 

1979-1961 

Belt - Fan & Alt.; W/Fan 

Clutch (1979-1978). 

D9PZ8620EA 

©449640HD 

Belt - Fan & Alt.; W/O Fan 
Clutch (1979-1978). 

C9PZ8620DL 

©449650HD 

Belt - Fan & Alt.; (1969-1961) 

C2TE8620AB 

©TR24638 

Belt - P.S.; (1979-1978). 

D2TE8620BTA 

49412HD 

Belt - P.S.; (1969-1961). 

C6TE8620A 

49412HD 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1979-1978). 

C9PZ8620BR 

49415HD 

Belt - Air Brake Compr.; 

W/400 Air Brake Compr. 
(1979-1978). 

C9PZ8620BN 

49405HD 

Belt - Air Brake Compr.; 
(1969-1961). 


49430HD 

Belt - A.P.; W/7 1/4" Pulley 
(1979-1978). 

D5HE8620CA 

49520HD 

Belt - A.P.; W/7 7/8" Pulley 
(1979-1978). 

D2AE8620BRA 

49525HD 

T800 

1979-1978 

Belt - Fan & Alt.; W/Fan 

Clutch. 

D9PZ8620EA 

©449640HD 

Belt - Fan & Alt.; W/O Fan 
Clutch. 

C9PZ8620DL 

©449650HD 

Belt - P.S. 

D2TE8620BTA 

49412HD 

Belt - Air Brake Compr.; Mod¬ 
el No. 501. 

C9PZ8620BR 

49415HD 

Belt - Air Brake Compr.; 

W/400 Air Brake Compr. 

C9PZ8620BN 

49405HD 

Belt - A.P.; W/7 1/4" Pulley.... 

D5HE8620CA 

49520HD 

Belt - A.P.; W/7 7/8" Pulley.... 

D2AE8620BRA 

49525HD 

T850 

1979-1958 

Belt - Fan & Alt.; W/Fan 

Clutch (1979-1978). 

D9PZ8620EA 

©449640HD 

Belt - Fan & Alt.; W/O Fan 
Clutch (1979-1978). 

C9PZ8620DL 

©449650HD 

Belt - P.S.; (1979-1978). 

D2TE8620BTA 

49412HD 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1979-1978). 

C9PZ8620BR 

49415HD 


Belt - Air Brake Compr.; 

W/400 Air Brake Compr. 

(1979-1978).C9PZ8620BN 49405HD 

Belt - A.P.; W/7 1/4" Pulley 

(1979-1978). D5HE8620CA 49520HD 

Belt - A.P.; W/7 7/8" Pulley 

(1979-1978). D2AE8620BRA 49525HD 

Hose - Upper; (1979-1974). 21299 

Hose - Upper - Eng. To Pipe; (1966-1958). 20369 

Hose - Upper - Pipe To Rad.; (1966-1958). s-=20397 

Hose - Lower - Eng. To Pipe; Ser. No. 

W00001 & After (1979-1974). 21116 

Hose - Lower - Pipe To Rad.; Ser. No. 

W00001 & After (1979-1974). ^20530 


Hose - Lower - Pipe To Rad.; (1966-1961). 

20682 

Hose - By Pass; Ser. No. C85000 & Be¬ 
fore (1979-1974). 

1 1/4” I.D. 

Hose - By Pass; Ser. No. C85001 & After 
(1979-1974). 

21258 

Hose - By Pass; (1966-1958). 

1 1/4” I.D. 

Hose - Heater; (1979-1974). 

5/8” I.D. 

Hose - Heater; (1966-1958). 

5/8” I.D. 

T900 

1969-1961 

Belt - Fan & Alt. C2TE8620AB 

©TR24638 

Belt - P.S. C6TE8620A 

49412HD 

Belt - Air Brake Compr. 

49430HD 


Belt - Fan & Alt.; W/Calif. 

Emission System 

(1979-1974). D5HE8620BA ©449640HD 

Belt - Fan & Alt.; W/O Calif. 

Emission System 

(1979-1974).C9PZ8620DL ©449650HD 

Belt - Fan & Alt.; (1966-1961) C2TE8620AB ©TR24638 

Belt - Fan & Alt.; (1960-1958) EDL8620D ©TR24562 

Belt - Fan & Gen.; 


(1960-1958). EDL8620A 

Belt - P.S.; (1979-1974). D2TE8620BTA 

Belt - P.S.; (1966-1961). C2TE8620G 

Belt - P.S.; (1960-1958). 5750607 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1979-1974).C9PZ8620BN 

Belt - Air Brake Compr.; 

W/400 Air Brake Compr. 

(1979-1974).C9PZ8620BR 

Belt - Air Brake Compr.; 

(1966-1958). EDL2890A 

Belt - A.P.; (1979-1974). 

Hose - Upper; (1979-1974). 


Hose - Upper - Eng. To Pipe; (1966-1958). 
Hose - Upper - Pipe To Rad.; (1966-1958). 
Hose - Lower - Eng. To Pipe; Ser. No. 

W00001 & After (1979-1974). 

Hose - Lower - Pipe To Rad.; Ser. No. 

W00001 & After (1979-1974). 

Hose - Lower - Pipe To Rad.; (1966-1961). 
Hose - By Pass; Ser. No. C85000 & Be¬ 
fore (1979-1974). 

Hose - By Pass; Ser. No. C85001 & After 

(1979-1974). 

Hose - By Pass; (1966-1958). 

Hose - Heater; (1979-1974). 

Hose - Heater; (1966-1958). 


TR22578 
49412HD 
49412HD 
49400HD 

49405HD 


49415HD 

49430HD 
4951OHD 
21299 
20369 
^20397 

21116 

-=20530 

20682 

1 1/4” I.D. 

21258 
1 1/4” I.D. 
5/8” I.D. 
5/8” I.D. 


FORD V-8 477 ENG. 

C850; C900; C950; Cl000; Cl 100; CT850; CT950 
1979-1957 


Belt - W.P. & Alt.; 

(1979-1978). D5HE8620BA 

Belt - W.P. & Alt.; W/105A. 

Alt. (1977-1973).C9PZ8620EU 

Belt - W.P. & Alt.; W/70A. Alt. 

(1977-1973).C9PZ8620EU 

Belt - W.P. & Alt.; 

(1972-1961). C2TE8620AB 

Belt - W.P. & Alt.; 

(1960-1958). EDL8620D 

Belt - W.P. & Gen.; 

(1960-1958). 

Belt - P.S.; (1979-1978). D4HE8620BA 

Belt - P.S.; Ser. No. B100000 

& Before (1977-1973). D4HE8620BA 

Belt - P.S.; Ser. No. B10001 

& After (1977-1973). D4HE8620BA 

Belt - P.S.; (1972-1961). C6TE8620A 

Belt - P.S.; (1960-1958). C3TE8620N 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1979-1973). 

Belt - Air Brake Compr.; 

W/400 Air Brake Compr. 

(1979-1973). D4HE8620AA 

Belt - Air Brake Compr.; 

(1972-1958).C7AE8620D 


Belt - A.P.; (1979-1977). 

Belt - A.P.; (1976-1975). 

Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad. 

Hose - Lower - Eng. To Pipe; Ser. No. 
W00001 & After. 


©449640HD 

©TR22625 

TR22625 

TR24638 

TR24562 

TR22578 
©49412HD 

49412HD 

©49412HD 
49412HD 
49400HD 

49415HD 


49405HD 

49430HD 
49520 HD 
49525HD 
20369 
2 1/4” I.D. 

21116 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

^ Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


FORD - Continued 


FORD V-8 477 ENG. - Continued 

C850; C900; C950; Cl000; Cl 100; CT850; CT950 

- Continued 
1979-1957 - Continued 
Hose - Lower - Pipe To Rad.; Ser. No. 

W00001 & After. 

Hose - Lower - Pipe To Rad.; W/Auto. 

Trans.; Ser. No. W00000 & Before. 

Hose - Lower - Pipe To Rad.; W/Man. 

Trans.; Ser. No. W00000 & Before. 

Hose - By Pass. 

Hose - Heater. 

F750; F800; F850; F880; F950; FI 000; F1100 

1979-1958 

Belt - Fan & Alt.; W/Calif. 

Emission System 

(1979-1974). D5HE8620BA ©449640HD 

Belt - Fan & Alt.; W/O Calif. 

Emission System 

(1979-1974).C9PZ8620DL 

Belt - Fan & Alt.; (1966-1961) C2TE8620AB 
Belt - Fan & Alt.; (1960-1958) EDL8620D 
Belt - Fan & Gen.; 

(1960-1958). EDL8620A 


21116 

20682 

2 5/8’ 
1 1/4’ 
5/8" I 


I.D. 

I.D. 

D. 


©449650HD 

©TR24638 

©TR24562 


Belt - P.S.; (1979-1974). D2TE8620BTA 

Belt - P.S.; (1966-1961). C2TE8620G 

Belt - P.S.; (1960-1958). 5750607 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1979-1974).C9PZ8620BN 

Belt - Air Brake Compr.; 

W/400 Air Brake Compr. 

(1979-1974).C9PZ8620BR 

Belt - Air Brake Compr.; 

(1966-1958). EDL2890A 

Belt - A.P.; (1979-1974). 

Hose - Upper; (1979-1974). 

Hose - Upper - Eng. To Pipe; (1966-1958). 
Hose - Upper - Pipe To Rad.; (1966-1958). 
Hose - Lower - Eng. To Pipe; Ser. No. 

W00001 & After (1979-1974). 

Hose - Lower - Pipe To Rad.; Ser. No. 

W00001 & After (1979-1974). 

Hose - Lower - Pipe To Rad.; (1966-1961). 
Hose - By Pass; Ser. No. C85000 & Be¬ 
fore (1979-1974). 

Hose - By Pass; Ser. No. C85001 & After 

(1979-1974). 

Hose - By Pass; (1966-1958). 

Hose - Heater; (1979-1974). 

Hose - Heater; (1966-1958). 

H950; HI 000; HT850; HT950 

1966-1961 

Belt - Fan & Alt. C2TE8620B 

Belt - P.S. C2TE8620G 

Belt - Air Brake Compr.C2TE8620S 

Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad. 

Hose - By Pass. 

L800 

1979-1971 

Belt - Fan & Alt.; W/Fan 

Clutch (1979-1978). D5HA8620BA 

Belt - Fan & Alt.; W/O Fan 

Clutch (1979-1978). 

Belt - Fan & Alt.; Ser. No. 

Q40000 & Before 

(1977-1973). 

Belt - Fan & Alt.; W/Fan 
Clutch; Ser. No. Q40001 & 

After (1977-1973). 

Belt - Fan & Alt.; W/O Fan 
Clutch; Ser. No. Q40001 & 

After (1977-1973). 

Belt - Fan & Alt.; (1972-1971) C9PZ8620GE 
Belt - P.S.; (1979-1973). D2TE8620BDA 


TR22578 
49412HD 
49412HD 
49400HD 

49405HD 


49415HD 

49430HD 
4951OHD 
21299 
20369 
^20397 

21116 

-=20530 

20682 

1 1/4” I.D. 

21258 
1 1/4" I.D. 
5/8” I.D. 
5/8” I.D. 


©TR20619 
49412HD 
49430HD 
20369 
2 1/4” I.D. 
1 1/4” I.D. 


©449640HD 


C9PZ8620DL ©449650HD 


C9PZ8620GE ©TR22657 


C9PZ8620FZ ©449640HD 


©449650HD 

TR22657 

©49600HD 


FORD - Continued 

FORD V-8 477 ENG. - Continued 

L800 - Continued 

1979-1971 - Continued 

Belt - P.S.; (1972-1971). 49600HD 

Belt - A.C.; W/Fan Clutch 

(1979-1974).C9PZ8620CD 49480HD 

Belt - A.C.; W/O Fan Clutch 

(1979-1974).C9PZ8620GD 49500HD 

Belt - A.C.; (1973).C9PZ8620DL 49650HD 

Belt - A.C.; (1972-1971).C9PZ8620GD 49500HD 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1979-1978). D5TE8620BDA 49415HD 

Belt - Air Brake Compr.; 

W/400 Air Brake Compr. 

(1979-1975).C9PZ8620BN 49405HD 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1977-1975). 49412HD 

Belt - Air Brake Compr.; 

(1974-1971). 49476HD 

Belt - A.P.; (1979-1978).C9PZ8620BE 49350HD 

Belt - A.P.; (1977-1973).C9PZ8620BH 49370HD 

Hose - Upper; W/Single Hose (1979-1972). 21101 

Hose - Upper - Eng. To Pipe; (1979-1972). 21299 

Hose - Upper - Pipe To Rad.; (1979-1972). ^21194 

Hose - Lower - Eng. To Pipe; (1979-1972). 21038 

Hose - Lower - Pipe To Rad.; (1979-1972). 20960(A) 

Hose - By Pass; (1979-1972). 21258 

Hose - Heater; Molded Hose (1979-1972)... s-^20338 

Hose - Heater Inlet; Strt. Hose 

(1979-1972). 3/4” I.D. 

Hose - Heater Outlet; Strt. Hose 
(1979-1972). 5/8” I.D. 

L880 

1979-1971 

Belt - Fan & Alt.; W/Fan 

Clutch (1979-1978). D5HA8620BA ©449640HD 

Belt - Fan & Alt.; W/O Fan 

Clutch (1979-1978).C9PZ8620DL ©449650HD 

Belt - Fan & Alt.; Ser. No. 

Q40000 & Before 

(1977-1973).C9PZ8620GE ©TR22657 

Belt - Fan & Alt.; W/Fan 
Clutch; Ser. No. Q40001 & 

After (1977-1973).C9PZ8620FZ ©449640HD 

Belt - Fan & Alt.; W/O Fan 
Clutch; Ser. No. Q40001 & 

After (1977-1973). ©449650HD 

Belt - Fan & Alt.; (1972-1971) C9PZ8620GE TR22657 

Belt - P.S.; (1979-1973). D2TE8620BDA ©49600HD 

Belt - P.S.; (1972-1971). 49600HD 

Belt - A.C.; W/Fan Clutch 

(1979-1974).C9PZ8620CD 49480HD 

Belt - A.C.; W/O Fan Clutch 

(1979-1974).C9PZ8620GD 49500HD 

Belt - A.C.; (1973).C9PZ8620DL 49650HD 

Belt - A.C.; (1972-1971).C9PZ8620GD 49500HD 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1979-1978). D5TE8620BDA 49415HD 

Belt - Air Brake Compr.; 

W/400 Air Brake Compr. 

(1979-1975).C9PZ8620BN 49405HD 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1977-1975). 49412HD 

Belt - Air Brake Compr.; 

(1974-1971). 49476HD 

Belt - A.P.; (1979-1978).C9PZ8620BE 49350HD 

Belt - A.P.; (1977-1973).C9PZ8620BH 49370HD 

L900 

1979-1971 

Belt - Fan & Alt.; W/Fan 

Clutch (1979-1978). D9PZ8620EA ©449640HD 

Belt - Fan & Alt.; W/O Fan 

Clutch (1979-1978).C9PZ8620DL ©449650HD 

Belt - Fan & Alt.; W/Fan 

Clutch (1977-1973). D3PZ8620E ©TR22648 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. Q 
•*” Use Notched Belt Only. ♦ 

^ Cut To Fit. 4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


FORD - Continued 

FORD V-8 477 ENG. - Continued 

L900 - Continued 
1979-1971 - Continued 
Belt - Fan & Alt.; W/O Fan 

Clutch (1977-1973). ©TR22657 

Belt - Fan & Alt.; W/65A, 

85A. Alt. (1972-1971). D0TE8620C 

Belt - P.S.C9PZ8620GT 


Belt - A.C.; (1979-1978). 

Belt - A.C.; W/Fan Clutch 

(1977-1973). 

Belt - A.C.; W/O Fan Clutch 

(1977-1973). 

Belt - A.C.; (1972-1971). 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1979-1975). 

Belt - Air Brake Compr.; 
W/400 Air Brake Compr. 

(1979-1975). 

Belt - Air Brake Compr.; 
(1974-1973). 


C9PZ8620CD 

C9PZ8620CD 

C9PZ8620GD 

C9PZ8620GD 

C9PZ8620BR 


C9PZ8620BN 


D0TE8620D 

C9PZ8620BE 

C9PZ8620BK 

C9PZ8620BE 


Belt - A.P.: (1979-1978).. 

Belt - A.P.: (1977). 

Belt - A.P.; (1976-1973).. 

Hose - Upper; W/Single Hose (1979-1972). 
Hose - Upper - Eng. To Pipe; (1979-1972). 
Hose - Upper - Pipe To Rad.; (1979-1972). 
Hose - Lower - Eng. To Pipe; (1979-1972). 
Hose - Lower - Pipe To Rad.; (1979-1972). 

Hose - By Pass; (1979-1972). 

Hose - Heater; Molded Hose (1979-1972)... 
Hose - Heater Inlet; Strt. Hose 

(1979-1972). 

Hose - Heater Outlet; Strt. Hose 
(1979-1972). 

LN800 


1979-1971 

Belt - Fan & Alt.; W/Fan 

Clutch (1979-1978). 

Belt - Fan & Alt.; W/O Fan 

Clutch (1979-1978). 

Belt - Fan & Alt.; Ser. No. 
Q40000 & Before 

(1977-1973). 

Belt - Fan & Alt.; W/Fan 
Clutch; Ser. No. Q40001 & 

After (1977-1973). 

Belt - Fan & Alt.; W/O Fan 
Clutch; Ser. No. Q40001 & 

After (1977-1973). 

Belt - Fan & Alt.; (1972-1971) 

Belt - P.S.; (1979-1973). 

Belt - P.S.; (1972-1971). 

Belt - A.C.; W/Fan Clutch 

(1979-1974). 

Belt - A.C.; W/O Fan Clutch 

(1979-1974). 

Belt - A.C.; (1973). 

Belt - A.C.; (1972-1971). 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1979-1978). 

Belt - Air Brake Compr.; 

W/400 Air Brake Compr. 

(1979-1975). 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1977-1975). 

Belt - Air Brake Compr.; 

(1974-1971). 

Belt - A.P.; (1979-1978). 

Belt - A.P.; (1977-1973). 

Hose - Upper; W/Single Hose 
Hose - Upper - Eng. To Pipe; 
Hose - Upper - Pipe To Rad.; 
Hose - Lower - Eng. To Pipe; 
Hose - Lower - Pipe To Rad.; 
Hose - By Pass; (1979-1972).. 


D5HA8620BA 

C9PZ8620DL 


©TR22657 

©49600HD 

49480HD 

49480HD 

49500HD 

49500HD 

49415HD 


49405HD 

49480HD 

49350HD 

49385HD 

49350HD 

21101 

21299 

s<21194 

21038 

20960(A) 

21258 

^20338 

3/4” I.D. 

5/8” I.D. 


©449640HD 

©449650HD 


C9PZ8620GE ©TR22657 
C9PZ8620FZ ©449640HD 


C9PZ8620GE 

D2TE8620BDA 


C9PZ8620CD 

C9PZ8620GD 

C9PZ8620DL 

C9PZ8620GD 

D5TE8620BDA 

C9PZ8620BN 


C9PZ8620BE 

C9PZ8620BH 

(1979-1972). 

(1979-1972). 

(1979-1972). 

(1979-1972). 

(1979-1972). 


©449650HD 

TR22657 

©49600HD 

49600HD 

49480HD 

49500HD 

49650HD 

49500HD 

49415HD 


49405HD 

49412HD 

49476HD 

49350HD 

49370HD 

21101 

21299 

^21194 

21038 

20960(A) 

21258 


FORD - Continued 

FORD V-8 477 ENG. - Continued 

LN800 - Continued 
1979-1971 - Continued 
Hose - Heater; Molded Hose (1979-1972).. 

Hose - Heater Inlet; Strt. Hose 

(1979-1972). 

Hose - Heater Outlet; Strt. Hose 
(1979-1972). 

LN900 


1979-1971 

Belt - Fan & Alt.; W/Fan 

Clutch (1979-1978). 

Belt - Fan & Alt.; W/O Fan 

Clutch (1979-1978). 

Belt - Fan & Alt.; W/Fan 

Clutch (1977-1973). 

Belt - Fan & Alt.; W/O Fan 

Clutch (1977-1973). 

Belt - Fan & Alt.; W/65A, 
85A. Alt. (1972-1971).. 


D9PZ8620EA 

C9PZ8620DL 

D3PZ8620E 


D0TE8620C 


C9PZ8620CD 

C9PZ8620GD 

C9PZ8620GD 


C9PZ8620BR 


C9PZ8620BN 

D0TE8620D 

C9PZ8620BE 

C9PZ8620BK 

C9PZ8620BE 


Belt - P.S.C9PZ8620GT 

Belt - A.C.; (1979-1978).C9PZ8620CD 

Belt - A.C.; W/Fan Clutch 

(1977-1973). 

Belt - A.C.; W/O Fan Clutch 

(1977-1973). 

Belt - A.C.; (1972-1971). 

Belt - Air Brake Compr.; Mod' 

el No. 501 (1979-1975). 

Belt - Air Brake Compr.; 

W/400 Air Brake Compr. 

(1979-1975). 

Belt - Air Brake Compr.; 

(1974-1973). 

Belt - A.P.; (1979-1978). 

Belt - A.P.; (1977). 

Belt - A.P.; (1976-1973). 

Hose - Upper; W/Single Hose (1979-1972). 
Hose - Upper - Eng. To Pipe; (1979-1972). 
Hose - Upper - Pipe To Rad.; (1979-1972). 
Hose - Lower - Eng. To Pipe; (1979-1972). 
Hose - Lower - Pipe To Rad.; (1979-1972). 

Hose - By Pass; (1979-1972). 

Hose - Heater; Molded Hose (1979-1972)... 
Hose - Heater Inlet; Strt. Hose 

(1979-1972). 

Hose - Heater Outlet; Strt. Hose 
(1979-1972). 

LNT800 

1979-1972 

Hose - Upper; W/Single Hose. 

Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

Hose - By Pass. 

Hose - Heater; Molded Hose. 

Hose - Heater Inlet; Strt. Hose. 

Hose - Heater Outlet; Strt. Hose. 

LNT880 

1979-1971 

Belt - Fan & Alt.; W/Fan 

Clutch (1979-1978). D5HA8620BA 

Belt - Fan & Alt.; W/O Fan 

Clutch (1979-1978).C9PZ8620DL 

Belt - Fan & Alt.; Ser. No. 

Q40000 & Before 

(1977-1973).C9PZ8620GE 

Belt - Fan & Alt.; W/Fan 
Clutch; Ser. No. Q40001 & 

After (1977-1973).C9PZ8620FZ 

Belt - Fan & Alt.; W/O Fan 
Clutch; Ser. No. Q40001 & 

After (1977-1973). 

Belt - Fan & Alt.; (1972-1971) C9PZ8620GE 


^20338 
3/4” I.D. 
5/8” I.D. 

©449640HD 

©449650HD 

©TR22648 

©TR22657 

©TR22657 

©49600HD 

49480HD 

49480HD 

49500HD 

49500HD 

49415HD 

49405HD 

49480HD 

49350HD 

49385HD 

49350HD 

21101 

21299 

^21194 

21038 

20960(A) 

21258 

^20338 

3/4” I.D. 

5/8” I.D. 


21101 
21299 
^21194 
21038 
20960(A) 
21258 
^20338 
3/4” I.D. 
5/8” I.D. 


©449640HD 

©449650HD 

©TR22657 

©449640HD 


©449650HD 

TR22657 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durlon® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 

Mfr. Part No. 

Gates Ni 

FORD - Continued 


FORD V-8 477 ENG 

i. - Continued 

LNT880 - Continued 
1979-1971 - Continued 

Belt - P.S.; (1979-1973). 

D2TE8620BDA 

©49600HD 

Belt - P.S.; (1972-1971). 


49600HD 

Belt - A.C.; W/Fan Clutch 
(1979-1974). 

C9PZ8620CD 

49480HD 

Belt - A.C.; W/O Fan Clutch 
(1979-1974). 

C9PZ8620GD 

49500HD 

Belt - A.C.; (1973). 

C9PZ8620DL 

49650HD 

Belt - A.C.; (1972-1971). 

C9PZ8620GD 

49500HD 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1979-1978). 

D5TE8620BDA 

49415HD 

Belt - Air Brake Compr.; 

W/400 Air Brake Compr. 
(1979-1975). 

C9PZ8620BN 

49405HD 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1977-1975). 


49412HD 

Belt - Air Brake Compr.; 
(1974-1971). 


49476HD 

Belt - A.P.; (1979-1978). 

C9PZ8620BE 

49350HD 

Belt - A.P.; 1977-1973 . 

C9PZ8620BH 

49370HD 

Hose - Upper; W/Single Hose (1979-1972). 

21101 

Hose - Upper - Eng. To Pipe; (1979-1972). 

21299 


Hose - Upper - Pipe To Rad.; (1979-1972). ^<21194 

Hose - Lower - Eng. To Pipe; (1979-1972). 21038 

Hose - Lower - Pipe To Rad.; (1979-1972). 20960(A) 

Hose - By Pass; (1979-1972). 21258 

Hose - Heater; Molded Hose (1979-1972)... ^20338 

Hose - Heater Inlet; Strt. Hose 

(1979-1972). 3/4" I.D. 

Hose - Heater Outlet; Strt. Hose 
(1979-1972). 5/8" I.D. 

LNT900 

1979-1971 


Belt - Fan & Alt.; W/Fan 

Clutch (1979-1978). D9PZ8620EA 

Belt - Fan & Alt.; W/O Fan 

Clutch (1979-1978).C9PZ8620DL 

Belt - Fan & Alt.; W/Fan 

Clutch (1977-1973). D3PZ8620E 

Belt - Fan & Alt.; W/O Fan 

Clutch (1977-1973). 

Belt - Fan & Alt.; W/65A, 

85A. Alt. (1972-1971). D0TE8620C 

Belt - P.S.C9PZ8620GT 

Belt - A.C.; (1979-1978).C9PZ8620CD 

Belt - A.C.; W/Fan Clutch 

(1977-1973).C9PZ8620CD 

Belt - A.C.; W/O Fan Clutch 

(1977-1973).C9PZ8620GD 

Belt - A.C.; (1972-1971).C9PZ8620GD 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1979-1975).C9PZ8620BR 

Belt - Air Brake Compr.; 

W/400 Air Brake Compr. 

(1979-1975).C9PZ8620BN 

Belt - Air Brake Compr.; 

(1974-1973). D0TE8620D 

Belt - A.P.; (1979-1978).C9PZ8620BE 

Belt - A.P.; (1977).C9PZ8620BK 

Belt - A.P.; (1976-1973).C9PZ8620BE 


Hose - Upper; W/Single Hose (1979-1972). 
Hose - Upper - Eng. To Pipe; (1979-1972). 
Hose - Upper - Pipe To Rad.; (1979-1972). 
Hose - Lower - Eng. To Pipe; (1979-1972). 
Hose - Lower - Pipe To Rad.; (1979-1972). 

Hose - By Pass; (1979-1972). 

Hose - Heater; Molded Hose (1979-1972)... 
Hose - Heater Inlet; Strt. Hose 

(1979-1972). 

Hose - Heater Outlet; Strt. Hose 
(1979-1972). 


©449640HD 

©449650HD 

©TR22648 

©TR22657 

©TR22657 

©49600HD 

49480HD 

49480HD 

49500HD 

49500HD 

*9415HD 


49405HD 

49480HD 

49350HD 

49385HD 

49350HD 

21101 

21299 

s<21194 

21038 

20960(A) 

21258 

^20338 

3/4” I.D. 

5/8” I.D. 


Application 


Mfr. Part No. Gates No. 


FORD - Continued 

FORD V-8 477 ENG. - Continued 

LT800; LT880 

1979-1971 

Belt - Fan & Alt.; W/Fan 


Clutch (1979-1978). 

Belt - Fan & Alt.; W/O Fan 

D5HA8620BA 

©449640HD 

Clutch (1979-1978). 

Belt - Fan & Alt.; Ser. No. 

C9PZ8620DL 

©449650HD 

Q40000 & Before 
(1977-1973). 

C9PZ8620GE 

©TR22657 

Belt - Fan & Alt.; W/Fan 



Clutch; Ser. No. Q40001 & 
After (1977-1973). 

C9PZ8620FZ 

©449640HD 

Belt - Fan & Alt.; W/O Fan 



Clutch; Ser. No. Q40001 & 
After (1977-1973). 


©449650HD 

Belt - Fan & Alt.; (1972-1971) C9PZ8620GE 

TR22657 

Belt - P.S.; (1979-1973). 

D2TE8620BDA 

©49600HD 

Belt - P.S.; (1972-1971). 

Belt - A.C.; W/Fan Clutch 


49600HD 

(1979-1974). 

Belt - A.C.; W/O Fan Clutch 

C9PZ8620CD 

49480HD 

(1979-1974). 

C9PZ8620GD 

49500HD 

Belt - A.C.; (1973). 

C9PZ8620DL 

49650HD 

Belt - A.C.; (1972-1971). 

Belt - Air Brake Compr.; Mod- 

C9PZ8620GD 

49500HD 

el No. 501 (1979-1978). 

Belt - Air Brake Compr.; 

D5TE8620BDA 

49415HD 

W/400 Air Brake Compr. 
(1979-1975). 

C9PZ8620BN 

49405HD 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1977-1975). 

Belt - Air Brake Compr.; 


49412HD 

(1974-1971). 


49476HD 

Belt - A.P.; (1979-1978). 

C9PZ8620BE 

49350HD 

Belt - A.P.; 1977-1973 . 

C9PZ8620BH 

49370HD 

Hose - Upper; W/Single Hose (1979-1972). 

21101 

Hose - Upper - Eng. To Pipe; (1979-1972). 

21299 

Hose - Upper - Pipe To Rad.; (1979-1972). 

^21194 

Hose - Lower - Eng. To Pipe; (1979-1972). 

21038 

Hose - Lower - Pipe To Rad.; (1979-1972). 

20960(A) 

Hose - By Pass; (1979-1972). 


21258 

Hose - Heater; Molded Hose (1979-1972)... 
Hose - Heater Inlet; Strt. Hose 

-=20338 

(1979-1972). 


3/4” I.D. 

Hose - Heater Outlet; Strt. Hose 


(1979-1972). 

LT900 


5/8” I.D. 

1979-1971 

Belt - Fan & Alt.; W/Fan 

Clutch (1979-1978). 

Belt - Fan & Alt.; W/O Fan 

D9PZ8620EA 

©449640HD 

Clutch (1979-1978). 

Belt - Fan & Alt.; W/Fan 

C9PZ8620DL 

©449650HD 

Clutch (1977-1973). 

Belt - Fan & Alt.; W/O Fan 

D3PZ8620E 

©TR22648 

Clutch (1977-1973). 

Belt - Fan & Alt.; W/65A., 


©TR22657 

85A. Alt. (1972-1971). 

D0TE8620C 

©TR22657 

Belt - P.S. 

C9PZ8620GT 

©49600HD 

Belt - A.C.; (1979-1978). 

Belt - A.C.; W/Fan Clutch 

C9PZ8620CD 

49480HD 

(1977-1973). 

Belt - A.C.; W/O Fan Clutch 

C9PZ8620CD 

49480HD 

(1977-1973). 

C9PZ8620GD 

49500HD 

Belt - A.C.; (1972-1971). 

Belt - Air Brake Compr.; Mod- 

C9PZ8620GD 

49500HD 

el No. 501 (1979-1975). 

Belt - Air Brake Compr.; 

C9PZ8620BR 

49415HD 

W/400 Air Brake Compr. 
(1979-1975). 

C9PZ8620BN 

49405HD 

Belt - Air Brake Compr.; 



(1974-1973). 

D0TE8620D 

49480HD 

Belt - A.P.; (1979-1978). 

C9PZ8620BE 

49350HD 

Belt - A.P.; (1977). 

C9PZ8620BK 

49385HD 

Belt - A.P.; (1976-1973). 

C9PZ8620BE 

49350HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


FORD - Continued 

FORD V-8 477 ENG. - Continued 

LT900 - Continued 
1979-1971 - Continued 
Hose - Upper; W/Single Hose (1979-1972). 


(1979-1972). 

(1979-1972). 

(1979-1972). 

(1979-1972). 


D5HA8620BA 

C9PZ8620DL 


C9PZ8620GE 

D2TE8620BDA 


C9PZ8620CD 

C9PZ8620GD 

C9PZ8620DL 

C9PZ8620GD 


Hose - Upper - Eng. To Pipe; 

Hose - Upper - Pipe To Rad. 

Hose - Lower - Eng. To Pipe; 

Hose - Lower - Pipe To Rad.; 

Hose - By Pass; (1979-1972). 

Hose - Heater; Molded Hose (1979-1972), 
Hose - Heater Inlet; Strt. Hose 

(1979-1972). 

Hose - Heater Outlet; Strt. Hose 
(1979-1972). 

LTS800 

1979-1971 

Belt - Fan & Alt.; W/Fan 

Clutch (1979-1978). 

Belt - Fan & Alt.; W/O Fan 

Clutch (1979-1978). 

Belt - Fan & Alt.; Ser. No. 

Q40000 & Before 

(1977-1973). 

Belt - Fan & Alt.; W/Fan 
Clutch; Ser. No. Q40001 & 

After (1977-1973). 

Belt - Fan & Alt.; W/O Fan 
Clutch; Ser. No. Q40001 & 

After (1977-1973). 

Belt - Fan & Alt.; (1972-1971) 

Belt - P.S.; (1979-1973). 

Belt - P.S.; (1972-1971). 

Belt - A.C.; W/Fan Clutch 

(1979-1974). 

Belt - A.C.; W/O Fan Clutch 

(1979-1974). 

Belt - A.C.; (1973). 

Belt - A.C.; (1972-1971). 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1979-1978). 

Belt - Air Brake Compr.; 

W/400 Air Brake Compr. 

(1979-1975). 

Belt - Air Brake Compr.; Mod' 

el No. 501 (1977-1975). 

Belt - Air Brake Compr.; 

(1974-1971). 

Belt - A.P.; (1979-1978). 

Belt - A.P.: (1977-1973). 

LTS900 

1979-1971 

Belt - Fan & Alt.; W/Fan 

Clutch (1979-1978). 

Belt - Fan & Alt.; W/O Fan 

Clutch (1979-1978). 

Belt - Fan & Alt.; W/Fan 

Clutch (1977-1973). 

Belt - Fan & Alt.; W/O Fan 

Clutch (1977-1973). 

Belt - Fan & Alt.; W/65A, 

85A. Alt. (1972-1971). 

Belt - P.S. 

Belt - A.C.; (1979-1978). 

Belt - A.C.; W/Fan Clutch 

(1977-1973). 

Belt - A.C.; W/O Fan Clutch 

(1977-1973). 

Belt - A.C.; (1972-1971). 

Belt - Air Brake Compr.; Mod' 

el No. 501 (1979-1975). 

Belt - Air Brake Compr.; 

W/400 Air Brake Compr. 

(1979-1975). 

Belt - Air Brake Compr.; 

(1974-1973). 

Belt - A.P.; (1979-1978). 


21101 

21299 

=■<21194 

21038 

20960(A) 

21258 

<20338 

3/4” I.D. 

5/8” I.D. 


2»*9640HD 

©449650HD 


C9PZ8620GE ©TR22657 
C9PZ8620FZ ©449640HD 


©449650HD 

TR22657 

©49600HD 

49600HD 

49480HD 

49500HD 

49650HD 

49500HD 


D5TE8620BDA 49415HD 


C9PZ8620BN 


C9PZ8620BE 

C9PZ8620BH 


49405HD 

49412HD 

49476HD 

49350HD 

49370HD 


D9PZ8620EA 

©449640HD 

C9PZ8620DL 

©449650HD 

D3PZ8620E 

©TR22648 


©TR22657 

D0TE8620C 

C9PZ8620GT 

C9PZ8620CD 

©TR22657 

©49600HD 

49480HD 

C9PZ8620CD 

49480HD 

C9PZ8620GD 

C9PZ8620GD 

49500HD 

49500HD 

C9PZ8620BR 

49415HD 

C9PZ8620BN 

49405HD 

D0TE8620D 

C9PZ8620BE 

49480HD 

49350HD 


49385HD 

49350HD 

21101 

21299 

=<21194 

21038 

20960(A) 

21258 

=<20338 

3/4” I.D. 

5/8” I.D. 


©TR24638 
49412HD 
49430HD 


FORD - Continued 

FORD V-8 477 ENG. - Continued 

LTS900 - Continued 

1979-1971 - Continued 

Belt - A.P.; (1977).C9PZ8620BK 

Belt - A.P.; (1976-1973).C9PZ8620BE 

Hose - Upper; W/Single Hose (1979-1972). 

Hose - Upper - Eng. To Pipe; (1979-1972). 

Hose - Upper - Pipe To Rad.; (1979-1972). 

Hose - Lower - Eng. To Pipe; (1979-1972). 

Hose - Lower - Pipe To Rad.; (1979-1972). 

Hose - By Pass; (1979-1972). 

Hose - Heater; Molded Hose (1979-1972)... 

Hose - Heater Inlet; Strt. Hose 

(1979-1972). 

Hose - Heater Outlet; Strt. Hose 
(1979-1972). 

N850; N950; N1000; N1100; NT850; NT950; NT1000 

1969-1961 

Belt - Fan & Alt. C2TE8620AB 

Belt - P.S. C6TE8620A 

Belt - Air Brake Compr. 

T750 

1979-1961 

Belt - Fan & Alt.; W/Fan 

Clutch (1979-1978). 

Belt - Fan & Alt.; W/O Fan 

Clutch (1979-1978). 

Belt - Fan & Alt.; (1969-1961) 

Belt - P.S.; (1979-1978). 

Belt - P.S.; (1969-1961). 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1979-1978). 

Belt - Air Brake Compr.; 

W/400 Air Brake Compr. 

(1979-1978). 

Belt - Air Brake Compr.; 

(1969-1961). 

Belt - A.P.; W/7 1/4" Pulley 

(1979-1978). 

Belt - A.P.; W/7 7/8" Pulley 
(1979-1978). 

T800 

1979-1978 

Belt - Fan & Alt.; W/Fan 

Clutch. 

Belt - Fan & Alt.; W/O Fan 

Clutch. 

Belt - P.S. 

Belt - Air Brake Compr.; Mod¬ 
el No. 501. 

Belt - Air Brake Compr.; 

W/400 Air Brake Compr. 

Belt - A.P.; W/7 1/4" Pulley.... 

Belt - A.P.; W/7 7/8" Pulley.... 

T850 

1979-1958 

Belt - Fan & Alt.; W/Fan 

Clutch (1979-1978). 

Belt - Fan & Alt.; W/O Fan 

Clutch (1979-1978). 

Belt - P.S.; (1979-1978). 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1979-1978). 

Belt - Air Brake Compr.; 

W/400 Air Brake Compr. 

(1979-1978). 

Belt - A.P.; W/7 1/4" Pulley 

(1979-1978). 

Belt - A.P.; W/7 7/8" Pulley 

(1979-1978). 

Hose - Upper; (1979-1974). 

Hose - Upper - Eng. To Pipe; 

Hose - Upper - Pipe To Rad.; 


D9PZ8620EA 

©449640HD 

C9PZ8620DL 

©449650HD 

C2TE8620AB 

©TR24638 

D2TE8620BTA 

49412HD 

C6TE8620A 

49412HD 

C9PZ8620BR 

49415HD 

C9PZ8620BN 

49405HD 


49430HD 

D5HE8620CA 

49520HD 

D2AE8620BRA 

49525HD 

D9PZ8620EA 

©449640HD 

C9PZ8620DL 

©449650HD 

D2TE8620BTA 

49412HD 

C9PZ8620BR 

49415HD 

C9PZ8620BN 

49405HD 

D5HE8620CA 

49520HD 

D2AE8620BRA 

49525HD 

D9PZ8620EA 

©449640HD 

C9PZ8620DL 

©449650HD 

D2TE8620BTA 

49412HD 

C9PZ8620BR 

49415HD 

C9PZ8620BN 

49405HD 

D5HE8620CA 

49520HD 

D2AE8620BRA 

49525HD 


21299 

(1966-1958). 

20369 

(1966-1958). 

<20397 


© Two Required. © Six Required. 

® Three Required. ▲ Durion ® Silicone Hose Recommended. 

© Four Required. •*” Use Notched Belt Only. 

© Five Required. < Cut To Fit. 


Green Stripe 8 4-Ply Coolant Hose Recommended. 

Q Use Wire Inserted Green Stripe® Coolant Hose. 

4 PowerBand® Belt May Work, Use Template To Check. 
4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


FORD - Continued 

FORD V-8 477 ENG. - Continued 

T850 - Continued 
1979-1958 - Continued 
Hose - Lower - Eng. To Pipe; Ser. No. 

W00001 & After (1979-1974). 

Hose - Lower - Pipe To Rad.; Ser. No. 

W00001 & After (1979-1974). 

Hose - Lower - Pipe To Rad.; (1966-1961). 

Hose - By Pass; Ser. No. C85000 & Be¬ 
fore (1979-1974). 

Hose - By Pass; Ser. No. C85001 & After 

(1979-1974). 

Hose - By Pass; (1966-1958). 

Hose - Heater; (1979-1974). 

Hose - Heater; (1966-1958). 

T900 
1969-1961 

Belt - Fan & Alt. C2TE8620AB 

Belt - P.S. C6TE8620A 

Belt - Air Brake Compr. 

T950 
1979-1958 

Belt - Fan & Alt.; W/Calif. 

Emission System 

(1979-1974). D5HE8620BA 

Belt - Fan & Alt.; W/O Calif. 

Emission System 

(1979-1974).C9PZ8620DL 

Belt - Fan & Alt.; (1966-1961) C2TE8620AB 
Belt - Fan & Alt.; (1960-1958) EDL8620D 
Belt - Fan & Gen.; 

(1960-1958). EDL8620A 


21116 

-=20530 

20682 

1 1/4” I.D. 

21258 
1 1/4” I.D. 
5/8” I.D. 
5/8” I.D. 


©TR24638 
*9412HD 
*9430HD 


©**9640HD 


Belt - P.S.; (1979-1974). D2TE8620BTA 

Belt - P.S.; (1966-1961). C2TE8620G 

Belt - P.S.; (1960-1958). 5750607 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1979-1974).C9PZ8620BN 

Belt - Air Brake Compr.; 

W/400 Air Brake Compr. 

(1979-1974).C9PZ8620BR 

Belt - Air Brake Compr.; 

(1966-1958). EDL2890A 

Belt - A.P.; (1979-1974). 

Hose - Upper; (1979-1974). 

Hose - Upper - Eng. To Pipe; (1966-1958). 
Hose - Upper - Pipe To Rad.; (1966-1958). 
Hose - Lower - Eng. To Pipe; Ser. No. 

W00001 & After (1979-1974). 

Hose - Lower - Pipe To Rad.; Ser. No. 

W00001 & After (1979-1974). 

Hose - Lower - Pipe To Rad.; (1966-1961). 
Hose - By Pass; Ser. No. C85000 & Be¬ 
fore (1979-1974). 

Hose - By Pass; Ser. No. C85001 & After 

(1979-1974). 

Hose - By Pass; (1966-1958). 

Hose - Heater; (1979-1974). 

Hose - Heater; (1966-1958). 

FORD V-8 8.8 L ENG. 

C900 

1981-1980 

Belt - W.P. & Alt. D5HE8620BA 

Belt - P.S. D4HE8620BA 

Belt - Air Brake Compr.; 

W/400 Air Brake Compr. D4HE8620AA 

Belt - Air Brake Compr.; 

W/501 Air Brake Compr. 

Belt - A.P. D2ZE8620AJA 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

Hose - By Pass. 

Hose - Heater. 


©**9650HD 

©TR24638 

©TR24562 

TR22578 
*9412HD 
*9412HD 
*9400HD 

*9405HD 


*9415HD 

*9430HD 
*951OHD 
21299 
20369 
^20397 

21116 

^20530 

20682 

1 1/4” I.D. 

21258 
1 1/4” I.D. 
5/8” I.D. 
5/8” I.D. 


@**9640HD 
©*9412HD 

*9405HD 

*9415HD 
*951 OHD 
21116 
20987 
^21942 
5/8” I.D. 


FORD - Continued 

FORD V-8 8.8 L ENG. - Continued 


CT900 

1980 

Belt - W.P. & Alt. D5HE8620BA 

Belt - P.S. D4HE8620BA 

Belt - Air Brake Compr.; Mod¬ 
el No. 501. 

Belt - Air Brake Compr.; 

W/400 Air Brake Compr. D4HE8620AA 

Belt - A.P. D2ZE8620AJA 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

Hose - By Pass. 

Hose - Heater. 

L900; LN900 

1981-1980 

Belt - Fan & Alt.; W/Fan 


@**9640HD 
©*9412HD 

*9415HD 

*9405HD 
*951 OHD 
21116 
20987 
^21942 
5/8” I.D. 


Clutch. 

.. D9PZ8620EA 

@**9640HD 

Belt - Fan & Alt.; W/O Fan 

Clutch. 

.. C9PZ8620DL 

@**9650HD 

Belt - P.S. 

.. C9PZ8620GT 

©*9600HD 

Belt - A.C. 

.. C9PZ8620CD 

*9480HD 

Belt - Air Brake Compr.; 

W/400 Air Brake Compr. 

.. C9PZ8620BN 

*9405HD 

Belt - Air Brake Compr.; 

W/501 Air Brake Compr. 

.. C9PZ8620BR 

*9415HD 

Belt - A.P. 

.. C9PZ8620BK 

*9385HD 


Hose - Upper; W/Single Hose. 

Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

Hose - By Pass. 

Hose - Heater; Molded Hose. 

Hose - Heater Inlet; Strt. Hose. 

Hose - Heater Outlet; Strt. Hose.. 

LNT900; LT900; LTS900 

1981-1980 

Belt - Fan & Alt.; W/Fan 


21101 
21299 
^21194 
21038 
20960(A) 
21258 
^20338 
3/4” I.D. 
5/8” I.D. 


Clutch. 

D9PZ8620EA 

@**9640HD 

Belt - Fan & Alt.; W/O Fan 

Clutch. 

C9PZ8620DL 

@**9650HD 

Belt - P.S. 

C9PZ8620GT 

©*9600HD 

Belt - A.C. 

C9PZ8620CD 

*9480HD 

Belt - Air Brake Compr.; Mod- 

el No. 501. 

C9PZ8620BR 

*9415HD 

Belt - Air Brake Compr.; 

W/400 Air Brake Compr. 

C9PZ8620BN 

*9405HD 

Belt - A.P. 

C9PZ8620BK 

*9385HD 


Hose ■ 
Hose ■ 


21101 
21299 
^21194 
21038 
20960(A) 
21258 
^20338 
3/4” I.D. 
5/8” I.D. 


Hose - Upper; W/Single Hose. 

Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad. 

Lower - Eng. To Pipe. 

Lower - Pipe To Rad. 

Hose - By Pass. 

Hose - Heater; Molded Hose. 

Hose - Heater Inlet; Strt. Hose. 

Hose - Heater Outlet; Strt. Hose.. 

FORD V-8 534 ENG. 

C850; C900; C950; Cl000; Cl 100; CT850; CT950 

1979-1957 

Belt - W.P. & Alt, 

(1979-1978) 

Belt - W.P. & Alt, 

Alt. (1977-1973) 

Belt - W.P. & Alt, 

(1977-1973) 

Belt - W.P. & Alt, 

(1972-1961) 

Belt - W.P. & Alt, 

(1960-1958) 

Belt - W.P. & Gen.; 

(1960-1958). 


W/105A. 


D5HE8620BA @**9640HD 
C9PZ8620EU ©TR22625 


W/70A. Alt. 


C9PZ8620EU 

C2TE8620AB 


EDL8620D 


TR22625 

TR24638 

TR24562 

TR22578 


© Two Required. © Six Required. 

® Three Required. ▲ Durion ® Silicone Hose Recommended. O 

© Four Required. •*” Use Notched Belt Only. ♦ 

© Five Required. ^ Cut To Fit. * 


Green Stripe® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

FORD - Continued 


Gates No. 


Application 

FORD - Continued 


Mfr. Part No. 


Gates No. 


FORD V-8 534 ENG. - Continued 

C850; C900; C950; Cl000; Cl 100; CT850; CT950 

- Continued 


FORD V-8 534 ENG. - Continued 

H950; HI 000; HT850; HT950 - Continued 
1966-1961 - Continued 


1979-1957 - Continued 

Belt - P.S.; (1979-1978). D4HE8620BA 

Belt - P.S.; Ser. No. B100000 

& Before (1977-1973). D4HE8620BA 

Belt - P.S.; Ser. No. B10001 

& After (1977-1973). D4HE8620BA 

Belt - P.S.; (1972-1961). C6TE8620A 

Belt - P.S.; (1960-1958). C3TE8620N 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1979-1973). 

Belt - Air Brake Compr.; 

W/400 Air Brake Compr. 

(1979-1973). D4HE8620AA 

Belt - Air Brake Compr.; 

(1972-1958).C7AE8620D 

Belt - A.P.; (1979-1977). D2ZE8620AJA 

Belt - A.P.; (1976-1975). 

Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad. 

Hose - Lower - Eng. To Pipe; Ser. No. 

W00001 & After. 

Hose - Lower - Pipe To Rad.; Ser. No. 

W00001 & After. 

Hose - Lower - Pipe To Rad.; W/Auto. 

Trans.; Ser. No. W00000 & Before. 

Hose - Lower - Pipe To Rad.; W/Man. 

Trans.; Ser. No. W00000 & Before. 

Hose - By Pass. 

Hose - Heater. 


©*9412HD 

*9412HD 

©*9412HD 
*9412HD 
*9400HD 

*9415HD 


*9405HD 

*9430HD 
*951OHD 
*9525HD 
20369 
2 1/4” I.D. 

21116 

21116 

20682 

2 5/8” I.D. 
1 1/4” I.D. 
5/8" I.D. 


F750; F800; F850; F880; F950; FI 000; F1100 

1979-1958 


Belt - Fan & Alt.; W/Calif. 

Emission System 

(1979-1974). D5HE8620BA @**9640HD 

Belt - Fan & Alt.; W/O Calif. 

Emission System 

(1979-1974).C9PZ8620DL ©**9650HD 

Belt - Fan & Alt.; (1966-1961) C2TE8620AB ©TR24638 

Belt - Fan & Alt.; (1960-1958) EDL8620D ©TR24562 

Belt - Fan & Gen.; 


(1960-1958). EDL8620A 

Belt - P.S.; (1979-1974). D2TE8620BTA 

Belt - P.S.; (1966-1961). C2TE8620G 

Belt - P.S.; (1960-1958). 5750607 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1979-1974).C9PZ8620BN 

Belt - Air Brake Compr.; 

W/400 Air Brake Compr. 

(1979-1974).C9PZ8620BR 

Belt - Air Brake Compr.; 

(1966-1958). EDL2890A 

Belt - A.P.; (1979-1974). 

Hose - Upper; (1979-1974). 


Hose - Upper - Eng. To Pipe; (1966-1958). 
Hose - Upper - Pipe To Rad.; (1966-1958). 
Hose - Lower - Eng. To Pipe; Ser. No. 

W00001 & After (1979-1974). 

Hose - Lower - Pipe To Rad.; Ser. No. 

W00001 & After (1979-1974). 

Hose - Lower - Pipe To Rad.; (1966-1961). 
Hose - By Pass; Ser. No. C85000 & Be¬ 
fore (1979-1974). 

Hose - By Pass; Ser. No. C85001 & After 

(1979-1974). 

Hose - By Pass; (1966-1958). 

Hose - Heater; (1979-1974). 

Hose - Heater; (1966-1958). 


TR22578 
*9412HD 
*9412HD 
*9400HD 

*9405HD 


*9415HD 

*9430HD 
*951 OHD 
21299 
20369 
^20397 

21116 

-=20530 

20682 

1 1/4” I.D. 

21258 
1 1/4” I.D. 
5/8” I.D. 
5/8” I.D. 


H950; HI 000; HT850; HT950 

1966-1961 


Belt - Fan & Alt. C2TE8620B ©TR20619 

Belt - P.S. C2TE8620G *9412HD 

Belt - Air Brake Compr. C2TE8620S *9430HD 


Hose - Upper - Eng. To Pipe. 20369 

Hose - Upper - Pipe To Rad. 2 1/4” I.D. 

Hose - By Pass. 1 1/4” I.D. 

L800 


1979-1971 

Belt - Fan & Alt.; W/Fan 

Clutch (1979-1978). D5HA8620BA @**9640HD 

Belt - Fan & Alt.; W/O Fan 

Clutch (1979-1978).C9PZ8620DL ©**9650HD 

Belt - Fan & Alt.; Ser. No. 

Q40000 & Before 

(1977-1973).C9PZ8620GE ©TR22657 

Belt - Fan & Alt.; W/Fan 
Clutch; Ser. No. Q40001 & 

After (1977-1973).C9PZ8620FZ @**9640HD 

Belt - Fan & Alt.; W/O Fan 
Clutch; Ser. No. Q40001 & 

After (1977-1973). ©**9650HD 

Belt - Fan & Alt.; (1972-1971) C9PZ8620GE TR22657 

Belt - P.S.; (1979-1973). D2TE8620BDA ©*9600HD 

Belt - P.S.; (1972-1971). *9600HD 

Belt - A.C.; W/Fan Clutch 

(1979-1974).C9PZ8620CD *9480HD 

Belt - A.C.; W/O Fan Clutch 

(1979-1974).C9PZ8620GD *9500HD 

Belt - A.C.; (1973).C9PZ8620DL *9650HD 

Belt - A.C.; (1972-1971).C9PZ8620GD *9500HD 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1979-1978). D5TE8620BDA *9415HD 

Belt - Air Brake Compr.; 

W/400 Air Brake Compr. 

(1979-1975).C9PZ8620BN *9405HD 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1977-1975). *9412HD 

Belt - Air Brake Compr.; 

(1974-1971). *9476HD 

Belt - A.P.; (1979-1978).C9PZ8620BE *9350HD 

Belt - A.P.; (1977-1973).C9PZ8620BH *9370HD 

Hose - Upper; W/Single Hose (1979-1972). 21101 

Hose - Upper - Eng. To Pipe; (1979-1972). 21299 

Hose - Upper - Pipe To Rad.; (1979-1972). ^21194 

Hose - Lower - Eng. To Pipe; (1979-1972). 21038 

Hose - Lower - Pipe To Rad.; (1979-1972). 20960(A) 

Hose - By Pass; (1979-1972). 21258 

Hose - Heater; Molded Hose (1979-1972)... s-=20338 

Hose - Heater Inlet; Strt. Hose 

(1979-1972). 3/4” I.D. 

Hose - Heater Outlet; Strt. Hose 
(1979-1972). 5/8” I.D. 

L880 


1979-1971 

Belt - Fan & Alt.; W/Fan 

Clutch (1979-1978). D5HA8620BA @**9640HD 

Belt - Fan & Alt.; W/O Fan 

Clutch (1979-1978).C9PZ8620DL @**9650HD 

Belt - Fan & Alt.; Ser. No. 

Q40000 & Before 

(1977-1973).C9PZ8620GE ©TR22657 

Belt - Fan & Alt.; W/Fan 
Clutch; Ser. No. Q40001 & 

After (1977-1973).C9PZ8620FZ @**9640HD 

Belt - Fan & Alt.; W/O Fan 
Clutch; Ser. No. Q40001 & 

After (1977-1973). ©**9650HD 

Belt - Fan & Alt.; (1972-1971) C9PZ8620GE TR22657 

Belt - P.S.; (1979-1973). D2TE8620BDA @*9600HD 

Belt - P.S.; (1972-1971). *9600HD 

Belt - A.C.; W/Fan Clutch 

(1979-1974).C9PZ8620CD *9480HD 

Belt - A.C.; W/O Fan Clutch 

(1979-1974).C9PZ8620GD *9500HD 

Belt - A.C.; (1973).C9PZ8620DL *9650HD 

Belt - A.C.; (1972-1971).C9PZ8620GD *9500HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

Cut To Fit. * Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


FORD - Continued 

FORD V-8 534 ENG. - Continued 

L880 - Continued 
1979-1971 - Continued 
Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1979-1978). D5TE8620BDA 49415HD 

Belt - Air Brake Compr.; 

W/400 Air Brake Compr. 

(1979-1975).C9PZ8620BN 49405HD 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1977-1975). 49412HD 

Belt - Air Brake Compr.; 

(1974-1971). 49476HD 

Belt - A.P.; (1979-1978).C9PZ8620BE 49350HD 

Belt - A.P.; (1977-1973).C9PZ8620BH 49370HD 

L900 

1979-1971 

Belt - Fan & Alt.; W/Fan 

Clutch (1979-1978). D9PZ8620EA ©♦49640HD 

Belt - Fan & Alt.; W/O Fan 

Clutch (1979-1978).C9PZ8620DL ©♦49650HD 

Belt - Fan & Alt.; W/Fan 

Clutch (1977-1973). D3PZ8620E ft TR22648 

Belt - Fan & Alt.; W/O Fan 

Clutch (1977-1973). ©TR22657 

Belt - Fan & Alt.; W/65A, 

85A. Alt. (1972-1971). D0TE8620C ©TR22657 

Belt - P.S.C9PZ8620GT ©49600HD 

Belt - A.C.; (1979-1978).C9PZ8620CD 49480HD 

Belt - A.C.; W/Fan Clutch 

(1977-1973).C9PZ8620CD 49480HD 

Belt - A.C.; W/O Fan Clutch 

(1977-1973).C9PZ8620GD 49500HD 

Belt - A.C.; (1972-1971).C9PZ8620GD 49500HD 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1979-1975).C9PZ8620BR 49415HD 

Belt - Air Brake Compr.; 

W/400 Air Brake Compr. 

(1979-1975).C9PZ8620BN 49405HD 

Belt - Air Brake Compr.; 

(1974-1973). D0TE8620D 49480HD 

Belt - A.P.; (1979-1977).C9PZ8620BK 49385HD 

Belt - A.P.; (1976-1973).C9PZ8620BE 49350HD 

Hose - Upper; W/Single Hose (1979-1972). 21101 

Hose - Upper - Eng. To Pipe; (1979-1972). 21299 

Hose - Upper - Pipe To Rad.; (1979-1972). s<21194 

Hose - Lower - Eng. To Pipe; (1979-1972). 21038 

Hose - Lower - Pipe To Rad.; (1979-1972). 20960(A) 

Hose - By Pass; (1979-1972). 21258 

Hose - Heater; Molded Hose (1979-1972)... s-^20338 

Hose - Heater Inlet; Strt. Hose 

(1979-1972). 3/4" I.D. 

Hose - Heater Outlet; Strt. Hose 
(1979-1972). 5/8" I.D. 

LN800 

1979-1971 

Belt - Fan & Alt.; W/Fan 

Clutch (1979-1978). D5HA8620BA ©♦49640HD 

Belt - Fan & Alt.; W/O Fan 

Clutch (1979-1978).C9PZ8620DL ©♦49650HD 

Belt - Fan & Alt.; Ser. No. 

Q40000 & Before 

(1977-1973).C9PZ8620GE ©TR22657 

Belt - Fan & Alt.; W/Fan 
Clutch; Ser. No. Q40001 & 

After (1977-1973).C9PZ8620FZ ©♦49640HD 

Belt - Fan & Alt.; W/O Fan 
Clutch; Ser. No. Q40001 & 

After (1977-1973). ©♦49650HD 

Belt - Fan & Alt.; (1972-1971) C9PZ8620GE TR22657 

Belt - P.S.; (1979-1973). D2TE8620BDA ©49600HD 

Belt - P.S.; (1972-1971). 49600HD 

Belt - A.C.; W/Fan Clutch 

(1979-1974).C9PZ8620CD 49480HD 

Belt - A.C.; W/O Fan Clutch 

(1979-1974).C9PZ8620GD 49500HD 

Belt - A.C.; (1973).C9PZ8620DL 49650HD 


FORD - Continued 

FORD V-8 534 ENG. - Continued 

LN800 - Continued 

1979-1971 - Continued 

Belt - A.C.; (1972-1971).C9PZ8620GD 49500HD 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1979-1978). D5TE8620BDA 49415HD 

Belt - Air Brake Compr.; 

W/400 Air Brake Compr. 

(1979-1975).C9PZ8620BN 49405HD 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1977-1975). 49412HD 

Belt - Air Brake Compr.; 

(1974-1971). 49476HD 

Belt - A.P.; (1979-1978).C9PZ8620BE 49350HD 

Belt - A.P.; (1977-1973).C9PZ8620BH 49370HD 

Hose - Upper; W/Single Hose (1979-1972). 21101 

Hose - Upper - Eng. To Pipe; (1979-1972). 21299 

Hose - Upper - Pipe To Rad.; (1979-1972). s^=21194 

Hose - Lower - Eng. To Pipe; (1979-1972). 21038 

Hose - Lower - Pipe To Rad.; (1979-1972). 20960(A) 

Hose - By Pass; (1979-1972). 21258 

Hose - Heater; Molded Hose (1979-1972)... s-^20338 

Hose - Heater Inlet; Strt. Hose 

(1979-1972). 3/4” I.D. 

Hose - Heater Outlet; Strt. Hose 
(1979-1972). 5/8” I.D. 

LN900 

1979-1971 

Belt - Fan & Alt.; W/Fan 

Clutch (1979-1978). D9PZ8620EA ©♦49640HD 

Belt - Fan & Alt.; W/O Fan 

Clutch (1979-1978).C9PZ8620DL ©449650HD 

Belt - Fan & Alt.; W/Fan 

Clutch (1977-1973). D3PZ8620E ©TR22648 

Belt - Fan & Alt.; W/O Fan 

Clutch (1977-1973). ©TR22657 

Belt - Fan & Alt.; W/65A, 

85A. Alt. (1972-1971). D0TE8620C ©TR22657 

Belt - P.S.C9PZ8620GT ©49600HD 

Belt - A.C.; (1979-1978).C9PZ8620CD 49480HD 

Belt - A.C.; W/Fan Clutch 

(1977-1973).C9PZ8620CD 49480HD 

Belt - A.C.; W/O Fan Clutch 

(1977-1973).C9PZ8620GD 49500HD 

Belt - A.C.; (1972-1971).C9PZ8620GD 49500HD 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1979-1975).C9PZ8620BR 49415HD 

Belt - Air Brake Compr.; 

W/400 Air Brake Compr. 

(1979-1975).C9PZ8620BN 49405HD 

Belt - Air Brake Compr.; 

(1974-1973). D0TE8620D 49480HD 

Belt - A.P.; (1979-1977).C9PZ8620BK 49385HD 

Belt - A.P.; (1976-1973).C9PZ8620BE 49350HD 

Hose - Upper; W/Single Hose (1979-1972). 21101 

Hose - Upper - Eng. To Pipe; (1979-1972). 21299 

Hose - Upper - Pipe To Rad.; (1979-1972). s^=21194 

Hose - Lower - Eng. To Pipe; (1979-1972). 21038 

Hose - Lower - Pipe To Rad.; (1979-1972). 20960(A) 

Hose - By Pass; (1979-1972). 21258 

Hose - Heater; Molded Hose (1979-1972)... s-^20338 

Hose - Heater Inlet; Strt. Hose 

(1979-1972). 3/4” I.D. 

Hose - Heater Outlet; Strt. Hose 
(1979-1972). 5/8” I.D. 

LNT800 

1979-1972 

Hose - Upper; W/Single Hose. 21101 

Hose - Upper - Eng. To Pipe. 21299 

Hose - Upper - Pipe To Rad. s<21194 

Hose - Lower - Eng. To Pipe. 21038 

Hose - Lower - Pipe To Rad. 20960(A) 

Hose - By Pass. 21258 

Hose - Heater; Molded Hose. s-^20338 

Hose - Heater Inlet; Strt. Hose. 3/4” I.D. 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

FORD - Continued 

FORD V-8 534 ENG. - Continued 

LNT800 - Continued 

1979-1972 - Continued 

Hose - Heater Outlet; Strt. Hose. 5/8” I.D. 

LNT880 

1979-1971 

Belt - Fan & Alt.; W/Fan 

Clutch (1979-1978). D5HA8620BA ©449640HD 

Belt - Fan & Alt.; W/O Fan 

Clutch (1979-1978).C9PZ8620DL ©449650HD 

Belt - Fan & Alt.; Ser. No. 

Q40000 & Before 

(1977-1973).C9PZ8620GE ©TR22657 

Belt - Fan & Alt.; W/Fan 
Clutch; Ser. No. Q40001 & 

After (1977-1973).C9PZ8620FZ ©449640HD 

Belt - Fan & Alt.; W/O Fan 
Clutch; Ser. No. Q40001 & 

After (1977-1973). ©449650HD 

Belt - Fan & Alt.; (1972-1971) C9PZ8620GE TR22657 

Belt - P.S.; (1979-1973). D2TE8620BDA ©49600HD 

Belt-P.S.; (1972-1971). 49600HD 

Belt - A.C.; W/Fan Clutch 

(1979-1974).C9PZ8620CD 49480HD 

Belt - A.C.; W/O Fan Clutch 

(1979-1974).C9PZ8620GD 49500HD 

Belt - A.C.; (1973).C9PZ8620DL 49650HD 

Belt - A.C.; (1972-1971).C9PZ8620GD 49500HD 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1979-1978). D5TE8620BDA 49415HD 

Belt - Air Brake Compr.; 

W/400 Air Brake Compr. 

(1979-1975).C9PZ8620BN 49405HD 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1977-1975). 49412HD 

Belt - Air Brake Compr.; 

(1974-1971). 49476HD 

Belt - A.P.; (1979-1978).C9PZ8620BE 49350HD 

Belt - A.P.; (1977-1973).C9PZ8620BH 49370HD 

Hose - Upper; W/Single Hose (1979-1972). 21101 

Hose - Upper - Eng. To Pipe; (1979-1972). 21299 

Hose - Upper - Pipe To Rad.; (1979-1972). s<21194 

Hose - Lower - Eng. To Pipe; (1979-1972). 21038 

Hose - Lower - Pipe To Rad.; (1979-1972). 20960(A) 

Hose - By Pass; (1979-1972). 21258 

Hose - Heater; Molded Hose (1979-1972)... s-^20338 

Hose - Heater Inlet; Strt. Hose 

(1979-1972). 3/4” I.D. 

Hose - Heater Outlet; Strt. Hose 
(1979-1972). 5/8” I.D. 

LNT900 

1979-1971 

Belt - Fan & Alt.; W/Fan 

Clutch (1979-1978). D9PZ8620EA ©449640HD 

Belt - Fan & Alt.; W/O Fan 

Clutch (1979-1978).C9PZ8620DL ©449650HD 

Belt - Fan & Alt.; W/Fan 

Clutch (1977-1973). D3PZ8620E ©TR22648 

Belt - Fan & Alt.; W/O Fan 

Clutch (1977-1973). ©TR22657 

Belt - Fan & Alt.; W/65A, 

85A. Alt. (1972-1971). D0TE8620C ©TR22657 

Belt - P.S.C9PZ8620GT 49600HD 

Belt - A.C.; (1979-1978).C9PZ8620CD 49480HD 

Belt - A.C.; W/Fan Clutch 

(1977-1973).C9PZ8620CD 49480HD 

Belt - A.C.; W/O Fan Clutch 

(1977-1973).C9PZ8620GD 49500HD 

Belt - A.C.; (1972-1971).C9PZ8620GD 49500HD 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1979-1975).C9PZ8620BR 49415HD 

Belt - Air Brake Compr.; 

W/400 Air Brake Compr. 

(1979-1975).C9PZ8620BN 49405HD 

Belt - Air Brake Compr.; 

(1974-1973). D0TE8620D 49480HD 


Application Mfr. Part No. Gates No. 

FORD - Continued 

FORD V-8 534 ENG. - Continued 

LNT900 - Continued 

1979-1971 - Continued 

Belt - A.P.; (1979-1977).C9PZ8620BK 49385HD 

Belt - A.P.; (1976-1973).C9PZ8620BE 49350HD 

Hose - Upper; W/Single Hose (1979-1972). 21101 

Hose - Upper - Eng. To Pipe; (1979-1972). 21299 

Hose - Upper - Pipe To Rad.; (1979-1972). s<21194 

Hose - Lower - Eng. To Pipe; (1979-1972). 21038 

Hose - Lower - Pipe To Rad.; (1979-1972). 20960(A) 

Hose - By Pass; (1979-1972). 21258 

Hose - Heater; Molded Hose (1979-1972)... ^<20338 

Hose - Heater Inlet; Strt. Hose 

(1979-1972). 3/4” I.D. 

Hose - Heater Outlet; Strt. Hose 
(1979-1972). 5/8” I.D. 

LT800; LT880 
1979-1971 

Belt - Fan & Alt.; W/Fan 

Clutch (1979-1978). D5HA8620BA ©449640HD 

Belt - Fan & Alt.; W/O Fan 

Clutch (1979-1978).C9PZ8620DL ©449650HD 

Belt - Fan & Alt.; Ser. No. 

Q40000 & Before 

(1977-1973).C9PZ8620GE ©TR22657 

Belt - Fan & Alt.; W/Fan 
Clutch; Ser. No. Q40001 & 

After (1977-1973).C9PZ8620FZ ©449640HD 

Belt - Fan & Alt.; W/O Fan 
Clutch; Ser. No. Q40001 & 

After (1977-1973). ©449650HD 

Belt - Fan & Alt.; (1972-1971) C9PZ8620GE TR22657 

Belt - P.S.; (1979-1973). D2TE8620BDA ©49600HD 

Belt-P.S.; (1972-1971). 49600HD 

Belt - A.C.; W/Fan Clutch 

(1979-1974).C9PZ8620CD 49480HD 

Belt - A.C.; W/O Fan Clutch 

(1979-1974).C9PZ8620GD 49500HD 

Belt - A.C.; (1973).C9PZ8620DL 49650HD 

Belt - A.C.; (1972-1971).C9PZ8620GD 49500HD 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1979-1978). D5TE8620BDA 49415HD 

Belt - Air Brake Compr.; 

W/400 Air Brake Compr. 

(1979-1975).C9PZ8620BN 49405HD 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1977-1975). 49412HD 

Belt - Air Brake Compr.; 

(1974-1971). 49476HD 

Belt - A.P.: (1979-1978).C9PZ8620BE 49350HD 

Belt - A.P.; (1977-1973).C9PZ8620BH 49370HD 

Hose - Upper; W/Single Hose (1979-1972). 21101 

Hose - Upper - Eng. To Pipe; (1979-1972). 21299 

Hose - Upper - Pipe To Rad.; (1979-1972). s<21194 

Hose - Lower - Eng. To Pipe; (1979-1972). 21038 

Hose - Lower - Pipe To Rad.; (1979-1972). 20960(A) 

Hose - By Pass; (1979-1972). 21258 

Hose - Heater; Molded Hose (1979-1972)... s-^20338 

Hose - Heater Inlet; Strt. Hose 

(1979-1972). 3/4” I.D. 

Hose - Heater Outlet; Strt. Hose 
(1979-1972). 5/8” I.D. 

LT900 

1979-1971 

Belt - Fan & Alt.; W/Fan 

Clutch (1979-1978). D9PZ8620EA ©449640HD 

Belt - Fan & Alt.; W/O Fan 

Clutch (1979-1978).C9PZ8620DL ©449650HD 

Belt - Fan & Alt.; W/Fan 

Clutch (1977-1973). D3PZ8620E ©TR22648 

Belt - Fan & Alt.; W/O Fan 

Clutch (1977-1973). ©TR22657 

Belt - Fan & Alt.; W/65A, 

85A. Alt. (1972-1971). D0TE8620C ©TR22657 

Belt - P.S.C9PZ8620GT ©49600HD 


© Two Required. © Six Required. Green Stripe 8 4-Ply Coolant Hose Recommended. 

® Three Required. ▲ Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

© Four Required. V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

© Five Required. ^ Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


FORD - Continued 

FORD V-8 534 ENG. - Continued 

LT900 - Continued 
1979-1971 - Continued 

Belt - A.C.; (1979-1978).C9PZ8620CD 49480HD 

Belt - A.C.; W/Fan Clutch 

(1977-1973).C9PZ8620CD 49480HD 

Belt - A.C.; W/O Fan Clutch 

(1977-1973).C9PZ8620GD 49500HD 

Belt - A.C.; (1972-1971).C9PZ8620GD 49500HD 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1979-1975).C9PZ8620BR 49415HD 

Belt - Air Brake Compr.; 

W/400 Air Brake Compr. 

(1979-1975).C9PZ8620BN 49405HD 

Belt - Air Brake Compr.; 

(1974-1973). D0TE8620D 49480HD 

Belt - A.P.: (1979-1977).C9PZ8620BK 49385HD 

Belt - A.P.; (1976-1973).C9PZ8620BE 49350HD 

Flose - Upper; W/Single Flose (1979-1972). 21101 

Flose - Upper - Eng. To Pipe; (1979-1972). 21299 

Flose - Upper - Pipe To Rad.; (1979-1972). s^=21194 

Flose - Lower - Eng. To Pipe; (1979-1972). 21038 

Flose - Lower - Pipe To Rad.; (1979-1972). 20960(A) 

Hose - By Pass; (1979-1972). 21258 

Hose - Heater; Molded Hose (1979-1972)... s-^20338 

Hose - Heater Inlet; Strt. Hose 

(1979-1972). 3/4" I.D. 

Hose - Heater Outlet; Strt. Hose 
(1979-1972). 5/8" I.D. 

LTS800 

1979-1971 

Belt - Fan & Alt.; W/Fan 

Clutch (1979-1978). D5HA8620BA ©♦♦9640HD 

Belt - Fan & Alt.; W/O Fan 

Clutch (1979-1978).C9PZ8620DL ©♦♦9650HD 

Belt - Fan & Alt.; Ser. No. 

Q40000 & Before 

(1977-1973).C9PZ8620GE ©TR22657 

Belt - Fan & Alt.; W/Fan 
Clutch; Ser. No. Q40001 & 

After (1977-1973).C9PZ8620FZ ©♦♦9640HD 

Belt - Fan & Alt.; W/O Fan 
Clutch; Ser. No. Q40001 & 

After (1977-1973). .'♦♦9650HD 

Belt - Fan & Alt.; (1972-1971) C9PZ8620GE TR22657 

Belt - P.S.; (1979-1973). D2TE8620BDA @*9600HD 

Belt - P.S.; (1972-1971). 49600HD 

Belt - A.C.; W/Fan Clutch 

(1979-1974).C9PZ8620CD 49480HD 

Belt - A.C.; W/O Fan Clutch 

(1979-1974).C9PZ8620GD 49500HD 

Belt - A.C.; (1973).C9PZ8620DL 49650HD 

Belt - A.C.; (1972-1971).C9PZ8620GD 49500HD 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1979-1978). D5TE8620BDA 49415HD 

Belt - Air Brake Compr.; 

W/400 Air Brake Compr. 

(1979-1975).C9PZ8620BN 49405HD 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1977-1975). 49412HD 

Belt - Air Brake Compr.; 

(1974-1971). 49476HD 

Belt - A.P.; (1979-1978).C9PZ8620BE 49350HD 

Belt - A.P.: (1977-1973).C9PZ8620BH 49370HD 

LTS900 

1979-1971 

Belt - Fan & Alt.; W/Fan 

Clutch (1979-1978). D9PZ8620EA ©♦♦9640HD 

Belt - Fan & Alt.; W/O Fan 

Clutch (1979-1978).C9PZ8620DL ©♦♦9650HD 

Belt - Fan & Alt.; W/Fan 

Clutch (1977-1973). D3PZ8620E ©TR22648 

Belt - Fan & Alt.; W/O Fan 

Clutch (1977-1973). ©TR22657 

Belt - Fan & Alt.; W/65A, 

85A. Alt. (1972-1971). D0TE8620C ©TR22657 


FORD - Continued 

FORD V-8 534 ENG. - Continued 

LTS900 - Continued 

1979-1971 - Continued 
Belt ■ 

Belt - A.C.; (1979-1978). 

Belt - A.C.; W/Fan Clutch 

(1977-1973). 

Belt - A.C.; W/O Fan Clutch 

(1977-1973). 

Belt - A.C.; (1972-1971). 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1979-1975).. 

Belt - Air Brake Compr.; 

W/400 Air Brake Compr. 

(1979-1975). 

Belt - Air Brake Compr.; 

(1974-1973). 

Belt - A.P.; (1979-1977).... 

Belt - A.P.; (1976-1973).... 

Hose - Upper; W/Single Hose (1979-1972). 

Hose - Upper - Eng. To Pipe; (1979-1972). 

Hose - Upper - Pipe To Rad.; (1979-1972). 

Hose - Lower - Eng. To Pipe; (1979-1972). 

Hose - Lower - Pipe To Rad.; (1979-1972). 

Hose - By Pass; (1979-1972). 

Hose - Heater; Molded Hose (1979-1972)... 

Hose - Heater Inlet; Strt. Hose 

(1979-1972). 

Hose - Heater Outlet; Strt. Hose 
(1979-1972). 

N850; N950; N1000; N1100; NT850; NT950; NT1000 

1969-1961 

Belt - Fan & Alt. C2TE8620AB 

Belt - P.S. C6TE8620A 

Belt - Air Brake Compr. 

T750 

1979-1961 

Belt - Fan & Alt.; W/Fan 


P.S.C9PZ8620GT 

C9PZ8620CD 

C9PZ8620CD 

C9PZ8620GD 
C9PZ8620GD 

C9PZ8620BR 


C9PZ8620BN 

D0TE8620D 

C9PZ8620BK 

C9PZ8620BE 


©♦9600HD 

♦9480HD 

♦9480HD 

♦9500HD 

♦9500HD 

♦9415HD 


♦9405HD 

♦9480HD 

♦9385HD 

♦9350HD 

21101 

21299 

=■<21194 

21038 

20960(A) 

21258 

=<20338 

3/4” I.D. 

5/8” I.D. 


©TR24638 
♦9412HD 
♦9430HD 


Clutch (1979-1978). 

D9PZ8620EA 

©♦♦9640HD 

Belt - Fan & Alt.; W/O Fan 
Clutch (1979-1978). 

C9PZ8620DL 

©♦♦9650HD 

Belt - Fan & Alt.; (1969-1961) 

C2TE8620AB 

©TR24638 

Belt - P.S.; (1979-1978). 

D2TE8620BTA 

♦9412HD 

Belt - P.S.; (1969-1961). 

C6TE8620A 

♦9412HD 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1979-1978). 

C9PZ8620BR 

♦9415HD 

Belt - Air Brake Compr.; 

W/400 Air Brake Compr. 
(1979-1978). 

C9PZ8620BN 

♦9405HD 

Belt - Air Brake Compr.; 
(1969-1961). 


♦9430HD 

Belt - A.P.: W/7 1/4" Pulley 
(1979-1978). 

D5HE8620CA 

♦9520HD 

Belt - A.P.: W/7 7/8" Pulley 
(1979-1978). 

D2AE8620BRA 

♦9525HD 

raoo 

1979-1978 

Belt - Fan & Alt.; W/Fan 

Clutch. 

D9PZ8620EA 

©♦♦9640HD 

Belt - Fan & Alt.; W/O Fan 
Clutch. 

C9PZ8620DL 

©♦♦9650HD 

Belt - P.S. 

D2TE8620BTA 

♦9412HD 

Belt - Air Brake Compr.; Mod¬ 
el No. 501. 

C9PZ8620BR 

♦9415HD 

Belt - Air Brake Compr.; 

W/400 Air Brake Compr. 

C9PZ8620BN 

♦9405HD 

Belt-A.P.: W/7 1/4" Pulley.... 

D5HE8620CA 

♦9520HD 

Belt - A.P.; W/7 7/8" Pulley.... 

D2AE8620BRA 

♦9525HD 


T850 

1979-1958 

Belt - Fan & Alt.; W/Fan 

Clutch (1979-1978). 

Belt - Fan & Alt.; W/O Fan 
Clutch (1979-1978). 


D9PZ8620EA ©♦♦9640HD 
C9PZ8620DL ©♦♦9650HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durlon ® Silicone Hose Recommended. 
V Use Notched Belt Only. 

=< Cut To Fit. 


o 

♦ 

♦ 


Green Stripe * 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

FORD - Continued 


Gates No. 


Application 

FORD - Continued 


Mfr. Part No. 


Gates No. 


FORD V-8 534 ENG. - Continued 

T850 - Continued 


INTERNATIONAL/NAVISTAR V-8 6.9 L 
DIESEL ENG. 


1979-1958 - Continued 

Belt - P.S.; (1979-1978). D2TE8620BTA 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1979-1978).C9PZ8620BR 

Belt - Air Brake Compr.; 

W/400 Air Brake Compr. 

(1979-1978).C9PZ8620BN 

Belt - A.P.; W/7 1/4" Pulley 

(1979-1978). D5HE8620CA 

Belt - A.P.; W/7 7/8" Pulley 

(1979-1978). D2AE8620BRA 

Hose - Upper; (1979-1974). 


Hose - Upper - Eng. To Pipe; (1966-1958). 
Hose - Upper - Pipe To Rad.; (1966-1958). 
Hose - Lower - Eng. To Pipe; Ser. No. 

W00001 & After (1979-1974). 

Hose - Lower - Pipe To Rad.; Ser. No. 

W00001 & After (1979-1974). 

Hose - Lower - Pipe To Rad.; (1966-1961). 
Hose - By Pass; Ser. No. C85000 & Be¬ 
fore (1979-1974). 

Hose - By Pass; Ser. No. C85001 & After 

(1979-1974). 

Hose - By Pass; (1966-1958). 

Hose - Heater; (1979-1974). 

Hose - Heater; (1966-1958). 

T900 
1969-1961 

Belt - Fan & Alt. 

Belt - P.S. 

Belt - Air Brake Compr 

T950 


C2TE8620AB 

C6TE8620A 


49412HD 
49415HD 


49405HD 

49520HD 

49525HD 

21299 

20369 

^20397 

21116 

-=20530 

20682 

1 1/4” I.D. 

21258 
1 1/4” I.D. 
5/8” I.D. 
5/8” I.D. 


@TR24638 
49412HD 
49430HD 


1979-1958 

Belt - Fan & Alt.; W/Calif. 

Emission System 

(1979-1974). D5HE8620BA ©449640HD 

Belt - Fan & Alt.; W/O Calif. 

Emission System 

(1979-1974).C9PZ8620DL ©449650HD 

Belt - Fan & Alt.; (1966-1961) C2TE8620AB ©TR24638 

Belt - Fan & Alt.; (1960-1958) EDL8620D ©TR24562 


E350 

1987 

Belt - Alt. To V.P.; W/A.C. 7330 

Belt - Alt. To V.P.; W/O A.C... 7300 

Belt - Fan & Alt.; W/A.C.; 

Preferred Belt. 5723 

Belt - Fan & Alt.; W/A.C.; Op¬ 
tional Belt. 49580HD 

Belt - Fan & Alt.; W/O A.C.; 

Preferred Belt. 5724 

Belt - Fan & Alt.; W/O A.C.; 

Optional Belt. 49545HD 

Belt - Fan & P.S. 49580HD 

Belt - Fan & A.C. 49630HD 

Hose - Upper. ^21944 

or 26505 

Hose - Lower. 20523 

Hose - Heater To Pipe-1. s<18084 

Hose - Pipe To Eng. 18868 

Hose - Pipe To Thermostat. s<18072 

Hose - Valve To Intake Manifold. ^-=28468 

Hose - Heater To Eng. s«28470 

FREIGHTLINER 


ALLIS-CHALMERS 6-CYL. 844 DIESEL 
ENG. 

WFT 

1974 

Belt - Fan. 

Belt - W.P. 4391351 

Belt - Alt. 

Belt - A.C. 

Belt - Air Brake Compr. 4612058 

Hose - Upper. 

Hose - Lower. 

Hose - By Pass. 

Hose - Heater. 

CATERPILLAR 1673 DIESEL ENG. 

WFT 

1978-1972 


©TR28657 
7495 
49463HD 
TR22448 
TR28501 
02 1/2” I.D. 
©■>2 1/2” I.D. 
1” I.D. 

1” I.D. 


Belt - Fan & Gen.; 

(1960-1958). EDL8620A 

Belt - P.S.; (1979-1974). D2TE8620BTA 

Belt - P.S.; (1966-1961). C2TE8620G 

Belt - P.S.; (1960-1958). 5750607 

Belt - Air Brake Compr.; Mod¬ 
el No. 501 (1979-1974).C9PZ8620BN 

Belt - Air Brake Compr.; 

W/400 Air Brake Compr. 

(1979-1974).C9PZ8620BR 

Belt - Air Brake Compr.; 

(1966-1958). EDL2890A 

Belt - A.P.; (1979-1974). 

Hose - Upper; (1979-1974). 


Hose - Upper - Eng. To Pipe; (1966-1958). 
Hose - Upper - Pipe To Rad.; (1966-1958). 
Hose - Lower - Eng. To Pipe; Ser. No. 

W00001 & After (1979-1974). 

Hose - Lower - Pipe To Rad.; Ser. No. 

W00001 & After (1979-1974). 

Hose - Lower - Pipe To Rad.; (1966-1961). 
Hose - By Pass; Ser. No. C85000 & Be¬ 
fore (1979-1974). 

Hose - By Pass; Ser. No. C85001 & After 

(1979-1974). 

Hose - By Pass; (1966-1958). 

Hose - Heater; (1979-1974). 

Hose - Heater; (1966-1958). 


TR22578 
49412HD 
49412HD 
49400HD 

49405HD 


49415HD 

49430HD 
4951OHD 
21299 
20369 
^20397 

21116 


Belt-Fan.9L1130 ©449570HD 

Belt - Gen.4B2544 49425HD 

Hose - Upper. 26510 

Hose - Lower. 26530 


CATERPILLAR 1674 DIESEL ENG. 

WFT 


1974-1970 

Belt - Fan & W.P.9L1183 

Belt - Alt.; (1970). 

Belt - Gen. 

Belt - A.C.; (1974). 

Belt - A.C.; (1973-1972). 

Belt - A.C.; (1971-1970). 7L2449 

Belt - Air Brake Compr.9L2042 

Hose - Upper. 

Hose - Lower. 

Hose - By Pass. 

Hose - Heater. 


©49625HD 
©449451 HD 
49490HD 
49435HD 
49455HD 
49435HD 
©49319HD 
*2 1/2” I.D. 
*3” I.D. 

1” I.D. 

1” I.D. 


-=20530 

20682 

1 1/4” I.D. 


CATERPILLAR 1693 DIESEL ENG. 

FLC 

1976 



Belt - Alt. 

... 7L2449 

49440HD 

21258 

FLT 



1 1/4” I.D. 

1976-1971 



5/8” I.D. 

Belt - Fan & W.P.: (1976).... 

... 9L1130 

©49670HD 

5/8” I.D. 

Belt - Alt. 

... 7L2449 

49440HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durlon® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. 4 PowerBand® Belt May Work, Use Template To Check. 

Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

FREIGHTLINER - Continued 

CATERPILLAR 1693 DIESEL ENG. 

- Continued 

FLT - Continued 


Application Mfr. Part No. Gates No. 


FREIGHTLINER - Continued 

CATERPILLAR 3176 DIESEL ENG. 

- Continued 

FLA - Continued 


1976-1971 - Continued 


1990-1989 - Continued 


Belt - A.C.; W/Kysor A.C. 
Compr. (1976). 


♦9500HD 

Belt - A.C.; W/Mark IV A.C. 
Compr. (1976). 


♦9490HD 

Hose - Upper; (1976). 


©■8-3” I.D. 

Hose - Lower; (1976). 


@■0-3 1/2” I.D. 

Hose - By Pass; (1976). 


1” I.D. 

Hose - Heater; (1976). 


5/8” I.D. 

WFC 

1976-1974 

Belt - Fan & W.P.: (1976). 

9L1629 

@9740 

Belt - Fan & W.P.; W/67 1/2" 
Belt O.C. (1975-1974). 

9L1130 

©♦9670HD 

Belt - Fan & W.P.; W/77" Belt 
O.C. (1975-1974). 

9L2349 

<39765 

Belt - Alt.; (1976). 

7L2449 

©♦9440HD 

Belt - Alt.; W/Delco Alt. 
(1975-1974). 

7L2449 

©♦9440HD 

Belt - Alt.; W/Motorola Alt. 
(1975-1974). 

9L3211 

©♦9415HD 

Belt - A.C.; (1976). 


♦9451 HD 

Belt - A.C.; W/Kysor A.C. 
Compr. (1975-1974). 


♦9500HD 

Belt - A.C.; W/MKN A.C. 
Compr. (1975-1974). 


♦9505HD 

Belt - A.C.; W/Mark IV A.C. 
Compr. (1975-1974). 


♦9490HD 

Hose - Upper. 


@■>3” I.D. 

Hose - Lower - Eng. To Pipe. 


*3” I.D. 

Hose - Lower - Pipe To Rad.. 


■ 0-3 1/2” I.D. 

Hose - By Pass. 


1” I.D. 

Hose - Heater. 


5/8” I.D. 

WFT 

1976-1969 

Belt - Fan & W.P.: (1976). 

9L1629 

@9740 

Belt - Fan & W.P.; W/67 1/2" 
Belt O.C. (1975-1969). 

9L1130 

©♦9670HD 

Belt - Fan & W.P.; W/77" Belt 
O.C. (1975-1969). 

9L2349 

@9765 

Belt - Alt.; (1976). 

7L2449 

©♦9440HD 

Belt - Alt.; W/Delco Alt. 
(1975-1969). 

7L2449 

©♦9440HD 

Belt - Alt.; W/Motorola Alt. 
(1975-1969). 

9L3211 

©♦9415HD 

Belt - A.C.; (1976). 


♦9451 HD 

Belt - A.C.; W/Kysor A.C. 
Compr. (1975-1969). 


♦9500HD 

Belt - A.C.; W/MKN A.C. 
Compr. (1975-1969). 


♦9505HD 

Belt - A.C.; W/Mark IV A.C. 
Compr. (1975-1969). 


♦9490HD 

Hose - Upper. 


@■>3” I.D. 

Hose - Lower - Eng. To Pipe. 


*3” I.D. 

Hose - Lower - Pipe To Rad.. 


« 1/2” I.D. 

Hose - By Pass. 


1” I.D. 

Hose - Heater. 


5/8” I.D. 

CATERPILLAR 3176 DIESEL ENG. 

FLA 

1990-1989 

Belt - Fan & Alt.; W/120" 

B.B.C. 

6819970293 

♦K080680HD 

Belt - Fan & Alt.; W/74 1/2" 
Belt O.C. (1990). 

6819970493 

♦K080740HD 

Belt - Fan & Alt.; W/74" Belt 
O.C. (1990). 

6819970393 

♦K080733HD 

Belt - Fan & Alt.; W/75" Belt 
O.C. (1990). 

6819970993 

K080751 


Belt - Fan & Alt.; W/112" 
B.B.C.; W/74 1/2" Belt O.C. 


(1989). 6819970493 

Belt - Fan & Alt.; W/112" 

B.B.C.; W/74" Belt O.C. 

(1989). 6819970393 

Belt - Fan & Alt.; W/112" 

B.B.C.; W/75" Belt O.C. 

(1989). 6819970993 

Belt - A.C.; W/45 1/2" Belt 

O.C. 2310001028 

Belt - A.C.; W/47 1/2" Belt 

O.C. 

Belt - A.C.; W/48 1/2" Belt 

O.C. 2310001067 

Belt - A.C.; W/50 1/2" Belt 

O.C. 2310001022 

Belt - A.C.; W/51 1/2" Belt 

O.C. 2310001036 

Belt - A.C.; W/47" Belt O.C. 

(1989). 2310001022 


Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

Hose - Heater Inlet. 

Hose - Heater Outlet. 

FLC 

1990-1988 

Belt - Fan & Alt.; W/112" 

B.B.C.; W/74 1/2" Belt O.C.. 6819970493 
Belt - Fan & Alt.; W/112" 


B.B.C.; W/74" Belt O.C. 6819970393 

Belt - Fan & Alt.; W/112" 

B.B.C.; W/75" Belt O.C. 6819970993 

Belt - Fan & Alt.; W/120” 

B.B.C. 6819970293 

Belt - A.C.; W/45 1/2" Belt 

O.C. 2310001028 

Belt - A.C.; W/47 1/2" Belt 

O.C. 

Belt - A.C.; W/48 1/2" Belt 

O.C. 2310001067 

Belt - A.C.; W/50 1/2" Belt 

O.C. 2310001022 

Belt - A.C.; W/51 1/2" Belt 

O.C. 2310001036 

Belt - A.C.; W/47" Belt O.C. 

(1989-1988). 2310001022 


Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

Hose - Heater Inlet. 

Hose - Heater Outlet. 

FLD 

1990-1989 

Belt - Fan & Alt.; W/68 1/2" 

Belt O.C. (1990). 6819970293 

Belt - Fan & Alt.; W/74 1/2" 

Belt O.C. (1990). 6819970493 

Belt - Fan & Alt.; W/74" Belt 

O.C. (1990). 6819970393 

Belt - Fan & Alt.; W/75" Belt 

O.C. (1990). 6819970993 

Belt - Fan & Alt.; W/112" 

B.B.C.; W/74 1/2" Belt O.C. 

(1989). 6819970493 

Belt - Fan & Alt.; W/112" 

B.B.C.; W/74" Belt O.C. 

(1989). 6819970393 


♦K080740HD 


♦K080733HD 


K080751 

♦9451 HD 

♦9470HD 

♦9480HD 

♦9500HD 

♦951OHD 

♦9463HD 
*2” I.D. 

*2 1/2” I.D. 
*2 1/4” I.D. 
*2 1/2” I.D. 
3/4” I.D. 
5/8” I.D. 


♦K080740HD 

♦K080733HD 

K080751 

♦K080680HD 

♦9451 HD 

♦9470HD 

♦9480HD 

♦9500HD 

♦951 OHD 

♦9463HD 
*2” I.D. 

*2 1/2” I.D. 
*2 1/4” I.D. 
*2 1/2” I.D. 
3/4” I.D. 
5/8” I.D. 


♦K080680HD 

♦K080740HD 

♦K080733HD 

K080751 

♦K080740HD 

♦K080733HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

♦ 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

FREIGHTLINER - Continued 

CATERPILLAR 3176 DIESEL ENG. 


Application Mfr. Part No. Gates No. 

FREIGHTLINER - Continued 

CATERPILLAR 3306 DIESEL ENG. 


- Contin 
FLD - Cont 
1990-198 

Belt - Fan 
B.B.C.; V\ 
(1989).... 
Belt - Fan 
B.B.C. (1 
Belt - A.C. 
O.C. 

jed 

nued 

9 - Continued 
& Alt.; W/112" 

175 " Belt O.C. 

. 6819970993 K080751 

& Alt.; W/120" 

989). 6819970293 *K080680HD 

W/45 1/2" Belt 

. 2310001028 *9451 HD 

Belt - A.C. 
O.C. 

W/47 1/2" Belt 

. *9470HD 

Belt - A.C. 
O.C. 

W/48 1/2" Belt 

. 2310001067 *9480HD 

Belt - A.C. 
O.C. 

W/50 1/2" Belt 

. 2310001022 *9500HD 

Belt - A.C. 
O.C. 

W/51 1/2" Belt 

. 2310001036 *951OHD 

Belt - A.C. 
(1989).... 
Hose - Up 
Hose - Up 
Hose - Lov 
Hose - Lov 
Hose - He 
Hose - He 

W/47" Belt O.C. 

. 2310001022 *9463HD 

aer - Eng. To Pipe. ■4-2” I.D. 

aer - Pipe To Rad. 4-2 1/2” I.D. 

ver - Eng. To Pipe. 4-2 1/4” I.D. 

ver - Pipe To Rad. 4-2 1/2” I.D. 

ater Inlet. 3/4” I.D. 

ater Outlet. 5/8” I.D. 


- Continued 

FLD 

1990-1989 

Belt - Fan; Preferred Belt 

(1990). 5L3307 2/9530PB 

Belt - Fan; Optional Belt 

(1990). @*9530HD 

Belt - Fan; (1989). 5L3307 ©**9530HD 

Belt - Alt. & A.C.; Preferred 

Belt (1990). 2/9550PB 

Belt - Alt. & A.C.; Optional 

Belt (1990). @*9550HD 

Belt - Alt. & A.C.; (1989). ©*9590HD 

Hose - Upper - Eng. To Pipe; 90 Deg. 

Bend Hose. s^=21891 

Hose - Upper - Eng. To Pipe; W/Hump 

Hose. 23562 

Hose - Upper - Pipe To Rad. 23562 

Hose - Lower - Eng. To Pipe. 23562 

Hose - Lower - Pipe To Rad.; (1990). 21472 

Hose - Lower - Pipe To Rad.; (1989). 21472(A) 

Hose - Heater Inlet; (1990). 5/8” I.D. 

Hose - Heater Inlet; (1989). 3/4” I.D. 

Hose - Heater Outlet; (1990). 3/4” I.D. 

Hose - Heater Outlet; (1989). 5/8” I.D. 


CATERPILLAR 3306 DIESEL ENG. 

FLA 

1990-1989 


Belt - Fan; Preferred Belt 


(1990). 5N4692 

Belt - Fan; Optional Belt 

(1990). 

Belt - Fan; (1989). 5N4692 

Belt - Alt. & A.C. 231000132 


Hose - Upper; (1990) 
Hose - Upper; (1989) 
Hose - Lower; (1990) 
Hose - Lower; (1989) 
Hose - Heater. 

FLC 

1990-1978 


Belt - Fan; (1989-1983). 6819970392 

Belt - Fan; (1981-1978). 6819970392 

Belt - Alt.; W/O A.C. 

(1989-1983). 

Belt - Alt.; W/O A.C. 

(1981-1978). 

Belt - Alt. & A.C.; 

(1989-1983). 2310000132 

Belt - Alt. & A.C.; 

(1981-1978). 2310000132 


Hose - Upper - Eng. To Pipe; 90 Deg. 

Bend Hose (1990-1983). 

Hose - Upper - Eng. To Pipe; W/Hump 

Hose (1990-1983). 

Hose - Upper - Eng. To Pipe; 90 Deg. 

Bend Hose (1981-1978). 

Hose - Upper - Eng. To Pipe; W/Hump 

Hose (1981-1978). 

Hose - Upper - Pipe To Rad.; (1990-1983). 
Hose - Upper - Pipe To Rad.; (1981-1978). 
Hose - Lower - Eng. To Pipe; (1990-1983). 
Hose - Lower - Eng. To Pipe; (1981-1978). 

Hose - Lower - Pipe To Rad.; (1990). 

Hose - Lower - Pipe To Rad.; (1989-1983). 
Hose - Lower - Pipe To Rad.; (1981-1978). 

Hose - Heater Inlet; (1990-1983). 

Hose - Heater Inlet; (1981-1978). 

Hose - Heater Outlet; (1990-1983). 

Hose - Heater Outlet; (1981-1978). 


2/9610PB 

@*9610HD 
©*9610HD 
@**9550HD 
*2 1/2” I.D. 
©■>2 1/2” I.D. 

*2 1/2” I.D. 
©■>2 1/2” I.D. 
3/4” I.D. 


©**9650HD 

©**9650HD 

©**9470HD 

©**9470HD 

©**9550HD 

©**9550HD 

^21891 

23562 

^21891 

23562 
23562 
23562 
23562 
23562 
21472 
21472(A) 
21472(A) 
3/4” I.D. 
3/4” I.D. 
5/8” I.D. 
5/8” I.D. 


CATERPILLAR 3406 DIESEL ENG. 


FLA 

1990-1989 

Belt - Fan; W/59 1/8" Belt 

O.C. (1990). 231000138 

Belt - Fan; W/62 3/8" Belt 

O.C. (1990). 2310001034 

Belt - Fan; W/65" Belt O.C. 

(1990). 4N8218 

Belt - Fan; W/59 1/8" Belt 

O.C. (1989). 231000138 

Belt - Fan; W/62 3/8" Belt 

O.C. (1989). 2310001034 

Belt - Fan; W/65" Belt O.C. 

(1989). 4N8218 

Belt - Alt. & A.C.; W/53 1/4" 

Belt O.C.; Preferred Belt 

(1990). 2310001039 

Belt - Alt. & A.C.; W/53 1/4" 

Belt O.C.; Optional Belt 

(1990). 

Belt - Alt. & A.C.; W/55 1/4" 

Belt O.C.; Preferred Belt 

(1990). 2310001032 

Belt - Alt. & A.C.; W/55 1/4" 

Belt O.C.; Optional Belt 

(1990). 

Belt - Alt. & A.C.; W/57 1/2" 

Belt O.C.; Preferred Belt 

(1990). 2310001061 

Belt - Alt. & A.C.; W/57 1/2" 

Belt O.C.; Optional Belt 

(1990). 

Belt - Alt. & A.C.; W/57" Belt 

O.C. (1990). 2310001082 

Belt - Alt. & A.C.; W/53 1/4" 

Belt O.C. (1989). 2310001039 

Belt - Alt. & A.C.; W/55 1/4" 

Belt O.C. (1989). 2310001032 

Belt - Alt. & A.C.; W/57 1/2" 

Belt O.C. (1989). 2310001061 

Belt - Alt. & A.C.; W/57" Belt 

O.C. (1989). 2310001082 

Hose - Upper; (1990). 

Hose - Upper; (1989). 

Hose - Lower; (1990). 

Hose - Lower; (1989). 


TR22588 

TR20619 

TR22648 

©TR22588 

©TR20619 

©TR22648 

2/9530PB 

@*9530HD 

2/9550PB 

@*9550HD 

2/9570PB 

©*9570HD 

*9565HD 

©**9530HD 

©**9550HD 

©**9570HD 

©*9565HD 
23562 
@>23562 
*2 1/2” I.D. 

©■>2 1/2” I.D. 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

^ Cut To Fit. * Standard Belt Also Available. See Inside Back Cover. 


158 























































































Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. Gates No. 


FREIGHTLINER - Continued 

CATERPILLAR 3406 DIESEL ENG. 


- Continued 

FLC 

1990-1978 

Belt - Fan; W/59 1/8" Belt 
O.C. (1990). 

231000138 

TR22588 

Belt - Fan; W/62 3/8" Belt 
O.C. (1990). 

2310001034 

TR20619 

Belt - Fan; W/63" Belt O.C. 
(1990). 


TR22625 

Belt - Fan; W/65" Belt O.C. 
(1990). 

4N8218 

TR22648 

Belt - Fan; W/59 1/8" Belt 
O.C. (1989-1978). 

231000138 

©TR22588 

Belt - Fan; W/62 3/8" Belt 
O.C. (1989-1978). 

2310001034 

©TR20619 

Belt - Fan; W/63" Belt O.C. 
(1989-1978). 


©TR22625 

Belt - Fan; W/65" Belt O.C. 
(1989-1978). 

4N8218 

©TR22648 

Belt - Alt. & A.C.; W/51 1/2" 
Belt O.C.; Preferred Belt 
(1990). 

231000136 

2/951OPB 

Belt - Alt. & A.C.; W/51 1/2" 
Belt O.C.; Optional Belt 
(1990). 


©*951OHD 

Belt - Alt. & A.C.; W/55 1/4" 
Belt O.C.; Preferred Belt 
(1990). 

2310001032 

2/9550PB 

Belt - Alt. & A.C.; W/55 1/4" 
Belt O.C.; Optional Belt 
(1990). 


@*9550HD 

Belt - Alt. & A.C.; W/57 1/2" 
Belt O.C.; Preferred Belt 
(1990). 

2310001061 

2/9570PB 

Belt - Alt. & A.C.; W/57 1/2" 
Belt O.C.; Optional Belt 
(1990). 


@*9570HD 

Belt - Alt. & A.C.; W/51 1/2" 
Belt O.C. (1989-1978). 

231000136 

©♦*951OHD 

Belt - Alt. & A.C.; W/55 1/4" 
Belt O.C. (1989-1978). 

2310001032 

©♦*9550HD 

Belt - Alt. & A.C.; W/57 1/2" 
Belt O.C. (1989-1978). 

2310001061 

©♦*9570HD 

Hose - Upper; (1990). 


23562 

Hose - Upper; (1989-1978).... 


©23562 

Hose - Lower; (1990). 


■>2 1/2” I.D. 

Hose - Lower; (1989-1984).... 


©■>2 1/2” I.D. 

Hose - Lower; (1983-1978).... 


@»3” I.D. 

FLD 

1990-1989 

Belt - Fan; Preferred Belt; 
W/52 1/4" Belt O.C. 


♦2/TR22517PB 

Belt - Fan; Optional Belt; 
W/52 1/4" Belt O.C. 

2310001020 

©>TR22517 

Belt - Fan; W/51 3/8" Belt 
O.C. (1990). 

2310001049 

TR22508 

Belt - Fan; W/54" Belt O.C. 
(1990). 

2310001050 

TR22534 

Belt - Fan; W/51 3/8" Belt 
O.C. (1989). 

2310001049 

©TR22508 

Belt - Fan; W/54" Belt O.C. 
(1989). 

2310001050 

©TR22534 

Belt - Alt.; W/55" Belt O.C.; 
Preferred Belt (1990). 

2310001032 

2/9550PB 

Belt - Alt.; W/55" Belt O.C.; 
Optional Belt (1990). 


©*9550HD 

Belt - Alt.; (1989). 

2310001032 

©♦*9550HD 

Belt - Alt. & A.C.; W/60 3/8" 
Belt O.C. (1990). 

2310001052 

*9600HD 

Belt - Alt. & A.C.; W/62 3/8" 
Belt O.C. (1990). 

2310001060 

*9620HD 

Belt - Alt. & A.C.; W/60 3/8" 
Belt O.C. (1989). 

2310001052 

©*9600HD 

Belt - Alt. & A.C.; W/62 3/8" 
Belt O.C. (1989). 

2310001060 

®*9620HD 


FREIGHTLINER - Continued 

CATERPILLAR 3406 DIESEL ENG. 


- Continued 

FLT 

1988-1978 


Belt - Fan 
O.C. 

W/59 1/8" Belt 

Belt - Fan 
O.C. 

W/62 3/8" Belt 

. 2310001034 

Belt - Fan 

W/65" Belt O.C.4N8218 


Belt - Alt. & A.C.; W/51 1/2" 

Belt O.C. 231000136 

Belt - Alt. & A.C.; W/55 1/4" 

Belt O.C. 2310001032 

Belt - Alt. & A.C.; W/57 1/2" 

Belt O.C. 2310001061 

Hose - Upper. 

Hose - Lower; (1988-1984). 

Hose - Lower; (1983-1978). 

WFT 


©TR22588 

©TR20619 

©TR22648 

©♦*9510HD 

©♦*9550HD 

©♦*9570HD 
©23562 
©■>2 1/2” I.D. 
@■>3” I.D. 


1979-1975 

Belt - Fan; (1976-1975). 4N8218 ©TR22648 

Belt - Alt. & A.C.; 

(1976-1975). ©*9560HD 

Hose - Upper; (1979-1978). ©>23562 

Hose - Lower; (1979-1978). @»3” I.D. 


CATERPILLAR 3408 DIESEL ENG. 


FLC; FLT 

1980-1979 

Belt - Fan. ©TR22648 

Belt - Alt. : *9480HD 

Belt - A.C. BX58 

Hose - Upper - Eng. To Pipe. ©->2 1/2” I.D. 

Hose - Upper - Pipe To Rad. ©->2 1/2” I.D. 

Hose - Lower. @->3 1/2” I.D. 

WFT 

1979 

Belt - Fan. ©TR22648 

Belt - Alt. @*9480HD 

Belt - A.C. BX58 

Hose - Upper - Eng. To Pipe. ©->2 1/2” I.D. 

Hose - Upper - Pipe To Rad. ©->2 1/2” I.D. 

Hose - Lower. @->3 1/2” I.D. 


CUMMINS KT450 DIESEL ENG. 

FLC; FLT 

1980-1976 

Belt - Alt.; (1980-1979). 205913 *K050360HD 

Hose - Upper. ©->2 1/2” I.D. 

Hose - Lower - Eng. To Pipe. ->3 1/2” I.D. 

Hose - Lower - Pipe To Rad. -X3” I.D. 

Hose - By Pass. 2 1/4” I.D. 

WFT 


1979-1976 

Belt - Alt. 205913 

Belt - A.C. 

Hose - Upper. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

Hose - By Pass. 


♦K050360HD 
TR24619 
©■>2 1/2” I.D. 
■>3 1/2” I.D. 
*3” I.D. 

2 1/4” I.D. 


CUMMINS L10 DIESEL ENG. 


FLA 

1990-1989 

Belt - Fan; W/49 1/8" Belt 

O.C. 3034348 

Belt - Fan; W/57 5/8" Belt 

O.C. 6819970693 

Belt - Fan; W/59 1/8" Belt 

O.C. 3034945 

Belt - Fan; W/69 5/8" Belt 

O.C. 3911581 

Belt - Alt.; W/O Turbo. 3037425 


♦K080485HD 

♦K080570HD 

♦K080585HD 

♦K080690HD 

♦K050340HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

* 


Green Stripe * 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


FREIGHTLINER - Continued 

CUMMINS L10 DIESEL ENG. - Continued 

FLA - Continued 
1990-1989 - Continued 

Belt - Alt.; W/Turbo. 3039376 

Belt - A.C.; W/51 1/4" Belt 

O.C. 2310001036 

Belt - A.C.; W/O Turbo; W/51 

7/8" Belt O.C. 2310001049 

Belt - A.C.; W/O Turbo; W/52 

7/8" Belt O.C. 2310001046 

Belt - A.C.; W/O Turbo; W/57 

1/4" Belt O.C. 202045 

Belt - A.C.; W/Turbo; W/53 

1/4” Belt O.C. 231000139 

Belt - A.C.; W/Turbo; W/55" 

Belt O.C. 2310001062 

Hose - Upper - Eng. To Pipe; W/O Low 

Flow Cool. 

Hose - Upper - Pipe To Rad.; W/O Low 

Flow Cool. 

Hose - Lower - Eng. To Pipe; W/O Low 

Flow Cool. 

Hose - Lower - Pipe To Pipe; W/O Low 

Flow Cool. 

Hose - Lower - Pipe To Rad.; W/O Low 

Flow Cool. 

Hose - By Pass. 

Hose - Heater. 

FLC 

1990-1986 

Belt - Fan; W/49 1/8" Belt 

O.C. 

Belt - Fan; W/57 5/8" Belt 

O.C. 

Belt - Fan; W/59 1/8" Belt 

O.C. 

Belt - Fan; W/69 5/8" Belt 

O.C. 3911581 

Belt - Alt.; W/O Turbo. 3037425 

Belt - Alt.; W/Turbo. 3039376 

Belt - A.C.; W/51 1/4" Belt 

O.C. 2310001036 

Belt - A.C.; W/O Turbo; W/51 

7/8" Belt O.C. 2310001049 

Belt - A.C.; W/O Turbo; W/52 

7/8" Belt O.C. 2310001046 

Belt - A.C.; W/O Turbo; W/57 

1/4" Belt O.C. 202045 

Belt - A.C.; W/Turbo; W/53 

1/4" Belt O.C. 231000139 

Belt - A.C.; W/Turbo; W/55" 

Belt O.C. 2310001062 

Hose - Upper - Eng. To Pipe; W/O Low 

Flow Cool. 

Hose - Upper - Pipe To Rad.; W/O Low 

Flow Cool. 

Hose - Lower - Eng. To Pipe; W/O Low 

Flow Cool. 

Hose - Lower - Pipe To Pipe; W/O Low 

Flow Cool. 

Hose - Lower - Pipe To Rad.; W/O Low 

Flow Cool. 

Hose - By Pass. 

Hose - Heater. 

FLD 

1990-1989 


3034348 

6819970693 

3034945 


4K050350HD 

49510HD 

TR22508 

49525HD 

49570HD 

49530HD 

49545HD 

*2 1/4” I.D. 

*2 1/2” I.D. 

*2 1/2” I.D. 

*2 1/2” I.D. 

23572 
1 1/2” I.D. 
3/4” I.D. 

4K080485HD 

4K080570HD 

4K080585HD 

4K080690HD 

4K050340HD 

4K050350HD 

49510HD 

TR22508 

49525HD 

49570HD 

49530HD 

49545HD 

■>2 1/4” I.D. 

■ 0-2 1/2” I.D. 

■ 0-2 1/2” I.D. 

■ 0-2 1/2” I.D. 

23572 
1 1/2” I.D. 
3/4” I.D. 


FREIGHTLINER - Continued 

CUMMINS L10 DIESEL ENG. - Continued 

FLD - Continued 
1990-1989 - Continued 
Belt - A.C.; W/51 1/4" Belt 


O.C. 2310001036 

Belt - A.C.; W/O Turbo; W/51 

7/8" Belt O.C. 2310001049 

Belt - A.C.; W/O Turbo; W/52 

7/8" Belt O.C. 2310001046 

Belt - A.C.; W/O Turbo; W/57 

1/4" Belt O.C. 202045 

Belt - A.C.; W/Turbo; W/53 

1/4" Belt O.C. 231000139 

Belt - A.C.; W/Turbo; W/55" 

Belt O.C. 2310001062 

Hose - Upper - Eng. To Pipe; W/O Low 

Flow Cool. 

Hose - Upper - Pipe To Rad.; W/O Low 

Flow Cool. 

Hose - Lower - Eng. To Pipe; W/O Low 

Flow Cool. 

Hose - Lower - Pipe To Pipe; W/O Low 

Flow Cool. 

Hose - Lower - Pipe To Rad.; W/O Low 

Flow Cool. 

Hose - By Pass. 

Hose - Heater. 

FLT 

1988-1986 

Belt - Fan; W/49 1/8" Belt 

O.C. 3034348 

Belt - Fan; W/57 5/8" Belt 

O.C. 6819970693 

Belt - Fan; W/59 1/8" Belt 

O.C. 3034945 

Belt - Fan; W/69 5/8" Belt 

O.C. 3911581 

Belt - Alt.; W/O Turbo. 3037425 

Belt - Alt.; W/Turbo. 3039376 

Belt - A.C.; W/51 1/4" Belt 

O.C. 2310001036 

Belt - A.C.; W/O Turbo; W/51 

7/8" Belt O.C. 2310001049 

Belt - A.C.; W/O Turbo; W/52 

7/8" Belt O.C. 2310001046 

Belt - A.C.; W/O Turbo; W/57 

1/4“ Belt O.C. 202045 

Belt - A.C.; W/Turbo; W/53 

1/4" Belt O.C. 231000139 

Belt - A.C.; W/Turbo; W/55" 

Belt O.C. 2310001062 

Hose - Upper - Eng. To Pipe; W/O Low 

Flow Cool. 

Hose - Upper - Pipe To Rad.; W/O Low 

Flow Cool. 

Hose - Lower - Eng. To Pipe; W/O Low 

Flow Cool. 

Hose - Lower - Pipe To Pipe; W/O Low 

Flow Cool. 

Hose - Lower - Pipe To Rad.; W/O Low 

Flow Cool. 

Hose - By Pass. 

Hose - Heater. 

CUMMINS NH DIESEL ENG. 

WFT 


49510HD 

TR22508 

49525HD 

49570HD 

49530HD 

49545HD 

■ 0-2 1/4” I.D. 

■ 0-2 1/2” I.D. 

■ 0-2 1/2” I.D. 

■ 0-2 1/2” I.D. 

23572 
1 1/2” I.D. 
3/4” I.D. 

4K080485HD 

4K080570HD 

4K080585HD 

4K080690HD 

4K050340HD 

4K050350HD 

49510HD 

TR22508 

49525HD 

49570HD 

49530HD 

49545HD 

■ 0-2 1/4” I.D. 

■ 0-2 1/2” I.D. 

■ 0-2 1/2” I.D. 

■ 0-2 1/2” I.D. 

23572 
1 1/2” I.D. 
3/4” I.D. 


Belt - Fan; W/49 1/8" Belt 
O.C. 

.. 3034348 

4K080485HD 

1971-1968 

134773 

©TR22405 

TR22508 

Belt - Fan; W/57 5/8" Belt 
O.C. 

.. 6819970693 

4K080570HD 

Belt - W.P.; W/High Mount 
Fan (1971). 

. 111764 

Belt - Fan; W/59 1/8" Belt 
O.C. 

.. 3034945 

4K080585HD 

Belt - W.P.; W/Low Mount 
Fan (1971-1969) 

172856 

©TR24457 

TR24438 

Belt - Fan; W/69 5/8" Belt 
O.C. 

.. 3911581 

4K080690HD 

Belt - W.P.; W/High Mount 
Fan (1968). 

. 172856 

Belt - Alt.; W/O Turbo. 

Belt - Alt.; W/Turbo. 

.. 3037425 
.. 3039376 

4K050340HD 

4K050350HD 

Belt - Alt.; W/39 1/2" Belt 
O.C. (1971). 

. 135951 

49390HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


FREIGHTLINER - Continued FREIGHTLINER - Continued 

CUMMINS NH DIESEL ENG. - Continued CUMMINS NHC DIESEL ENG. 


Gates No. 


WFT - Continued 

1971-1968 - Continued 

Belt - Alt.; W/55A., 62A. Alt.; 
W/37" Belt O.C. (1971). 

178568 

©TR22363 

Belt - Alt.; W/75A. Alt.; W/47 
1/2" Belt O.C. (1971). 

172856 

©♦*9470HD 

Belt - Alt.; W/85A. Alt.; W/47" 
Belt O.C. (1971). 


©**9463HD 

Belt - Alt.; W/Delco Alt. 
(1970-1969). 


TR22350 

Belt - Alt.; W/Motorola Alt. 
(1970-1969). 


TR22373 

Belt - Alt.; (1968). 


TR22363 

Belt - Gen.; (1971). 

178436 

TR22358 

Belt - P.S.; (1971). 

111764 

TR22508 

Belt - A.C.; W/Kysor A.C. 
Compr. (1971). 


TR22373 

Belt - A.C.; W/White A.C. 
Compr. (1971). 


TR22380 

Belt - A.C.; (1970-1969). 


TR22380 

Belt - A.C.; (1968). 


TR22425 

CUMMINS NHC DIESEL ENG 



- Continued 

WFT - Continued 
1972-1968 - Continued 
Belt - A.C.; W/White A.C. 

Compr. (1971). TR22380 

Belt - A.C.; W/O Turbo 

(1970-1969). TR22380 

Belt - A.C.; (1968). TR22425 

Hose - Upper. 26508 

Hose - Lower - Eng. To Pipe. 26522 

Hose - Lower - Pipe To Rad. ^-2 1/2” I.D. 

Hose - By Pass. 1 1/2” I.D. 

Hose - Heater. 5/8” I.D. 


CUMMINS V903 DIESEL ENG.; CUM¬ 
MINS VT903 DIESEL ENG. 

WFC 

1976 

Belt - Fan & W.P. 202047 @*9585HD 

Belt - Alt. : *9480HD 

Belt - A.C. TR22553 


WFT 

1972-1968 


Belt - Fan; Preferred Belt 


(1972). 178620 

Belt - Fan; Optional Belt 

(1972). 178620 

Belt - Fan; W/O Turbo 
(1971-1969). 134773 


Belt - Fan; W/Turbo; W/46 
1/4" Belt O.C. (1971-1969)... 178697 
Belt - Fan; W/Turbo; W/48 
3/8" Belt O.C. (1971-1969)... 178620 


Belt - Fan; (1968). 134773 

Belt - W.P.; (1972). 200328 


Belt - W.P.; W/O Turbo; 
W/Low Mount W.P. 


(1971-1969). 172856 

Belt - W.P.; W/Turbo 

(1971-1969). 200328 

Belt - W.P.; W/High Mount 

Fan (1968). 172856 

Belt - Alt.; (1972). 

Belt - Alt.; W/39 1/2" Belt 

O.C. (1971). 135951 

Belt - Alt.; W/O Turbo; 

W/55A., 62A. Alt.; W/37" 

Belt O.C. (1971). 178568 

Belt - Alt.; W/O Turbo; 

W/75A. Alt.; W/47 1/2" Belt 

O.C. (1971). 172856 

Belt - Alt.; W/O Turbo; 

W/85A. Alt.; W/47" Belt O.C. 

(1971).. 

Belt - Alt.; W/Turbo; W/60A. 

Alt.; W/38" Belt O.C. 

(1971-1969). 

Belt - Alt.; W/Turbo; W/62A. 

Alt.; W/35 1/2" Belt O.C. 

(1971-1969). 

Belt - Alt.; W/Turbo; W/62A. 

Alt.; W/38 1/2" Belt O.C. 

(1971-1969). 

Belt - Alt.; W/O Turbo; 

W/Delco Alt. (1970-1969). 

Belt - Alt.; W/O Turbo; 

W/Motorola Alt. (1970-1969). 

Belt - Alt.; (1968). 

Belt - Gen.; (1971). 178436 

Belt - P.S.; W/O Turbo (1971) 111764 

Belt - A.C.; (1972). 

Belt - A.C.; W/Kysor A.C. 

Compr. (1971). 


CUMMINS 6-CYL 14.0 L DIESEL ENG. 


2/TR28480PB 

©TR28480 

©TR22405 

©TR28454 

©TR22358 

©TR22405 

TR24438 

©TR24457 

©TR24438 

TR24438 

@*9465HD 

@*9390HD 

©TR22363 

©♦*9470HD 


FLA 

1990-1989 

Belt - Fan; W/43 1/2" Belt 

O.C.; Preferred Belt. 2310001054 

Belt - Fan; W/43 1/2" Belt 

O.C.; Optional Belt. 

Belt - Fan; W/44 1/4" Belt 

O.C.; Preferred Belt. 2310001056 

Belt - Fan; W/44 1/4" Belt 

O.C.; Optional Belt. 

Belt - Fan; W/45 1/8" Belt 

O.C. (1990). 2310001048 

Belt - Fan; W/47 7/8" Belt 

O.C.; Preferred Belt. 2310001031 

Belt - Fan; W/47 7/8" Belt 

O.C.; Optional Belt. 

Belt - Fan; W/48 5/8" Belt 

O.C.; Preferred Belt. 2310001044 

Belt - Fan; W/48 5/8" Belt 

O.C.; Optional Belt. 

Belt - Fan; W/49 7/8" Belt 

O.C.; Preferred Belt. 2310001030 

Belt - Fan; W/49 7/8" Belt 

O.C.; Optional Belt. 

Belt - Fan; W/45 1/8" Belt 

O.C. (1989). 2310001048 

Belt - W.P.; W/4-Ribbed Belt; 

W/43 1/2" Belt O.C. 3063817 

Belt - W.P.; W/4-Ribbed Belt; 

W/45" Belt O.C. 3062620 


©♦*9463HD 

©TR28454 


©TR22358 


©TR22380 

TR22350 

TR22373 

TR22363 

TR22358 

TR22508 

TR22405 

TR22373 


Belt - W.P.; W/6-Ribbed Belt.. 217638 
Belt - Alt.; W/46 1/2" Belt 
O.C.; Preferred Belt (1990).. 2310001016 
Belt - Alt.; W/46 1/2" Belt 
O.C.; Optional Belt (1990).... 

Belt - Alt.; W/50 3/4" Belt 
O.C.; Preferred Belt (1990).. 2310001029 
Belt - Alt.; W/50 3/4" Belt 
O.C.; Optional Belt (1990).... 

Belt - Alt.; W/90A. Alt.; W/45 
1/2" Belt O.C.; Preferred 

Belt (1990). 2310001028 

Belt - Alt.; W/90A. Alt.; W/45 
1/2" Belt O.C.; Optional Belt 


(1990). 

Belt - Alt.; W/46 1/2" Belt 

O.C. (1989). 2310001016 

Belt - Alt.; W/50 3/4" Belt 

O.C. (1989). 2310001029 

Belt - Alt.; W/90A. Alt.; W/45 
1/2" Belt O.C. (1989). 2310001028 


2/TR28429PB 

©TR28429 

2/TR28437PB 

©TR28437 

TR28445 

2/TR28473PB 

©TR28473 

2/TR28480PB 

©TR28480 

2/TR28492PB 

©TR28492 

©TR28445 

*K040430HD 

K040445 

*K060435HD 

2/9463PB 

©*9463HD 

2/TR28501PB 

©TR28501 

2/9451PB 

@*9451 HD 
©**9463HD 
TR28501 
©♦*9451 HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
V Use Notched Belt Only. 

Cut To Fit. 


Q 

♦ 

* 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

FREIGHTLINER - Continued 

CUMMINS 6-CYL. 14.0 L DIESEL ENG. 

- Continued 

FLA - Continued 


Application Mfr. Part No. Gates No. 

FREIGHTLINER - Continued 

CUMMINS 6-CYL. 14.0 L DIESEL ENG. 

- Continued 

FLC - Continued 


1990-1989 - Continued 
Belt - A.C.; W/40 7/8" Belt 

O.C. 

Belt - A.C.; W/41 3/8" Belt 

O.C. 2310001035 

Belt - A.C.; W/42 1/2" Belt 

O.C. 

Belt - A.C.; W/42 7/8" Belt 

O.C. 2310001015 

Belt - A.C.; W/43 1/2" Belt 

O.C. 2310001065 

Belt - A.C.; W/44 7/8" Belt 

O.C. 2310001043 

Belt - A.C.; W/44" Belt O.C.... 2310001087 

Belt - A.C.; W/45 3/8" Belt 

O.C. 2310001025 

Belt - A.C.; W/54 3/8" Belt 

O.C. 

Idler Pulley; W/Flat Idler Pul¬ 
ley. 3065000 

Idler Pulley; W/V-Ribbed Belt. 3062931 


Hose - Upper; W/Aftercooler (1990). 

Hose - Upper; W/O Aftercooler (1990). 

Hose - Upper; W/Single Hose (1990). 

Hose - Upper; 1-Piece Hose (1989). 

Hose - Upper; 2-Piece Hose (1989). 

Hose - Upper; W/Aftercooler (1989). 

Hose - Lower; W/Aftercooler (1990). 

Hose - Lower; W/O Aftercooler (1990). 

Hose - Lower; W/Aftercooler (1989). 

Hose - Lower; W/O Aftercooler (1989). 

Hose - By Pass. 

Hose - Heater. 

Hose - Aftercooler. 

FLC 

1990-1976 

Belt - Fan; W/43 1/2" Belt 

O.C.; Preferred Belt. 2310001054 

Belt - Fan; W/43 1/2" Belt 

O.C.; Optional Belt. 

Belt - Fan; W/44 1/4" Belt 

O.C.; Preferred Belt. 2310001056 

Belt - Fan; W/44 1/4" Belt 

O.C.; Optional Belt. 

Belt - Fan; W/45 1/8" Belt 

O.C. (1990). 2310001048 

Belt - Fan; W/47 7/8" Belt 

O.C.; Preferred Belt. 2310001031 

Belt - Fan; W/47 7/8" Belt 

O.C.; Optional Belt. 

Belt - Fan; W/48 5/8" Belt 

O.C.; Preferred Belt. 2310001044 

Belt - Fan; W/48 5/8" Belt 

O.C.; Optional Belt. 

Belt - Fan; W/49 7/8" Belt 

O.C.; Preferred Belt. 2310001030 

Belt - Fan; W/49 7/8" Belt 

O.C.; Optional Belt. 

Belt - Fan; W/45 1/8" Belt 

O.C. (1989-1976). 2310001048 

Belt - W.P.; W/4-Ribbed Belt; 

W/43 1/2" Belt O.C. 3063817 

Belt - W.P.; W/4-Ribbed Belt; 

W/45" Belt O.C. 3062620 

Belt - W.P.; W/6-Ribbed Belt.. 217638 
Belt - Alt.; W/46 1/2" Belt 
O.C.; Preferred Belt (1990).. 2310001016 
Belt - Alt.; W/46 1/2" Belt 
O.C.; Optional Belt (1990).... 

Belt - Alt.; W/50 3/4" Belt 
O.C.; Preferred Belt (1990).. 2310001029 


49405HD 

49412HD 

49420HD 

49425HD 

49430HD 

49447HD 

49435HD 


©TR28437 

TR28445 

2/TR28473PB 

©TR28473 

2/TR28480PB 

©TR28480 

2/TR28492PB 


1990-1976 - Continued 
Belt - Alt.; W/50 3/4" Belt 
O.C.; Optional Belt (1990).... 

Belt - Alt.; W/90A. Alt.; W/45 
1/2" Belt O.C.; Preferred 

Belt (1990). 2310001028 

Belt - Alt.; W/90A. Alt.; W/45 
1/2" Belt O.C.; Optional Belt 

(1990). 

Belt - Alt.; W/46 1/2" Belt 

O.C. (1989-1976). 2310001016 

Belt - Alt.; W/50 3/4" Belt 

O.C. (1989-1976). 2310001029 

Belt - Alt.; W/90A. Alt.; W/45 
1/2" Belt O.C. (1989-1976)... 2310001028 


49451 HD B ^ r ' AC - 

W/40 7/8" Belt 

49540HD B ^ r - A C - 

W/41 3/8" Belt 

. 2310001035 

41173 Bel'- A - C ' 

W/42 1/2" Belt 

41174 D It a' r 

<r2 1/2” I.D. 7f r ; AU 

W/42 7/8" Belt 

. 2310001015 

■^2 l-D. n . p 

26510 b Kc. 

W/43 1/2" Belt 

. 2310001065 

26510 Belt - A.C. 

©■>2 I.D. n r. 

W/44 7/8" Belt 

. 2310001043 

©+2 1/2” I.D. Belt - A.C. 

->3” I.D. Belt - A.C. 

*2 1/2” I.D. O.C. 

W/44" Belt O.C.... 2310001087 
W/45 3/8" Belt 

. 2310001025 

©■>3” I.D. Belt - A.C. 

©■a-? 1/2” 1 n O.C. 

W/54 3/8" Belt 

1 1/2” I.D. Idler Pulley 

3/4" I.D. ley (1990 

21488 Idle 1- Pulley 

(1990-198 

W/Flat Idler Pul- 

1985). 3065000 

WA/-Ribbed Belt 

5). 3062931 

Idler Pulley 
ley (1979 
Tensioner 

2/TR28429PB ||| Eng ; V 

(1985).... 

©TR28429 Tensioner 

W/V-Ribb 

2/TR28437PB (1981-198 

W/2-Groove Pul- 

1976). 3064920 

D ulley; W/Big Cam 

VA/-Ribbed Belt 

. 3064919 

D ulley - W.P.; 
sd Belt 

0). 3064919 


Hose 

Hose 

Hose 

Hose 

Hose 


Hose - Upper; W/Aftercooler (1990). 

Hose - Upper; W/O Aftercooler (1990). 

Hose - Upper; W/Single Hose (1990). 

Upper; 1-Piece Hose (1989-1976). 
Upper; 2-Piece Hose (1989-1976). 
Upper; W/Aftercooler (1989-1976). 

Lower; W/Aftercooler (1990). 

Lower; W/O Aftercooler (1990). 

Hose - Lower; W/Aftercooler (1989-1976). 
Hose - Lower; W/O Aftercooler 

(1989-1976). 

Hose - By Pass. 

Hose - Heater. 

Hose - Aftercooler. 


©TR28492 

©TR28445 

4K040430HD 

K040445 

4K060435HD 


FLD 

1990-1989 

Belt - Fan; W/43 1/2" Belt 

O.C.; Preferred Belt. 

Belt - Fan; W/43 1/2" Belt 

O.C.; Optional Belt. 

Belt - Fan; W/44 1/4" Belt 
O.C.; Preferred Belt. 


2/9463PB 

©49463HD 

2/TR28501PB 


Belt - Fan; W/44 1/4" Belt 

O.C.; Optional Belt. 

Belt - Fan; W/45 1/8" Belt 

O.C. (1990). 

Belt - Fan; W/47 7/8" Belt 
O.C.; Preferred Belt. 


2310001054 


2310001056 


2310001048 

2310001031 


©TR28501 

2/9451PB 


@49451 HD 

©449463HD 

TR28501 

©449451 HD 

49405HD 

49412HD 

49420HD 

49425HD 

49430HD 

49447HD 

49435HD 

49451 HD 

49540HD 

41173 

41174 
41129 

41111 


41111 

■ 0-2 1/2” I.D. 
*2” I.D. 
26510 
26510 
©■>2” I.D. 
©■>2 1/2” I.D. 
*3” I.D. 

■ 0-2 1/2” I.D. 
@■>3” I.D. 

©■>2 1/2” I.D. 
1 1/2” I.D. 
3/4" I.D. 
21488 


2/TR28429PB 

©TR28429 

2/TR28437PB 

©TR28437 

TR28445 

2/TR28473PB 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. 4 PowerBand® Belt May Work, Use Template To Check. 

^ Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

FREIGHTLINER - Continued 

CUMMINS 6-CYL. 14.0 L DIESEL ENG. 


Application Mfr. Part No. Gates No. 

FREIGHTLINER - Continued 

CUMMINS 6-CYL. 14.0 L DIESEL ENG. 


- Continued 

FLD - Continued 
1990-1989 - Continued 
Belt - Fan; W/47 7/8" Belt 

O.C.; Optional Belt. 

Belt - Fan; W/48 5/8" Belt 

O.C.; Preferred Belt. 2310001044 

Belt - Fan; W/48 5/8" Belt 

O.C.; Optional Belt. 

Belt - Fan; W/49 7/8" Belt 

O.C.; Preferred Belt. 2310001030 

Belt - Fan; W/49 7/8" Belt 

O.C.; Optional Belt. 

Belt - Fan; W/45 1/8" Belt 

O.C. (1989). 2310001048 

Belt - W.P.; W/4-Ribbed Belt; 

W/43 1/2" Belt O.C. 3063817 

Belt - W.P.; W/4-Ribbed Belt; 

W/45" Belt O.C. 3062620 

Belt - W.P.; W/6-Ribbed Belt.. 217638 
Belt - Alt.; W/46 1/2" Belt 
O.C.; Preferred Belt (1990).. 2310001016 
Belt - Alt.; W/46 1/2" Belt 
O.C.; Optional Belt (1990).... 

Belt - Alt.; W/50 3/4" Belt 
O.C.; Preferred Belt (1990).. 2310001029 
Belt - Alt.; W/50 3/4" Belt 
O.C.; Optional Belt (1990).... 

Belt - Alt.; W/90A. Alt.; W/45 


1/2" Belt O.C.; Preferred 

Belt (1990). 2310001028 

Belt - Alt.; W/90A. Alt.; W/45 
1/2" Belt O.C.; Optional Belt 

(1990). 

Belt - Alt.; W/46 1/2" Belt 

O.C. (1989). 2310001016 

Belt - Alt.; W/50 3/4" Belt 

O.C. (1989). 2310001029 

Belt - Alt.; W/90A. Alt.; W/45 

1/2" Belt O.C. (1989). 2310001028 

Belt - A.C.; W/40 7/8" Belt 

O.C. 

Belt - A.C.; W/41 3/8" Belt 

O.C. 2310001035 

Belt - A.C.; W/42 1/2" Belt 

O.C. 

Belt - A.C.; W/42 7/8" Belt 

O.C. 2310001015 

Belt - A.C.; W/43 1/2" Belt 

O.C. 2310001065 

Belt - A.C.; W/44 7/8" Belt 

O.C. 2310001043 

Belt - A.C.; W/44" Belt O.C.... 2310001087 

Belt - A.C.; W/45 3/8" Belt 

O.C. 2310001025 

Belt - A.C.; W/54 3/8" Belt 

O.C. 

Idler Pulley; W/Flat Idler Pul¬ 
ley. 3065000 

Idler Pulley; W/V-Ribbed Belt. 3062931 


Hose - Upper; W/Aftercooler (1990). 

Hose - Upper; W/O Aftercooler (1990) 
Hose - Upper; W/Single Hose (1990).. 
Hose - Upper; 1-Piece Hose (1989).... 
Hose - Upper; 2-Piece Hose (1989).... 

Hose - Upper; W/Aftercooler (1989). 

Hose - Lower; W/Aftercooler (1990). 

Hose - Lower; W/O Aftercooler (1990) 

Hose - Lower; W/Aftercooler (1989). 

Hose - Lower; W/O Aftercooler (1989) 

Hose - By Pass. 

Hose - Heater. 

Hose - Aftercooler. 


- Continued 

FLT 

1988-1968 


@TR28473 

2/TR28480PB 

©TR28480 

2/TR28492PB 

©TR28492 

©TR28445 

*K040430HD 

K040445 

*K060435HD 

2/9463PB 

@*9463HD 

2/TR28501PB 

©TR28501 

2/9451PB 

@*9451 HD 


Belt - Fan; W/43 1/2" Belt 
O.C.; Preferred Belt 

(1988-1976). 2310001054 

Belt - Fan; W/43 1/2" Belt 
O.C.; Optional Belt 

(1988-1976). 2310001054 

Belt - Fan; W/44 1/4" Belt 
O.C.; Preferred Belt 

(1988-1976). 2310001056 

Belt - Fan; W/44 1/4" Belt 
O.C.; Optional Belt 

(1988-1976). 2310001056 

Belt - Fan; W/45 1/8" Belt 

O.C. (1988-1976). 2310001048 

Belt - Fan; W/47 7/8" Belt 
O.C.; Preferred Belt 

(1988-1976). 2310001031 

Belt - Fan; W/47 7/8" Belt 
O.C.; Optional Belt 

(1988-1976). 2310001031 

Belt - Fan; W/48 5/8" Belt 
O.C.; Preferred Belt 

(1988-1976). 2310001044 

Belt - Fan; W/48 5/8" Belt 
O.C.; Optional Belt 

(1988-1976). 2310001044 

Belt - Fan; W/49 7/8" Belt 
O.C.; Preferred Belt 

(1988-1976). 2310001030 

Belt - Fan; W/49 7/8" Belt 
O.C.; Optional Belt 

(1988-1976). 2310001030 

Belt - W.P.; W/4-Ribbed Belt; 


©♦*9463HD 

TR28501 

©♦*9451 HD 

*9405HD 

*9412HD 

*9420HD 

*9425HD 

*9430HD 

*9447HD 

*9435HD 

*9451 HD 

*9540HD 

41173 

41174 
■*2 1/2” I.D. 
*2” I.D. 

26510 
26510 
©■>2” I.D. 
©■>2 1/2” I.D. 
*3” I.D. 

*2 1/2” I.D. 
@■>3” I.D. 
©■>2 1/2” I.D. 
1 1/2” I.D. 
3/4” I.D. 
21488 


W/43 1/2" Belt O.C. 

(1988-1976). 3063817 

Belt - W.P.; W/4-Ribbed Belt; 

W/45" Belt O.C. 

(1988-1976). 3062620 

Belt - W.P.; W/6-Ribbed Belt 

(1988-1976). 217638 

Belt - Alt.; W/46 1/2" Belt 

O.C. (1988-1976). 2310001016 

Belt - Alt.; W/50 3/4" Belt 

O.C. (1988-1976). 2310001029 

Belt - Alt.; W/90A. Alt.; W/45 
1/2" Belt O.C. (1988-1976)... 2310001028 
Belt - A.C.; W/40 7/8" Belt 

O.C. (1988-1976). 

Belt - A.C.; W/41 3/8" Belt 

O.C. (1988-1976). 2310001035 

Belt - A.C.; W/42 1/2" Belt 

O.C. (1988-1976). 

Belt - A.C.; W/42 7/8" Belt 

O.C. (1988-1976). 2310001015 

Belt - A.C.; W/43 1/2" Belt 

O.C. (1988-1976). 2310001065 

Belt - A.C.; W/44 7/8" Belt 

O.C. (1988-1976). 2310001043 

Belt - A.C.; W/44" Belt O.C. 

(1988-1976). 2310001087 

Belt - A.C.; W/45 3/8" Belt 

O.C. (1988-1976). 2310001025 

Belt - A.C.; W/54 3/8" Belt 

O.C. (1988-1976). 

Idler Pulley; W/Flat Idler Pul¬ 
ley (1988-1985). 3065000 

Idler Pulley; W/V-Ribbed Belt 

(1988-1985). 3062931 

Idler Pulley; W/2-Groove Pul¬ 
ley (1979-1971). 3064920 

Tensioner Pulley; W/Big Cam 
III Eng.; W/V-Ribbed Belt 
(1985). 3064919 


2/TR28429PB 

©TR28429 

2/TR28437PB 

©TR28437 

©TR28445 

2/TR28473PB 

©TR28473 

2/TR28480PB 

©TR28480 

2/TR28492PB 

©TR28492 

*K040430HD 

K040445 
*K060435HD 
©**9463HD 
TR28501 
©♦*9451 HD 
*9405HD 
*9412HD 
*9420HD 
*9425HD 
*9430HD 
*9447HD 
*9435HD 
*9451 HD 
*9540HD 

41173 

41174 
41129 

41111 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durlon ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

* 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

FREIGHTLINER - Continued 

CUMMINS 6-CYL. 14.0 L DIESEL ENG. 

- Continued 

FLT - Continued 


Application Mfr. Part No. Gates No. 

FREIGHTLINER - Continued 

CUMMINS 6-CYL. 14.0 L DIESEL ENG. 

- Continued 

WFT - Continued 


1988-1968 -Continued 
Tensioner Pulley - W.P.; 

W/V-Ribbed Belt 

(1981-1980). 3064919 

Hose - Upper; 1-Piece Hose. 

Hose - Upper; 2-Piece Hose. 

Hose - Upper; W/Aftercooler. 

Hose - Lower; W/Aftercooler. 

Hose - Lower; W/O Aftercooler. 

Hose - By Pass. 

Hose - Heater. 

Hose - Aftercooler. 

WFC 

1979-1974 

Belt - Fan; W/47 7/8" Belt 


O.C.; Preferred Belt. 178624 

Belt - Fan; W/47 7/8" Belt 

O.C.; Optional Belt. 178624 

Belt - Fan; W/49 7/8" Belt 

O.C.; Preferred Belt. 134809 

Belt - Fan; W/49 7/8" Belt 

O.C.; Optional Belt. 134809 

Belt - Fan; W/51 5/8" Belt 

O.C.; Preferred Belt. 3002864 

Belt - Fan; W/51 5/8" Belt 

O.C.; Optional Belt. 3002864 

Belt - W.P.; W/V-Belt Drive .... 200328 
Belt - W.P.; W/V-Ribbed Belt 

Drive. 215356 

Belt - Alt.; W/Dual Belts. 

Belt - Alt.; W/Single Belt. 

Belt - A.C. 2310001015 

Idler Pulley; W/2-Groove Pul¬ 
ley. 3064920 

Hose - Upper; 1-Piece Hose. 

Hose - Upper; 2-Piece Hose. 

Hose - Upper; W/Aftercooler. 

Hose - Lower; W/Aftercooler. 


Hose - Lower; W/O Aftercooler 

Hose - By Pass. 

Hose - Heater. 

Hose - Aftercooler. 

WFT 

1979-1968 

Belt - Fan; W/47 7/8" Belt 
O.C.; Preferred Belt 


(1979-1971). 178624 

Belt - Fan; W/47 7/8" Belt 
O.C.; Optional Belt 

(1979-1971). 178624 

Belt - Fan; W/49 7/8" Belt 
O.C.; Preferred Belt 

(1979-1971). 134809 

Belt - Fan; W/49 7/8" Belt 
O.C.; Optional Belt 

(1979-1971). 134809 

Belt - Fan; W/51 5/8" Belt 
O.C.; Preferred Belt 

(1979-1971). 3002864 

Belt - Fan; W/51 5/8" Belt 
O.C.; Optional Belt 

(1979-1971). 3002864 

Belt - Fan; W/47 7/8" Belt 

O.C. (1970-1968). 178624 

Belt - Fan; W/49 7/8" Belt 

O.C. (1970-1968). 134809 

Belt - Fan; W/51 5/8" Belt 

O.C. (1970-1968). 3002864 

Belt - W.P.; W/V-Belt Drive 

(1979-1971). 200328 

Belt - W.P.; W/V-Ribbed Belt 
Drive (1979-1971). 215356 


41111 
26510 
©■>2” I.D. 
©■>2 1/2” I.D. 
©■>3” I.D. 
©■>2 1/2” I.D. 
1 1/2” I.D. 
3/4” I.D. 
21488 


2/TR28473PB 

©TR28473 

2/TR28492PB 

©TR28492 

2/TR28510PB 

©TR28510 

TR24438 

6596 

©♦♦9463HD 

TR22373 

49425HD 

41129 
26510 
©■>2” I.D. 

©■>2 1/2” I.D. 
@■>3” I.D. 

©■>2 1/2” I.D. 

1 1/2” I.D. 
3/4” I.D. 
21488 


2/TR28473PB 


©TR28473 


2/TR28492PB 


1979-1968 - Continued 
Belt - W.P.; V-Belt 

(1970-1968). 200328 

Belt - W.P.; W/V-Ribbed Belt 

(1970-1968). 215356 

Belt - Alt.; W/Dual Belts. 

Belt - Alt.; W/Single Belt. 

Belt - A.C. 2310001015 

Idler Pulley; W/2-Groove Pul¬ 
ley (1979-1971). 3064920 

Hose - Upper; 1-Piece Hose. 

Hose - Upper; 2-Piece Hose. 

Hose - Upper; W/Aftercooler. 

Hose - Lower; W/Aftercooler. 

Hose - Lower; W/O Aftercooler. 

Hose - By Pass. 

Hose - Heater. 

Hose - Aftercooler. 


TR24438 

6596 

©♦49463HD 

TR22373 

49425HD 

41129 
26510 
©■>2” I.D. 
©■>2 1/2” I.D. 
©■>3” I.D. 
©■>2 1/2” I.D. 
1 1/2” I.D. 
3/4” I.D. 
21488 


CUMMINS V-8 903 DIESEL ENG. 

FLC 

1982-1978 


Belt - Fan & W.P.; 

(1982-1979). 202047 

Belt - Alt.; (1982-1979). 

Belt - A.C.; (1982-1979). 

Hose - Upper. 

Hose - Lower. 

Hose - By Pass. 

FLT 

1982-1978 

Belt - Fan & W.P.; 

(1982-1979). 202047 

Belt - Alt.; (1982-1979). 

Belt - P.S.; (1981-1979). 

Belt - A.C.; (1982-1979). 

Hose - Upper. 

Hose - Lower. 

Hose - By Pass. 

WFC 


®49585HD 
©♦49500HD 
TR22553 
©■>2 1/4” I.D. 
©■>2 3/4” I.D. 
1” I.D. 


©49585HD 
©♦49500HD 
TR22534 
TR22553 
©■>2 1/4” I.D. 
©■>2 3/4” I.D. 
1” I.D. 


1979-1974 

Belt - Fan & W.P.; (1977). 202047 

Belt - Fan & W.P.; 

(1975-1974). 202047 

Belt - Alt.; (1977). 

Belt - Alt.; (1975-1974). 

Belt - A.C.; (1977). 

Belt - A.C.; (1975-1974). 

Hose - Upper; (1979-1978). 

Hose - Lower; (1979-1978). 

Hose - By Pass; (1979-1978). 

WFT 


®49585HD 

®49585HD 
©49480HD 
©49480HD 
TR22553 
TR22553 
©■>2 1/4” I.D. 
©■>2 3/4” I.D. 
1” I.D. 


©TR28492 

2/TR28510PB 

©TR28510 

©TR28473 

©TR28492 

©TR28510 

TR24438 

6596 


1979-1973 

Belt - Fan & W.P.: 

(1977-1974). 202047 ®49585HD 

Belt - Fan & W.P.; (1973). 201928 ©♦♦9550HD 

Belt - Alt.; (1977-1974). ©49480HD 

Belt - Alt.; (1973). ©449451HD 

Belt - A.C.; (1977-1974). TR22553 

Belt - A.C.; (1973). TR22534 

Hose - Upper; (1979-1978). ©->2 1/4” I.D. 

Hose - Lower; (1979-1978). ©->2 3/4” I.D. 

Hose - By Pass; (1979-1978). 1” I.D. 

DETROIT DIESEL 6V-53 DIESEL ENG. 

WFHD 

1969 

Belt - W.P. 5116451 ©7370 

Belt - Alt. ©7417 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

^ Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


FREIGHTLINER - Continued 

DETROIT DIESEL 6V-53 DIESEL ENG. 

- Continued 

WFHD - Continued 

1969 - Continued 

Belt - Fan & P.S. @*9580HD 

Hose - Upper - Eng. To Pipe. 1 1/2” I.D. 

Hose - Upper - Pipe To Rad. ^2 1/4” I.D. 

Hose - Lower - Eng. To Pipe. &2 1/4” I.D. 

Hose - By Pass. 1 1/4” I.D. 

DETROIT DIESEL 6V-92 DIESEL ENG. 

FLC 

1987-1977 

Belt - Fan; (1987-1985). 5133828 ©*9610HD 

Belt - Fan; (1979-1977). 5133762 ®*9540HD 

Belt - Alt.; (1987-1985). 2310001023 ©*9319HD 

Belt - Alt.; (1979-1977). ©*9319HD 

Belt - A.C.; (1987-1985). 2310001008 *9350HD 

Belt - A.C.; (1979-1977). 2310001008 *9350HD 

Hose - Upper - Left Side. ©-B-2 1/4” I.D. 

Hose - Upper - Right Side. ©->2 1/4” I.D. 

Hose - Lower - Eng. To Pipe. -4-3” I.D. 

Hose - Lower - Pipe To Rad. &2 1/2” I.D. 

Hose - By Pass - Inlet. 

Hose - By Pass - Outlet. 

FLT 

1987-1977 

Belt - Fan; W/7 1/4" Fan Pul- 


FREIGHTLINER - Continued 

DETROIT DIESEL 8V-71 DIESEL ENG. 

- Continued 

WFT 

1977-1969 

Belt - Fan; (1977-1973). 5133763 ®*9550HD 

Belt - Fan; (1972). ©*9580HD 

Belt - Fan; (1971-1969). 5133762 ®*9540HD 


©♦*9313HD 
@*9330HD 
@*9350HD 


Belt - Alt. 
O.C. 

W/31 3/4" Belt 

Belt - Alt. 
O.C. 

W/33 1/4" Belt 

Belt - Alt. 
O.C. 

W/35 1/2" Belt 

Belt - Alt. 
O.C. 

W/37 1/2" Belt 

Belt - A.C.; WO Turbo. 

Belt - A.C.; W/Turbo. 

Hose - Upper - Left Side. 


2310001008 

5133177 


Hose - Upper - Right Side. 

Hose - Lower - Eng. To Pipe.. 
Hose - Lower - Pipe To Rad... 

Hose - By Pass - Inlet. 

Hose - By Pass - Outlet. 


©7370 
♦9350HD 
♦9335HD 
©■>2 1/4” I.D. 
©■>2 1/4” I.D. 
*2 3/4” I.D. 
*2 1/2” I.D. 
©1 3/4” I.D. 
2 3/8” I.D. 


Belt - Fan; W/7 3/8" Fan Pul- 


Belt - Alt.; (1987-1979). 


Hose - Upper - Left Side. 

Hose - Upper - Right Side. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

Hose - By Pass - Inlet. 

Hose - By Pass - Outlet. 

WFC; WFT 

1979-1977 

Belt - Fan. 5133762 

Belt - Alt. 

Belt - A.C. 2310001008 

Hose - Upper - Left Side. 

Hose - Upper - Right Side. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

Hose - By Pass - Inlet. 

Hose - By Pass - Outlet. 

DETROIT DIESEL 8V-71 DIESEL ENG 

WFC 



2 3/8” I.D. 

WFC 





1977-1974 

Belt - Fan. 

Belt - Alt.; W/31 3/4" Belt 

.. 5133763 

®*9550HD 

5133828 

©*9610HD 

O.C. 


©♦*9313HD 

Belt - Alt.; W/33 1/4" Belt 


5133762 

®*9540HD 

O.C. 


@*9330HD 

Belt - Alt.; W/35 1/2’ Belt 



@*9319HD 


2310001008 

*9350HD 

O.C. 

.. 2310001008 

@*9350HD 

Belt - Alt.; W/37 1/2’ Belt 



q q 

CM CM 

® ® 



O.C. 

.. 5133177 

©7370 


■>3” I.D. 

1/2” I.D. 
©1 3/4” I.D. 
2 3/8” I.D. 


©*9540HD 
©*9319HD 
*9350HD 
©■>2 1/4” I.D. 
©■>2 1/4” I.D. 
*3” I.D. 

*2 1/2” I.D. 
©1 3/4” I.D. 
2 3/8” I.D. 


Belt - A.C.; (1977).. 

Belt - A.C.; (1975-1974). 

Hose - Upper - Left Side. 

Hose - Upper - Right Side. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

Hose - By Pass - Inlet. 

Hose - By Pass - Outlet. 

WFT 

1977-1969 

Belt - Fan; (1977-1973). 5133763 

Belt - Fan; (1972). 

Belt - Fan; (1971-1969). 5133762 


1977- 

Belt - 
Belt - 
O.C. 
Belt - 
O.C. 
Belt - 
O.C. 
Belt - 
O.C. 
Belt - 
Belt - 
Hose 
Hose 
Hose 
Hose 
Hose 
Hose 


1974 

Fan. 5133763 

Alt.; W/31 3/4" Belt 


Alt. 


Alt. 


W/33 1/4" Belt 


Alt.; W/35 1/2" Belt 

. 2310001008 

W/37 1/2" Belt 

. 5133177 

A.C.; WO Turbo. 

A.C.; W/Turbo. 2310001012 

- Upper - Left Side. 

- Upper - Right Side. 

- Lower - Eng. To Pipe. 

- Lower - Pipe To Rad. 

- By Pass - Inlet. 

- By Pass - Outlet. 


©*9550HD 

©♦*9313HD 

©*9330HD 

©*9350HD 

@7370 
*9350HD 
*9335HD 
©■>2 1/4” I.D. 
©■>2 1/4” I.D. 
*2 3/4” I.D. 
*2 1/2” I.D. 
©1 3/4” I.D. 
2 3/8” I.D. 


Belt - Alt. 
O.C. 

W/31 3/4" Belt 

Belt - Alt. 
O.C. 

W/33 1/4" Belt 

Belt - Alt. 
O.C. 

W/35 1/2" Belt 

Belt - Alt. 
O.C. 

W/37 1/2" Belt 

Belt - A.C. 


2310001008 

5133177 


Hose - Upper - Left Side. 

Hose - Upper - Right Side. 

Hose - Lower - Eng. To Pipe.. 
Hose - Lower - Pipe To Rad... 

Hose - By Pass - Inlet. 

Hose - By Pass - Outlet. 


*9350HD 
©■>2 1/4” I.D. 
©■>2 1/4” I.D. 
*2 3/4” I.D. 
*2 1/2” I.D. 
©1 3/4” I.D. 
2 3/8” I.D. 


®*9550HD 

®*9580HD 

®*9540HD 

©♦*9313HD 

@*9330HD 

©*9350HD 

@7370 
*9350HD 
©■>2 1/4” I.D. 
©■>2 1/4” I.D. 
*2 3/4” I.D. 
*2 1/2” I.D. 
©1 3/4” I.D. 
2 3/8” I.D. 


DETROIT DIESEL 8V-71T DIESEL ENG. 

WFC 

1977-1974 

Belt-Fan. 5133763 ©*9550HD 

Belt - Alt.; W/31 3/4" Belt 

O.C. ©**9313HD 

Belt - Alt.; W/33 1/4" Belt 

O.C. S*9330HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

* 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

FREIGHTLINER - Continued 

DETROIT DIESEL 8V-71T DIESEL ENG. 


Application Mfr. Part No. Gates No. 

FREIGHTLINER - Continued 

DETROIT DIESEL 8V-92 DIESEL ENG. 


- Continued 

WFC - Continued 


1977-1974 - Continued 
Belt - Alt.; W/35 1/2" Belt 

O.C. 2310001008 

Belt - Alt.; W/37 1/2" Belt 

O.C.5133177 

Belt - A.C. 2310001012 

Hose - Upper - Left Side. 

Hose - Upper - Right Side. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

Hose - By Pass - Inlet. 

Hose - By Pass - Outlet. 

WFT 


@*9350HD 

@7370 
*9335HD 
©■>2 1/4” I.D. 
©■>2 1/4” I.D. 
*2 3/4” I.D. 
*2 1/2” I.D. 
©1 3/4” I.D. 
2 3/8” I.D. 


1977-1969 

Belt - Fan; (1977-1973). 

Belt - Fan; (1972). 

Belt - Fan; (1971-1969). 

Belt - Alt.; W/31 3/4" Belt 
O.C. 

... 5133763 

... 5133762 

©*9550HD 

®*9580HD 

@*9540HD 

©♦*9313HD 

©*9330HD 

©*9350HD 

Belt - Alt.; W/33 1/4" Belt 
O.C. 


Belt - Alt.; W/35 1/2" Belt 
O.C. 

... 2310001008 

Belt - Alt.; W/37 1/2" Belt 



O.C. 

... 5133177 

@7370 

Belt - A.C. 

... 2310001012 

*9335HD 


Hose - Upper - Left Side. 

Hose - Upper - Right Side. 

Hose - Lower - Eng. To Pipe.. 
Hose - Lower - Pipe To Rad... 

Hose - By Pass - Inlet. 

Hose - By Pass - Outlet. 


©■>2 1/4” I.D. 
©■>2 1/4” I.D. 
*2 3/4” I.D. 
*2 1/2” I.D. 
©1 3/4” I.D. 
2 3/8” I.D. 


DETROIT DIESEL 8V-92 DIESEL ENG. 

FLC 

1982-1976 

Belt - Fan; W/Fan Clutch 

(1982-1978). 5133828 ©*9610HD 

Belt - Fan; W/O Fan Clutch 

(1982-1978). ©*9555HD 

Belt - Alt.; (1982-1978). 2310001023 @**9325HD 

Belt - Alt. & P.S.; 

(1982-1978). 2310001008 @*9350HD 

Belt - A.C.; (1982-1978). 2310001012 *9335HD 

Hose - Upper - Left Side; (1977-1976). ©->2 1/4” I.D. 

Hose - Upper - Right Side; (1977-1976). ©->2 1/4” I.D. 

Hose - Lower - Eng. To Pipe; (1977-1976). -XT I.D. 

Hose - Lower - Pipe To Rad.; (1977-1976). *2 1/2” I.D. 

Hose - By Pass - Inlet; (1977-1976). @1 3/4” I.D. 

Hose - By Pass - Outlet; (1977-1976). 2 3/8” I.D. 

Hose - Heater; (1977-1976). 5/8” I.D. 

FLT 

1982-1971 


- Continued 

WFC 

1979-1974 

Belt - Fan; W/Fan Clutch 

(1979-1978). 5133828 

Belt - Fan; W/O Fan Clutch 

(1979-1978). 

Belt - Alt.; (1979-1978). 2310001023 

Belt - Alt. & P.S.; 

(1979-1978). 2310001008 

Belt - A.C.; (1979-1978). 2310001012 


Hose - Upper - Left Side; (1977-1974). 

Hose - Upper - Right Side; (1977-1974). 

Hose - Lower - Eng. To Pipe; (1977-1974). 
Hose - Lower - Pipe To Rad.; (1977-1974). 

Hose - By Pass - Inlet; (1977-1974). 

Hose - By Pass - Outlet; (1977-1974). 

Hose - Heater; (1977-1974). 

WFT 

1978-1971 

Belt - Fan; (1978-1976). 

Belt - Alt.; (1978-1976). 2310001023 

Belt - A.C.; (1978-1976). 

Hose - Upper - Left Side; (1977-1971). 

Hose - Upper - Right Side; (1977-1971). 

Hose - Lower - Eng. To Pipe; (1977-1971). 
Hose - Lower - Pipe To Rad.; (1977-1971). 

Hose - By Pass - Inlet; (1977-1971). 

Hose - By Pass - Outlet; (1977-1971). 

Hose - Heater; (1977-1971). 


©*9610HD 

©*9555HD 

©**9325HD 

@*9350HD 
*9335HD 
©■>2 1/4” I.D. 
©■>2 1/4” I.D. 
*3” I.D. 

■>2 1/2” I.D. 
@1 3/4” I.D. 
2 3/8” I.D. 
5/8” I.D. 


©*9555HD 

©**9325HD 

9355 

©■>2 1/4” I.D. 
©■>2 1/4” I.D. 
*3” I.D. 

■ 0-2 1/2” I.D. 
©1 3/4” I.D. 
2 3/8” I.D. 
5/8” I.D. 


DETROIT DIESEL SERIES 60 DIESEL 


ENG. 

FLA 

1990-1989 

Hose - Upper; (1990). &2 1/2” I.D. 

Hose - Upper; (1989). ©->2 1/2” I.D. 

Hose - Lower; Strt. Hose (1990). ->2 1/2” I.D. 

Hose - Lower; (1989). ©->2 1/2” I.D. 

Hose - Lower - Pipe To Rad.; Molded 

Hose (1990). 21472 

Hose - Lower - Pipe To Rad.; Molded 

Hose (1989). 21472(A) 

Hose - Lower - Pipe To Rad.; Strt. Hose 

(1989). ->2 1/2” I.D. 

Hose - By Pass; (1990). 1 3/4” I.D. 

Hose - By Pass; (1989). ©-0-1 3/4” I.D. 

Hose - Heater Inlet. 3/4” I.D. 

Hose - Heater Outlet. 5/8” I.D. 

Hose - Inlet To W.P.; (1990). -XT I.D. 

Hose - Inlet To W.P.; (1989). @->3” I.D. 

FLC 

1990-1989 

Belt - Fan; (1990). *9600HD 

Belt - Fan; (1989). *9600HD 

Belt - Alt.; W/Delco Alt.; W/50 


Belt - Fan; W/Fan Clutch 

(1982-1978). 5133828 

Belt - Fan; W/O Fan Clutch 

(1982-1978). 

Belt - Alt.; (1982-1978). 2310001023 

Belt - Alt. & P.S.; 

(1982-1978). 2310001008 

Belt - A.C.; (1982-1978). 2310001012 


Hose - Upper - Left Side; (1977-1971). 

Hose - Upper - Right Side; (1977-1971). 

Hose - Lower - Eng. To Pipe; (1977-1971). 
Hose - Lower - Pipe To Rad.; (1977-1971). 

Hose - By Pass - Inlet; (1977-1971). 

Hose - By Pass - Outlet; (1977-1971). 

Hose - Heater; (1977-1971). 


7/16" Belt O.C. 


©*961OHD 

©*9555HD 

©**9325HD 

@*9350HD 
*9335HD 
©■>2 1/4” I.D. 
©■>2 1/4” I.D. 
*3” I.D. 

&2 1/2” I.D. 
@1 3/4” I.D. 
2 3/8” I.D. 
5/8” I.D. 


Belt - Alt.; W/Delco Alt.; W/54 
7/8" Belt O.C.; Preferred 

Belt (1990). 

Belt - Alt.; W/Delco Alt.; W/54 
7/8" Belt O.C.; Optional Belt 

(1990). 

Belt - Alt.; W/Prestolite Alt.; 

W/56 1/8" Belt O.C. 

Belt - Alt.; W/Std. Alt.; W/51 

3/8" Belt O.C. 

Belt - Alt.; W/Delco Alt.; W/54 

7/8" Belt O.C. (1989). 

Belt - A.C. 

Hose - Upper; (1990). 

Hose - Upper; (1989). 


0120984000 

0120984002 


0120984002 


2/9500PB 

2/9545PB 

@*9545HD 

2/9555PB 

2/951OPB 

2/9545PB 
*951 OHD 
*2 1/2” I.D. 
©■>2 1/2” I.D. 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

^ Cut To Fit. * Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


FREIGHTLINER - Continued 
DETROIT DIESEL SERIES 60 DIESEL 
ENG. - Continued 

FLC - Continued 
1990-1989 - Continued 
Hose - Lower; Strt. Hose (1990). 


Hose - Lower; (1989).. 

Hose - Lower - Pipe To Rad.; Molded 

Hose (1990). 

Hose - Lower - Pipe To Rad.; Molded 

Hose (1989). 

Hose - Lower - Pipe To Rad.; Strt. Hose 

(1989). 

Hose - By Pass; (1990). 

Hose - By Pass; (1989). 

Hose - Heater Inlet. 

Hose - Heater Outlet. 

Hose - Inlet To W.P.; (1990). 

Hose - Inlet To W.P.; (1989). 

FLD 

1990-1989 

Belt - Fan; W/51 3/8" Belt 

O.C. (1990). 2310001037 

Belt - Fan; W/53 1/2" Belt 
O.C.; Preferred Belt (1990).. 

Belt - Fan; W/53 1/2" Belt 
O.C.; Optional Belt (1990).... 

Belt - Fan; W/59 1/2" Belt 

O.C. 

Belt - Fan; W/61 1/2" Belt 


O.C. (1990). 
Belt • 


2310001071 

2310001119 


*2 1/2” I.D. 
©■>2 1/2” I.D. 

21472 

21472(A) 

*2 1/2” I.D. 
1 3/4” I.D. 
@4-1 3/4” I.D. 
3/4” I.D. 
5/8” I.D. 
* 3 ” 

@■>3” 


I.D. 

I.D. 


49510HD 
3/9530PB 
49530HD 
2/9590PB 
49610HD 


Fan; W/51 3/8" Belt 

O.C. (1989). 2310001037 

Belt - Fan; W/53 3/8" Belt 

O.C. (1989). 2310001051 

Belt - Fan; W/61 1/2" Belt 

O.C. (1989). 2310001119 

Belt - Alt.; W/Delco Alt.; W/50 

7/16” Belt O.C. 0120984000 

Belt - Alt.; W/Delco Alt.; W/54 

7/8" Belt O.C. 0120984002 

Belt - Alt.; W/Prestolite Alt.; 

W/56 1/8" Belt O.C. 

Belt - Alt.; W/Std. Alt.; W/51 

3/8” Belt O.C. 

Belt - Alt. & A.C. 0120984001 

Belt - A.C. 2310001039 

Hose - Upper; (1990). 

Hose - Upper; (1989). 

Hose - Lower; (1990). 

Hose - Lower; (1989). 

Hose - Lower - Pipe To Rad.; Molded 

Hose (1990). 

Hose - Lower - Pipe To Rad.; Strt. Hose.... 

Hose - Lower - Pipe To Rad.; Molded 

Hose (1989). 

Hose - By Pass; (1990). 

Hose - By Pass; (1989). 

Hose - Heater Inlet. 

Hose - Heater Outlet. 

Hose - Inlet To W.P.; (1990). 

Hose - Inlet To W.P.; (1989). 

GMC 

CATERPILLAR 3116 DIESEL ENG. 

TOPKICK C6500; TOPKICK C7500; TOPKICK 
C8500 


©49510HD 

©49530HD 

©4961OHD 

2/9500PB 

2/9545PB 

2/9555PB 

2/951OPB 
2/951OPB 
49530HD 
*2 1/2” I.D. 
©■>2 1/2” I.D. 

*2 1/2” I.D. 
©■>2 1/2” I.D. 

21472 
4-2 1/2” I.D. 

21472(A) 

1 3/4” I.D. 
@4-1 3/4” I.D. 
3/4" I.D. 
5/8" I.D. 
4-3” I.D. 
©4-3” I.D. 


GMC - Continued 


CATERPILLAR 3116 DIESEL ENG. 

- Continued 

TOPKICK C6500; TOPKICK C7500; TOPKICK 
C8500 - Continued 
1990 - Continued 

Tensioner Assy.7E3999 38509 

Hose - Upper - Eng. To Rad.; W/O Rad. 

Shutters. 

Hose - Upper - Eng. To Rad.; W/Rad. 

Shutters. 

Hose - Lower - Eng. To Rad. 

CATERPILLAR 3208 DIESEL ENG. 

BRIGADIER 

1988-1979 

Belt - W.P. & Alt- 


21989 

22032 

21985 


W/Fiberglass Hood. 

Belt - W.P. & Alt.; W/Metal 

. 2044142 

©449690HD 

Hood. 

. 796432 

©449660HD 

Belt - P.S.; (1988-1985). 

. 11502333 

49360HD 

Belt - P.S.; (1984-1979). 

. 9433889 

49420HD 

Belt - A.C. 

Belt - Fan & Air Brake Com- 

. 11502327 

49335HD 

P r . 


©49720HD 

Belt - Fan & V.P. 

. 9433941 

©44971 OHD 


Hose - Upper; W/Fiberglass Hood. 

Hose - Upper; W/Metal Hood. 

Hose - Lower; W/Fiberglass Hood; 

W/Single Hose. 

Hose - Lower; W/Metal Hood; W/O P.T.O.. 
Hose - Lower - Eng. To Pipe; 

W/Fiberglass Hood. 

Hose - Lower - Eng. To Pipe; W/Metal 

Hood; W/P.T.O. 

Hose - Lower - Pipe To Rad.; 

W/Fiberglass Hood. 

Hose - Lower - Pipe To Rad.; W/Metal 

Hood; W/P.T.O. 

Hose - Heater Inlet. 

Hose - Heater Outlet. 

Hose - Oil Cooler Outlet. 

Hose - Oil Cooler - Front Inlet. 

Hose - Oil Cooler - Rear Inlet. 

C6000 


21474 

21136 

21468 

20882(A) 

21524 

20532 

^20206 

21197 
3/4” I.D. 
5/8” I.D. 

21380 
21824 

21381 


1984-1980 

Belt - Fan. 


©449530HD 

Belt - Alt. 


49530HD 

Belt - W.P. & Alt. 

2055500 

©49630HD 

Belt - P.S.; W/O Turbo. 

11502349 

49420HD 

Belt - P.S.; W/Turbo. 

11502355 

49447HD 

Belt - A.C. 

11502413 

49690HD 

Belt - Fan & Air Brake Com- 
pr.; W/O Turbo. 


©449690HD 

Belt - Fan & Air Brake Com- 
pr.; W/Turbo. 


©449670HD 

Belt - Fan & Hyd. Pump. 

11502415 

©44971 OHD 

Belt - Fan & V.P. 


49680HD 

Belt - Hyd. Pump. 

11502349 

49420HD 

Hose - Upper; W/Caterpillar 3208N Eng. 

^21379 


Hose - Upper; W/Caterpillar 3208T Eng.. 
Hose - Lower; W/Auto. Trans.; 
W/Caterpillar 3208N Eng. 


Hose - Lower; W/Man. Trans.; 
W/Caterpillar 3208N Eng. 


Hose ■ 


21379 

21525 
or 26516 

21526 
or 26515 


1990 

Belt - W.P. 

.. 7E0744 

49345HD 

W/Caterpillar 3208T Eng.. 

Hose - Lower - Enq. To Pipe; W/Auto. 

21522 

Belt - Fan & Alt.; W/O A.C.. 

.. 15625166 

K070673 

Trans.; W/CaterpiUar 3208T Eng. 

^21307 

Belt - Fan, Alt. & A.C.; 
W/Dealer Inst. A.C. 


K070825 

Hose - Lower - Pipe To Rad.; W/Auto. 
Trans.; W/Caterpillar 3208T Eng. 

4-2 1/4” I.D. 

Belt - Fan, Alt. & A.C.; 
W/Factory Inst. A.C. 

.. 15958695 

4K070735HD 

Hose - Heater Inlet. 

Hose - Heater Outlet. 

3/4” I.D. 
5/8” I.D. 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


4- 

O 

4 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


GMC - Continued 

CATERPILLAR 3208 DIESEL ENG. 

- Continued 

C6000 - Continued 
1984-1980 - Continued 

Hose - Oil Cooler Outlet. 

Hose - Oil Cooler - Front Inlet. 

Hose - Oil Cooler - Rear Inlet. 

Hose - Rad. Surge Tank Outlet. 

C6000 C6D SERIES 


21380 
21824 

21381 
=<21488 


1979 

Belt - Fan. 


©449530HD 

Belt - Alt. 


49530HD 

Belt - W.P. & Alt. 

2055500 

©49630HD 

Belt - P.S.; W/O Turbo. 

11502349 

49420HD 

Belt - P.S.; W/Turbo. 

11502355 

49447HD 

Belt - A.C. 

11502413 

49690HD 

Belt - Fan & Air Brake Com¬ 
pr.; W/O Turbo. 


©449690HD 

Belt - Fan & Air Brake Com¬ 
pr.; W/Turbo. 


©449670HD 

Belt - Fan & Hyd. Pump. 

11502415 

©449710HD 

Belt - Fan & V.P. 


49680HD 

Belt - Hyd. Pump. 

11502349 

49420HD 

Hose - Upper; W/O Turbo. 


=<21379 


Hose ■ 
Hose ■ 


Upper; W/Turbo. 

Lower; W/Auto. Trans.; 


W/O Turbo. 


Hose - Lower; W/Man. Trans.; W/O Turbo.. 


Hose - Lower; W/Man. Trans.; W/Turbo.. 
Hose - Lower - Eng. To Pipe; W/Auto. 

Trans.; W/Turbo. 

Hose - Lower - Pipe To Rad.; W/Auto. 


21379 

21525 
26516 

21526 
26515 
21522 

=<21307 


Trans.; W/Turbo. 

*2 1/4” I.D. 

Hose - Heater Inlet. 

3/4” I.D. 

Hose - Heater Outlet. 

5/8” I.D. 

Hose - Oil Cooler Outlet. 

21380 

Hose - Oil Cooler - Front Inlet. 

21824 

Hose - Oil Cooler - Rear Inlet. 

21381 

Hose - Rad. Surge Tank Outlet. 

=<21488 


C7000 

1989-1980 

Belt - Fan. 


Belt 

Belt 

Belt 

Belt 

Belt 


Alt. 


W.P. & Alt. 2055500 

P.S.; W/O Turbo. 11502349 

P.S.; W/Turbo. 11502355 

A.C.; W/O Turbo 

(1989-1985). 

Belt - A.C.; W/Turbo 

(1989-1985). 11502410 

Belt - A.C.; (1984-1980). 11502413 

Belt - Fan & Air Brake Com- 

pr.; W/O Turbo. 

Belt - Fan & Air Brake Com- 
pr.; W/Turbo. 


©449530HD 

49530HD 

©49630HD 

49420HD 

49447HD 

49680HD 

49670HD 

49690HD 

©449690HD 

©449670HD 


Belt - Fan & Hyd. Pump. 11502415 

©449710HD 

Belt - Fan & V.P. 

49680HD 

Belt - Hyd. Pump. 11502349 

49420HD 

Hose - Upper; W/O Turbo (1989-1981). 

=<21379 

Hose - Upper; W/Turbo (1989-1981). 

21379 

Hose - Upper; W/Caterpillar 3208N Eng. 
(1980). 

=<21379 

Hose - Upper; W/Caterpillar 3208T Eng. 
(1980). 

21379 

Hose - Lower; W/Auto. Trans.; W/O Turbo 
(1989-1981). 

21525 

Hose - Lower; W/Man. Trans.; W/O Turbo 
(1989-1981). 

or 26516 

21526 

Hose - Lower; W/Man. Trans.; W/Turbo 
(1989-1981). 

or 26515 

21522 


GMC - Continued 

CATERPILLAR 3208 DIESEL ENG. 

- Continued 

C7000 - Continued 
1989-1980 - Continued 
Hose - Lower; W/Auto. Trans.; 

W/Caterpillar 3208N Eng. (1980). 


Hose - Lower; W/Man. Trans.; 
W/Caterpillar 3208N Eng. (1980). 


Hose - Lower; W/Man. Trans.; 

W/Caterpillar 3208T Eng. (1980). 

Hose - Lower - Eng. To Pipe; W/Auto. 

Trans.; W/Turbo (1989-1981). 

Hose - Lower - Eng. To Pipe; W/Auto. 
Trans.; W/Caterpillar 3208T Eng. (1980).. 
Hose - Lower - Pipe To Rad.; W/Auto. 

Trans.; W/Turbo (1989-1981). 

Hose - Lower - Pipe To Rad.; W/Auto. 
Trans.; W/Caterpillar 3208T Eng. (1980).. 

Hose - Heater Inlet. 

Hose - Heater Outlet. 

Hose - Oil Cooler Outlet. 

Hose - Oil Cooler - Front Inlet. 

Hose - Oil Cooler - Rear Inlet. 

Hose - Rad. Surge Tank Outlet. 

C7000 C7D SERIES 


21525 
or 26516 

21526 
or 26515 

21522 

=■<21307 

=<21307 

*2 1/4” I.D. 

*2 1/4” I.D. 
3/4” I.D. 
5/8” I.D. 

21380 
21824 

21381 
=<21488 


1979 

Belt - Fan. 


©449530HD 

Belt - Alt. 


49530HD 

Belt - W.P. & Alt. 

2055500 

©49630HD 

Belt - P.S.; W/O Turbo. 

11502349 

49420HD 

Belt - P.S.; W/Turbo. 

11502355 

49447HD 

Belt - A.C. 

11502413 

49690HD 

Belt - Fan & Air Brake Com¬ 
pr.; W/O Turbo. 


©449690HD 

Belt - Fan & Air Brake Com¬ 
pr.; W/Turbo. 


©449670HD 

Belt - Fan & Hyd. Pump. 

11502415 

©449710HD 

Belt - Fan & V.P. 


49680HD 

Belt - Hyd. Pump. 

11502349 

49420HD 

Hose - Upper; W/O Turbo. 


=<21379 


Hose - Upper; W/Turbo. 

Hose - Lower; W/Auto. Trans.; W/O Turbo. 

Hose - Lower; W/Man. Trans.; W/O Turbo.. 


Hose - Lower; W/Man. Trans.; W/Turbo.. 
Hose - Lower - Eng. To Pipe; W/Auto. 

Trans.; W/Turbo. 

Hose - Lower - Pipe To Rad.; W/Auto. 


21379 

21525 
26516 

21526 
26515 
21522 

=<21307 


Trans.; W/Turbo. 

*2 1/4” I.D. 

Hose - Heater Inlet. 

3/4” I.D. 

Hose - Heater Outlet. 

5/8” I.D. 

Hose - Oil Cooler Outlet. 

21380 

Hose - Oil Cooler - Front Inlet. 

21824 

Hose - Oil Cooler - Rear Inlet. 

21381 

Hose - Rad. Surge Tank Outlet. 

=<21488 


H7500 

1978 

Belt - W.P. & Alt. 796432 

Belt - P.S. 9433888 

Belt - Air Brake Compr. 2002638 

Belt - Fan & V.P.2018100 

Hose - Upper. 

Hose - Lower; W/O P.T.O. 

Hose - Heater Inlet. 

Heater Outlet. 

Oil Cooler Outlet. 

Hose - Oil Cooler - Front Inlet. 

Hose - Oil Cooler - Rear Inlet. 


Hose ■ 
Hose ■ 


©449660HD 
49415HD 
©♦49710HD 
©49680HD 
21136 
20882(A) 
3/4” I.D. 
5/8” I.D. 

21380 
21824 

21381 


© Two Required. © Six Required. 

® Three Required. ▲ Durion ® Silicone Hose Recommended. 

© Four Required. •*” Use Notched Belt Only. 

© Five Required. =< Cut To Fit. 


Green Stripe 8 4-Ply Coolant Hose Recommended. 

Q Use Wire Inserted Green Stripe® Coolant Hose. 

♦ PowerBand® Belt May Work, Use Template To Check. 
4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. Application Mfr. Part No. Gates No. 

GMC - Continued GMC - Continued 

CATERPILLAR 3208 DIESEL ENG. CATERPILLAR 3208 DIESEL ENG. 


- Continued 
HY7500 
1977-1976 

Belt - W.P. & Alt. 796432 

Belt - P.S. 9433888 

Belt - Air Brake Compr. 2002638 

Belt - Fan & V.P.2018100 

Hose - Upper. 


Hose - Lower; W/O P.T.O. 

Hose - Heater Inlet. 

Hose - Heater Outlet. 

Hose - Oil Cooler Outlet. 

Hose - Oil Cooler - Front Inlet 
Hose - Oil Cooler - Rear Inlet. 


J7500 

1978 

Belt - W.P. & Alt. 796432 

Belt - P.S. 9433888 

Belt - Air Brake Compr. 2002638 

Belt - Fan & V.P.2018100 

Hose - Upper. 


Hose - Lower; W/O P.T.O. 

Hose - Heater Inlet. 

Hose - Heater Outlet. 

Hose - Oil Cooler Outlet. 

Hose - Oil Cooler - Front Inlet 
Hose - Oil Cooler - Rear Inlet. 


JY7500 

1977-1976 

Belt - W.P. & Alt. 796432 

Belt - P.S. 9433888 

Belt - Air Brake Compr. 2002638 

Belt - Fan & V.P.2018100 

Hose - Upper. 


Hose - Lower; W/O P.T.O. 

Hose - Heater Inlet. 

Hose - Heater Outlet. 

Hose - Oil Cooler Outlet. 

Hose - Oil Cooler - Front Inlet 
Hose - Oil Cooler - Rear Inlet. 

TOPKICK 


©♦*9660HD 
*9415HD 
©♦*9710HD 
@*9680HD 
21136 
20882(A) 
3/4” I.D. 
5/8” I.D. 

21380 
21824 

21381 


©♦*9660HD 
*9415HD 
©♦*9710HD 
©*9680HD 
21136 
20882(A) 
3/4” I.D. 
5/8” I.D. 

21380 
21824 

21381 


©♦*9660HD 
*9415HD 
©♦*9710HD 
©*9680HD 
21136 
20882(A) 
3/4” I.D. 
5/8” I.D. 

21380 
21824 

21381 


1979 

Belt - Fan. 


©♦*9530HD 

Belt - Alt. 


*9530HD 

Belt - W.P. & Alt. 

2055500 

@*9630HD 

Belt - P.S.; W/O Turbo. 

11502349 

*9420HD 

Belt - P.S.; W/Turbo. 

11502355 

*9447HD 

Belt - A.C. 

11502413 

*9690HD 

Belt - Fan & Air Brake Com¬ 
pr.; W/O Turbo. 


©♦*9690HD 

Belt - Fan & Air Brake Com¬ 
pr.; W/Turbo. 


©♦*9670HD 

Belt - Fan & Hyd. Pump. 

11502415 

©♦*9710HD 

Belt - Fan & V.P. 


*9680HD 

Belt - Hyd. Pump. 

11502349 

*9420HD 

Hose - Upper; W/O Turbo. 


^21379 


Hose - Upper; W/Turbo. 21379 

Hose - Lower; W/Auto. Trans.; W/O Turbo. 21525 

or 26516 


Hose - Lower; W/Man. Trans.; W/O Turbo.. 21526 

or 26515 


Hose - Lower; W/Man. Trans.; W/Turbo. 21522 


- Continued 

TOPKICK - Continued 
1979 - Continued 

Hose - Rad. Surge Tank Outlet. ^21488 

CATERPILLAR 3406 DIESEL ENG. 


ASTRO 

1983-1979 

Belt - Fan; Preferred Belt; 

W/Fluid Fan (1983-1982). 2/TR22553PB 

Belt - Fan; Preferred Belt; 

W/Temp. Control Drive 

(1983-1982). 2/TR22570PB 

Belt - Fan; Optional Belt; 

W/Fluid Fan (1983-1982). 2056679 ©TR22553 

Belt - Fan; Optional Belt; 

W/Temp. Control Drive 

(1983-1982). 2077491 ©TR22570 

Belt - Fan; Preferred Belt 

(1981-1979). 2/TR22570PB 

Belt - Fan; Optional Belt 

(1981-1979). 2077491 ©TR22570 

Belt - Alt. ®*9465HD 

Belt - A.C. ©**9670HD 

Hose - Upper - Eng. To Pipe. ^-2 1/2” I.D. 

Hose - Upper - Pipe To Rad. 23547 

Hose - Lower. @s<23575 

Hose - By Pass. 1” I.D. 

Hose - Heater. 3/4” I.D. 

BRIGADIER 

1983 

Belt - Alt. *9490HD 

GENERAL 

1988-1979 

Belt - Fan; (1988-1987). ©TR22692 

Belt - Fan; (1983-1979). ©TR22692 

Belt-Alt.; (1988-1987). *9490HD 

Belt - Alt.; (1983-1979). 697076 ©**9463HD 

Belt - Alt. & A.C.; 

(1988-1987). *9550HD 

Belt - Alt. & A.C.; 

(1983-1979). ©**9510HD 

Hose - Upper - Eng. To Pipe; (1988-1987). 22177 

Hose - Upper - Eng. To Pipe; (1983-1979). 22177 

Hose - Upper - Pipe To Rad.; (1988-1987). 22177 

Hose - Upper - Pipe To Rad.; (1983-1979). 22177 

Hose - Lower - Eng. To Pipe; (1988-1987). -XT I.D. 

Hose - Lower - Eng. To Pipe; (1983-1979). ->3” I.D. 

Hose - Lower - Pipe To Rad.; (1988-1987). 21400 

Hose - Lower - Pipe To Rad.; (1983-1979). 21400 

Hose - By Pass - Inlet; (1988-1987). 5/8” I.D. 

Hose - By Pass - Inlet; (1983-1979). 5/8” I.D. 

Hose - By Pass - Outlet; (1988-1987). 1” I.D. 

Hose - By Pass - Outlet; (1983-1979). 1” I.D. 

Hose - Heater Inlet; (1988-1987). 3/4” I.D. 

Hose - Heater Inlet; (1983-1979). 3/4” I.D. 

Hose - Heater Outlet; (1988-1987). 5/8” I.D. 

Hose - Heater Outlet; (1983-1979). 5/8” I.D. 


CUMMINS BT SERIES DIESEL ENG. 


Hose - Lower - Eng. To Pipe; W/Auto. 

Trans.; W/Turbo. ^21307 

Hose - Lower - Pipe To Rad.; W/Auto. 

Trans.; W/Turbo. ^2 1/4” I.D. 

Hose - Heater Inlet. 3/4” I.D. 

Hose - Heater Outlet. 5/8” I.D. 

Hose - Oil Cooler Outlet. 21380 

Hose - Oil Cooler - Front Inlet. 21824 

Hose - Oil Cooler - Rear Inlet. 21381 


P3500 

1990 

Belt - Fan & Alt.; W/54 3/8" 

Belt O.C. 3911587 

Belt - Fan & Alt.; W/56 5/8" 

Belt O.C. 3911588 

Hose - Upper; W/Repowered Unit. 

Hose - Lower; W/Repowered Unit. 


*K080537HD 

*K080560HD 

21729 

21731 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

* 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


GMC - Continued 

CUMMINS L10 DIESEL ENG. 

BRIGADIER 

1988-1983 

Belt - Fan; W/V-Belt Drive 


(1988-1986). 

15500691 

©49620HD 

Belt - Fan; W/V-Ribbed Belt 
Drive (1988-1986). 

15506768 

4K080585HD 

Belt - Fan; W/V-Belt Drive 
(1984-1983). 

15500691 

©49620HD 

Belt - Fan; W/V-Ribbed Belt 
Drive (1984-1983). 

15506768 

4K080585HD 

Belt - Alt.; W/Low Flow Cool. 
(1988-1986). 

15544966 

K050323 

Belt - Alt.; W/O Low Flow 
Cool. (1988-1986). 

15592163 

K050317 

Belt - Alt.; (1984-1983). 

2095810 

K050330 

Belt - A.C.; (1988-1986). 

11502379 

49540HD 

Belt - A.C.; (1984-1983). 

11502379 

49540HD 

Hose - Upper - Eng. To Pipe. 


*2 1/4” I.D. 

Hose - Upper - Pipe To Rad.. 


26520 

Hose - Lower - Eng. To Pipe. 


s-=20530 

Hose - Lower - Pipe To Rad.. 


^20987 


GENERAL 

1988-1985 

Belt - Fan; W/V-Belt Drive 


Belt - Fan; W/V-Ribbed Belt 


Belt - Alt.; W/Low Flow Cool. 


Belt - Alt.; W/O Low Flow 


15500691 

©49620HD 

15506768 

4K080585HD 

15544966 

K050323 

15592163 

K050317 

11502379 

49540HD 
■*2 1/4” I.D. 


26520 


Belt - A.C.; (1988-1986). 

Hose - Upper - Eng. To Pipe 
Hose - Upper - Pipe To Rad. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

CUMMINS NH DIESEL ENG. 

ASTRO 

1974-1969 

Belt - Fan. 178564 

Belt - W.P. 200328 

Belt - Alt. 3947148 

Belt - P.S. 3887689 

Belt - A.C. 3900759 

Hose - Upper; W/A.C. (1974-1973). 

Hose - Upper; W/O A.C. (1974-1973). 

Hose - Upper - Eng. To Pipe; (1972-1970) 

Hose - Upper - Pipe To Rad.; (1972-1970) 

Hose - Lower - Eng. To Pipe; (1974-1970) 

Hose - Lower - Pipe To Rad.; (1974-1970) 

HN9500; JN9500 

1974-1969 

Belt - Fan. 178564 

Belt - W.P. 200328 

Belt - Alt. 3947148 

Belt - P.S. 3887689 

Belt - A.C. 3900759 

Hose - Upper; (1974-1970). 

Hose - Lower - Eng. To Pipe; (1974-1970). 

Hose - Lower - Pipe To Rad.; (1974-1970). 

CUMMINS VT225 DIESEL ENG. 

C7000 

1980 

Belt-Fan. 9433718 7325 

Hose - Upper. 26508 


-=20530 

^20987 


©TR24400 

TR24438 

©♦49447HD 

49385HD 

49525HD 

26523 

26521 

*2 1/4” I.D. 

23547 
*2 1/2” I.D. 
23567 


©TR24400 
TR24438 
©♦49447HD 
49385HD 
49525HD 
26525 
*2 1/2” I.D. 
23567 


GMC - Continued 

CUMMINS 6-CYL. 14.0 

ASTRO 

1988-1970 

Belt - Fan; W/43" Belt O.C. 

(1988-1979). 

Belt - Fan; W/45 1/2" Belt 

O.C. (1988-1979). 

Belt - Fan; W/56 3/8" Belt 

O.C. (1988-1979). 

Belt - Fan; W/58 3/8" Belt 

O.C. (1988-1979). 

Belt - Fan; (1978-1977). 

Belt - Fan; (1976-1971). 

Belt - W.P.; (1988-1979). 

Belt - W.P.; (1978-1977). 

Belt - W.P.; (1976-1974). 

Belt - Alt.; (1988-1984). 

Belt - Alt.; (1983-1971). 

Belt - P.S.; W/55" B.B.C. 

(1988-1979). 

Belt - P.S.; W/87" B.B.C. 

(1988-1979). 

Belt - P.S.; W/V-Belt Drive 

(1978-1971). 

Belt - P.S.; W/V-Ribbed Belt 

Drive (1978-1971). 

Belt - A.C.; (1988-1979). 

Belt - A.C.; (1978-1971). 

Idler Pulley; W/Flat Idler Pul¬ 
ley (1988-1985). 

Idler Pulley; WA/-Ribbed Belt 

(1988-1985). 

Tensioner Pulley; W/Big Cam 
III Eng.; W/V-Ribbed Belt 

(1985). 

Tensioner Pulley - W.P.; 
W/V-Ribbed Belt 

(1981-1980). 

Hose - Upper; (1988-1979).... 


L DIESEL ENG. 


15556054 

TR24424 

2049138 

©TR24449 

9433917 

©49560HD 

2019337 

©49580HD 

178496 

TR24449 

200328 

©TR24438 

217638 

4K060435HD 

215356 

@6596 

4K060435HD 

15544904 

©♦49451 HD 

697075 

©449463HD 

9433882 

49385HD 

9433885 

49400HD 

3887689 

49385HD 

K050400 

49463HD 

3887694 

49540HD 

3065000 

41173 

3062931 

41174 

3064919 

41111 

3064919 

41111 


Hose - Upper; (1978-1970).. 


Hose - Lower - Eng. To Pipe; (1988-1979). 
Hose - Lower - Eng. To Pipe; (1978-1970). 
Hose - Lower - Pipe To Rad.; (1988-1979). 
Hose - Lower - Pipe To Rad.; W/Cummins 

NTC290, NTC350 Eng. (1978-1970). 

Hose - Lower - Pipe To Rad.; W/Cummins 

NTC335 Eng. (1978-1970). 

Hose - By Pass. 

Hose - Heater Inlet. 

Hose - Heater Outlet. 

Hose - Aftercooler; (1988-1979). 

BRIGADIER 

1988-1974 

Belt - Fan; W/GMC Fluid Fan 

Clutch (1988-1983). 2010167 

Belt - Fan; W/High Mount 
Schwitzer Fan Clutch 

(1988-1983). 2039338 

Belt - Fan; W/Kysor Fan 

Clutch (1988-1983). 2039338 

Belt - Fan; W/Low Mount 
Schwitzer Fan Clutch 

(1988-1983). 2094547 

Belt - Fan; W/Rockford Fan 

Clutch (1988-1983). 2074214 

Belt - Fan; W/Air Fan Clutch 

(1982-1978). 

Belt - Fan; W/Fluid Fan 

Clutch (1982-1978). 9433933 

Belt - Fan; (1977-1974). 178466 

Belt - W.P.; W/6-Ribbed Belt 

(1988-1983). 217638 

Belt - W.P.; (1982-1978). 217638 

Belt - W.P.; (1977-1974). 215356 


21460 

26522 
^21460 

26523 
*2 1/2” I.D. 

23562 

23568 

21419 

23585 
1 1/2” I.D. 
3/4” I.D. 
5/8” I.D. 
21488 


©449650HD 

©TR24538 

©TR24538 

©TR24500 

©TR22514 

©TR24538 

©449640HD 

©TR24424 

4K060435HD 

4K060435HD 

©)6596 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. O 
•*” Use Notched Belt Only. ♦ 

^ Cut To Fit. 4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

GMC - Continued 


Gates No. 


Application 

GMC - Continued 


Mfr. Part No. 


Gates No. 


CUMMINS 6-CYL 14.0 L DIESEL ENG. 

- Continued 


CUMMINS 6-CYL. 14.0 L DIESEL ENG. 

- Continued 


BRIGADIER - Continued 
1988-1974 - Continued 

Belt - Alt.; (1988-1984). 

Belt - Alt.; (1983-1974). 

697076 

©449451 HD 
©449463HD 

Belt - P.S.; (1988-1978). 

9433885 

49400HD 

Belt - P.S.; (1977-1974). 

3887689 

49385HD 

Belt - A.C.; (1988-1985). 

11502358 

49455HD 

Belt - A.C.; (1984-1983). 

9433915 

49550HD 

Belt - A.C.; (1982-1978). 

3883004 

49545HD 

Belt - A.C.; (1977-1974). 

3900759 

49525HD 

Idler Pulley; W/Flat Idler Pul¬ 
ley (1988-1985). 

3065000 

41173 

Idler Pulley; WA/-Ribbed Belt 
(1988-1985). 

3062931 

41174 

Tensioner Pulley; W/Big Cam 
III Eng.; W/V-Ribbed Belt 
(1985). 

3064919 

41111 

Tensioner Pulley - W.P.; 
W/V-Ribbed Belt 
(1981-1980). 

3064919 

41111 


Hose - Upper; W/High Visibility Hood 

(1988-1982). 21194 

Hose - Upper - Eng. To Pipe; (1988-1979). -^2 1/4” I.D. 

Hose - Upper - Pipe To Rad.; (1988-1984). s*=21491 

Hose - Upper - Pipe To Rad.; (1983-1979). 21462 

Hose - Lower; (1988-1982). 21472 

Hose - Lower; W/Metal Hood (1981-1979).. 20967 

Hose - By Pass; (1988-1979). 1 1/2” I.D. 

Hose - Heater Inlet; (1988-1979). 3/4” I.D. 

Hose - Heater Outlet; (1988-1979). 5/8” I.D. 

Hose - Aftercooler; (1988-1982). 21488 


GENERAL 

1988-1976 


Belt - Fan; W/GMC Fluid Fan 

Clutch (1988-1987). 

Belt - Fan; W/Horton, Kysor, 
Schwitzer Fan Clutch; W/Big 

Cam III Eng. (1988-1987). 

Belt - Fan; W/Kysor, Sch¬ 
witzer Fan Clutch; W/Big 
Cam IV Eng. (1988-1987).... 
Belt - Fan; W/Air Fan Clutch 


(1986-1978). 

Belt - Fan; W/Fluid Fan 

Clutch (1986-1978). 9433933 

Belt - Fan; W/Viscous Fan 

Clutch (1986-1978). 2094547 

Belt - Fan; (1977-1976). 178696 

Belt - W.P.; (1988-1978). 217638 

Belt - W.P.; (1977-1976). 215356 

Belt - Alt.; (1988-1987). 15544904 

Belt - Alt.; (1986-1978). 11502356 

Belt - Alt.; (1977-1976). 697076 

Belt - P.S.; (1988-1978). 9433882 

Belt - P.S.; (1977-1976). 2485216 

Belt - A.C.; (1988-1987). 

Belt - A.C.; (1986-1978). 3883004 

Belt - A.C.; (1977-1976). 

Idler Pulley; W/Flat Idler Pul¬ 
ley (1988-1985). 3065000 

Idler Pulley; WA/-Ribbed Belt 

(1988-1985). 3062931 

Tensioner Pulley; W/Big Cam 
III Eng.; W/V-Ribbed Belt 

(1985). 3064919 

Tensioner Pulley - W.P.; 

W/V-Ribbed Belt 

(1981-1980). 3064919 

Hose - Upper; (1988-1979). 

Hose - Upper; (1978-1977). 

Hose - Lower; (1988-1979). 

Hose - Lower; (1978-1977). 

Hose - By Pass; (1988-1979). 


©49650HD 

©TR24538 


©TR24515 

©TR24538 

©449640HD 

©TR24500 

©TR24538 

4K060435HD 

6596 

©♦49451 HD 
♦9451 HD 
©449463HD 
♦9385HD 
♦9390HD 
49463HD 
♦9545HD 
49530HD 

41173 

41174 


41111 


41111 

©■>2 1/4” I.D. 
21119 

©■>2 1/2” I.D. 
23562 
1 1/2” I.D. 


GENERAL - Continued 
1988-1976 - Continued 

Hose - Heater Inlet; (1988-1979). 3/4” I.D. 

Hose - Heater Outlet; (1988-1979). 5/8” I.D. 

Hose - Aftercooler; (1988-1979). 21488 

H9500 

1978-1970 


Belt - Fan; (1978-1971). 

178443 

©TR24407 

Belt - W.P.; (1978-1971). 

200328 

TR24438 

Belt - Alt.; (1978-1971). 

3887692 

©449451 HD 

Belt - P.S.; (1978-1971). 

3887689 

49385HD 

Hose - Upper. 


26513 

Hose - Lower - Eng. To Pipe. 


■0-2 1/2” I.D. 

Hose - Lower - Pipe To Rad.. 


23567 

J9500 



1978-1970 



Belt - Fan; (1978-1971). 

178460 

©TR24424 

Belt - W.P.; W/V-Belt Drive 



(1978-1971). 

215356 

©6596 

Belt - W.P.; W/V-Ribbed Belt 



Drive (1978-1971). 

217638 

4K060435HD 

Belt - Alt.; (1978-1971). 

697075 

©449463HD 

Belt - P.S.; (1978). 

9433885 

49400HD 

Belt - P.S.; (1977-1971). 

3887689 

49385HD 

Hose - Upper. 


26513 

Hose - Lower - Eng. To Pipe. 


*2 1/2” I.D. 

Hose - Lower - Pipe To Rad.. 


23567 

MC9500 



1974-1973 



Belt - W.P.; W/Dual Belts. 

215356 

©)6596 

Belt - W.P.; W/Single Belt. 

200328 

TR24438 

Belt - Alt. 

3815361 

©♦49451 HD 

Hose - Upper. 


26523 

Hose - Lower - Eng. To Pipe. 


23562 

Hose - Lower - Pipe To Rad.. 


23585 


DETROIT DIESEL 3-71 DIESEL ENG. 

C6000; C6500 

1978 

Belt - Alt. To W.P.; W/61A. 

Alt. 9433728 @7375 

Belt - P.S. 9433888 49415HD 

Belt - A.C. 9433901 49480HD 

Belt - V.P. 9433907 49510HD 

C M & S 6000; C M & S 6500; C M & S 7000 

1976 

Belt - Alt. To W.P.; W/61A. 

Alt. 9433728 ©7375 

Belt - P.S. 9433888 49415HD 

Belt - V.P. 9433883 49390HD 

M6500 


1978 

Belt - Alt. To W.P.; W/61A. 


Alt . 9433728 @7375 

Belt - P.S. 9433888 49415HD 

Belt - A.C . 9433901 49480HD 

Belt - V.P. 9433907 49510HD 


DETROIT DIESEL 4-53 DIESEL ENG. 

C6000 


1981-1980 

Belt - Fan & Alt.; W/60A. Alt.. 9433728 @7380 

Belt - Fan & Alt.; W/80A. Alt.. 2022787 @7390 

Belt - P.S. 9433888 49415HD 

Belt - A.C. 9433903 49490HD 

Belt - Air Brake Compr. 9433911 49530HD 

Belt - V.P. 9433907 49510HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. O 
•*” Use Notched Belt Only. ♦ 

^ Cut To Fit. 4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


GMC - Continued 

DETROIT DIESEL 4-53 DIESEL ENG. 

- Continued 

C6000 C6D SERIES 

1979 

Belt - Fan & Alt.; W/60A. Alt.. 9433728 @7380 

Belt - Fan & Alt.; W/80A. Alt.. 2022787 @7390 

P.S. 9433888 *9415HD 

A.C. 9433903 49490HD 

Air Brake Compr. 9433911 49530HD 

. 9433907 *9510HD 


■ V.P.. 


Belt 
Belt 
Belt 
Belt 

C7000 

1981-1980 

Belt - Fan & Alt.; W/60A. Alt.. 9433728 

Belt - Fan & Alt.; W/80A. Alt.. 2022787 

Belt - P.S. 9433888 

Belt - A.C. 9433903 

Belt - Air Brake Compr. 9433911 

Belt - V.P. 9433907 

C7000 C7D SERIES 

1979 

Belt - Fan & Alt.; W/60A. Alt.. 9433728 
Belt - Fan & Alt.; W/80A. Alt.. 2022787 


@7380 
@7390 
49415HD 
49490HD 
49530HD 
4951OHD 


@7380 

@7390 


Belt - P.S. 

. 9433888 

49415HD 

Belt - A.C. 

. 9433903 

49490HD 

Belt - Air Brake Compr. 

. 9433911 

49530HD 

Belt - V.P. 

. 9433907 

4951 OHD 

CD6500 



1977 



Belt - W.P. & Alt. 

. 9433728 

@7375 

Belt - P.S. 

. 9433888 

49415HD 

Belt - Air Brake Compr. 


49530HD 

Belt - V.P. 

. 9433907 

4951 OHD 

Hose - Upper. 


26612 


DETROIT DIESEL 4-71 DIESEL ENG. 

620 SERIES; 630 SERIES; 650 SERIES; 660 SE¬ 
RIES; 740 SERIES 
1959-1955 


Belt - Gen. 

2079798 

TR22350 

Belt - P.S. 


TR20451 

Belt - Fan & Air Brake Com- 
P'. 

2193873 

@TR24638 

750 SERIES; 800 SERIES; 870 SERIES 

1957-1955 

Belt - Gen. 

2079798 

TR22350 

Belt - P.S. 


TR20451 

Belt - Fan & Air Brake Com- 
P'. 

2354836 

©49650HD 

DETROIT DIESEL 6-71 DIESEL ENG. 

ASTRO 

1981-1969 

Belt - Fan; (1981-1979). 

678777 

4K100495 HD 

Belt - Fan; W/V-Belt Drive 
(1978-1969). 

646429 

©449545HD 

Belt - Fan; W/V-Ribbed Belt 
Drive (1978-1971). 


4K100495 HD 

Belt - Fan; W/V-Ribbed Belt 
Drive (1969). 

660235 

K100535 

Belt - Alt.; W/V-Ribbed Belt 
Drive (1981-1979). 

660231 

K040470 

Belt - Alt.; (1978-1969). 

660231 

K040470 

Belt - Fan & Alt.; W/V-Belt 
Drive (1981-1979). 


©449650HD 

Belt - P.S.; W/V-Belt Drive 
(1981-1979). 

9433886 

49405HD 

Belt - P.S.; W/V-Ribbed Belt 
Drive (1981-1974). 

715950 

K050400 

Belt - P.S.; W/V-Belt Drive 
(1978-1969). 

3888401 

49412HD 

Belt - P.S.; W/V-Ribbed Belt 
Drive (1973-1970). 

660233 

4K050420HD 


GMC - Continued 

DETROIT DIESEL 6-71 

- Continued 

ASTRO - Continued 
1981-1969 - Continued 
Belt - A.C.; W/V-Ribbed Belt 


DIESEL ENG. 


Drive (1981-1979). 

660232 

K040535 

Belt - A.C.; W/53 1/8" Belt 
O.C. (1978-1975). 

721307 

K040525 

Belt - A.C.; W/54" Belt O.C. 
(1978-1975). 

660232 

K040535 

Belt - A.C.; (1974-1969). 

660232 

K040535 

Belt - Fan & A.C.; W/V-Belt 
Drive (1981-1979). 

9433944 

9740 

Hose - Upper; W/Fluid Fan .... 


21108 

Hose - Upper; W/O Fluid Fan 


26521 

Hose - Lower. 


20967 

Hose - By Pass. 


1 3/4” I.D. 


BRIGADIER 

1988-1979 

Belt - Fan & Alt.; 

W/Fiberglass Hood 

(1988-1983). 9433941 

Belt - Fan & Alt.; W/Metal 
Hood; W/O P.T.O. 

(1988-1983). 3827834 

Belt - Fan & Alt.; W/Metal 
Hood; W/P.T.O. (1988-1983) 

Belt - Fan & Alt.; 

W/Fiberglass Hood 

(1982-1979). 2062367 

Belt - Fan & Alt.; W/Steel 
Hood; W/Fan Clutch 

(1982-1979). 

Belt - Fan & Alt.; W/Steel 
Hood; W/O Fan Clutch 

(1982-1979). 

Belt - P.S.; (1988-1985). 9433888 

Belt - P.S.; (1984-1979). 9433886 

Belt - A.C.; W/O Turbo 

(1988-1985). 11502423 

Belt - A.C.; W/Turbo 

(1988-1985). 11502421 

Belt - A.C.; W/Fiberglass 

Hood (1984-1983). 

Belt - A.C.; W/Metal Hood 

(1984-1983). 9433943 

Belt - A.C.; (1982-1979). 

Hose - Upper; W/P.T.O.; W/Metal Hood.... 
Hose - Upper - Eng. To Pipe; W/O A.C.; 

W/Fiberglass Hood. 

Hose - Upper - Pipe To Rad.; W/O A.C.; 
W/Fiberglass Hood; W/O Turbo 
(1988-1980). 


Hose - Upper - Pipe To Rad.; W/O A.C.; 
W/Fiberglass Hood; W/Turbo (1988-1980) 
Hose - Lower - Eng. To Pipe; 

W/Fiberglass Hood; W/O Turbo 

(1988-1980). 

Hose - Lower - Eng. To Pipe; 

W/Fiberglass Hood; W/Turbo (1988-1980) 
Hose - Lower - Eng. To Pipe; W/Metal 

Hood; W/O Turbo (1988-1980). 

Hose - Lower - Eng. To Pipe; W/Metal 

Hood; W/Turbo (1988-1980). 

Hose - Lower - Pipe To Rad.; 

W/Fiberglass Hood; W/O Turbo 
(1988-1980). 

Hose - Lower - Pipe To Rad.; 

W/Fiberglass Hood; W/Turbo (1988-1980) 
Hose - Lower - Pipe To Rad.; W/Metal 

Hood; W/O Turbo (1988-1980). 

Hose - Lower - Pipe To Rad.; W/Metal 

Hood; W/Turbo (1988-1980). 

Hose - By Pass; (1988-1981). 


@449710HD 

@44961OHD 
©449650HD 

4971 OHD 

@44961 OHD 

©449650HD 
49415HD 
49405HD 

9770 

49755HD 

9775 

49730HD 

49720HD 

<@23547 

■ 0-2 1/4” I.D. 


20397 

26520 

*2 3/4” I.D. 


*2 3/8” I.D. 
^21194 
23559 
*2 3/8” I.D. 

^20987 
or 26520 

21704 

23567 

20967 
1 3/4” I.D. 


© Two Required. © Six Required. 

® Three Required. ▲ Durion * Silicone Hose Recommended. 

© Four Required. V Use Notched Belt Only. 

© Five Required. Cut To Fit. 


Green Stripe 8 4-Ply Coolant Hose Recommended. 

Q Use Wire Inserted Green Stripe® Coolant Hose. 

4 PowerBand® Belt May Work, Use Template To Check. 
4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


GMC - Continued 

DETROIT DIESEL 6-71 DIESEL ENG. 

- Continued 

BRIGADIER - Continued 
1988-1979 - Continued 
Hose - By Pass; W/Fiberglass Hood 

(1980-1979). 1 3/4” I.D. 

Hose - By Pass; W/Metal Hood 
(1980-1979). 1 3/4” I.D. 

CI9500 

1971-1966 

Belt - W.P. & Alt. 2483870 ©449590HD 

Belt - Fan & Alt. 2374624 ©49630HD 

Belt - P.S. 2483849 49412HD 

Belt - A.C. 2486894 49520HD 

Belt - Fan & Air Brake Com- 

pr. 2458717 ©49680HD 

GENERAL 

1988-1977 

Belt - Fan. 9433931 ©49630HD 

Belt - Alt. 9433914 ©449545HD 

Belt - Fan & Alt.; W/65A. Alt. 

(1988-1979). 2062367 ©449710HD 

Belt - Fan & Alt.; W/75A. 

90A. Alt. (1988-1979) 


Belt - Fan & Alt.; (1978-1977) 

Belt - P.S. 

Belt - A.C.; (1984-1979). 

Belt - A.C.; (1978-1977). 

Belt - Fan & A.C.; 

(1988-1985). 

Belt - Fan & A.C.; 

(1984-1979). 

Hose - Upper; (1988-1979). 

Hose - Upper; (1978-1977). 

Lower; (1978-1977). 

Lower - Eng. To Pipe; 
Lower - Eng. To Pipe; 
Lower - Pipe To Rad.; 
By Pass; (1988-1979). 


2047417 

796641 

9433886 

9433902 

11502421 

11502423 


(1988-1985). 

(1984-1979). 

(1988-1979). 


3834695 

9433886 

W/O A.C.. 
; W/O A.C.. 


Hose 
Hose 
Hose 
Hose 
Hose 

H9500 

1978 

Belt - Fan & Alt.; W/Front 

P.T.O. 

Belt - Fan & Alt.; W/O Front 

P.T.O. 

Belt - P.S. 

Belt - A.C. 

Hose - Upper - Eng. To Pipe; 

Hose - Upper - Pipe To Rad.; 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

HI9500 

1977-1966 

Belt - Fan & Alt.; W/Front 

P.T.O. 

Belt - Fan & Alt.; W/O Front 

P.T.O. 3834695 

Belt - P.S. 9433886 

Belt - A.C. 

Hose - Upper; W/Fluid Fan (1977-1973) 
Hose - Upper; W/Std. Fan (1977-1973).. 
Hose - Lower; W/Fluid Fan (1977-1973) 

J9500 

1978 

Belt - Fan & Alt.; W/Front 

P.T.O. 

Belt - Fan & Alt.; W/O Front 

P.T.O. 3834695 

Belt - P.S. 9433886 

Belt - A.C. 

Hose - Upper - Eng. To Pipe; W/O A.C. 
Hose - Upper - Pipe To Rad.; W/O A.C. 


©49720HD 

©49630HD 

49405HD 

49490HD 

49485HD 

49755HD 

9770 

2 1/4” I.D. 
21121 
21123 
^21194 
*2 3/8” I.D. 
*2 1/2” I.D. 
1 3/4” I.D. 


©449640HD 

©49600HD 
49405HD 
49720HD 
*2 3/8” I.D. 
^21194 
■ 0-2 3/8” I.D. 
26520 


©449640HD 

©49600HD 

49405HD 

49720HD 

21108 

26521 

20967 


©449640HD 

©49600HD 
49405HD 
49720HD 
*2 3/8” I.D. 
^<21194 


*2 3/8” I.D. 
26520 


©449640HD 

©49600HD 

49405HD 

49720HD 

21108 

26521 

20967 


©449590HD 
©49630HD 
49412HD 
49520HD 

©49680HD 

26522 

23567 


GMC - Continued 

DETROIT DIESEL 6-71 DIESEL ENG. 

- Continued 

J9500 - Continued 
1978 - Continued 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

J19500 
1977-1966 

Belt - Fan & Alt.; W/Front 

P.T.O. 

Belt - Fan & Alt.; W/O Front 

P.T.O. 3834695 

Belt - P.S. 9433886 

Belt - A.C. 

Hose - Upper; W/Fluid Fan (1977-1973). 

Hose - Upper; W/Std. Fan (1977-1973). 

Hose - Lower; W/Fluid Fan (1977-1973). 

MI9500 
1973-1966 

Belt - W.P. & Alt.; 

(1971-1966). 2483870 

Belt - Fan & Alt.; (1971-1966) 2374624 

Belt - P.S.; (1971-1966). 2483849 

Belt - A.C.; (1971-1966). 2486894 

Belt - Fan & Air Brake Com- 

pr.; (1971-1966). 2458717 

Hose - Upper; (1973-1970). 

Hose - Lower - Pipe To Rad.; (1973-1970). 

820 SERIES; 860 SERIES; 900 SERIES; 910 SE¬ 
RIES; 920 SERIES; 930 SERIES; 950 SERIES; 970 
SERIES; 980 SERIES 
1959-1955 

Belt - Gen. 2079798 

Belt - P.S. 

Belt - Fan & Air Brake Com- 

pr.; (1959-1957). 2354836 

Belt - Fan & Air Brake Com- 
pr.; (1956-1955). 2193875 

DETROIT DIESEL 6-71N DIESEL ENG.; 
DETROIT DIESEL 6-71T DIESEL ENG. 

CI9500 

1971-1966 

Belt - W.P. & Alt. 2483870 

Belt - Fan & Alt. 2374624 

Belt - P.S. 2483849 

Belt - A.C. 2486894 

Belt - Fan & Air Brake Com- 
pr. 2458717 

HI9500; JI9500 
1977-1966 

Belt - Fan & Alt.; W/Front 

P.T.O. 

Belt - Fan & Alt.; W/O Front 

P.T.O. 3834695 

Belt - P.S. 9433886 

Belt - A.C. 

Hose - Upper; W/Fluid Fan (1977-1973). 

Hose - Upper; W/Std. Fan (1977-1973). 

Hose - Lower; W/Fluid Fan (1977-1973). 

MI9500 
1973-1966 

Belt - W.P. & Alt.; 

(1971-1966). 2483870 

Belt - Fan & Alt.; (1971-1966) 2374624 

Belt - P.S.; (1971-1966). 2483849 

Belt - A.C.; (1971-1966). 2486894 

Belt - Fan & Air Brake Com- 

pr.; (1971-1966). 2458717 

Hose - Upper; (1973-1970). 

Hose - Lower - Pipe To Rad.; (1973-1970). 


2079798 

TR22350 

TR20451 

2354836 

©49650HD 

2193875 

©TR24647 


©449590HD 
©49630HD 
49412HD 
49520HD 

©49680HD 


©449640HD 

©49600HD 

49405HD 

49720HD 

21108 

26521 

20967 


©449590HD 
©49630HD 
49412HD 
49520HD 

©49680HD 

26522 

23567 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durlon ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

GMC - Continued 


Gates No. 


Application 

GMC - Continued 


Mfr. Part No. 


Gates No. 


DETROIT DIESEL 6-71N DIESEL ENG.; 
DETROIT DIESEL 6-71T DIESEL ENG. 

- Continued 

820 SERIES; 860 SERIES; 900 SERIES; 910 SE¬ 
RIES; 920 SERIES; 930 SERIES; 950 SERIES; 970 
SERIES; 980 SERIES 
1959-1955 


Belt - Gen. 2079798 TR22350 

Belt - P.S. TR20451 


DETROIT DIESEL 6V-53 DIESEL ENG. 

- Continued 

HV7500 

1977-1966 

Belt - Fan; W/Noise Restric- 


tion. 

... 792764 

©49455HD 

Belt - Fan; W/O Noise Re- 



striction. 

... 3813277 

©49440HD 

Belt - W.P. 

... 5133177 

©7370 

Belt - Alt. 

... 3816755 

@7365 


Belt - Fan & Air Brake Com- 

pr.; (1959-1957). 2354836 49650HD 


Belt - Fan & P.S.; W/Noise 

Restriction. 794908 ©449555HD 


Belt - Fan & Air Brake Com- 

pr.; (1956-1955). 2193875 ©TR24647 

DETROIT DIESEL 6V-53 DIESEL ENG. 

BRIGADIER 

1984-1979 

Belt - Fan; W/52" Belt O.C. 


(1984-1980). 

796306 

©449520HD 

Belt - Fan; W/55" Belt O.C. 



(1984-1980). 

2005476 

49550HD 

Belt - Fan; W/Front P.T.O. 



(1979). 

792764 

©449455HD 

Belt - Fan; W/O Front P.T.O. 



(1979). 

2031260 

©49415HD 

Belt - W.P. 

5133177 

@7370 

Belt - Alt.; (1984-1980). 

2059034 

K040575 

Belt - Alt.; W/61A. Alt. (1979). 

5139228 

@7365 

Belt - Alt.; W/65A. Alt. (1979). 

2011263 

@7385 

Belt - Fan & P.S.: 



W/Fiberglass Hood 



(1984-1980). 

2008700 

©449640HD 

Belt - Fan & P.S.; W/Steel 



Hood; W/49" Belt O.C. 



(1984-1980). 

2056528 

©449490HD 

Belt - Fan &P.S.; W/Steel 



Hood; W/55 1/2" Belt O.C. 



(1984-1980). 

794908 

©449555HD 

Belt - Fan & P.S.; W/Fan 



Clutch (1979). 

2031262 

@449510HD 

Belt - Fan & P.S.; W/O Fan 



Clutch (1979). 

3822149 

©449545HD 

Hose - Upper - Left Side; W/Steel Hood. 

20758 


or 25528 

Hose - Upper - Right Side; W/Steel Hood .. 20759 

or 25528 


Hose - Upper - Eng. To Pipe. ©1 5/8” I.D. 

Hose - Upper - Pipe To Rad.; 

W/Fiberglass Hood. @s<20397 

Hose - Upper - Pipe To Rad.; W/Steel 

Hood. : *2 1/4 ’ I.D. 

Hose - Lower; W/Steel Hood. s-=20397 


or 26520 

Hose - Rad. Surge Tank Outlet. 21195 

H7500 

1978 

Belt - Fan; W/Noise Restric- 


tion. 

Belt - Fan; W/O Noise Re- 

792764 

©49455HD 

striction. 

3813277 

©49440HD 

Belt - W.P. 

5133177 

@7370 

Belt - Alt. 

Belt - Fan & P.S.; W/Noise 

3816755 

@7365 

Restriction. 

Belt - Fan & P.S.; W/O Noise 

794908 

©449555HD 

Restriction. 

3822149 

©449545HD 

Belt - A.C. 

2484214 

49500HD 

Belt - Air Brake Compr. 

3813277 

©49440HD 

Hose - Upper - Left Side. 


20758 
or 25528 

Hose - Upper - Right Side. 


20759 
or 25528 

Hose - Lower. 


^20756 
or 26520 


Belt - Fan & P.S.; W/O Noise 


Restriction. 3822149 

Belt - A.C. 2484214 

Belt - Air Brake Compr. 3813277 


Hose - Upper - Left Side... 
Hose - Upper - Right Side. 
Hose - Lower. 


J7500; J8500 

1978 

Belt - Fan; W/Noise Restric¬ 
tion. 792764 

Belt - Fan; W/O Noise Re¬ 
striction. 3813277 

Belt - W.P.5133177 

Belt - Alt. 3816755 

Belt - Fan & P.S.; W/Noise 

Restriction. 794908 

Belt - Fan & P.S.; W/O Noise 

Restriction. 3822149 

Belt - A.C. 2484214 

Belt - Air Brake Compr. 3813277 

Hose - Upper - Left Side. 


Hose - Upper - Right Side. 
Hose - Lower. 


©449545HD 

49500HD 

©49440HD 

20758 
or 25528 

20759 
or 25528 

^20756 
or 26520 


©49455HD 

©49440HD 

@7370 

@7365 

©449555HD 

©449545HD 

49500HD 

©49440HD 

20758 
or 25528 

20759 
or 25528 

^20756 
or 26520 


JN7500; JN8500 
1977-1966 

Belt - Fan; W/Noise Restric- 


tion. 

.. 792764 

Belt - Fan; W/O Noise Re- 


striction. 

.. 3813277 

Belt - W.P. 

.. 5133177 

Belt - Alt. 

.. 3816755 

Belt - Fan & P.S.; W/Noise 


Restriction. 

.. 794908 


©49455HD 

©49440HD 

©7370 

@7365 

©449555HD 


Belt - Fan & P.S.; W/O Noise 


Restriction. 3822149 

Belt - A.C. 2484214 

Belt - Air Brake Compr. 3813277 

JV7500; JV8500 

1977-1966 


Hose - Upper - Left Side... 
Hose - Upper - Right Side. 
Hose - Lower. 


©449545HD 

49500HD 

©49440HD 


20758 
or 25528 

20759 
or 25528 

^20756 
or 26520 


TV7500 

1977-1966 

Belt - Fan; (1974-1966).. 
Belt - W.P.; (1974-1966). 
Belt - Alt.; (1974-1966)... 
Belt - P.S.; (1974-1966).. 
Belt - Air Brake Compr.; 

(1974-1966). 

Hose - Upper - Left Side 


3887677 

@9279 

5133177 

@7370 

3888456 

@>7365 

3888400 

49412HD 

5144726 

©449463HD 


s«20542 

or 25473 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

•*” Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

^ Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

GMC - Continued 


Gates No. 


Application 

GMC - Continued 


Mfr. Part No. 


Gates No. 


DETROIT DIESEL 6V-53 DIESEL ENG. 

- Continued 

TV7500 - Continued 
1977-1966 - Continued 
Hose - Upper - Right Side. 

Hose - Lower; (1977-1970). 

Hose - Lower; (1969-1966). 

WV7500 

1977-1966 

Belt - Fan; (1974-1966). 3947148 

Belt - W.P.; (1974-1966). 5133177 

Belt - Alt.; (1974-1966). 3888456 

Belt - P.S.; (1974-1966). 3888480 

Belt - Air Brake Compr.; 

(1974-1966). 5144726 

Hose - Upper - Left Side. 

Hose - Upper - Right Side. 

Hose - Lower; (1977-1970). 

Hose - Lower; (1969-1966). 

DETROIT DIESEL 6V-53N DIESEL 
ENG.; DETROIT DIESEL 6V-53T DIE¬ 
SEL ENG. 

HV7500 

1977-1966 


DETROIT DIESEL 6V-53N DIESEL 
ENG.; DETROIT DIESEL 6V-53T DIE¬ 
SEL ENG. - Continued 

TV7500 - Continued 

1977-1966 - Continued 

Belt - Alt.; (1974-1966). 3888456 

Belt - P.S.; (1974-1966). 3888400 

Belt - Air Brake Compr.; 

(1974-1966). 5144726 

Hose - Upper - Left Side. 

Hose - Upper - Right Side. 

Hose - Lower; (1977-1970). 

Hose - Lower; (1969-1966). 

WV7500 

1977-1966 

Belt - Fan; (1974-1966). 3947148 

Belt - W.P.; (1974-1966). 5133177 

Belt - Alt.; (1974-1966). 3888456 

Belt - P.S.; (1974-1966). 3888480 

Belt - Air Brake Compr.; 

(1974-1966). 5144726 

Hose - Upper - Left Side. 

Hose - Upper - Right Side. 

Hose - Lower; (1977-1970). 

Hose - Lower; (1969-1966). 


20542 
or 25473 
26520 
26509 


©♦49447HD 

©7370 

@7365 

49560HD 

©♦♦9463HD 
^20542 
or 25473 
20542 
or 25473 
26520 
26509 


@7365 
49412HD 

©♦49463HD 
^20542 
or 25473 
20542 
or 25473 
26520 
26509 


©♦49447HD 

©7370 

@7365 

49560HD 

©♦49463HD 
^20542 
or 25473 
20542 
or 25473 
26520 
26509 


Belt - Fan; W/Noise Restric- 


tion. 

792764 

©49455HD 

Belt - Fan; W/O Noise Re- 

striction. 

3813277 

©49440HD 

Belt - W.P. 

5133177 

@7370 

Belt - Alt. 

3816755 

@7365 

Belt - Fan & P.S.; W/Noise 

Restriction. 

794908 

©449555HD 

Belt - Fan & P.S.; W/O Noise 

Restriction. 

3822149 

©449545HD 

Belt - A.C. 

2484214 

49500HD 

Belt - Air Brake Compr. 

3813277 

©49440HD 


Hose - Upper - Left Side. 20758 

or 25528 


Hose - Upper - Right Side. 20759 

or 25528 

Hose - Lower. s-<20756 

or 26520 

JN7500; JN8500 

1977-1966 

Belt - Fan; W/Noise Restric- 


tion. 

Belt - Fan; W/O Noise Re- 

792764 

©49455HD 

striction. 

3813277 

©49440HD 

Belt - W.P. 

5133177 

@7370 

Belt - Alt. 

Belt - Fan & P.S.; W/Noise 

3816755 

(27365 

Restriction. 

Belt - Fan & P.S.; W/O Noise 

794908 

©449555HD 

Restriction. 

3822149 

©449545HD 

Belt - A.C. 

2484214 

49500HD 

Belt - Air Brake Compr. 

JV7500; JV8500 

1977-1966 

3813277 

©49440HD 

Hose - Upper - Left Side. 


20758 
or 25528 

Hose - Upper - Right Side. 


20759 
or 25528 

Hose - Lower. 

TV7500 

1977-1966 


^20756 
or 26520 

Belt - Fan; (1974-1966). 

3887677 

©9279 

Belt - W.P.; (1974-1966). 

5133177 

©7370 


DETROIT DIESEL 6V-71 DIESEL ENG. 

DW9500; FW9500; TW9500; WW9500 


1974-1966 

Belt - Fan; (1967-1966). 

2374624 

©*9630HD 

Belt - Alt.; (1974-1972). 


©*9412HD 

Belt - P.S.; (1974-1972). 

2386153 

49360HD 

Belt - P.S.; (1967-1966). 

2386153 

49360HD 

Belt - Air Brake Compr.; 
(1967-1966). 

2384953 

©9300 

DETROIT DIESEL 6V-92 DIESEL ENG. 

ASTRO 

1988-1973 

Belt - Fan; W/Fluid Fan 

Clutch (1988-1979). 

2003233 

K100535 

Belt - Fan; W/O Fluid Fan 
Clutch (1988-1979). 

721306 

*K100540 HD 

Belt - Fan; W/V-Belt Drive 
(1978-1974). 

9433937 

©♦49670HD 

Belt - Fan; W/V-Ribbed Belt 
Drive (1978-1974). 

721306 

©*K100540HD 

Belt - Alt.; (1988-1979). 

690408 

49435HD 

Belt - Alt.; W/V-Belt Drive 
(1978-1974). 

9433870 

©♦♦9325HD 

Belt - Alt.; W/V-Ribbed Belt 
Drive (1978-1974). 

660229 

K040310 

Belt - P.S.; (1988-1979). 


49420HD 

Belt - A.C.; (1988-1985). 

11502317 

9295 

Belt - A.C.; (1984-1983). 

9433866 

*9305HD 

Belt - A.C.; W/V-Belt Drive 
(1982-1980). 

9433866 

49305HD 

Belt - A.C.; W/V-Ribbed Belt 
Drive (1982-1980). 

2054213 

K040545 

Belt - A.C.; (1979). 

9433863 

49290HD 

Belt - A.C.; W/V-Belt Drive 
(1978-1974). 

9433863 

49290HD 

Belt - A.C.; W/V-Ribbed Belt 
Drive (1978-1974). 

721307 

K040525 

Hose - Upper; W/Air To Air Aftercooler. 

©s-=21194 

Hose - Upper - Left Side. 


21475 

Hose - Upper - Right Side. 


or 26521 

21476 

Hose - Lower - Eng. To Pipe. 


or 26521 
■>3” I.D. 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


GMC - Continued 

DETROIT DIESEL 6V-92 DIESEL ENG. 

- Continued 

ASTRO - Continued 
1988-1973 - Continued 

Hose - Lower - Pipe To Rad. 23572 

BRIGADIER 

1988-1979 

Belt - Fan; W/Horton Fan 

Clutch. 

Belt - Fan; W/Schwitzer Fan 

Clutch. 

Belt - Alt. 795599 

Belt - P.S. 

Belt - A.C.; (1988-1985). 11502355 

Belt - A.C.; (1984-1980). 9433894 

Belt - A.C.; (1979). 9433892 


796685 

©**9670HD 


@*9650HD 

795599 

*9325HD 

11502354 

*9440HD 

11502355 

*9440HD 

9433894 

*9447HD 

9433892 

*9435HD 


Eng. 

To 

Pipe. 


©■>2 1/4” I.D. 

Pipe 

To 

Rad.; 

(1988-1983). 

21464 

Pipe 

To 

Pipe. 


■>2 1/4” I.D. 

Eng. 

To 

Pipe; 

(1988-1983). 

21466 

Eng. 

To 

Pipe; 

(1982-1979). 

*3” I.D. 

Pipe 

To 

Pipe; 

(1988-1983). 

23572 

Pipe 

To 

Rad.; 

(1988-1985). 

23572 

Pipe 

To 

Rad.; 

(1984-1983). 

=<21420 


GENERAL 

1988-1979 

Belt - Fan; W/Horton Fan 

Clutch. 

Belt - Fan; W/Schwitzer Fan 
Clutch. 


796685 


©**9670HD 

©*9650HD 


Belt - Alt. 

795599 

*9325HD 

Belt - P.S. 

11502354 

*9440HD 

Belt - A.C.; (1988-1985). 

11502355 

*9440HD 

Belt - A.C.; (1984-1980). 

9433894 

*9447HD 

Belt - A.C.; (1979). 

9433892 

*9435HD 

Hose - Upper - Eng. To Pipe. 


©■>2 1/4” I.D. 

Hose - Upper - Pipe To Rad.. 


©■>2 1/4” I.D. 

Hose - Lower. 


=<21420 

H9500 



1978 



Belt - Fan. 

721306 

*K100540 HD 

Belt - Alt. 


@*9319HD 

Belt - A.C. 

9433890 

*9425HD 

Hose - Upper - Eng. To Pipe. 


©■>2 1/4” I.D. 

Hose - Upper - Pipe To Rad.. 


21464 

Hose - Lower. 


=<21420 

HJ9500 




1977-1976 

Belt - Fan. 721306 

Belt - Alt. 

Belt - A.C. 9433890 

Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad. 

Hose - Lower. 

J9500 

1978 

Belt - Fan. 721306 

Belt - Alt. 

Belt - A.C. 9433890 

Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad. 

Hose - Lower. 

JJ9500 

1977-1976 

Belt - Fan. 721306 

Belt - Alt. 

Belt - A.C. 9433890 

Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad. 

Hose - Lower. 


*K100540 HD 
©*9319HD 
*9425HD 
©■>2 1/4” I.D. 

21464 

=<21420 


*K100540 HD 
©*9319HD 
*9425HD 
©■>2 1/4” I.D. 

21464 

=■<21420 


*K100540 HD 
©*9319HD 
*9425HD 
©■>2 1/4” I.D. 

21464 

=<21420 


GMC - Continued 

DETROIT DIESEL 8V-71 DIESEL ENG. 

ASTRO 

1983-1969 

Belt - Fan; W/Air Fan Clutch 

(1983-1979). 721306 

Belt - Fan; W/Fluid Fan 

Clutch (1983-1979). 2003233 

Belt - Fan; (1978-1975). 721306 

Belt - Fan; W/V-Belt Drive 

(1974-1969). 646430 

Belt - Fan; W/V-Ribbed Belt 

Drive (1974-1969). 678777 

Belt - Alt.; W/V-Belt Drive; 

W/Front Mount Alt. 

(1983-1979). 11502348 

Belt - Alt.; W/V-Belt Drive; 

W/Rear Mount Alt. 

(1983-1979). 690408 

Belt - Alt.; W/V-Ribbed Belt 

Drive (1983-1979). 660229 

Belt - Alt.; W/4-Ribbed Belt 

(1978-1975). 660229 

Belt - Alt.; W/8-Ribbed Belt 

(1978-1975). 695380 

Belt - P.S.; (1983-1979). 8867788 

Belt - P.S.; W/V-Belt Drive 

(1978-1975). 3887699 

Belt - P.S.; W/V-Ribbed Belt 

Drive (1978-1969). 660233 

Belt - P.S.; W/V-Belt Drive 

(1974-1969). 2484214 

Belt - A.C.; W/Air Fan Clutch 

(1983-1980). 9433866 

Belt - A.C.; W/Fluid Fan 


*K100540 HD 

K100535 
*K100540 HD 

©**9550HD 

*K100495 HD 

*9415HD 

©**9435HD 

K040310 

K040310 

K080365 

*9420HD 

*9420HD 

*K050420HD 

*9500HD 

*9305HD 


Clutch (1983-1980). 

2054312 


K040520 

Belt - A.C.; W/Air Fan Clutch 




(1979). 

721307 


K040525 

Belt - A.C.; W/Fluid Fan 




Clutch (1979). 

692207 


K040510 

Belt - A.C.; W/V-Belt Drive 




(1978-1969). 

652050 


9820 

Belt - A.C.; W/V-Ribbed Belt 




Drive (1978-1969). 

678779 


K040595 

Hose - Upper - Left Side; (1983-1979). 


21475 



or 

26521 

Hose - Upper - Left Side; (1978-1973). 


20973 



or 

26521 

Hose - Upper - Right Side; (1983-1979). 


21476 



or 

26521 

Hose - Upper - Right Side; W/A.C. 




(1978-1973).. 

Hose - Upper - Right Side; W/O A.C. 
(1978-1973). 


Hose - Upper - Right Side; (1972-1969). 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad.; (1983-1979). 
Hose - Lower - Pipe To Rad.; (1978-1973). 
Hose - By Pass. 

BRIGADIER 

1981-1979 

Belt - Fan & Alt.; W/Fluid Fan 

(1981-1980). 2025198 

Belt - Fan & Alt.; WA/iscous 

Fan. 2046611 

Belt - Fan & Alt.; W/Fluid Fan 

(1979). 9433952 

Belt - A.C.; (1981-1980). 11502355 

Belt - A.C.; (1979). 9433892 

Hose - Upper - Eng. To Pipe. 

Hose - Upper - Eng. To Tee. 

Hose - Upper - Pipe To Tee. 

Hose - Upper - Tee To Rad. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

Hose - By Pass. 


=<20401 

20459 

26521 

26522 
*2 3/4” I.D. 

23567 

23568 

1 3/4” I.D. 


©9830 

©>9840 

©>9820 
*9447HD 
*9435HD 
2 1/4” I.D. 
*2 1/4” I.D. 
*2 1/4” I.D. 
21463 
21466 
=<21420 
1 3/4” I.D. 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. O 
•*” Use Notched Belt Only. ♦ 

=< Cut To Fit. * 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 

Application Mtr. Part No. Gates No. I Application Mfr. Part No. Gates No. 


GMC - Continued 


GMC - Continued 


DETROIT DIESEL 8V-71 DIESEL ENG 

- Continued 

CH9500 

1977-1966 

Belt - Fan. 2374624 *9630HD 

Belt - Alt. ©*9319HD 

Belt - Fan & Alt. 2483933 @*9700HD 

Belt - P.S.; (1977-1973). 3888401 *9412HD 

Belt - P.S.; (1972-1966). 2484214 *9500HD 

Belt - A.C. 3759204 *9425HD 

Hose - Upper - Left Side; (1976-1970). ^20973 

Hose - Upper - Right Side; (1976-1970) s<20717 

*2 3/4” I.D. 

23567 

23568 
23567 
1 3/4” I.D. 


Hose - Lower - Eng. To Pipe; (1976-1970) 
Hose - Lower - Eng. To Pipe; (1969-1966) 
Hose - Lower - Pipe To Rad.; (1976-1970) 
Hose - Lower - Pipe To Rad.; (1969-1966) 
Hose - By Pass; (1969-1966). 

GENERAL 

1983-1977 

Belt - Fan; W/6-Blade Fan 

(1983-1979). 796685 

Belt - Fan; W/8-Blade Fan 

(1983-1979). 

Belt - Fan; (1978). 2374624 

Belt - Alt.; (1983-1979). 795599 

Belt - Alt.; (1978). 

Belt - Fan & Alt.; (1978). 2483933 

Belt - P.S.; (1978). 3888401 

Belt - A.C.; (1983-1980). 9433894 

Belt - A.C.; (1979). 9433892 

Belt - A.C.; (1978). 3759204 

Hose - Upper; (1983-1979). 

Hose - Upper - Left Side; (1978-1977).. 
Hose - Upper - Right Side; (1978-1977) 

Hose - Lower. 

Hose - By Pass. 

H9500 


MH9500 

1977-1966 

Belt - Fan. 2374624 

Belt - Alt. 

Belt - Fan & Alt. 2483933 


© Two Required. ( 

® Three Required. i 

© Four Required. i 

© Five Required. s 


©♦*9670HD 

©♦♦9650HD 
*9630HD 
©♦♦9325HD 
©*9319HD 
@*9700HD 
*9412HD 
*9447HD 
*9435HD 
*9425HD 
*2 1/4” I.D. 
^21418 
5^21418 
21196 
1 3/4” I.D. 


1978 



Belt - Fan & Alt. 

678733 

©♦*971OHD 

Belt - P.S. 

2483849 

*9412HD 

Belt - A.C. 

3759204 

*9425HD 

HH9500 



1977-1971 



Belt - Fan & Alt. 

678733 

©♦*971 OHD 

Belt - P.S.; (1977-1975). 

2483849 

*9412HD 

Belt - P.S.; (1974-1971). 

2484214 

*9500HD 

Belt - A.C. 

3759204 

*9425HD 

Hose - Upper - Left Side; (1977-1973). 

@20401 

Hose - Lower - Eng. To Pipe; (1977-1973). 

*2 3/4” l.l 

Hose - Lower - Pipe To Rad.; (1977-1973). 

23585 

Hose - By Pass; (1977-1973). 


1 3/4” l.l 

J9500 



1978 



Belt - Fan & Alt. 

678733 

©♦*971 OHD 

Belt - P.S. 

2483849 

*9412HD 

Belt - A.C. 

3759204 

*9425HD 

JH9500 



1977-1971 



Belt - Fan & Alt. 

678733 

©♦*971 OHD 

Belt - P.S.; (1977-1975). 

2483849 

*9412HD 

Belt - P.S.; (1974-1971). 

2484214 

*9500HD 

Belt - A.C. 

3759204 

*9425HD 

Hose - Upper - Left Side; (1977-1973). 

@>20401 

Hose - Lower - Eng. To Pipe; (1977-1973). 

*2 3/4” l.l 

Hose - Lower - Pipe To Rad.; 1977-1973). 

23585 

Hose - By Pass; (1977-1973). 


1 3/4” l.l 


*9630HD 
©*9319HD 
@*9700HD 


DETROIT DIESEL 8V-71 DIESEL ENG. 

- Continued 

MH9500 - Continued 
1977-1966 - Continued 

Belt - P.S.; (1977-1973). 3888401 *9412HD 

Belt - P.S.; (1972-1966). 2484214 *9500HD 

Belt - A.C. 3759204 *9425HD 

Hose - Upper - Left Side; (1976-1970). ^20973 

Hose - Upper - Right Side; (1976-1970) s<20717 

*2 3/4” I.D. 

23567 

23568 
23567 
1 3/4” I.D. 


Hose - Lower - Eng. To Pipe; 
Hose - Lower - Eng. To Pipe; 
Hose - Lower - Pipe To Rad. 
Hose - Lower - Pipe To Rad. 
Hose - By Pass; (1969-1966) 


(1976-1970) 

(1969-1966) 

(1976-1970) 

(1969-1966) 


DETROIT DIESEL 8V-92 DIESEL ENG. 

ASTRO 

1988-1975 

Belt - Fan; W/Air Fan Clutch 


Belt - Fan; W/Fluid Fan 


Belt - Fan; W/V-Belt Drive 


Belt - Fan; W/V-Ribbed Belt 


Belt - Alt.; W/Air Fan Clutch 


Belt - Alt.; W/Fluid Fan Clutch 


Belt - Alt.; W/4-Ribbed Belt 


Belt - Alt.; W/8-Ribbed Belt 


Belt - Alt.; W/V-Belt Drive 


Belt - P.S.; (1988-1979).. 


Belt - A.C.; WA/-Belt Drive 


Belt - A.C.; WA/-Ribbed Belt 


2047299 

*K100570HD 

719744 

@*9560HD 

9433937 

©♦*9670HD 

721306 

*K100540 HD 

660231 

K040470 

2033581 

*K040425HD 

660229 

K040310 

695380 

K080365 

9433870 

©♦*9325HD 

*9420HD 

11502317 

9295 

9433866 

*9305HD 

9433868 

*9290HD 

9433892 

*9435HD 

721307 

K040525 


Hose - Upper - Left Side; (1988-1979). 21120 

or 26521 

Hose - Upper - Right Side; (1988-1979). 21114 

Hose - Lower - Eng. To Pipe; (1988-1979). 23572 

Hose - Lower - Pipe To Rad.; (1988-1979). 23568 

Hose - By Pass; (1988-1979). 1 3/4” I.D. 

Hose - Heater; (1988-1979). 3/4" I.D. 

GENERAL 

1988-1979 

Belt - Fan; W/GMC Fluid Fan 

Clutch. *9650HD 

Belt - Fan; W/Horton Fan 

Clutch. 9433937 ©**9670HD 

Belt - Alt. 9433870 ©**9325HD 

Belt - A.C.; (1988-1985). 11502354 *9440HD 

Belt - A.C.; (1984-1980). 11502355 *9447HD 

Belt - A.C.; (1979). 9433892 *9435HD 

Hose - Upper - Eng. To Pipe. ©->2 1/4” I.D. 

Hose - Upper - Pipe To Rad. ©s<21556 

Hose - Lower. 21420 

Hose - By Pass. 1 3/4” I.D. 

Hose - Heater. 3/4" I.D. 

DETROIT DIESEL 12V-71 DIESEL ENG. 

ASTRO 

1977-1971 

Belt-Fan. 5134591 ©*9463HD 

Belt - Alt. 672978 K040300 

Hose - Upper - Eng. To Pipe. ©>23562 


*9650HD 

©**9670HD 
©**9325HD 
*9440HD 
*9447HD 
*9435HD 
©■>2 1/4” I.D. 
©sx=21556 
21420 
1 3/4” I.D. 
3/4” I.D. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


Green Stripe 8 4-Ply Coolant Hose Recommended. 

Q Use Wire Inserted Green Stripe® Coolant Hose. 

♦ PowerBand® Belt May Work, Use Template To Check. 

* Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


<1)23547 
*3 1/2” I.D. 
23585 


GMC - Continued 

DETROIT DIESEL 12V-71 DIESEL ENG. 

- Continued 

ASTRO - Continued 
1977-1971 - Continued 

Hose - Upper - Pipe To Rad. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

DETROIT DIESEL SERIES 60 DIESEL 
ENG. 

GENERAL 

1988- 1987 

Belt - Alt. 2054312 K040520 

DETROIT DIESEL V-8 8.2 L DIESEL 
ENG. 

C6000 

1989- 1980 

Belt - Fan & Alt.; W/69 1/2" 


Belt O.C.. 

Belt - Fan & Alt.; W/70 1/2" 

Belt O.C. 

Belt - Fan & Alt.; W/71 1/2" 

Belt O.C. 

Belt - Fan & P.S. 

Belt - P.S. 


Belt ■ 
Belt • 


A.C.; (1989-1985).. 
A.C.; (1984-1980).. 


Belt - Fan & A.C. 
Belt ■ 


11502413 

2056956 

11502415 

11502414 

11502340 

11502419 

11502416 


Fan & Air Brake Com- 
pr.; W/73 1/2" Belt O.C. 

(1989-1983). 

Belt - Fan & Air Brake Com- 
pr.; W/74 1/2" Belt O.C. 

(1989-1983). 

Belt - Fan & Air Brake Com- 
pr.; Jan. 10, 1982 & Older 

(1982). 

Belt - Fan & Air Brake Com- 
pr.; Jan. 11, 1982 & Newer 

(1982). 

Belt - Fan & Air Brake Com- 

pr.; (1981-1980). 

Hose - Upper - Eng. To Pipe. 
Hose - Upper - Pipe To Rad.. 
Hose - Lower - Eng. To Pipe. 
Hose - Lower - Pipe To Rad.. 
Hose - By Pass - Left Side.... 
Hose - By Pass - Right Side.. 

C7000 

1989-1980 

Belt - Fan & Alt.; W/69 1/2“ 


11502417 


11502419 


11502414 


11502417 

11502414 


2»*9690HD 

©449700HD 

4971OHD 
49700HD 
49385HD 
4971OHD 
9740 
4971OHD 


49730HD 


9740 


49700HD 


49730HD 

49700HD 
*2” I.D. 

21473 
*2 1/4” I.D. 
■>2 3/8” I.D. 
1 3/8” I.D. 
21457 


Belt O.C. 

Belt - Fan & Alt.; W/70 1/2" 
Belt O.C. 

. 11502413 

. 2056956 

©449690HD 

©449700HD 

Belt - Fan & Alt.; W/71 1/2" 
Belt O.C. 

. 11502415 

4971 OHD 

Belt - Fan & P.S.; 

(1989-1984). 

. 11502414 

49700HD 

Belt - Fan & P.S.; 

(1982-1980). 

. 11502414 

49700HD 

Belt - P.S. 

. 11502340 

49385HD 

Belt - A.C.; (1989-1985). 


4971 OHD 

Belt - A.C.; (1984-1980). 

. 11502419 

9740 

Belt - Fan & A.C. 

. 11502416 

4971 OHD 

Belt - Fan & Air Brake Com¬ 
pr.; W/73 1/2" Belt O.C. 
(1989-1983). 

. 11502417 

49730HD 

Belt - Fan & Air Brake Com¬ 
pr.; W/74 1/2" Belt O.C. 
(1989-1983). 

. 11502419 

9740 


GMC - Continued 

DETROIT DIESEL V-8 8.2 L DIESEL 
ENG. - Continued 

C7000 - Continued 
1989-1980 -Continued 
Belt - Fan & Air Brake Com- 
pr.; Jan. 10, 1982 & Older 

(1983-1982). 11502414 49700HD 

Belt - Fan & Air Brake Com- 
pr.; Jan. 11, 1982 & Newer 

(1982). 11502417 49730HD 

Belt - Fan & Air Brake Com- 

pr.; (1981-1980). 11502414 49700HD 

Hose - Upper - Eng. To Pipe. ■$■2” I.D. 

Hose - Upper - Pipe To Rad. 21473 

Hose - Lower - Eng. To Pipe. ->2 1/4” I.D. 

Hose - Lower - Pipe To Rad. ->2 3/8” I.D. 

Hose - By Pass - Left Side. 1 3/8” I.D. 

Hose - By Pass - Right Side. 21457 

P6T042 

1989-1983 

Belt - Fan & Alt.; (1989-1987) 2099791 ©449710HD 

Belt - Fan & Alt.; (1986-1983) 2056956 ©49700HD 

Belt-P.S. 11502340 49385HD 

Belt - A.C.; (1989-1985). 49710HD 

Belt - A.C.; (1984). 9740 

Belt - Air Brake Compr.; 

(1989-1987). 9740 

Belt - Air Brake Compr.; 

(1986-1983). 11502417 49730HD 

Hose - Upper - Eng. To Pipe. ■$■2” I.D. 

Hose - Upper - Pipe To Rad. 21473 

Hose - Lower - Eng. To Pipe. ->2 1/4” I.D. 

Hose - Lower - Pipe To Rad. -0-2 3/8” I.D. 

Hose - By Pass - Left Side. 1 3/8” I.D. 

Hose - By Pass - Right Side. 21457 

P3500 

1990 

Belt - Fan & Alt. 2099791 ©44971 OHD 

Belt-P.S. 11502340 49385HD 

Belt - A.C. 4971 OHD 

Belt - Air Brake Compr. 9740 

Hose - Upper - Eng. To Pipe. ■$■2” I.D. 

Hose - Upper - Pipe To Rad. 21473 

Hose - Lower - Eng. To Pipe. ■>2 1/4” I.D. 

Hose - Lower - Pipe To Rad. -0-2 3/8” I.D. 

Hose - By Pass - Left Side. 1 3/8” I.D. 

Hose - By Pass - Right Side. 21457 

TOPKICK C6500 
1990 

Belt - Fan & Alt.; W/69 1/2" 

Belt O.C.; Preferred Belt. 11502413 2/9690PB 

Belt - Fan & Alt.; W/69 1/2" 

Belt O.C.; Optional Belt. ©49690HD 

Belt - Fan & Alt.; W/70 1/2" 

Belt O.C.; Preferred Belt. 2056956 2/9700PB 

Belt - Fan & Alt.; W/70 1/2" 

Belt O.C.; Optional Belt. ©49700HD 

Belt - Fan & Alt.; W/71 1/2" 

Belt O.C. 11502415 4971 OHD 

Belt - Fan & P.S. 11502414 49700HD 

Belt-P.S. 11502340 49385HD 

Belt - Fan & A.C. 11502416 4971 OHD 

Belt - Fan & Air Brake Com¬ 
pr.; W/70 1/2" Belt O.C. 11502414 49700HD 

Belt - Fan & Air Brake Com¬ 
pr.; W/73 1/2" Belt O.C. 11502417 49730HD 

Belt - Fan & Air Brake Com¬ 
pr.; W/74 1/2" Belt O.C. 11502419 9740 

Hose - Upper - Eng. To Pipe. ■$■2” I.D. 

Hose - Upper - Pipe To Rad. 21473 

Hose - Lower - Eng. To Pipe. ->2 1/4” I.D. 

Hose - Lower - Pipe To Rad. ->2 3/8” I.D. 

Hose - By Pass - Left Side. 1 3/8” I.D. 


© Two Required. © Six Required. 

® Three Required. ▲ Durion ® Silicone Hose Recommended. 

© Four Required. •*” Use Notched Belt Only. 

© Five Required. ^ Cut To Fit. 


Green Stripe 8 4-Ply Coolant Hose Recommended. 

Q Use Wire Inserted Green Stripe® Coolant Hose. 

4 PowerBand® Belt May Work, Use Template To Check. 
4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. Gates No. 


GMC - Continued 


DETROIT DIESEL V-8 8.2 L DIESEL 
ENG. - Continued 


TOPKICK C6500 - Continued 
1990 - Continued 

Hose - By Pass - Right Side. 

TOPKICK C7500 

1990 

Belt - Fan & Alt.; W/69 1/2" 

Belt O.C.; Preferred Belt. 11502413 

Belt - Fan & Alt.; W/69 1/2" 

Belt O.C.; Optional Belt. 

Belt - Fan & Alt.; W/70 1/2" 

Belt O.C.; Preferred Belt. 2056956 

Belt - Fan & Alt.; W/70 1/2" 

Belt O.C.; Optional Belt. 

Belt - Fan & Alt.; W/71 1/2" 


Belt O.C. 11502415 

Belt - Fan & P.S. 11502414 

Belt - P.S. 11502340 

Belt - A.C. 

Belt - Fan & A.C. 11502416 

Belt - Fan & Air Brake Com- 

pr.; W/70 1/2" Belt O.C. 11502414 

Belt - Fan & Air Brake Com- 

pr.; W/73 1/2" Belt O.C. 11502417 

Belt - Fan & Air Brake Com- 
pr.; W/74 1/2" Belt O.C. 11502419 


Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

Hose - By Pass - Left Side. 

Hose - By Pass - Right Side. 

TOPKICK C8500 

1990 

Belt - Fan & Alt.; W/69 1/2" 

Belt O.C.; Preferred Belt. 11502413 

Belt - Fan & Alt.; W/69 1/2" 

Belt O.C.; Optional Belt. 

Belt - Fan & Alt.; W/70 1/2" 


Belt O.C.; Preferred Belt. 2056956 

Belt - Fan & Alt.; W/70 1/2" 

Belt O.C.; Optional Belt. 

Belt - Fan & Alt.; W/71 1/2" 

Belt O.C. 11502415 

Belt - Fan & P.S. 11502414 

Belt - P.S. 11502340 

Belt - Fan & A.C. 11502416 

Belt - Fan & Air Brake Com- 
pr. 11502417 


Hose - Upper - Eng. To Pipe 
Hose - Upper - Pipe To Rad. 
Hose - Lower - Eng. To Pipe 
Hose - Lower - Pipe To Rad. 
Hose - By Pass - Left Side... 
Hose - By Pass - Right Side. 


21457 


2/9690PB 

©49690HD 

2/9700PB 

©49700HD 

4971OHD 
49700HD 
49385HD 
4971OHD 
4971OHD 

49700HD 

49730HD 

9740 
*2” I.D. 

21473 
■ 0-2 1/4” I.D. 
*2 3/8” I.D. 
1 3/8” I.D. 
21457 


2/9690PB 

©49690HD 

2/9700PB 

©49700HD 

4971 OHD 
49700HD 
49385HD 
4971 OHD 

49730HD 
*2” I.D. 

21473 
*2 1/4” I.D. 
■ 0-2 3/8” I.D. 
1 3/8” I.D. 
21457 


GM 6-CYL. 230 ENG.; GM 6-CYL. 250 
ENG. 

CS4500 

1977-1967 

Belt - Alt.; W/A.C. 

(1969-1967). 3845642 7312 

Belt - Fan & Alt.; W/O P.S. 

(1972-1967). 3850801 >7390 

Belt - Fan & Alt.; W/P.S. 

(1972-1967). 3850801 7390 

Belt - Fan, Alt. & P.S.; 

(1972-1970). 3925530 7500 

Belt - Fan, Alt. & P.S.; 

(1969-1967). 3871257 7550 

Belt - Fan, Alt. & A.P.; 

(1969-1967). 3861940 7512 


Application Mfr. Part No. Gates No. 


GMC - Continued 

GM 6-CYL. 230 ENG.; GM 6-CYL. 250 
ENG. - Continued 

CS4500 - Continued 
1977-1967 - Continued 
Belt - Fan & A.C.; 


(1969-1967). 

3847709 


7550 

Hose - Upper. 



-=20686 

Hose - Lower. 

CS5500 

1977-1963 

Belt - Fan & Alt.; W/O P.S. 


or 

20489 

26611 

(1977-1973). 

Belt - Fan & Alt.; W/P.S. 

3888458 


@7390 

(1977-1973). 

Belt - Fan & Alt.; W/62A. Alt. 

9433730 


7385 

(1967-1965). 

Belt - Fan & Alt.; W/O 62A. 

3892975 


@7410 

Alt. (1967-1965). 

Belt - Fan & Alt.; W/62A. Alt. 

3845646 


7395 

(1964-1963). 

Belt - Fan, Alt. & P.S.; 

3845646 


@7395 

(1977-1973). 

6263720 


7500 

Belt - A.P.; (1977-1973). 

3947150 


49530HD 

Hose - Upper; (1977-1967). 



--=20686 

Hose - Lower; (1977-1967). 

ES4500 

1977-1967 


or 

20489 

26611 

Belt - Fan & Alt.; (1969-1967) 3888458 
Belt - P.S.; (1969-1967). 


@7390 

49500HD 

Belt - A.C.; (1969-1967). 

3888472 


7550 

Belt - A.P.; (1969-1967). 

3925530 


7500 

Hose - Upper. 



--=20686 

Hose - Lower. 

PS4500 

1977-1964 

Belt - Fan & Alt.; W/O P.S. 


or 

20489 

26611 

(1970-1967). 

Belt - Fan & Alt.; W/P.S. 

3888458 


@7390 

(1970-1967). 

Belt - Fan, Alt. & P.S.; 

3849258 


7410 

(1970-1967). 

3925530 


7500 

Hose - Upper. 


or 

^21660 

25476 

Hose - Lower. 

GM 6-CYL. 270 ENG. 

300 SERIES; 340 SERIES 

1959-1955 

Belt - Fan & Gen.; 


26612 

(1959-1958). 

Belt - Fan & Gen.; 

(1957-1955). 

Belt - Fan, Gen. & P.S.; 

2303188 


7450 

TR28437 

(1959-1958). 2050727 

Belt - Fan, Gen. & P.S.; 

(1957-1955). 

350 SERIES; 370 SERIES 

1959-1956 

Belt - Fan & Gen.; W/Air 

Rr?ikpQ 

Belt - Fan & Gen.; W/Hyd. 

Brakes . 

Belt - P.S. 

Belt - Air Brake Compr. 


TR30537 

TR28545 

TR28454 

TR28437 
49360 HD 
TR30428 


GM 6-CYL. 4.8 L ENG. 

C5000 

1986-1980 

Belt - Fan & Alt.; W/42A, 

61 A. Alt. 9433884 49395HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

GMC - Continued 


Gates No. 


Application 

GMC - Continued 


Mfr. Part No. 


Gates No. 


GM 6-CYL 4.8 L ENG. - Continued 

C5000 - Continued 


GM 6-CYL. 4.8 L ENG. - Continued 

P3500 - Continued 


1986-1980 -Continued 


1989-1980 - Continued 


Belt - Fan & Alt.; W/80A. Alt.. 3911542 ©49412HD 

Belt - Fan & P.S. 49500HD 

Belt - Fan & A.P. 49530HD 

Hose - Upper. 20686(A) 

or 25804 

Hose - Lower. 20489 

or 26611 

Hose - By Pass; Molded Hose. 20925 

Hose - By Pass; Strt. Hose. 5/8” I.D. 

C6000 

1986-1980 

Belt - Fan & Alt.; W/42A, 

61 A. Alt. 9433884 49395HD 

Belt - Fan & Alt.; W/80A. Alt.. 3911542 ©49412HD 

Belt - Fan & P.S. 49500HD 

Belt - Fan & A.P. 49530HD 

Hose - Upper. 20686(A) 

or 25804 

Hose - Lower. 20489 

or 26611 

Hose - By Pass; Molded Hose (1986-1981) 20925 

Hose - By Pass; Strt. Hose (1986-1981). 5/8” I.D. 

Hose - By Pass; (1980). 20925 

P4T042 

1984-1980 

Belt - Fan & Alt.; W/O P.S. 3911542 49412HD 

Belt - Fan & Alt.; W/P.S. 3887682 49395HD 

Belt - Fan & P.S. 9433904 49490HD 

Belt - Fan & A.P. 11502376 49530HD 

Hose - Upper. ^21660 

or 25476 

Hose - Lower. 26612 

P3500 

1989-1980 

Belt - Fan & Alt.; (1989-1988) 7395 

Belt - Fan & Alt.; (1987). 7390 

Belt - Fan & Alt.; Exc. School 

Bus (1986). 7395 

Belt - Fan & Alt.; School Bus 

(1986). 7390 

Belt - Fan & Alt.; W/A.C. 

(1985). 7375 

Belt - Fan & Alt.; W/O A.C. 

(1985). 7395 

Belt - Fan & Alt.; (1984-1980) 7395 

Belt - Fan, P.S. & A.P.; 

(1989-1987). 7590 

Belt - Fan, P.S. & A.P.; Exc. 

School Bus (1986). 7590 

Belt - Fan, P.S. & A.P.; 

School Bus (1986). 7603 

Belt - Fan, P.S. & A.P.; 

(1985-1980). 7603 

Belt - Fan, A.P. & Hyd. 

Pump; W/O P.S. (1982). 7597 

Belt - Fan & A.C.; (1985). 7560 

Belt - Fan & A.P.; 

(1981-1980). 7530 

Hose - Upper; (1989-1986). 21201 

Hose - Upper; (1985-1980). 21201 

or 25307(A) 

Hose - Lower; (1989). 21059 

or 25532 

Hose - Lower; (1988-1987). 21059 

or 25530 

Hose - Lower; W/A.C. (1986). 21059 

Hose - Lower; W/O A.C. (1986). 21059 

or 25530 

Hose - Lower; W/A.C. (1985). 20841 

or 25532 

Hose - Lower; W/O A.C. (1985). 25530 


Hose - Lower; W/O A.C. (1984-1983). 20841 

or 25530 

Hose - Lower; (1982-1980). 20390 

or 25530 

Hose - By Pass. 20925 

Hose - Heater To Valve; (1988-1984). 5/8” x 26” 

Hose - Heater To Valve; (1983-1982). 5/8” x 43” 

Hose - Valve To Eng.; (1988-1984). 5/8” x 21” 

Hose - Valve To Eng.; (1983-1982). 5/8” x 5” 

Hose - Valve To Heater; (1986). 5/8” x 26” 

Hose - Valve To Heater; (1983-1982). 5/8” x 33” 

Hose - Valve To Rad.; (1988-1984). 3/4” x 10” 

Hose - Valve To Rad.; (1983-1982). 3/4” x 5” 


GM 6-CYL. 292 ENG. 

C5000 C5D SERIES; C6000 C6D SERIES 

1979 


Belt - Fan & Alt.; W/42A, 

61 A. Alt. 9433884 49395HD 

Belt - Fan & Alt.; W/80A. Alt.. 3911542 ©49412HD 

Belt - Fan & P.S. 49500HD 

Belt - Fan & A.P. 49530HD 

Hose - Upper. 20686(A) 

or 25804 

Hose - Lower. 20489 

or 26611 

Hose - By Pass. 20925 


CS5000; CS6000 

1977-1967 


Belt - Fan & Alt.; W/100A. 


Alt. (1977-1973). 

Belt - Fan & Alt.; W/80A. Alt. 

690407 

©♦♦9435HD 

(1977-1973). 

Belt - Fan & Alt.; W/Std. Alt. 

3911543 

©49412HD 

(1977-1973). 

3887682 

©49395HD 

Belt - Fan & Alt.; (1972-1967) 3887682 

Belt - Fan, Alt. & P.S.; 

49395HD 

W/80A. Alt. (1977-1973). 

Belt - Fan, Alt. & P.S.; W/Std. 

3885457 

4951OHD 

Alt. (1977-1973). 

Belt - Fan, Alt. & P.S.; 

3947152 

49500HD 

(1972-1970). 

Belt - Fan, Alt. & P.S.; 
(1969-1967). 

3947152 

49500HD 

49530HD 

Belt - P.S.; (1977-1973). 

9433884 

49395HD 


Belt - A.C.; (1977-1973). 3888403 7560 

Belt - Fan & A.C.; 

(1972-1970). 3847711 7555 

Belt - Fan & Air Brake Com- 

pr.; (1972-1970). 3943162 49660HD 

Belt - Fan & Air Brake Com- 

pr.; W/O P.S. (1969-1967).... 3887683 49670HD 

Belt - Fan & A.P.; 

(1977-1973). 3947150 49530HD 

Belt - Hyd. Brake Boost 

Pump; (1977-1973). 9433896 49455HD 

P3500 


1979-1978 


Belt - Fan & Alt.; (1979). 7395 

Belt - Fan & Alt.; W/A.C. 

(1978). 7380 

Belt - Fan & Alt.; W/O A.C.; 

W/Std. Cool. (1978). 7395 

Belt - Fan & Alt.; W/X.C. 

(1978). 7380 

Belt - Fan, Alt. & A.P.; W/O 

P.S. (1979). 7530 

Belt - Fan, Alt. & A.P.; 

W/P.S. (1979). 7597 

Belt - Fan & P.S.; W/A.C. 

(1978). 7512 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


GMC - Continued 

GM 6-CYL 292 ENG. - Continued 

P3500 - Continued 
1979-1978 - Continued 
Belt - Fan & P.S.; W/O A.C.; 

W/Std. Cool. (1978). 

Belt - Fan & P.S.; W/X.C. 

(1978). 

Belt - Fan, P.S. & A.P.; 

(1979). 

Belt - Fan, A.P. & Hyd. 

Pump; W/O P.S. (1979). 

Hose - Upper. 

Hose - Lower. 


Hose - By Pass. 

Hose - Heater To W.P.; (1979). 

Hose - Heater To Thermostat; (1979). 

PS4500 

1972-1966 

Belt - Fan & Alt.; W/O P.S. 

(1970-1966). 3887682 

Belt - Fan & Alt.; W/P.S. 

(1970-1966). 3888401 

Belt - Fan, Alt. & P.S.; 

(1970-1966). 3914935 

Hose - Upper; (1972-1967). 

Hose - Lower; (1972-1967). 

Hose - By Pass; (1972-1967). 

TOPKICK 

1979 

Belt - Fan & Alt.; W/42A, 

61 A. Alt. 9433884 

Belt - Fan & Alt.; W/80A. Alt.. 3911542 

Belt - Fan & P.S. 

Belt - Fan & A.P. 

Hose - Upper. 

Hose - Lower. 

Hose - By Pass. 

TS5500 

1972-1963 

Belt - W.P. & Alt.; W/O P.S.... 3887682 

Belt - W.P. & Alt.; W/P.S. 3947148 

Belt - W.P, Alt. & P.S. 3947150 

Belt - Air Brake Compr. 3887683 

Hose - Upper; (1972-1965) 

Hose - Lower - Eng. To Pipe; (1972-1965). 
Hose - Lower - Pipe To Rad.; (1972-1965). 
Hose - By Pass; (1972-1965). 

GM V-6 4.3 L ENG. 

P3500 

1990 

Belt - W.P. & Alt. 

Belt - Fan & Alt. 

Belt - P.S. 

Hose - Upper. 

Hose - Lower. 

Hose - Heater To Tee. 

Hose - Tee To Heater. 

Hose - Tee To Intake Manifold. 

Hose - Tee To Rad. 


7516 

7512 

7603 

7603 
20874(A) 
25482 
20390 
25530 
20925 
3/4” x 44” 
5/8” x 49” 


©*9395HD 

49412HD 

4961OHD 
^21660 
' 25476 

26612 
20563 


49395HD 
©49412HD 
49500HD 
49530HD 



20686(A) 
or 25804 


20489 
or 26611 


20925 

3887682 

*9395HD 

3947148 

*9447HD 

3947150 

*9530HD 

3887683 

*9670HD 


25527 


1 3/4” I.D. 
1 3/4” I.D. 
20563 


K050446 
K050435 
7445 
j< 21191 
25265 
21061 
18083 
5/8” x 36” 
5/8” x 40” 
3/4” x 12” 


GM V-6 305 ENG.; GM V-6 351 ENG.; 
GM V-6 379 ENG. 

CM5500; CM6500 

1975-1970 

Belt - Fan & Alt.; W/A.C.; 


GMC - Continued 

GM V-6 305 ENG.; GM V-6 351 ENG.; 
GM V-6 379 ENG. - Continued 

CM5500; CM6500 - Continued 
1975-1970 - Continued 
Belt - Fan & Alt.; W/A.C.; 

W Hyd. Brakes. 3888480 ©49560HD 

Belt - Fan & Alt.; W/O A.C.; 


W/Air Brakes. 


©44961 OHD 


W/Air Brakes. 

Belt - Fan & Alt.; W/O A.C.; 

W/O Air Brakes. 3822149 

Belt - P.S. 

Belt - Air Brake Compr. 3888486 

Belt - A.P.; W/Air Brakes. 2459789 

Belt - A.P.; W/O Air Brakes.... 3888487 

EM4500 
1969-1967 

Belt - Fan & Alt.; W/A.C. 3888480 

Belt - Fan & Alt.; W/O A.C.; 

W/37A. Alt. 3764340 

Belt - Fan & Alt.; W/O A.C.; 

W/61A. Alt. 3822149 

Belt - P.S. 2459789 

Belt - A.C. 8867789 

Hose - Upper; W/Air Brakes. 

Hose - Upper; W/Hyd. Brakes. 

Hose - Lower; W/Air Brakes. 

Hose - Lower; W/Hyd. Brakes. 

EM5500; EM6500 

1969- 1967 

Belt - Fan & Alt.; W/A.C.; 

W/Air Brakes. 

Belt - Fan & Alt.; W/A.C.; 

W/O Air Brakes. 3888480 

Belt - Fan & Alt.; W/O A.C.; 

W/Air Brakes. 2483870 

Belt - Fan & Alt.; W/O A.C.; 

W/O Air Brakes. 3822149 

Belt - P.S.; W/Air Brakes. 8867788 

Belt - P.S.; W/Hyd. Brakes. 2459789 

Belt - A.C. 8867789 

Belt - Air Brake Compr. 8867793 

Hose - Upper; W/Air Brakes. 

Hose - Upper; W/Hyd. Brakes. 

Hose - Lower; W/Air Brakes. 

Hose - Lower; W/Hyd. Brakes. 

HM5500 

1968-1966 

Belt - Fan & Alt. 3834695 

Belt - P.S. 2478082 

Belt - A.C. 2484214 

Belt - Air Brake Compr. 2478083 

HM7500 

1974-1966 

Belt - W.P. & Alt.; W/A.C. 

(1969-1966). 3827834 

Belt - W.P. & Alt.; W/O A.C. 

(1969-1966). 3834695 

Belt - P.S.; (1969-1966). 

Belt - A.C.; (1969-1966). 2484214 

Belt - Air Brake Compr.; 

(1969-1966). 2485091 

Hose - Upper. 

Hose - Lower; W/Man. Trans. (1974-1970). 

HM8500 

1970- 1966 

Belt - W.P. & Alt.; 

(1969-1966). 3834695 

Belt - P.S.; (1969-1966). 

Belt - A.C.; (1969-1966). 2484214 

Belt - Air Brake Compr.; 

(1969-1966). 2485091 


©*9590HD 

©♦*9545HD 

*9420HD 

*9620HD 

*9476HD 

*9520HD 


©*9560HD 

*9550HD 

©♦*9545HD 
*9476HD 
*9540HD 
26506 
^20437 
or 26611 
26526 
20457 


©♦*961 OHD 
©*9560HD 
@*9590HD 

©♦♦9545HD 
♦9420HD 
♦9476HD 
♦9540HD 
♦9640HD 
26506 
s^20437 
or 26611 
26526 
20457 


©*9600HD 
*9415HD 
*9500HD 
*961 OHD 


©♦*961 OHD 

©*9600HD 
*9415HD 
*9500HD 

*9600HD 

26506 

20619 


©*9600HD 
*9415HD 
*9500HD 

*9600HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

* 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. Gates No. 


GMC - Continued 


GM V-6 305 ENG.; 

GM V-6 351 ENG.; 

GM V-6 379 ENG. - 

HM8500 - Continued 
1970-1966 - Continued 

Flose - Upper. 

Continued 

26506 

Flose - Lower; W/Man. Trans. (1970). 

20619 

JM7500 

1970-1966 

Belt - W.P. & Alt.; W/A.C. 
(1969-1966). 

3827834 

©♦*9610HD 

Belt - W.P. & Alt.; W/O A.C. 
(1969-1966). 

3834695 

©♦9600HD 

Belt - P.S.; (1969-1966). 

Belt - A.C.; (1969-1966). 

2484214 

*9415HD 
*9500HD 

Belt - Air Brake Compr.; 
(1969-1966). 

2485091 

*9600HD 

Flose - Upper. 


26506 

Flose - Lower; W/Man. Trans. (1970). 

20619 

Flose - Lower; W/Cleveland Eng. 

(1969-1966). 

26506 

Flose - Lower; W/Modified Eng. 

(1969-1966). 

20619 

TM5500; TM6000; TM6500 

1974-1970 

Belt - W.P. & Alt.; 

(1974-19711. 3771316 

©*9600HD 

Belt - W.P. & Alt.; (1970). 

3891365 

©♦*961OHD 

Belt - P.S. 

3898528 

*9375HD 

Belt - P.S. & Air Brake Com¬ 
pr.; (1974-1973). 

3883006 

*9640HD 

Belt - Air Brake Compr.; 
(1972-1970). 

2483912 

*9520HD 

Flose - Upper - Eng. To Pipe 


20882(A,B) 

Flose - Lower. 


26524 

TM7500 

1970-1966 

Belt - W.P. & Alt.; W/42A., 

61 A. Alt. 

3771316 

©*9600HD 

Belt - W.P. & Alt.; W/62A. Alt. 8869129 

@*9580HD 

Belt - P.S.; W/Air Brakes. 

3887682 

*9395HD 

Belt - P.S.; W/Hyd. Brakes.... 

3898528 

*9375HD 

Belt - Air Brake Compr. 

3947150 

*9530HD 

Flose - Upper - Eng. To Pipe 


20882(A,B) 

Flose - Upper - Pipe To Rad. 


s-=20206 

Flose - Lower; (1970). 


2 1/2” I.D. 

Hose - Lower; (1969-1966).... 


26526 

GM V-6 401 ENG.; 

GM V-6 432 ENG.; 

GM V-6 478 ENG. 

CM6500 

1974-1970 

Belt - Fan & Alt.; W/A.C. 

3888480 

©*9560HD 

Belt - Fan & Alt.; W/O A.C.... 
Belt - Fan & P.S. 

3885457 

©♦*9590HD 
*951 OHD 

Belt - P.S. 

3883003 

*9415HD 

Belt - A.C. 

3973203 

7665 

Belt - Air Brake Compr. 

Belt - A.P.; W/Air Brakes. 

2459789 

*9600HD 

*9476HD 

Belt - A.P.; W/O Air Brakes... 

3888487 

*9520HD 

HM7500 

1974-1966 

Belt - W.P. & Alt.; 

(1974-1970). 

3834695 

©*9600HD 

Belt - W.P. & Alt.; 

(1969-1966). 

3891365 

©♦*961 OHD 

Belt - P.S.; (1974-1970). 

2472188 

*9405HD 

Belt - P.S.; (1969-1966). 

3883003 

*9415HD 

Belt - A.C. 

2484214 

*9500HD 

Belt - Air Brake Compr. 

2485091 

*9600HD 

Hose - Upper. 


26506 

Hose - Lower; W/Man. Trans. (1974-1970). 

20619 


Application 

Mfr. Part No. 

Gates No. 

GMC - Continued 



GM V-6 401 ENG.; 

GM V-6 432 ENG.; 

GM V-6 478 ENG. - 

Continued 

HM8500 



1974-1966 



Belt - W.P. & Alt.; W/61A., 



62A„ 85A. Alt. 


©♦*961 OHD 

Belt - P.S. 

2477462 

*9395HD 

Belt - A.C.; (1969-1966). 

2484214 

*9500HD 

Belt - Air Brake Compr.; 



(1974-1970). 


*9600HD 

Belt - Air Brake Compr.; 



(1969-1966). 


*9660HD 

Hose - Upper. 


26506 

Hose - Lower; W/Man. Trans. (1974-1970). 

20619 

JM7500 



1974-1966 



Belt - W.P. & Alt.; 



(1974-1970). 

3834695 

®*9600HD 

Belt - W.P. & Alt.; 



(1969-1966). 

3891365 

©♦*961 OHD 

Belt - P.S.; (1974-1970). 

2472188 

*9405HD 

Belt - P.S.; (1969-1966). 

3883003 

*9415HD 

Belt - A.C. 

2484214 

*9500HD 

Belt - Air Brake Compr. 

2485091 

*9600HD 

Hose - Upper; (1970-1966). 


26506 

Hose - Lower; W/Man. Trans. (1970). 

20619 

Hose - Lower; (1969-1966). 


20619 

JM8500 



1974-1966 



Belt - W.P. & Alt.; W/61A., 



62A., 85A. Alt. 


©♦*961 OHD 

Belt - P.S. 

2477462 

*9395HD 

Belt-A.C.; (1969-1966). 

2484214 

*9500HD 

Belt - Air Brake Compr.; 



(1974-1970). 


♦9600HD 

Belt - Air Brake Compr.; 



(1969-1966). 


*9660HD 

Hose - Upper. 


26506 

Hose - Lower; W/Man. Trans. (1974-1970). 

20619 

MM6500 



1974-1970 



Belt - Fan & Alt.; W/A.C. 

3888480 

@*9560HD 

Belt - Fan & Alt.; W/O A.C.... 


©♦*9590HD 

Belt - Fan & P.S. 

3885457 

*951 OHD 

Belt - P.S. 

3883003 

*9415HD 

Belt - A.C. 

3973203 

7665 

Belt - Air Brake Compr. 


*9600HD 

Belt - A.P.; W/Air Brakes. 

2459789 

*9476HD 

Belt - A.P.; W/O Air Brakes.... 

3888487 

*9520HD 

TM7500 



1974-1966 



Belt - W.P. & Alt. 

3834695 

®*9600HD 

Belt - P.S.; W/Air Brakes 



(1974-1970). 

3887682 

*9395HD 

Belt - P.S.; W/Hyd. Brakes 



(1974-1970). 

3898528 

*9375HD 

Belt - P.S.; (1969-1966). 

3887682 

*9395HD 

Belt - Air Brake Compr.; 



(1974-1972). 

2477463 

*9590HD 

Belt - Air Brake Compr.; 



(1971-1966). 

3947150 

♦9530HD 

Hose - Upper - Eng. To Pipe; (1972-1966). 

20882(A,B) 

Hose - Upper - Pipe To Rad.; (1972-1966). 

-=20206 

Hose - Lower; W/Hyd. Brakes (1972-1970). 

26532 

TM8500 



1972-1966 



Belt - W.P. & Alt.; W/42A., 



61A. Alt. (1969-1966). 

3834695 

©*9600HD 

Belt - W.P. & Alt.; W/62A. Alt. 



(1969-1966). 

3891358 

@*9580HD 

Belt - P.S.; (1969-1966). 

3887682 

*9395HD 

Belt - Air Brake Compr.; 



(1969-1966). 

2477463 

*9590HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Flose Recommended. 

▲ Durion® Silicone Flose Recommended. Q Use Wire Inserted Green Stripe® Coolant Flose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

Cut To Fit. * Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


GMC - Continued 

GM V-6 401 ENG.; GM V-6 432 ENG.; 
GM V-6 478 ENG. - Continued 

TM8500 - Continued 

1972-1966 - Continued 

Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad. 

Hose - Lower; W/Hyd. Brakes (1972-1970). 

WM7500 

1974-1966 

Belt - W.P. & Alt. 3834695 

Belt - P.S.; W/Air Brakes 

(1974-1970). 3887682 

Belt - P.S.; W/Hyd. Brakes 

(1974-1970). 3898528 

Belt - P.S.; (1969-1966). 3887682 

Belt - Air Brake Compr.; 

(1974-1972). 2477463 

Belt - Air Brake Compr.; 

(1971-1966). 3947150 

Hose - Upper - Eng. To Pipe; (1972-1966). 

Hose - Upper - Pipe To Rad.; (1972-1966). 

Hose - Lower; W/Hyd. Brakes (1972-1970). 

WM8500 

1972-1966 

Belt - W.P. & Alt.; W/42A., 

61 A. Alt. (1969-1966). 3834695 

Belt - W.P. & Alt.; W/62A. Alt. 

(1969-1966). 3891358 

Belt - P.S.; (1969-1966). 3887682 

Belt - Air Brake Compr.; 

(1969-1966). 2477463 

Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad. 

Hose - Lower; W/Hyd. Brakes (1972-1970). 

GM V-8 283 ENG. 

CE4500 

1968-1960 

Belt - Fan & Alt.; W/O P.S. 

(1968-1967). 3880876 

Belt - Fan & Alt.; W/P.S. 

(1968). 3929696 

Belt - Fan & Alt.; W/P.S. 


20882(A,B) 

^20206 

26532 


©49600HD 

49395HD 

49375HD 

49395HD 

49590HD 

49530HD 

20882(A,B) 

s-=20206 

26532 


©49600HD 

©49580HD 

49395HD 

49590HD 

20882(A,B) 

^20206 

26532 


@7530 

@7550 


(1967). 3888480 

Belt - Fan & Alt.; (1962-1960) 3759214 
Belt - Fan & A.C.; 

(1968-1967). 3840396 


©49560HD 
49560 HD 

7603 

Hose - Upper; W/O A.C. (1968-1967). 

or 

20607 

25484 

Hose - Upper; (1962-1960). 

or 

20416 

25480 

Hose - Lower; (1968-1967). 

or 

20558 

26611 

Hose - Lower; (1962-1960). 

or 

20400 

26611 


CE5000 

1968-1960 

Belt - Fan & Alt.; W/62A. Alt. 

(1968-1967). 

Belt - Fan & Alt.; W/O 62A. 

Alt. (1968-1967). 

Belt - Fan & Alt.; 1st Design 

(1966). 

Belt - Fan & Alt.; 2nd Design 

(1966). 

Belt - Fan & Alt.; (1965-1963) 
Belt - Fan & Gen.; 

(1962-1960). 

Belt - P.S.; (1968-1967). 

Belt - Air Brake Compr.; 

(1968). 

Belt - Air Brake Compr.; 
(1967). 


GMC - Continued 

GM V-8 283 ENG. - Continued 

CE5000 - Continued 
1968-1960 -Continued 
Belt - Air Brake Compr. & 


P.S.; 

Hose 


(1968-1967). 3902101 


49720HD 


(1968-1967). 


20607 

Hose - Upper; W/Dual Brakes (1968-1967). 


20606 

Hose - Upper; W/O A.C.; W/O Dual 



Brakes (1968-1967). 


20543 

Hose - Upper; W/Auto. Trans. (1966-1960). 


20416 


or 

25482 

Hose - Upper; W/Man. Trans. (1966-1960). 


1 1/2” I.D. 

Hose - Lower; W/O A.C. (1968-1967). 


20558 


or 

26611 

Hose - Lower; (1966-1965). 


^20357 


or 

1 3/4” I.D. 

Hose - Lower; (1964). 


^20151 


or 

1 3/4” I.D. 

Hose - By Pass - Left Side. 


20565 

Hose - By Pass - Right Side. 


20566 

CE5500 




1969-1968 

Belt - Fan & Alt. 3888480 

Belt - P.S. 3888401 

Belt - Fan, A.C. & A.P. 3906278 

Belt - A.C. 3851319 

Belt - Fan & A.P. 3906417 

CE6000 

1968-1960 

Belt - Fan & Alt.; W/62A. Alt. 

(1968-1967). 3887690 

Belt - Fan & Alt.; W/O 62A. 

Alt. (1968-1967). 3888480 

Belt - Fan & Alt.; (1966-1963) 3888480 
Belt - Fan & Alt.; W/O P.S. 

(1962). 3764340 

Belt - Fan & Alt.; W/P.S. 

(1962). 3764340 

Belt - Fan & Gen.; W/O P.S. 

(1961-1960). 3766992 

Belt - Fan & Gen.; W/P.S. 

(1961-1960). 3902123 

Belt - Fan, Alt. & P.S.; 

(1968-1967). 3888460 

Belt - Fan, Alt. & P.S.; 

W/62A. Alt. (1966-1963). 3891365 

Belt - Fan, Alt. & P.S.; W/O 

62A. Alt. (1966-1963). 3888460 

Belt - Fan & P.S.; 

(1962-1960). 3773267 

Belt - P.S.; (1968-1967). 3888401 

Belt - A.C.; (1968-1967). 3888402 

Belt - Air Brake Compr.; W/O 

P.S. (1968-1967). 

Belt - Air Brake Compr.; 

W/P.S. (1968-1967). 

Belt - Air Brake Compr.; 

(1966-1960). 


3887683 

3902101 


3764427 


©49560HD 
49412HD 
49550HD 
7585 
49520HD 


©449570HD 

©49560HD 

©49560HD 

©449550HD 

49550HD 

©49580HD 

49590HD 

©49590HD 

@♦4961OHD 

©449590HD 

49500HD 
49412HD 
7590 

49670HD 

49720HD 

49650HD 




Hose - Upper; W/A.C.; 2nd Design 



3887690 

©449570HD 

(1968-1967). 


20607 



Hose - Upper; W/Dual Brakes (1968-1967). 


20606 

3888480 

©49560HD 

Hose - Upper; W/O A.C.; W/O Dual 





Brakes (1968-1967). 


20543 

3887684 

©449550HD 

Hose - Upper; W/Auto. Trans. (1966-1960). 


20416 




or 

25482 

3888480 

©49560HD 

Hose - Upper; W/Man. Trans. (1966-1960). 


1 1/2” I.D. 

3826586 

©449550HD 

Hose - Lower; W/O A.C. (1968-1967). 


20558 




or 

26611 

3764145 

49580HD 

Hose - Lower; (1966-1965). 


^20357 

3888401 

49412HD 


or 

1 3/4” I.D. 



Hose - Lower; (1964). 


^20151 


49640HD 


or 

1 3/4” I.D. 



Hose - By Pass - Left Side. 


20565 

3887683 

49670HD 

Hose - By Pass - Right Side. 


20566 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
V Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


GMC - Continued 

GM V-8 283 ENG. - Continued 

T6000 

1966-1963 

Belt - Fan & Alt. 

Belt - Fan, Alt. & P.S.; (1966) 

Belt - Fan, Alt. & P.S.; 

(1965-1963). 

Belt - Air Brake Compr.; 

(1966). 

Belt - Air Brake Compr.; 

(1965-1963). 

TE5500 

1968-1963 

Belt - Fan & Alt.; W/62A. Alt.; 

1st Design (1966-1965). 

Belt - Fan & Alt.; W/62A. Alt.; 

2nd Design (1966-1965). 

Belt - Fan & Alt.; W/O 62A. 

Alt.; 1st Design (1966). 

Belt - Fan & Alt.; W/O 62A. 

Alt.; 2nd Design (1966). 

Belt - Fan & Alt.; 1st Design 

(1965). 

Belt - Fan & Alt.; 2nd Design 

(1965). 

Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad.; (1968-1967) 
Hose - Upper - Pipe To Rad.; (1966-1963) 
Hose - Lower; (1964). 


Hose - Lower - Eng. To Pipe; (1968-1965) 
Hose - Lower - Pipe To Rad.; (1968-1965) 
Hose - By Pass - Left Side; (1966-1963)... 
Hose - By Pass - Right Side; (1966-1963). 

GM V-8 288 ENG. 

280 SERIES 

1956-1955 

Belt - Fan & Gen.; W/Std. 

Gen. 518069 

Belt - P.S. 2335512 

Belt - Air Brake Compr. 2335543 

Hose - Upper; (1956). 


Hose - Lower; (1956).. 


300 SERIES; 340 SERIES; 350 SERIES 
RIES; 400 SERIES; 410 SERIES 
1956-1955 

Belt - Fan & Gen.; W/Std. 

Gen. 518069 

Belt - P.S. 2335512 

Belt - Air Brake Compr. 2335543 

450 SERIES; 470 SERIES; 500 SERIES 

1956-1955 

Belt - Fan & Gen.; W/Std. 

Gen. 518069 

Belt - P.S. 2335512 

Belt - Air Brake Compr. 2335543 

Hose - Upper; (1956). 

or 

Hose - Lower; (1956). 

or 


©♦♦9570HD 
©♦4961OHD 

©49600HD 

©♦♦9640HD 

©49630HD 


49560HD 

49570HD 

49550HD 

4961 OHD 

49550HD 

4961 OHD 
1 1/2” I.D. 
20351 
^20351 
^20357 
1 3/4” I.D. 
1 3/4” I.D. 
1 3/4” I.D. 

20565 

20566 


7508 

7560 

49720HD 

s-=20046 

26611 

20685(B) 

1 3/4” I.D. 

; 370 SE- 


7508 

7560 

49720HD 


7508 

7560 

49720HD 

^-=20046 

26611 

20685(B) 

1 3/4” I.D. 


GM V-8 305 ENG. 

C5000 C5D SERIES; C6000 C6D SERIES 

1979 

Belt - Fan & Alt.; W/105A., 

130A. Alt. 2008369 ©449570HD 

Belt - Fan & Alt.; W/42A, 

61 A. Alt. 9433909 49520HD 

Belt - Fan & Alt.; W/80A. Alt.. 9433915 49550HD 

Belt - Fan & P.S. 9433923 49590HD 

Belt - P.S. 9433881 49380HD 


GMC - Continued 

GM V-8 305 ENG. - Continued 

C5000 C5D SERIES; C6000 C6D SERIES - Continued 

1979 - Continued 

Belt - Fan, P.S. & A.P. 9433932 49630HD 

Belt - Fan, A.C. & A.P. 9433929 49620HD 

Belt - Fan & Hyd. Brake 

Boost Pump. 9433923 49590HD 

Belt - Fan, A.P. & Air Brake 

Compr. 49680HD 

Belt-Fan & A.P. 9433911 49530HD 

Belt-A.P. 11502386 49570HD 

Hose - Upper. 21095 

Hose - Lower. 21409 

Hose - By Pass. 20777(A,B) 

CE5000 

1977-1976 

Belt - Fan & Alt.; W/105A., 

130A. Alt. 3891242 ©49560HD 

Belt - Fan & Alt.; W/42A, 

61 A. Alt. 9433909 ©449520HD 

Belt - Fan & Alt.; W/65A, 

70A. Alt. 9433915 ©449550HD 

Belt - Fan & Alt.; W/80A. Alt.. 3891359 ©49580HD 

Belt - Fan & P.S. 9433923 49590HD 

Belt - P.S. 3951479 49385HD 

Belt - A.C.; (1977). 9433929 49620HD 

Belt - A.C.; (1976). 3883006 49640HD 

Belt - Fan & Hyd. Brake 

Boost Pump. 9433917 49560HD 

Belt - Fan, A.P. & Hyd. Brake 

Boost Pump. 9433932 49640HD 

Belt - Hyd. Brake Boost 

Pump. 9433882 49385HD 

Hose - Upper; W/O A.C. (1977). 21095 

or 25487(A,B) 

Hose - Upper; (1976). 25484 

Hose - Lower. 21409 

Hose - Lower; (1976). 21409 

or 26611 

Hose - By Pass - Left Side. 20565 

Hose - By Pass - Right Side. 20777(A,B) 

CE6000 

1977-1976 

Belt - Fan & Alt.; W/65A, 

70A. Alt. (1977). 9433909 ♦9520HD 

Belt - Fan & Alt.; W/80A. Alt. 

(1977). 3891359 ♦9580HD 

Belt - Fan & Alt.; (1976). 3887691 ©♦♦9570HD 

Belt - P.S. *9385HD 

Belt - A.C.; (1977). 9433929 ♦9620HD 

Belt - A.C.; (1976). 3883006 ♦9640HD 

Belt - Air Brake Compr.; 

(1977). 3888480 ♦9560HD 

Belt - Air Brake Compr.; 

(1976). ♦9640HD 

Belt - Hyd. Brake Boost 
Pump; W/56 1/4" Belt O.C. 

(1977). 9433917 ♦9560HD 

Belt - Hyd. Brake Boost 
Pump; W/59 1/4" Belt O.C. 

(1977). 9433923 ♦9590HD 

Belt - Hyd. Brake Boost 

Pump; (1976). 9433923 *9590HD 

Belt - Hyd. Brake Boost 
Pump & A.P.; W/65 1/4" 

Belt O.C. (1977). 9433935 ^SOHO 

Belt - Hyd. Brake Boost 
Pump & A.P.; W/68 1/4" 

Belt O.C. (1977). 2027569 ♦9680HD 

Belt - Hyd. Brake Boost 

Pump & A.P.; (1976). 2027569 ♦9680HD 

Belt - A.P. *9530HD 

Hose - Upper; W/O A.C. (1977). 21095 

or 25487(A,B) 

Hose - Upper; (1976). 25484 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

•*” Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

^ Cut To Fit. ♦ Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


GMC - Continued 

GM V-8 305 ENG. - Continued 

CE6000 - Continued 

1977-1976 - Continued 

Hose - Lower. 

Hose - Lower; (1976). 

Hose - By Pass - Left Side. 

Hose - By Pass - Right Side. 

T6000 


21409 
21409 
or 26611 
20565 
20777(A,B) 


1978-1976 



Belt - W.P. & Alt.; W/42A. Alt. 3888480 

©49560HD 

Belt - W.P. & Alt.; W/62A. Alt. 3891358 

©49580HD 

Belt - W.P. & Alt.; W/80A. Alt. 9433926 

©49605HD 

Belt - W.P. & P.S. 

. 3947150 

49530HD 

Belt - Hyd. Brake Boost 



Pump. 

. 9433917 

49560HD 

Belt - Hyd. Brake Boost 



Pump & A.P. 

. 9433913 

49540HD 

Belt - A.P. 

. 3973289 

49360HD 


Hose - Upper - Eng. To Pipe. 1 1/2” I.D. 

Hose - Upper - Pipe To Rad.; W/Auto. 

Trans. ^<20356 

Hose - Upper - Pipe To Rad.; W/Man. 

Trans. 20351 

TOPKICK 

1979 

Belt - Fan & Alt.; W/105A., 

130A. Alt. 2008369 I 449570HD 

Belt - Fan & Alt.; W/42A, 


61 A. Alt. 

9433909 

49520HD 

Belt - Fan & Alt.; W/80A. Alt.. 

9433915 

49550HD 

Belt - Fan & P.S. 

9433923 

49590HD 

Belt - P.S. 

9433881 

49380HD 

Belt - Fan, P.S. & A.P. 

9433932 

49630HD 

Belt - Fan, A.C. & A.P. 

9433929 

49620HD 

Belt - Fan & Hyd. Brake 

Boost Pump. 

9433923 

49590HD 

Belt - Fan, A.P. & Air Brake 
Compr. 


49680HD 

Belt - Fan & A.P. 

9433911 

49530HD 

Belt - A.P. 

11502386 

49570HD 

Hose - Upper. 


21095 

Hose - Lower. 


21409 

Hose - By Pass. 


20777(A,B) 


GM V-8 5.0 L ENG. 

P3500 

1990 

Belt - Fan & Alt. 

Belt - Fan & P.S. 

Belt - A.P. 

Hose - Upper. 


14088983 

14017797 

14087040 


Hose - Lower. 

GM V-8 307 ENG. 

CE4500 

1972-1968 

Belt - Fan & Alt.; (1972-1969) 3888480 
Belt - Fan & Alt.; W/O P.S. 

(1968). 3880876 

Belt - Fan & Alt.; W/P.S. 

(1968). 3929696 

Belt - P.S.; (1972-1969). 3888401 

Belt - A.C.; (1972-1970). 3851319 

Belt - A.C.; (1969). 3951455 

Belt - Fan & A.C.; (1968). 3840396 

Hose - Upper; W/O A.C. 

Hose - Lower. 


K050435 
7450 
7340 
21191 
or 25321 
20843 


©49560HD 

©7530 

©7550 
*9412HD 
7585 
49590HD 
7603 
20607 
' 25484 

20558 
' 26611 


GMC - Continued 

GM V-8 307 ENG. - Continued 

CE5000 

1973-1960 

Belt - Fan & Alt.; W/105A., 

130A. Alt. (1973). 3891242 ©49560HD 

Belt - Fan & Alt.; W/42A, 

61 A. Alt. (1973). 9433909 ©449520HD 

Belt - Fan & Alt.; W/65A, 

70A. Alt. (1973). 9433915 .’449550HD 

Belt - Fan & Alt.; W/80A. Alt. 

(1973). 3891359 ©49580HD 

Belt - Fan & Alt.; W/130A. 

Alt. (1972-1969). 3891369 ©449590HD 

Belt - Fan & Alt.; W/42A. Alt. 

(1972-1969). 3888480 49560HD 

Belt - Fan & Alt.; W/62A, 

100A. Alt. (1972-1969). 3891358 ©49580HD 

Belt - Fan & Alt.; W/62A. Alt. 

(1968-1967). 3887690 ©449570HD 

Belt - Fan & Alt.; W/O 62A. 

Alt. (1968-1967). 3888480 ©49560HD 

Belt - Fan & Alt.; 1st Design 

(1966). 3887684 ©449550HD 

Belt - Fan & Alt.; 2nd Design 

(1966). 3888480 ©49560HD 

Belt - Fan & Alt.; (1965-1963) 3826586 ©449550HD 

Belt - Fan & Gen.; 

(1962-1960). 3764145 49580HD 

Belt - Fan & P.S.; (1973). 9433923 49590HD 

Belt - P.S.; (1973). 3951479 49385HD 

Belt - P.S.; (1972-1967). 3888401 49412HD 

Belt - A.C.; (1973). 3883006 49640HD 

Belt - A.C.; (1972-1970). 3851319 7585 

Belt - A.C.; (1969). 3951455 49590HD 

Belt - Air Brake Compr.; 

(1972-1969). 3885457 4951OHD 

Belt - Air Brake Compr.; 

(1968). 49640HD 

Belt - Air Brake Compr.; 

(1967). 3887683 49670HD 

Belt - Air Brake Compr. & 

P.S.; (1968-1967). 3902101 49720HD 

Belt - Air Brake Compr. & 

A.P.; (1972-1969). 3887683 49670HD 

Belt - Fan & Hyd. Brake 

Boost Pump; (1973). 9433917 49560HD 

Belt - Fan, A.P. & Hyd. Brake 

Boost Pump; (1973). 9433932 49640HD 

Belt - Hyd. Brake Boost 

Pump; (1973). 9433882 49385HD 

Belt - A.P.; (1972-1969). 3885457 49510HD 

Hose - Upper; (1973). 25484 

Hose - Upper; W/A.C.; 2nd Design 

(1972-1968). 20607 

Hose - Upper; W/Dual Brakes (1972-1968). 20606 

Hose - Upper; W/O A.C.; W/O Dual 

Brakes (1972-1968). 20543 

Hose - Lower; (1973). 21409 

or 26611 

Hose - Lower; W/O A.C. (1972-1968). 20558 

or 26611 

Hose - By Pass - Left Side; (1973-1968).... 20565 

Hose - By Pass - Right Side; (1973). 20777(A,B) 

Hose - By Pass - Right Side; 1972-1968).. 20566 

CE5500 

1972- 1969 

Belt - Fan & Alt. 3888480 49560HD 

Belt - P.S. 3888401 49412HD 

Belt - Fan, A.C. & A.P. 3906278 49550HD 

Belt-A.C. 3851319 7585 

Belt-Fan & A.P. 3906417 49520HD 

CE6000 

1973- 1960 

Belt - Fan & Alt.; (1973). 3887691 ©449570HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
V Use Notched Belt Only. 

Cut To Fit. 


O 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 


185 




















































































Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


GMC - Continued 

GM V-8 307 ENG. - Continued 

CE6000 - Continued 
1973-1960 - Continued 
Belt - Fan & Alt.; W/62A. Alt. 

(1969-1967). 3887690 ©**9570HD 

Belt - Fan & Alt.; W/O 62A. 

Alt. (1969-1967). 3888480 ©49560HD 

Belt - Fan & Alt.; (1966-1963) 3888480 ©49560HD 

Belt - Fan & Alt.; W/O P.S. 

(1962). 3764340 ©♦49550HD 

Belt - Fan & Alt.; W/P.S. 

(1962). 3764340 *9550HD 

Belt - Fan & Gen.; W/O P.S. 

(1961-1960). 3766992 ©49580HD 

Belt - Fan & Gen.; W/P.S. 

(1961-1960). 3902123 49590HD 

Belt - Fan, Alt. & P.S.; 

(1969-1967). 3888460 • *9590HD 

Belt - Fan, Alt. & P.S.; 

W/62A. Alt. (1966-1963). 3891365 ©4*9610HD 

Belt - Fan, Alt. & P.S.; W/O 

62A. Alt. (1966-1963). 3888460 ©449590HD 

Belt - Fan & P.S.; 

(1962-1960). 3773267 *9500HD 

Belt - P.S.; (1973). *9385HD 

Belt - P.S.; (1969-1967). 3888401 *9412HD 

Belt - A.C.; (1973). 3883006 *9640HD 

Belt - A.C.; (1969-1967). 3888402 7590 

Belt - Air Brake Compr.; 

(1973). *9640HD 

Belt - Air Brake Compr.; W/O 

P.S. (1969-1967). 3887683 *9670HD 

Belt - Air Brake Compr.; 

W/P.S. (1969-1967). 3902101 *9720HD 

Belt - Air Brake Compr.; 

(1966-1960). 3764427 *9650HD 

Belt - Hyd. Brake Boost 

Pump; (1973). 9433923 *9590HD 

Belt - Hyd. Brake Boost 

Pump & A.P.; (1973). 2027569 *9680HD 

Belt - A.P.; (1973). *9530HD 

Hose - Upper; (1973). 25484 

Hose - Upper; W/A.C.; 2nd Design 

(1972-1968). 20607 

Hose - Upper; W/Dual Brakes (1972-1968). 20606 

Hose - Upper; W/O A.C.; W/O Dual 

Brakes (1972-1968). 20543 

Hose - Lower; (1973). 21409 

or 26611 

Hose - Lower; W/O A.C. (1972-1968). 20558 

or 26611 

Hose - By Pass - Left Side; (1973-1968).... 20565 

Hose - By Pass - Right Side; (1973). 20777(A,B) 

Hose - By Pass - Right Side; (1972-1968).. 20566 

T6000 

1973 

Belt - W.P. & Alt.; W/42A. Alt. 3888480 ©49560HD 

Belt - W.P. & Alt.; W/62A. Alt. 3891358 ©49580HD 

Belt - W.P. & Alt.; W/80A. Alt. 9433926 ©*9605HD 

Belt - W.P. & P.S. 3947150 *9530HD 

Belt - Hyd. Brake Boost 

Pump. 9433917 *9560HD 

Belt - Hyd. Brake Boost 

Pump&A.P. 9433913 *9540HD 

Belt - A.P. 3973289 *9360HD 

Hose - Upper - Eng. To Pipe. 1 1/2” I.D. 

Hose - Upper - Pipe To Rad.; W/Auto. 

Trans. ^<20356 

Hose - Upper - Pipe To Rad.; W/Man. 

Trans. 20351 

TE5500 

1972-1968 

Belt - W.P. & Alt.; 

(1972-1970). 3888480 ©49560HD 

Belt - P.S.; (1972-1970). 3883004 *9545HD 


GMC - Continued 

GM V-8 307 ENG. - Continued 

TE5500 - Continued 
1972-1968 - Continued 
Belt - Air Brake Compr. & 

A.P.; (1972-1970). 3891354 *9640HD 

Belt - W.P. & A.P.; 

(1972-1970). 3906417 *9520HD 

Hose - Upper - Eng. To Pipe. 1 1/2” I.D. 

Hose - Upper - Pipe To Rad.; (1972). 20568 

Hose - Upper - Pipe To Rad.; (1971-1968). 20351 

Hose - Lower - Eng. To Pipe. 1 3/4” I.D. 

Hose - Lower - Pipe To Rad. 1 3/4” I.D. 

GM V-8 316 ENG. 

280 SERIES 
1956-1955 

Belt - Fan & Gen.; W/Std. 

Gen. 518069 7508 

Belt - P.S. 2335512 7560 

Belt - Air Brake Compr. 2335543 *9720HD 

Hose - Upper; (1956). ^<20046 

or 26611 

Hose - Lower; (1956). 20685(B) 

or 1 3/4” I.D. 

300 SERIES; 340 SERIES; 350 SERIES; 370 SE¬ 
RIES; 400 SERIES; 410 SERIES 
1956-1955 

Belt - Fan & Gen.; W/Std. 

Gen. 518069 7508 

Belt - P.S. 2335512 7560 

Belt - Air Brake Compr. 2335543 *9720HD 

450 SERIES; 470 SERIES; 500 SERIES 
1956-1955 

Belt - Fan & Gen.; W/Std. 

Gen. 518069 7508 

Belt - P.S. 2335512 7560 

Belt - Air Brake Compr. 2335543 *9720HD 

Hose - Upper; (1956). ^<20046 

or 26611 

Hose - Lower; (1956). 20685(B) 

or 1 3/4” I.D. 

GM V-8 324 ENG. 

550 SERIES; 600 SERIES 
1956 

Belt - Fan & Gen.; W/30A. 

Alt. 2334081 ©**961OHD 

Belt - Fan & Gen.; W/50A. 

Alt. 2347525 .'♦*9660HD 

Belt - P.S. 561422 7575 

Belt - Air Brake Compr. 2346918 BX71 

Hose - Upper. ©1 3/4” I.D. 

Hose - Lower. ©1 3/4” I.D. 

GM V-8 327 ENG. 

CE4500 

1968-1962 

Belt - Fan & Alt.; W/O P.S. 

(1968-1967). 3880876 ©7530 

Belt - Fan & Alt.; W/P.S. 

(1968). 3929696 ©7550 

Belt - Fan & Alt.; W/P.S. 

(1967). 3888480 ©*9560HD 

Belt - Fan & Alt.; (1962). 3759214 *9560HD 

Belt - Fan & A.C.; 

(1968-1967). 3840396 7603 

Hose - Upper; W/O A.C. (1968-1967). 20607 

or 25484 

Hose - Upper; (1962). 20416 

or 25480 

Hose - Lower; (1968-1967). 20558 

or 26611 

Hose - Lower; (1962). 20400 

or 26611 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

Cut To Fit. * Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

GMC - Continued 

GM V-8 327 ENG. - Continued 

CE5000 

1968-1962 

Belt - Fan & Alt.; W/62A. Alt. 

(1968-1967). 3887690 ©**9570HD 

Belt - Fan & Alt.; W/O 62A. 

Alt. (1968-1967). 3888480 ©*9560HD 

Belt - Fan & Alt.; 1st Design 

(1966). 3887684 ©**9550HD 

Belt - Fan & Alt.; 2nd Design 

(1966). 3888480 ©*9560HD 

Belt - Fan & Alt.; (1965-1963) 3826586 ©**9550HD 

Belt - Fan & Gen.; (1962). 3764145 *9580HD 

Belt - P.S.; (1968-1967). 3888401 *9412HD 

Belt - Air Brake Compr.; 

(1968). *9640HD 

Belt - Air Brake Compr.; 

(1967). 3887683 *9670HD 

Belt - Air Brake Compr. & 

P.S.; (1968-1967). 3902101 *9720HD 

Flose - Upper; W/A.C.; 2nd Design 

(1968-1967). 20607 

Hose - Upper; W/Dual Brakes (1968-1967). 20606 

Hose - Upper; W/O A.C.; W/O Dual 

Brakes (1968-1967). 20543 

Hose - Upper; W/Auto. Trans. (1966-1962). 20416 

or 25482 

Hose - Upper; W/Man. Trans. (1966-1962). 1 1/2” I.D. 

Hose - Lower; W/O A.C. (1968-1967). 20558 

or 26611 

Hose - Lower; (1966-1965). ^20357 

or 1 3/4” I.D. 

Hose - Lower; (1964). ^<20151 

or 1 3/4” I.D. 

Hose - By Pass - Left Side. 20565 

Hose - By Pass - Right Side. 20566 

CE6000 

1968-1960 

Belt - Fan & Alt.; W/62A. Alt. 

(1968-1967). 3887690 ©**9570HD 

Belt - Fan & Alt.; W/O 62A. 

Alt. (1968-1967). 3888480 @*9560HD 

Belt - Fan & Alt.; (1966-1963) 3888480 ©*9560HD 

Belt - Fan & Alt.; W/O P.S. 

(1962). 3764340 r**9550HD 

Belt - Fan & Alt.; W/P.S. 

(1962). 3764340 *9550HD 

Belt - Fan & Gen.; W/O P.S. 

(1961-1960). 3766992 ©*9580HD 

Belt - Fan & Gen.; W/P.S. 

(1961-1960). 3902123 *9590HD 

Belt - Fan, Alt. & P.S.; 

(1968-1967). 3888460 • *9590HD 

Belt - Fan, Alt. & P.S.; 

W/62A. Alt. (1966-1963). 3891365 ©♦*961OHD 

Belt - Fan, Alt. & P.S.; W/O 

62A. Alt. (1966-1963). 3888460 @**9590HD 

Belt - Fan & P.S.; 

(1962-1960). 3773267 *9500HD 

Belt - P.S.; (1968-1967). 3888401 *9412HD 

Belt - A.C.; (1968-1967). 3888402 7590 

Belt - Air Brake Compr.; W/O 

P.S. (1968-1967). 3887683 *9670HD 

Belt - Air Brake Compr.; 

W/P.S. (1968-1967). 3902101 *9720HD 

Belt - Air Brake Compr.; 

(1966-1960). 3764427 *9650HD 


Hose - Upper; W/A.C.; 2nd Design 


(1968-1967). 

20607 

Hose - Upper; W/Dual Brakes (1968-1967). 

20606 

Hose - Upper; W/O A.C.; W/O Dual 

Brakes (1968-1967). 

20543 

Hose - Upper; W/Auto. Trans. (1966-1962). 

20416 

or 

25482 

Hose - Upper; W/Man. Trans. (1966-1962). 

1 1/2” I.D. 


Application Mfr. Part No. Gates No. 

GMC - Continued 

GM V-8 327 ENG. - Continued 


CE6000 - Continued 

1968-1960 - Continued 

Hose - Lower; W/O A.C. (1968-1967). 20558 

or 26611 

Hose - Lower; (1966-1965). <20357 

or 1 3/4” I.D. 

Hose - Lower; (1964). s-^20151 

or 1 3/4” I.D. 

Hose - By Pass - Left Side; (1968-1962).... 20565 

Hose - By Pass - Right Side; (1968-1962).. 20566 

T6000 

1966-1963 

Belt - Fan & Alt. ©♦♦9570HD 

Belt - Fan, Alt. & P.S.; (1966) ©♦♦9610HD 

Belt - Fan, Alt. & P.S.; 

(1965-1963). ©*9600HD 

Belt - Air Brake Compr.; 

(1966). ©♦♦9640HD 

Belt - Air Brake Compr.; 

(1965-1963). @*9630HD 

TE5500 

1968-1963 

Belt - Fan & Alt.; W/62A. Alt.; 

1st Design (1966-1965). *9560HD 

Belt - Fan & Alt.; W/62A. Alt.; 

2nd Design (1966-1965). *9570HD 

Belt - Fan & Alt.; W/O 62A. 

Alt.; 1st Design (1966). *9550HD 

Belt - Fan & Alt.; W/O 62A. 

Alt.; 2nd Design (1966). *9610HD 

Belt - Fan & Alt.; 1st Design 

(1965). *9550HD 

Belt - Fan & Alt.; 2nd Design 

(1965). *961 OHD 

Hose - Upper - Eng. To Pipe. 1 1/2” I.D. 

Hose - Upper - Pipe To Rad.; (1968-1967). 20351 

Hose - Upper - Pipe To Rad.; (1966-1963). s<20351 

Hose - Lower; (1964). s-<20357 

or 1 3/4” I.D. 

Hose - Lower - Eng. To Pipe; (1968-1965). 1 3/4” I.D. 

Hose - Lower - Pipe To Rad.; (1968-1965). 1 3/4” I.D. 

Hose - By Pass - Left Side; (1966-1963).... 20565 

Hose - By Pass - Right Side; (1966-1963).. 20566 

GM V-8 336 ENG. 


350 SERIES; 370 SERIES; 450 SERIES; 470 SE¬ 


RIES; 500 SERIES 

1959-1958 

Belt - Fan & Gen.; W/30A. 

Alt. @7603 

Belt - Fan & Gen.; W/50A. 

Alt. @7640 

Belt - P.S. 7560 

Belt - Air Brake Compr. BX65 


GM V-8 350 ENG. 

C5000 C5D SERIES; C6000 C6D SERIES 
1979 

Belt - Fan & Alt.; W/105A., 


130A. Alt. 

2008369 

©♦*9570HD 

Belt - Fan & Alt.; W/42A, 

61 A. Alt. 

9433909 

*9520HD 

Belt - Fan & Alt.; W/80A. Alt.. 

9433915 

*9550HD 

Belt - Fan & P.S. 

9433923 

*9590HD 

Belt - P.S. 

9433881 

*9380HD 

Belt - Fan, P.S. & A.P. 

9433932 

*9630HD 

Belt - Fan, A.C. & A.P. 

9433929 

*9620HD 

Belt - Fan & Hyd. Brake 

Boost Pump. 

9433923 

*9590HD 

Belt - Fan, A.P. & Air Brake 
Compr. 


*9680HD 

Belt - Fan & A.P. 

9433911 

*9530HD 

Belt - A.P. 

11502386 

*9570HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

Cut To Fit. 


o 

♦ 

* 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

GMC - Continued 


Gates No. 


Application 

GMC - Continued 


Mfr. Part No. 


Gates No. 


GM V-8 350 ENG. - Continued 

C5000 C5D SERIES; C6000 C6D SERIES - Continued 

1979 - Continued 


GM V-8 350 ENG. - Continued 

CE6000 

1977-1969 


Hose - Upper. 21095 

Hose - Lower. 21409 

Hose - By Pass. 20777(A,B) 

CE4500 

1972-1969 

Belt - Fan & Alt. 3888480 ©49560HD 

Belt - P.S. 3888401 49412HD 

Belt - A.C.; (1972-1970). 3851319 7585 

Belt - A.C.; (1969). 3951455 49590HD 

Hose - Upper; WO A.C. 20607 

or 25484 

Hose - Lower. 20558 

or 26611 

CE5000 

1977-1969 

Belt - Fan & Alt.; W/105A., 

130A. Alt. (1977-1973). 3891242 

Belt - Fan & Alt.; W/42A, 

61 A. Alt. (1977-1973). 9433909 

Belt - Fan & Alt.; W/65A, 

70A. Alt. (1977-1973). 9433915 

Belt - Fan & Alt.; W/80A. Alt. 

(1977-1973). 3891359 

Belt - Fan & Alt.; W/130A. 

Alt. (1972-1969). 3891369 

Belt - Fan & Alt.; W/42A. Alt. 

(1972-1969). 3888480 

Belt - Fan & Alt.; W/62A, 

100A. Alt. (1972-1969). 3891358 

Belt - Fan & P.S.; 

(1977-1973). 9433923 

Belt - P.S.; (1977-1973). 3951479 

Belt - P.S.; (1972-1969). 3888401 

Belt - A.C.; (1977). 9433929 

Belt - A.C.; (1976-1973). 3883006 

Belt - A.C.; (1972-1970). 3851319 

Belt - A.C.; (1969). 3951455 

Belt - Air Brake Compr.; 

(1972-1969). 3885457 

Belt - Air Brake Compr. & 

A.P.; (1972-1969). 3887683 

Belt - Fan & Hyd. Brake 

Boost Pump; (1977-1973). 9433917 

Belt - Fan, A.P. & Hyd. Brake 

Boost Pump; (1977-1973). 9433932 

Belt - Hyd. Brake Boost 

Pump; (1977-1973). 9433882 

Belt - A.P.; (1972-1969). 3885457 

Hose - Upper; W/O A.C. (1977). 


©49560HD 

©449520HD 

©449550HD 

©49580HD 

©449590HD 

©49560HD 

©49580HD 

49590HD 
49385HD 
49412HD 
49620HD 
49640HD 
7585 
49590HD 

49510HD 

49670HD 

49560HD 

49640HD 


Hose - Upper; (1976-1973). 

Hose - Upper; W/A.C.; 2nd Design 

(1972-1969). 

Hose - Upper; W/Dual Brakes (1972-1969). 
Hose - Upper; W/O A.C.; W/O Dual 

Brakes (1972-1969). 

Hose - Lower; (1977-1973). 

Hose - Lower; (1976-1973). 

Hose - Lower; W/O A.C. (1972-1969). 


49385HD 
49510HD 
21095 

or 25487(A,B) 
25484 


Hose - By Pass • 
Hose - By Pass ■ 


Left Side. 

Right Side; (1977-1973).. 


20607 

20606 

20543 

21409 

21409 

26611 

20558 

26611 

20565 

20777(A,B) 


Hose - By Pass - Right Side; (1972-1969).. 

CE5500 

1972-1969 

20566 

Belt - Fan & Alt. 

. 3888480 

©49560HD 

Belt - P.S. 

. 3888401 

49412HD 

Belt - Fan, A.C. & A.P. 

. 3906278 

49550HD 

Belt - A.C. 

. 3851319 

7585 

Belt - Fan & A.P. 

. 3906417 

49520HD 


Belt - Fan & Alt.; W/65A, 

70A. Alt. (1977). 9433909 

Belt - Fan & Alt.; W/80A. Alt. 

(1977). 3891359 

Belt - Fan & Alt.; (1976-1973) 3887691 
Belt - Fan & Alt.; W/62A. Alt. 

(1969). 3887690 

Belt - Fan & Alt.; W/O 62A. 

Alt. (1969). 3888480 

Belt - Fan, Alt. & P.S.; (1969) 3888460 

Belt - P.S.; (1977-1973). 

Belt - P.S.; (1969). 3888401 

Belt - A.C.; (1977). 9433929 

Belt - A.C.; (1976-1973). 3883006 

Belt - A.C.; (1969). 3888402 

Belt - Air Brake Compr.; 

(1977). 3888480 

Belt - Air Brake Compr.; 

(1976-1973). 

Belt - Air Brake Compr.; W/O 

P.S. (1969). 3887683 

Belt - Air Brake Compr.; 

W/P.S. (1969). 3902101 

Belt - Hyd. Brake Boost 
Pump; W/56 1/4" Belt O.C. 

(1977). 9433917 

Belt - Hyd. Brake Boost 
Pump; W/59 1/4" Belt O.C. 

(1977). 9433923 

Belt - Hyd. Brake Boost 

Pump; (1976-1973). 9433923 

Belt - Hyd. Brake Boost 
Pump & A.P.; W/65 1/4" 

Belt O.C. (1977). 9433935 

Belt - Hyd. Brake Boost 
Pump & A.P.; W/68 1/4" 

Belt O.C. (1977). 2027569 

Belt - Hyd. Brake Boost 
Pump & A.P.; (1976-1973)... 2027569 
Belt - A.P.; (1977-1973). 


Hose - Upper; W/O A.C. (1977). 

Hose - Upper; (1976-1973). 

Hose - Upper; W/A.C.; 2nd Design 

(1972-1969). 

Hose - Upper; W/Dual Brakes (1972-1969). 
Hose - Upper; W/O A.C.; W/O Dual 

Brakes (1972-1969). 

Hose - Lower; (1977-1973). 

Hose - Lower; (1976-1973). 

Hose - Lower; W/O A.C. (1972-1969). 

Hose - By Pass - Left Side. 

Hose - By Pass - Right Side; (1977-1973).. 
Hose - By Pass - Right Side; (1972-1969).. 

P3500 

1979-1978 

Belt - Fan & Alt. 

Belt - Fan, Alt. & A.P.; 

W/A.C. 

Belt - Fan, Alt. & A.P.; W/O 

A.C.; W/Auto. Trans. 

Belt - Fan, Alt. & A.P.; W/O 

A.C.; W/Man. Trans. 

Belt - Fan & P.S.; W/A.C.; 

W/O Hydroboost (1979). 

Belt - P.S.; W/O A.C.; 

W/Hydroboost (1979). 

Belt - P.S.; W/O A.C.; W/O 

Hydroboost (1979). 

Belt - P.S.; (1978). 


49520HD 

49580HD 

©449570HD 

©449570HD 

©49560HD 
©49590HD 
49385HD 
49412HD 
49620HD 
49640HD 
7590 

49560HD 

49640HD 

49670HD 

49720HD 


49560HD 


49590HD 

49590HD 


49650HD 


49680HD 

49680HD 

49530HD 

21095 

or 25487(A,B) 
25484 

20607 

20606 

20543 
21409 
21409 
or 26611 
20558 
or 26611 

20565 
20777(A,B) 

20566 


7448 

7480 

7460 

7470 

7430 

7360 

7370 

7350 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


GMC - Continued 

GM V-8 350 ENG. - Continued 

P3500 - Continued 
1979-1978 - Continued 
Belt - Fan & Hyd. Pump; 

W/A.C.; W/Hydroboost 

(1979). 

Belt - Hyd. Pump; W/O A.C.; 

W/Hydroboost (1979). 

Hose - Upper; (1979). 

Hose - Lower; (1979). 


Hose - Heater To W.P.; W/A.C. (1979). 

Hose - Heater To W.P.; W/O A.C. (1979).. 

Hose - Heater To Eng.; W/A.C. (1979). 

Hose - Heater To Eng.; W/O A.C. (1979).. 

T6000 


7425 

7360 
20827 
or 25808 
20843 
or 25532 
3/4” x 47” 
3/4” x 35” 
5/8” x 42” 
5/8” x 26” 


1978-1973 



Belt - W.P. & Alt.; W/42A. Alt. 3888480 

©49560HD 

Belt - W.P. & Alt.; W/62A. Alt. 3891358 

©49580HD 

Belt - W.P. & Alt.; W/80A. Alt. 9433926 

©49605HD 

Belt - W.P. & P.S. 

. 3947150 

49530HD 

Belt - Hyd. Brake Boost 



Pump. 

. 9433917 

49560HD 

Belt - Hyd. Brake Boost 



Pump & A.P. 

. 9433913 

49540HD 

Belt - A.P. 

. 3973289 

49360HD 


Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad.; W/Auto. 

Trans. 

Hose - Upper - Pipe To Rad.; W/Man. 
Trans. 

TE5500 

1972-1969 

Belt - W.P. & Alt.; 

(1972-1970). 3888480 

Belt - P.S.; (1972-1970). 3883004 

Belt - Air Brake Compr. & 

A.P.; (1972-1970). 3891354 

Belt - W.P. & A.P.; 

(1972-1970). 3906417 

Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad.; (1972). 

Hose - Upper - Pipe To Rad.; (1971-1969). 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

TOPKICK 

1979 

Belt - Fan & Alt.; W/105A., 

130A. Alt. 2008369 

Belt - Fan & Alt.; W/42A, 


1 1/2” I.D. 
-=20356 
20351 


©*9560HD 

49545HD 

49640HD 

49520HD 
1 1/2” I.D. 
20568 
20351 
1 3/4” I.D. 
1 3/4” I.D. 


©♦*9570HD 


61 A. Alt. 

9433909 

49520HD 

Belt - Fan & Alt.; W/80A. Alt.. 

9433915 

49550HD 

Belt - Fan & P.S. 

9433923 

49590HD 

Belt - P.S. 

9433881 

49380HD 

Belt - Fan, P.S. & A.P. 

9433932 

49630HD 

Belt - Fan, A.C. & A.P. 

9433929 

49620HD 

Belt - Fan & Hyd. Brake 

Boost Pump. 

9433923 

49590HD 

Belt - Fan, A.P. & Air Brake 
Compr. 


49680HD 

Belt - Fan & A.P. 

9433911 

49530HD 

Belt - A.P. 

11502386 

49570HD 

Hose - Upper. 


21095 

Hose - Lower. 


21409 

Hose - By Pass. 


20777(A,B) 


GM V-8 5.7 L ENG. 

C5000; C6000 

1989-1980 

Belt - Fan & Alt.; W/105A., 

130A. Alt. 2008369 

Belt - Fan & Alt.; W/42A, 

61 A., 73A. Alt. 9433910 


©♦49570HD 

49525HD 


GMC - Continued 

GM V-8 5.7 L ENG. - Continued 

C5000; C6000 - Continued 
1989-1980 - Continued 
Belt - Fan & Alt.; W/80A, 


100A. Alt. (1986-1980). 

. 2005476 

©♦49550HD 

Belt - Fan & P.S. 

. 9433923 

49590HD 

Belt - P.S. 

Belt - Fan, P.S. & A.P.; 

. 9433881 

49380HD 

(1989-1982). 

Belt - Fan, P.S. & A.P.; 

. 9433934 

♦9640HD 

(1981-1980). 

Belt - Fan, A.C. & A.P.: 

. 9433932 

49630HD 

(1989-1985). 

Belt - Fan, A.C. & A.P.: 

. 11502409 

49660HD 

(1984-1980). 

Belt - Fan & Hyd. Brake 

. 9433929 

49620HD 

Boost Pump. 

Belt - Fan, A.P. & Air Brake 

. 9433923 

49590HD 

Compr. 


49680HD 

Belt - Fan & A.P. 

. 9433911 

49530HD 

Belt - A.P. 

. 11502386 

49570HD 

Hose - Upper. 


21095 

Hose - Lower. 


21409 

Hose - By Pass. 

6T042 


20777(A,B) 


1989- 1983 

Belt - Fan & Alt.; W/70A, 

108A. Alt. 

Belt - Fan & Alt.; W/80A, 

105A. Alt. 

Belt - P.S. 

Belt - Fan, P.S. & A.P. 

Belt - Fan & A.P. 

Hose - Upper. 

Hose - Lower. 

Hose - By Pass. 

P3500 

1990- 1980 

Belt - Fan & Alt.; (1990-1988) 
Belt - Fan & Alt.; W/70A, 

108A. Alt. (1987-1983). 

Belt - Fan & Alt.; W/80A, 

105A. Alt. (1987-1983). 

Belt - Fan, Alt. & A.P.; Chas¬ 
sis Mtd.; Motor Home 

(1982-1980). 

Belt - Fan, Alt. & A.P.; 

W/Auto. Trans.; Exc. Motor 

Home (1982-1981). 

Belt - Fan, Alt. & A.P.; 

W/Man. Trans.; Exc. Motor 

Home (1982-1980). 

Belt - Fan, Alt. & A.P.; 

W/Auto. Trans.; Exc. Motor 

Home (1980). 

Belt - Fan & P.S.; 

(1990-1988). 

Belt - Fan & P.S.; Chassis 
Mtd.; Motor Home 

(1982-1980). 

Belt - Fan & P.S.; Exc. Motor 

Home (1980). 

Belt - P.S.; (1987-1983). 

Belt - P.S.; Exc. Motor Home 

(1982-1980). 

Belt - P.S.; Chassis Mtd.; Mo¬ 
tor Home (1980). 

Belt - Fan, P.S. & A.P.; 

(1987-1983). 

Belt - A.C.; W/Factory Inst. 
A.C.; Chassis Mtd.; Motor 

Home (1980). 

Belt - Fan & Hyd. Pump; 
Chassis Mtd.; Motor Home 
(1980). 


11502375 

2005476 

9433881 

11502406 

11502386 


14088983 

11502375 

2005476 


14017797 


9433881 


11502406 


©49525HD 

©♦49550HD 

49380HD 

49640HD 

49570HD 

21095 

21409 

20777(A,B) 


K050435 

©49525HD 

©♦49550HD 


7480 


7465 


7470 


7460 

7450 


7440 

7440 

49380HD 

7370 

7370 

49640HD 


7570 


7440 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
V Use Notched Belt Only. 

Cut To Fit. 


O 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

GMC - Continued 


Gates No. 


Application 

GMC - Continued 


Mfr. Part No. 


Gates No. 


GM V-8 5.7 L ENG. - Continued 

P3500 - Continued 

1990-1980 - Continued 


GM V-8 366 ENG. - Continued 

C6000 C6D SERIES; C7000 C7D SERIES 

1979 


Belt - Fan & Hyd. Pump; Exc. 

Motor Home (1980). 


7440 

Belt - Fan & A.P.; 

(1987-1983). 11502386 


*9570HD 

Belt - Hyd. Pump; 

W/Hydroboost; Exc. Motor 

Home (1982-1981). 


7365 

Belt - Hyd. Pump; Chassis 

Mtd.; Motor Home (1980). 


7370 

Belt - Hyd. Pump; Exc. Motor 

Home (1980). 


7370 

Belt - A.P.; (1990-1988). 14087040 


7340 

Hose - Upper; (1989-1988). 


21191 


or 

25321 

Hose - Upper; (1987-1986). 


21095 

Hose - Upper; (1985). 


21191 

or 

25321 

Hose - Upper; (1984-1983). 


21095 

Hose - Upper; Chassis Mtd.; Motor Home 
(1982-1981). 


20827 

Hose - Upper; Exc. Motor Home 
(1982-1980). 


s-<21204 

Hose - Upper - Eng. To Rad.; (1990). 


21191 

or 

25321 

Hose - Lower; (1989-1988). 


20843 

Hose - Lower; (1987-1986). 


21409 

Hose - Lower; (1985). 


20843 

or 

25532 

Hose - Lower; (1984-1983). 


21409 

Hose - Lower; (1982). 


20843 

or 

25532 

Hose - Lower; Chassis Mtd.; Motor Home 
(1981). 


20843 

Hose - Lower; Exc. Motor Home 
(1981-1980). 


20843 


or 

25532 

Hose - Lower - Eng. To Rad.; (1990). 


20843 

Hose - By Pass; (1987-1983). 


20777(A,B) 

Hose - Heater To Rad.; (1985). 


5/8” x 36” 

Hose - Heater To Rad.; Exc. Motor Home 
(1982). 


5/8” x 36” 

Hose - Heater To Valve; (1985). 


5/8” x 20” 

Hose - Valve To Eng.; (1985). 


5/8” x 22” 

Hose - Heater To Eng.; Exc. Motor Home 
(1982). 


5/8” x 28” 

W6 

1980 

Belt - W.P. & Alt. 3888480 


*9560HD 

Belt - W.P., A.P. & P.S. 9433911 


*9530HD 

Belt - Air Brake Compr. 3906241 


*9670HD 

Belt - W.P., Hyd. Brake Boost 

Pump & A.P. 9433928 


*961OHD 

Hose - Upper - Eng. To Pipe. 


1 1/2” I.D. 

Hose - Upper - Pipe To Rad.; W/Man. 

Trans. 


20351 

GM V-8 366 ENG. 

BRIGADIER 

1979 

Belt - Fan & Alt. 9433914 


*9545HD 

Belt - Fan & P.S. 


*9545HD 

Belt - P.S.; W/ldler Adjmt. 9433888 


*9415HD 

Belt - P.S.; W/O Idler Adjmt... 9433884 


*9395HD 

Belt - Air Brake Compr.; 

W/Front P.T.O. 


*9640HD 

Belt - Air Brake Compr.; W/O 

Front P.T.O. 2027569 


©>5700 

Belt - A.P. 


♦9395HD 

Hose - Upper; W/O Front P.T.O. 


26505 

Hose - By Pass. 


1 3/4” I.D. 


Belt - Fan & Alt.; W/105A. 

Leece Neville Alt. 

Belt - Fan & Alt.; W/42A, 

70A., 105A. Delco Alt. 

Belt - Fan & Alt.; W/80A. Alt.. 

Belt - Fan & P.S.; W/59 1/2" 

Belt O.C. 9433923 


Belt - Fan & P.S.; W/64" Belt 


O.C. 9433932 

Belt - P.S.; W/Air Brakes. 9433884 

Belt - A.C. 11502395 


Belt - A.C. & A.P.; W/Air 

Brake Compr. 11502407 

Belt - A.C. & A.P.; W/O Air 

Brake Compr. 9433930 

Belt - Fan & Air Brake Com¬ 
pr. 2027569 

Belt - Fan & Hyd. Pump. 

Belt - Fan To A. P. 11502340 

Belt - A.P.; W/A.C. 11502382 

Belt - A.P.; W/O A.C. 11502379 

Belt - V.P. 11502409 


Hose - Upper. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

Hose - By Pass; W/O Rockwell Transfer 

Case. 

Hose - By Pass; W/Rockwell Transfer 
Case. 


CE5500 

1972-1966 

Belt - Fan & Alt.; W/42A, 
61 A. Alt. 


Belt - Fan & Alt.; W/62A, 

100A. Alt. 3891365 

Belt - P.S. 3883003 

Belt - Air Brake Compr.; W/O 
P.S. 3883005 


Belt - Air Brake Compr.; 
W/P.S. 


Belt - A.P. 3973289 

CE6000 


©♦*9670HD 

*9640HD 

©**9660HD 

*9590HD 

*9635HD 

*9395HD 

*9600HD 

*9650HD 

*9625HD 

5700 
*9630HD 
*9385HD 
*9550HD 
*9540HD 
49660HD 
21107 
2 1/4” I.D. 
21556 

1 3/8” I.D. 

1 3/4” I.D. 


*9590HD 

©♦*961OHD 
*9415HD 

*9690HD 

*9720HD 

*9360HD 


1977-1967 

Belt - Fan & Alt.; W/Front 
P.T.O.; W/61A. Alt. 

(1977-1973). *9640HD 

Belt - Fan & Alt.; W/Front 
P.T.O.; W/80A. Alt. 

(1977-1973). 9433936 *9660HD 

Belt - Fan & Alt.; W/Noise 
Restriction; W/61A. Alt. 

(1977-1973). *9640HD 

Belt - Fan & Alt.; W/Noise 
Restriction; W/80A. Alt. 

(1977-1973). 9433936 *9660HD 

Belt - Fan & Alt.; W/O Front 
P.T.O.; W/61A. Alt. 

(1977-1973). 9433915 *9550HD 

Belt - Fan & Alt.; W/O Front 
P.T.O.; W/80A. Alt. 

(1977-1973). *9560HD 

Belt - P.S.; (1977-1973). 9433884 *9395HD 

Belt - A.C.; W/Noise Restric¬ 
tion (1977-1973). 9433930 *9625HD 

Belt - A.C.; W/O Noise Re¬ 
striction (1977-1973). 9433935 *9650HD 

Belt - Air Brake Compr.; 

W/Front P.T.O. (1977-1973). 9433934 *9640HD 

Belt - Air Brake Compr.; W/O 

Front P.T.O. (1977-1973). 2027569 5700 

Belt - Air Brake Compr. & 

A.P.; (1977-1973). 3902101 *9720HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

Cut To Fit. * Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


GMC - Continued 

GM V-8 366 ENG. - Continued 

CE6000 - Continued 
1977-1967 - Continued 
Belt - Hyd. Brake Boost 

Pump; (1977-1973). 9433929 

Belt - Hyd. Brake Boost 
Pump & A.P.; (1977-1973)... 9433942 

Belt - A.P.; (1977-1973). 9433881 

Belt - V.P.: (1977-1973). 3883005 

Hose - Upper; (1977-1975). 

Hose - Upper; (1974-1967). 

Hose - Lower; (1977-1975). 

Hose - Lower; (1974-1967). 

Hose - By Pass; (1977-1975). 

CE6500 

1977-1973 

Belt - Fan & Alt.; W/Front 

P.T.O.; W/61A. Alt. 

Belt - Fan & Alt.; W/Front 

P.T.O.; W/80A. Alt. 9433936 

Belt - Fan & Alt.; W/Noise 

Restriction; W/61A. Alt. 

Belt - Fan & Alt.; W/Noise 

Restriction; W/80A. Alt. 9433936 

Belt - Fan & Alt.; W/O Front 

P.T.O.; W/61A. Alt. 9433915 

Belt - Fan & Alt.; W/O Front 

P.T.O.; W/80A. Alt. 

Belt - P.S. 9433884 

Belt - A.C.; W/Noise Restric¬ 
tion. 9433930 

Belt - A.C.; W/O Noise Re¬ 
striction . 9433935 


Belt - A.C.; W/Noise Restric¬ 
tion. 9433930 

Belt - A.C.; W/O Noise Re¬ 
striction . 9433935 

Belt - Air Brake Compr.; 

W/Front P.T.0. 9433934 


49620HD 

49720HD 
49380HD 
49690HD 
^20933 
20933 
21011 
20968 
1 3/4” I.D. 


49640HD 

49660HD 

49640HD 

49660HD 

49550HD 

49560HD 

49395HD 

49625HD 

49650HD 


Belt - Air Brake Compr.; 
W/Front P.T.O. 

9433934 

49640HD 

Belt - Air Brake Compr.; W/O 
Front P.T.O. 

2027569 

5700 

Belt - Air Brake Compr. & 

A P 

3902101 

49720HD 

Belt - Hyd. Brake Boost 

Pump. 

9433929 

49620HD 

Belt - Hyd. Brake Boost 

Pump & A.P. 

9433942 

49720HD 

Belt - A.P. 

9433881 

49380HD 

Belt - V.P. 

3883005 

49690HD 

H7500; H8500; J7500; J8500 


1978-1974 

Belt - Fan & Alt. 

3891330 

©49600HD 

Belt - P.S. 

3888401 

49412HD 

Belt - Air Brake Compr. 

3883005 

49690HD 

Belt - Air Brake Compr. & 

A P 

3902101 

49720HD 

Belt - A.P. 

9433881 

49380HD 

M6500 

1978 

Belt - Fan & Alt.; W/Front 
P.T.O.; W/61A. Alt. 


49640HD 

Belt - Fan & Alt.; W/Front 
P.T.O.; W/80A. Alt. 

9433936 

49660HD 

Belt - Fan & Alt.; W/Noise 
Restriction; W/61A. Alt. 


49640HD 

Belt - Fan & Alt.; W/Noise 
Restriction; W/80A. Alt. 

9433936 

49660HD 

Belt - Fan & Alt.; W/O Front 
P.T.O.; W/61A. Alt. 

9433915 

49550HD 

Belt - Fan & Alt.; W/O Front 
P.T.O.; W/80A. Alt. 


49560HD 

Belt - P.S. 

9433884 

49395HD 


49625HD 

49650HD 

49640HD 


GMC - Continued 

GM V-8 366 ENG. - Continued 

M6500 - Continued 
1978 - Continued 
Belt - Air Brake Compr.; W/O 

Front P.T.0. 2027569 

Belt - Air Brake Compr. & 

A.P. 3902101 

Belt - Hyd. Brake Boost 

Pump. 9433929 

Belt - Hyd. Brake Boost 

Pump & A.P. 9433942 

Belt - A.P. 9433881 

Belt - V.P. 3883005 

Hose - Upper; W/Front P.T.0. 

Hose - Upper; W/O Front P.T.0. 

Hose - Lower. 

ME6500 

1977-1973 

Belt - Fan & Alt.; W/Front 

P.T.O.; W/61A. Alt. 

Belt - Fan & Alt.; W/Front 

P.T.O.; W/80A. Alt. 9433936 

Belt - Fan & Alt.; W/Noise 

Restriction; W/61A. Alt. 

Belt - Fan & Alt.; W/Noise 

Restriction; W/80A. Alt. 9433936 

Belt - Fan & Alt.; W/O Front 

P.T.O.; W/61A. Alt. 9433915 

Belt - Fan & Alt.; W/O Front 

P.T.O.; W/80A. Alt. 

Belt - P.S. 9433884 

Belt - A.C.; W/Noise Restric¬ 
tion. 9433930 

Belt - A.C.; W/O Noise Re¬ 
striction . 9433935 

Belt - Air Brake Compr.; 

W/Front P.T.0. 9433934 

Belt - Air Brake Compr.; W/O 

Front P.T.0. 2027569 

Belt - Air Brake Compr. & 

A.P. 3902101 

Belt - Hyd. Brake Boost 

Pump. 9433929 

Belt - Hyd. Brake Boost 

Pump & A.P. 9433942 

Belt - A.P. 9433881 

Belt - V.P. 3883005 

P3500 

1977- 1972 

Hose - Upper; W/Front P.T.O. (1977-1975). 
Hose - Upper; W/O Front P.T.O. 

(1977-1975). 

Hose - Upper; (1974-1972). 

Hose - Lower; W/Front P.T.O. (1977-1976). 

Hose - Lower; W/Front P.T.O. (1975). 

Hose - Lower; (1974-1972). 

Hose - By Pass; (1977-1975). 

T6000 

1978- 1966 

Belt - W.P. & Alt.; W/42A. Alt. 

(1978-1973). 

Belt - W.P. & Alt.; W/61A., 

80A. Alt. (1978-1973). 

Belt - W.P. & Alt.; W/62A. Alt. 

(1972-1966). 3883001 

Belt - W.P. & Alt.; W/O 62A. 

Alt. (1972-1966). 3888460 

Belt - P.S.; (1972-1966). 3883004 

Belt - W.P. & P.S.; 

(1978-1973). 3947153 

Belt - Air Brake Compr. 3883006 

Belt - Air Brake Compr. & 

A.P.; (1978-1973). 

Belt - Air Brake Compr. & 

A.P.; (1972-1966). 3943162 


5700 

49720HD 

49620HD 

49720HD 

49380HD 

49690HD 

21107 

^20933 

21011 


49640HD 

49660HD 

49640HD 

49660HD 

49550HD 

49560HD 

49395HD 

49625HD 

49650HD 

49640HD 

5700 

49720HD 

49620HD 

49720HD 

49380HD 

49690HD 


21107 

s-=20933 
20933 
21011 
20968 
20968 
1 3/4” I.D. 


©449590HD 

©49600HD 

©49605HD 

49540HD 

49545HD 

49540HD 

49640HD 

49670HD 

49660HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 

Mfr. Part No. 

Gates N 

GMC - Continued 

GM V-8 366 ENG. - 

Continued 


T6000 - Continued 
1978-1966 - Continued 

Belt - W.P. & Hyd. Brake 
Boost Pump; (1978-1973).... 

9433907 

4951 OHD 

Belt - W.P. & A.P.; 
(1978-1973). 

9433913 

49540HD 

Belt - W.P. & A.P.; 
(1972-1966). 

3888487 

49520HD 

Belt - A.P.: (1978-1973). 

9433877 

49360HD 

Belt - A.P.: (1972-1966). 

9433881 

49380HD 

Belt - V.P.: (1978-1974). 

3883006 

49640HD 

Belt-V.P. ; (1973). 

3947153 

49540HD 

Hose - Upper - Eng. To Pipe; (1978-1970). 

^20356 

Hose - Upper - Pipe To Rad.; (1978-1970). 

^20356 


Hose - Lower; W/Man. Trans. (1974-1970). 
Hose - Lower - Eng. To Pipe; (1978-1975). 
Hose - Lower - Eng. To Pipe; W/Auto. 

Trans. (1974-1970). 

Hose - Lower - Pipe To Rad.; W/Auto. 
Trans. (1974-1970). 

T6500 


TE5500; TE6500 
1977-1966 

Belt - W.P. & Alt.; W/42A. Alt. 


Hose - Upper - Eng. To Pipe; (1977-1970). 
Hose - Upper - Pipe To Rad.; (1977-1970). 
Hose - Lower; W/Man. Trans. (1974-1970). 
Hose - Lower - Eng. To Pipe; (1977-1975). 
Hose - Lower - Eng. To Pipe; W/Auto. 

Trans. (1974-1970). 

Hose - Lower - Pipe To Rad.; W/Auto. 
Trans. (1974-1970). 


21037 

20564 

2 3/8” I.D. 

20960(A) 


1978 

Belt - W.P. & Alt.; W/42A. Alt. 


©449590HD 

Belt - W.P. & Alt.; W/61A., 
80A. Alt. 


©49600HD 

Belt - W.P. & P.S. 

3947153 

49540HD 

Belt - Air Brake Compr. 

3883006 

49640HD 

Belt - Air Brake Compr. & 

A.P. 


49670HD 

Belt - W.P. & Hyd. Brake 
Boost Pump. 

9433907 

4951 OHD 

Belt - W.P. & A.P. 

9433913 

49540HD 

Belt - A.P. 

9433877 

49360HD 

Belt - V.P. 

3883006 

49640HD 

Hose - Upper - Eng. To Pipe., 


^20356 

Hose - Upper - Pipe To Rad... 


-=20356 

Hose - Lower - Eng. To Pipe., 


20564 


(1977-1973). 


©449590HD 

Belt - W.P. & Alt.; W/61A., 

80A. Alt. (1977-1973). 


©49600HD 

Belt - W.P. & Alt.; W/62A. Alt. 

(1972-1966). 

3883001 

©49605HD 

Belt - W.P. & Alt.; W/O 62A. 

Alt. (1972-1966). 

3888460 

49540HD 

Belt - P.S.; (1972-1966). 

3883004 

49545HD 

Belt - W.P. & P.S.; 

(1977-1973). 

3947153 

49540HD 

Belt - Air Brake Compr. 

3883006 

49640HD 

Belt - Air Brake Compr. & 

A.P.; (1977-1973). 


49670HD 

Belt - Air Brake Compr. & 

A.P.; (1972-1966). 

3943162 

49660HD 

Belt - W.P. & Hyd. Brake 

Boost Pump; (1977-1973). 

9433907 

4951 OHD 

Belt - W.P. & A.P.; 

(1977-1973). 

9433913 

49540HD 

Belt - W.P. & A.P.; 

(1972-1966). 

3888487 

49520HD 

Belt - A.P.; (1977-1973). 

9433877 

49360HD 

Belt - A.P.; (1972-1966). 

9433881 

49380HD 

Belt - V.P.; (1977-1974). 

3883006 

49640HD 

Belt - V.P.; (1973). 

3947153 

49540HD 


-=20356 

-=20356 

21037 

20564 

2 3/8” I.D. 

20960(A) 


Application 


Mfr. Part No. 


GMC - Continued 


GM V-8 366 ENG. - Continued 

TOPKICK 

1979 

Belt - Fan & Alt.; W/105A. 

Leece Neville Alt. 

Belt - Fan & Alt.; W/42A, 

70A., 105A. Delco Alt. 

Belt - Fan & Alt.; W/80A. Alt.. 

Belt - Fan & P.S.; W/59 1/2" 

Belt O.C. 9433923 


Belt - Fan & P.S.; W/64" Belt 


O.C. 9433932 

Belt - P.S.; W/Air Brakes. 9433884 

Belt - A.C.; W/O Throttle 

Body Fuel Inj. 11502395 

Belt - A.C.; W/Throttle Body 

Fuel Inj. 11502397 

Belt - A.C. & A.P.; W/Air 

Brake Compr. 11502407 

Belt - A.C. & A.P.; W/O Air 
Brake Compr. 9433930 


Belt - Fan & Air Brake Com¬ 


pr. 2027569 

Belt - Fan & Hyd. Pump. 

Belt - Fan To A. P. 11502340 

Belt - A.P.; W/A.C. 11502382 

Belt - A.P.; W/O A.C. 11502379 

Belt - V.P. 11502409 


Hose - Upper. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

Hose - By Pass; W/O Rockwell Transfer 

Case. 

Hose - By Pass; W/Rockwell Transfer 
Case. 


GM V-8 6.0 L ENG. 

C6000 

1989-1980 

Belt - Fan & Alt.; W/105A. 

Leece Neville Alt. 

Belt - Fan & Alt.; W/42A, 

70A., 105A. Delco Alt. 

Belt - Fan & Alt.; W/80A. Alt.. 

Belt - Fan & P.S.; W/59 1/2" 

Belt O.C. 9433923 


Belt - Fan & P.S.; W/64" Belt 


O.C. 9433932 

Belt - P.S.; W/Air Brakes. 9433884 

Belt - A.C.; (1989). 11502397 

Belt - A.C.; (1988-1980). 11502395 

Belt - A.C. & A.P.; W/Air 

Brake Compr. 11502407 

Belt - A.C. & A.P.; W/O Air 

Brake Compr. 9433930 

Belt - Fan & Air Brake Com¬ 
pr. 2027569 

Belt - Fan & Hyd. Pump. 

Belt - Fan To A.P. 11502340 

Belt - A.P.; W/A.C. 11502382 

Belt - A.P.; W/O A.C. 11502379 

Belt - V.P. 11502409 


Hose - Upper; (1984-1980). 

Hose - Upper - Eng. To Pipe; (1989). 

Hose - Upper - Eng. To Pipe; (1988-1985). 

Hose - Upper - Pipe To Rad.; (1989). 

Hose - Upper - Pipe To Rad.; W/Auto. 

Trans. (1988-1985). 

Hose - Upper - Pipe To Rad.; W/Man. 

Trans. (1988-1985). 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

Hose - By Pass; W/O Rockwell Transfer 

Case. 

Hose - By Pass; W/Rockwell Transfer 
Case. 


Gates No. 


©449670HD 

49640HD 

©449660HD 

49590HD 

49635HD 

49395HD 

49600HD 

4961OHD 

49650HD 

49625HD 

5700 
49630HD 
49385HD 
49550HD 
49540HD 
49660HD 
21107 
2 1/4” I.D. 
21556 

1 3/8” I.D. 

1 3/4” I.D. 


©449670HD 

49640HD 

©449660HD 

49590HD 

49635HD 
49395HD 
4961OHD 
49600HD 

49650HD 

49625HD 

5700 

49630HD 

49385HD 

49550HD 

49540HD 

49660HD 

21107 

21107 

s<21307 

21107 

21523 

21521 
2 1/4” I.D. 
21556 

1 3/8” I.D. 

1 3/4” I.D. 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

^ Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


GMC - Continued 

GM V-8 6.0 L ENG. - Continued 

C7000 

1989-1980 

Belt - Fan & Alt.; W/105A. 

Leece Neville Alt. 

Belt - Fan & Alt.; W/42A, 

70A., 105A. Delco Alt. 

Belt - Fan & Alt.; W/80A. Alt.. 

Belt - Fan & P.S.; W/59 1/2" 


©449670HD 

49640HD 

©449660HD 


GMC - Continued 

GM V-8 6.0 L ENG. - Continued 

P3500 - Continued 
1990 - Continued 
Belt - Fan & Alt.; W/80A. Alt.; 

Optional Belt. 

Belt - Fan & Alt.; W/O 80A. 


Belt O.C. 

9433923 

49590HD 

Belt - Fan & P.S.; W/64" Belt 



O.C. 

9433932 

49635HD 

Belt - P.S.; W/Air Brakes. 

9433884 

49395HD 

Belt - A.C.; (1989). 

11502397 

4961OHD 

Belt - A.C.; (1988-1980). 

11502395 

49600HD 

Belt - A.C. & A.P.; W/Air 



Brake Compr. 

11502407 

49650HD 

Belt - A.C. & A.P.; W/O Air 



Brake Compr. 

9433930 

49625HD 

Belt - Fan & Air Brake Com- 



pr. 

2027569 

5700 

Belt - Fan & Hyd. Pump. 


49630HD 

Belt - Fan To A.P. 

11502340 

49385HD 

Belt - A.P.; W/A.C. 

11502382 

49550HD 

Belt - A.P.; W/O A.C. 

11502379 

49540HD 

Belt - V.P. 

11502409 

49660HD 

Hose - Upper; (1987). 


21107 

Hose - Upper; (1984-1980). 


21107 

Hose - Upper - Eng. To Pipe; (1989). 

21107 


Alt.. 
Belt - 
Belt - 
T.W. 
Belt - 


Fan, Alt. & A.P. 14087540 

Fan & P.S.; W/1/2" Belt 

. 9433932 

Fan & P.S.; W/3/8" Belt 


T.W. 14087507 

. 9433884 


©49660HD 

49640HD 

4K060560HD 

49635HD 

7455 

49395HD 


Hose - Upper - Eng. To Pipe; (1988-1985). 


=<21307 


Belt - P.S. 

Belt - Fan & Hyd. Brake 

Boost Pump. 49630HD 

Belt - Fan & A.P. 11502340 49385HD 

Belt - A.P.; W/1/2" Belt T.W... 11502382 49550HD 

Belt - A.P.; W/3/8" Belt T.W... 14092344 7450 

Hose - Upper - Eng. To Rad. 21850 

Hose - Upper - Eng. To Pipe. 21307 

Hose - Upper - Pipe To Rad.; W/Auto. 

Trans. 21523 

Hose - Upper - Pipe To Rad.; W/Man. 

Trans. 21521 

Hose - Lower - Eng. To Pipe. <r2 1/4” I.D. 

Hose - Lower - Eng. To Rad. 21849 

Hose - Lower - Pipe To Rad. 21556 

TOPKICK C5500; TOPKICK C6500; TOPKICK 
C7500; TOPKICK C8500 


Hose - Upper - Pipe To Rad.; (1989). 

Hose - Upper - Pipe To Rad.; W/Auto. 

21107 

1990 

Belt - Fan & Alt. 

15608928 

4K060672HD 

Trans. (1988-1985). 

Hose - Upper - Pipe To Rad.; W/Man. 

21523 

Belt - Fan & P.S.; W/Hyd. 
Brakes . 

11502406 

49650HD 

Trans. (1988-1985). 

21521 

Belt - P.S.; W/Air Brakes. 

9433884 

49395HD 

Hose - Lower - Eng. To Pipe. 

2 1/4” I.D. 

Belt - Fan To A.C. 

11502375 

49525HD 

Hose - Lower - Pipe To Rad. 

Hose - By Pass; W/O Rockwell Transfer 

21556 

Belt - Fan & Air Brake Com¬ 
pr. 

11502413 

49690HD 

Case. 

1 3/8” I.D. 

Hose - Upper - Eng. To Rad.. 


21984 

Hose - By Pass; W/Rockwell Transfer 

Case. 

1 3/4” I.D. 

Hose - Lower - Eng. To Rad.; 
Trans. 

W/Auto. 

21987 


P6T042 

1989-1983 

Belt - Fan & Alt.; W/80A. Alt. 

(1987-1983). 

Belt - Fan & Alt.; W/O 80A. 

Alt. (1987-1983). 

Belt - Fan, Alt. & A.P.; 

(1989-1988). 

Belt - Fan & P.S.; 

(1989-1988). 

Belt - Fan & P.S.; 

(1987-1983). 

Belt - P.S.; (1987-1983). 

Belt - Fan & Hyd. Brake 
Boost Pump; (1987-1983).... 

Belt - A.P.; (1989-1988). 

Belt - A.P. - From Fan; 

(1987-1983). 

Belt - A.P. - From C.S.; 

(1987-1983). 

Hose - Upper; (1989-1988). 

Hose - Upper; (1984-1983). 

Hose - Upper - Eng. To Pipe; (1988-1985). 
Hose - Upper - Pipe To Rad.; W/Auto. 

Trans. (1988-1985). 

Hose - Upper - Pipe To Rad.; W/Man. 

Trans. (1988-1985). 

Hose - Lower; (1989-1988). 

Hose - Lower - Eng. To Pipe; (1988-1983). 
Hose - Lower - Pipe To Rad.; (1988-1983). 

P3500 

1990 

Belt - Fan & Alt.; W/80A. Alt.; 

Preferred Belt. 


14087540 

14087507 

9433932 

9433884 


14092344 

11502340 

11502382 


©449660HD 

©449640HD 


4K060560HD 

7455 

49635HD 

49395HD 

49630HD 

7450 

49385HD 

49550HD 

21850 

21107 

=■<21307 

21523 

21521 
21849 
*2 1/4” I.D. 
21556 


2/9660PB 


Hose - Lower - Eng. To Rad.; W/Man. 

Trans. 

W6; W7 

1980 

Hose - Upper - Pipe To Rad. 

Hose - Lower - Eng. To Pipe. 

GM V-8 6.2 L DIESEL ENG. 

P3500 

1990-1982 

Belt - Fan & Alt.; W/Auto. 

Trans. (1990). 

Belt - Fan & Alt.; W/Man. 

Trans. (1990). 

Belt - Fan & Alt.; W/120A. 

Alt. (1989). 

Belt - Fan & Alt.; W/66A. Alt.; 

W/Auto. Trans. (1989). 

Belt - Fan & Alt.; W/66A. Alt.; 

W/Man. Trans.; Preferred 

Belt (1989). 

Belt - Fan & Alt.; W/66A. Alt.; 

W/Man. Trans.; Optional 

Belt (1989). 

Belt - Fan & Alt.; W/120A. 

Alt.; Exc. Motor Home 

(1988). 

Belt - Fan & Alt.; W/66A. Alt.; 

W/Auto. Trans.; Exc. Motor 

Home (1988). 

Belt - Fan & Alt.; W/66A. Alt.; 

W/Man. Trans.; Preferred 
Belt; Exc. Motor Home 
(1988). 


22030 


21197 

20564 


7490 

7480 

7495 

7490 


5725 


7480 


7495 


7490 


5725 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
V Use Notched Belt Only. 

=< Cut To Fit. 


o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

GMC - Continued 


Gates No. 


Application 

GMC - Continued 


Mfr. Part No. 


Gates No. 


GM V-8 6.2 L DIESEL ENG. - Continued 


GM V-8 6.2 L DIESEL ENG. - Continued 


P3500 - Continued 
1990-1982 - Continued 
Belt - Fan & Alt.; W/66A. Alt.; 

W/Man. Trans.; Optional 
Belt; Exc. Motor Home 

(1988). 

Belt - Fan & Alt.; W/Auto. 

Trans. (1987-1983). 

Belt - Fan & Alt.; W/Man. 

Trans. (1987-1985). 

Belt - Fan & Alt.; W/O V.P.; 

Preferred Belt (1987). 

Belt - Fan & Alt.; W/O V.P.; 

Optional Belt (1987). 

Belt - Fan & Alt.; W/O V.P.; 

Preferred Belt; Exc. Motor 

Home (1986-1985). 

Belt - Fan & Alt.; W/O V.P.; 

Optional Belt; Exc. Motor 

Home (1986-1985). 

Belt - Fan & Alt.; W/Man. 

Trans.; Preferred Belt (1984) 

Belt - Fan & Alt.; W/Man. 

Trans.; Optional Belt (1984). 

Belt - Fan & Alt.; W/Man. 

Trans. (1983). 

Belt - Fan & Alt.; (1982). 

Belt - Fan, Alt. & V.P.; 

W/120A. Alt. (1987). 

Belt - Fan, Alt. & V.P.; 

W/66A. Alt. (1987). 

Belt - Fan, Alt. & V.P.; Exc. 

Motor Home (1986-1985). 

Belt - Fan, Alt. & V.P.; (1984) 

Belt - Fan & P.S.; (1990). 

Belt - Fan & P.S.; (1987). 

Belt - Fan & P.S.; Exc. Motor 

Home (1986). 

Belt - Fan & P.S.; 

(1985-1983). 

Belt - Fan, A.C. & P.S.; Exc. 

Motor Home (1986-1985). 

Belt - Fan, A.C. & P.S.; 

(1984). 

Belt - Fan, A.C. & P.S.; 

(1982). 

Hose - Upper; (1990). 

Hose - Upper; Exc. Motor Home 

(1989-1986). 

Hose - Upper; (1985). 

Hose - Upper; Exc. Motor Home (1984). 

Hose - Upper; Exc. Motor Home (1983). 

Hose - Lower; (1990). 

Hose - Lower; Exc. Motor Home 

(1989-1986). 

Hose - Lower; (1985). 

Hose - Lower; Exc. Motor Home (1984). 

Hose - Lower; Exc. Motor Home (1983). 

Hose - Lower; W/178" W.B.; Chassis Mtd.; 

Motor Home (1983). 

Hose - By Pass; (1990). 

Hose - By Pass; (1989-1988). 

Hose - By Pass; (1987-1985). 

Hose - By Pass; (1983). 

Hose - Heater To Valve; Exc. Motor Home 

(1989-1985). 

Hose - Heater To Valve; (1984). 

Hose - Heater To Valve; Exc. Motor Home 

(1983). 

Hose - Valve To Eng.; Exc. Motor Home 

(1989-1985). 

Hose - Valve To Eng.; (1984). 

Hose - Valve To Eng.; Exc. Motor Home 
(1983). 


7480 

7490 

7480 

5725 

7480 

5725 

7480 

5725 

7480 

7480 

7480 

7495 

7490 

7490 

7495 

7455 

7455 

7455 

7455 

7603 

7603 

7603 

21825 

21825 

21825 

21825 
21377 

21826 

21826 

21826 

21826 

21285 

21442 
5/8” I.D. 

5/8” x 6” 

5/8” I.D. 

5/8” x 4 1/2” 

5/8” x 8” 

5/8” x 8” 

5/8” x 8” 

5/8” x 24” 
5/8” x 24” 

5/8” x 24” 


P3500 - Continued 
1990-1982 - Continued 
Hose - Valve To Heater; Exc. Motor Home 

(1989-1985). 

Hose - Valve To Heater; (1984). 

Hose - Valve To Heater; Exc. Motor Home 
(1983). 


Hose - Valve To Rad.; 

(1989-1985). 

Hose - Valve To Rad. 
Hose - Valve To Rad.; 
(1983) 


Exc. Motor Home 


(1984). 

Exc. Motor Home 


3/4” x 8" 
3/4” x 8" 

3/4” x 8" 

3/4” x 24” 
3/4” x 24” 

3/4” x 24” 


GM V-8 427 ENG. 

BRIGADIER 


1979 

Belt - Fan & Alt. 

9433914 

49545HD 

Belt - Fan & P.S. 


49545HD 

Belt - P.S.; W/ldler Adjmt. 

9433888 

49415HD 

Belt - P.S.; W/O Idler Adjmt... 

9433884 

49395HD 

Belt - Air Brake Compr.; 
W/Front P.T.O. 


49640HD 

Belt - Air Brake Compr.; W/O 
Front P.T.O. 

2027569 

@5700 

Belt - A.P. 


49395HD 


Hose - Upper; W/O Front P.T.O. 

Hose - By Pass. 

C6000 C6D SERIES; C7000 C7D SERIES 
1979 

Belt - Fan & Alt.; W/105A. 


26505 
1 3/4” I.D. 


Leece Neville Alt. 


©449670HD 

Belt - Fan & Alt.; W/42A, 



70A.. 105A. Delco Alt. 


49640HD 

Belt - Fan & Alt.; W/80A. Alt.. 


©449660HD 

Belt - Fan & P.S.; W/59 1/2" 



Belt O.C. 

9433923 

49590HD 

Belt - Fan & P.S.; W/64" Belt 



O.C. 

9433932 

49635HD 

Belt - P.S.; W/Air Brakes. 

9433884 

49395HD 

Belt - A.C. 

11502395 

49600HD 

Belt - A.C. & A.P.; W/Air 



Brake Compr. 

11502407 

49650HD 

Belt - A.C. & A.P.; W/O Air 



Brake Compr. 

9433930 

49625HD 

Belt - Fan & Air Brake Com- 



pr. 

2027569 

5700 

Belt - Fan & Hyd. Pump. 


49630HD 

Belt - Fan To A.P. 

11502340 

49385HD 

Belt - A.P.; W/A.C. 

11502382 

49550HD 

Belt - A.P.; W/O A.C. 

11502379 

49540HD 

Belt - V.P. 

11502409 

49660HD 

Hose - Upper. 


21107 

Hose - Lower - Eng. To Pipe. 


2 1/4” l.l 

Hose - Lower - Pipe To Rad.. 


21556 


Hose - By Pass; W/O Rockwell Transfer 

Case. 

Hose - By Pass; W/Rockwell Transfer 
Case. 

CE5500 

1972-1966 

Belt - Fan & Alt.; W/42A, 

61 A. Alt. 

Belt - Fan & Alt.; W/62A, 

100A. Alt. 3891365 

Belt - P.S. 3883003 

Belt - Air Brake Compr.; W/O 

P.S. 3883005 

Belt - Air Brake Compr.; 

W/P.S. 

Belt - A.P. 3973289 


1 3/8” I.D. 
1 3/4” I.D. 


49590HD 

©♦49610HD 
♦9415HD 

49690HD 

49720HD 

49360HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durlon® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

GMC - Continued 


Gates No. 


Application 

GMC - Continued 


Mfr. Part No. 


Gates No. 


GM V-8 427 ENG. - Continued 

CE6000 


GM V-8 427 ENG. - Continued 

H7500; H8500; J7500; J8500 


1977-1967 

Belt - Fan & Alt.; W/Front 
P.T.O.; W/61A. Alt. 

(1977-1973). 

Belt - Fan & Alt.; W/Front 
P.T.O.; W/80A. Alt. 

(1977-1973). 9433936 

Belt - Fan & Alt.; W/Noise 
Restriction; W/61A. Alt. 

(1977-1973). 

Belt - Fan & Alt.; W/Noise 
Restriction; W/80A. Alt. 

(1977-1973). 9433936 

Belt - Fan & Alt.; W/O Front 
P.T.O.; W/61A. Alt. 

(1977-1973). 9433915 

Belt - Fan & Alt.; W/O Front 
P.T.O.; W/80A. Alt. 

(1977-1973). 

Belt - P.S.; (1977-1973). 9433884 

Belt - A.C.; W/Noise Restric¬ 
tion (1977-1973). 9433930 

Belt - A.C.; W/O Noise Re¬ 
striction (1977-1973). 9433935 

Belt - Air Brake Compr.; 

W/Front P.T.O. (1977-1973). 9433934 
Belt - Air Brake Compr.; W/O 

Front P.T.O. (1977-1973). 2027569 

Belt - Air Brake Compr. & 

A.P.; (1977-1973). 3902101 

Belt - Hyd. Brake Boost 

Pump; (1977-1973). 9433929 

Belt - Hyd. Brake Boost 
Pump & A.P.; (1977-1973)... 9433942 

Belt - A.P.; (1977-1973). 9433881 

Belt - V.P.; (1977-1973). 3883005 

Hose - Upper; (1977-1975). 

Hose - Upper; (1974-1967). 

Hose - Lower; (1977-1975). 

Hose - Lower; (1974-1967). 

Hose - By Pass; (1977-1975). 

CE6500 

1977-1973 

Belt - Fan & Alt.; W/Front 

P.T.O.; W/61A. Alt. 

Belt - Fan & Alt.; W/Front 

P.T.O.; W/80A. Alt. 9433936 

Belt - Fan & Alt.; W/Noise 

Restriction; W/61A. Alt. 

Belt - Fan & Alt.; W/Noise 

Restriction; W/80A. Alt. 9433936 

Belt - Fan & Alt.; W/O Front 

P.T.O.; W/61A. Alt. 9433915 

Belt - Fan & Alt.; W/O Front 

P.T.O.; W/80A. Alt. 

Belt - P.S. 9433884 

Belt - A.C.; W/Noise Restric¬ 
tion. 9433930 

Belt - A.C.; W/O Noise Re¬ 
striction . 9433935 

Belt - Air Brake Compr.; 

W/Front P.T.O. 9433934 

Belt - Air Brake Compr.; W/O 

Front P.T.O. 2027569 

Belt - Air Brake Compr. & 

A.P. 3902101 

Belt - Hyd. Brake Boost 

Pump. 9433929 

Belt - Hyd. Brake Boost 

Pump & A.P. 9433942 

Belt - A.P. 9433881 

Belt - V.P. 3883005 


49640HD 


49660HD 


49640HD 


49660HD 


49550HD 


49560HD 

49395HD 

49625HD 

49650HD 

49640HD 

5700 

49720HD 

49620HD 

49720HD 
49380HD 
49690HD 
^20933 
20933 
21011 
20968 
1 3/4” I.D. 


49640HD 

49660HD 

49640HD 

49660HD 

49550HD 

49560HD 

49395HD 

49625HD 

49650HD 

49640HD 

5700 

49720HD 

49620HD 

49720HD 

49380HD 

49690HD 


1978-1974 


Belt - Fan & Alt. 

3891330 

©49600HD 

Belt - P.S. 

3888401 

♦9412HD 

Belt - Air Brake Compr. 

3883005 

49690HD 

Belt - Air Brake Compr. & 

A.P. 

3902101 

49720HD 

Belt - A.P. 

9433881 

49380HD 

M6500 

1978 

Belt - Fan & Alt.; W/Front 
P.T.O.; W/61A. Alt. 


49640HD 

Belt - Fan & Alt.; W/Front 
P.T.O.; W/80A. Alt. 

9433936 

49660HD 

Belt - Fan & Alt.; W/Noise 
Restriction; W/61A. Alt. 


49640HD 

Belt - Fan & Alt.; W/Noise 
Restriction; W/80A. Alt. 

9433936 

49660HD 

Belt - Fan & Alt.; W/O Front 
P.T.O.; W/61A. Alt. 

9433915 

49550HD 

Belt - Fan & Alt.; W/O Front 
P.T.O.; W/80A. Alt. 


49560HD 

Belt - P.S. 

9433884 

49395HD 

Belt - A.C.; W/Noise Restric¬ 
tion. 

9433930 

49625HD 

Belt - A.C.; W/O Noise Re¬ 
striction . 

9433935 

49650HD 

Belt - Air Brake Compr.; 
W/Front P.T.O. 

9433934 

49640HD 

Belt - Air Brake Compr.; W/O 
Front P.T.O. 

2027569 

5700 

Belt - Air Brake Compr. & 

A.P. 

3902101 

49720HD 

Belt - Hyd. Brake Boost 

Pump. 

9433929 

49620HD 

Belt - Hyd. Brake Boost 

Pump & A.P. 

9433942 

49720HD 

Belt - A.P. 

9433881 

49380HD 

Belt - V.P. 

3883005 

49690HD 

Hose - Upper; W/Front P.T.O. 


21107 

Hose - Upper; W/O Front P.T.O. 

s-=20933 

Hose - Lower - Eng. To Pipe. 


2 1/4” I.D. 

ME6500 

1977-1973 

Belt - Fan & Alt.; W/Front 
P.T.O.; W/61A. Alt. 


49640HD 

Belt - Fan & Alt.; W/Front 
P.T.O.; W/80A. Alt. 

9433936 

49660HD 

Belt - Fan & Alt.; W/Noise 
Restriction; W/61A. Alt. 


49640HD 

Belt - Fan & Alt.; W/Noise 
Restriction; W/80A. Alt. 

9433936 

49660HD 

Belt - Fan & Alt.; W/O Front 
P.T.O.; W/61A. Alt. 

9433915 

49550HD 

Belt - Fan & Alt.; W/O Front 
P.T.O.; W/80A. Alt. 


49560HD 

Belt - P.S. 

9433884 

49395HD 

Belt - A.C.; W/Noise Restric¬ 
tion. 

9433930 

49625HD 

Belt - A.C.; W/O Noise Re¬ 
striction . 

9433935 

49650HD 

Belt - Air Brake Compr.; 
W/Front P.T.O. 

9433934 

49640HD 

Belt - Air Brake Compr.; W/O 
Front P.T.O. 

2027569 

5700 

Belt - Air Brake Compr. & 

A.P. 

3902101 

49720HD 

Belt - Hyd. Brake Boost 

Pump. 

9433929 

49620HD 

Belt - Hyd. Brake Boost 

Pump & A.P. 

9433942 

49720HD 

Belt - A.P. 

9433881 

49380HD 

Belt - V.P. 

3883005 

49690HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

GMC - Continued 


Gates No. 


Application 

GMC - Continued 


Mfr. Part No. 


GM V-8 427 ENG. - Continued 

P3500 

1977-1972 


GM V-8 427 ENG. - Continued 

TE5500; TE6500 - Continued 
1977-1966 - Continued 


Hose - Upper; W/Front P.T.O. (1977-1975). 
Hose - Upper; W/O Front P.T.O. 

(1977-1975). 

Hose - Upper; (1974-1972). 

Hose - Lower; W/Front P.T.O. (1977-1976). 

Hose - Lower; W/Front P.T.O. (1975). 

Hose - Lower; (1974-1972). 

Hose - By Pass; (1977-1975). 

T6000 

1978-1966 

Belt - W.P. & Alt.; W/42A. Alt. 

(1978-1973). 

Belt - W.P. & Alt.; W/61A., 

80A. Alt. (1978-1973). 

Belt - W.P. & Alt.; W/62A. Alt. 


(1972-1966). 3883001 

Belt - W.P. & Alt.; W/O 62A. 

Alt. (1972-1966). 3888460 

Belt - P.S.; (1972-1966). 3883004 

Belt - W.P. & P.S.; 

(1978-1973). 3947153 

Belt - Air Brake Compr. 3883006 

Belt - Air Brake Compr. & 

A.P.; (1978-1973). 

Belt - Air Brake Compr. & 

A.P.; (1972-1966). 3943162 

Belt - W.P. & Hyd. Brake 

Boost Pump; (1978-1973). 9433907 

Belt - W.P. & A.P.; 

(1978-1973). 9433913 

Belt - W.P. & A.P.; 

(1972-1966). 3888487 

Belt - A.P.; (1978-1973). 9433877 

Belt - A.P.; (1972-1966). 9433881 

Belt - V.P.; (1978-1974). 3883006 

Belt - V.P.; (1973). 3947153 


Hose - Upper - Eng. To Pipe; (1978-1970). 
Hose - Upper - Pipe To Rad.; (1978-1970). 
Hose - Lower; W/Man. Trans. (1974-1970). 
Hose - Lower - Eng. To Pipe; (1978-1975). 
Hose - Lower - Eng. To Pipe; W/Auto. 

Trans. (1974-1970). 

Hose - Lower - Pipe To Rad.; W/Auto. 
Trans. (1974-1970). 

T6500 


21107 

^20933 
20933 
21011 
20968 
20968 
1 3/4” I.D. 


©♦49590HD 

©*9600HD 

@*9605HD 

49540HD 

49545HD 

49540HD 

49640HD 

49670HD 

49660HD 

*9510HD 

49540HD 

49520HD 

49360HD 

49380HD 

49640HD 

49540HD 

^20356 

^20356 

21037 

20564 

2 3/8” I.D. 

20960(A) 


1978 

Belt - W.P. & Alt.; W/42A. Alt. 
Belt - W.P. & Alt.; W/61A., 

80A. Alt. 

Belt - W.P. & P.S. 

Belt - Air Brake Compr. 

Belt - Air Brake Compr. & 

A P 

Belt - W.P. & Hyd. Brake 

Boost Pump. 

Belt - W.P. & A.P. 

Belt - A.P. 

Belt - V.P. 

Hose - Upper - Eng. To Pipe. 
Hose - Upper - Pipe To Rad.. 
Hose - Lower - Eng. To Pipe. 


3947153 

3883006 


9433907 

9433913 

9433877 

3883006 


©♦49590HD 

©*9600HD 

49540HD 

49640HD 

*9670HD 

49510HD 
49540HD 
49360HD 
49640HD 
-=20356 
^20356 
20564 


Belt - P.S.; (1972-1966). 3883004 

Belt - W.P. & P.S.; 

(1977-1973). 3947153 

Belt - Air Brake Compr. 3883006 

Belt - Air Brake Compr. & 

A.P.; (1977-1973). 

Belt - Air Brake Compr. & 

A.P.; (1972-1966). 3943162 

Belt - W.P. & Hyd. Brake 

Boost Pump; (1977-1973). 9433907 

Belt - W.P. & A.P.; 

(1977-1973). 9433913 

Belt - W.P. & A.P.; 

(1972-1966). 3888487 

Belt - A.P.; (1977-1973). 9433877 

Belt - A.P.; (1972-1966). 9433881 

Belt - V.P.; (1977-1974). 3883006 

Belt - V.P.; (1973). 3947153 


Hose - Upper - Eng. To Pipe; (1977-1970). 
Hose - Upper - Pipe To Rad.; (1977-1970). 
Hose - Lower; W/Man. Trans. (1974-1970). 
Hose - Lower - Eng. To Pipe; (1977-1975). 
Hose - Lower - Eng. To Pipe; W/Auto. 

Trans. (1974-1970). 

Hose - Lower - Pipe To Rad.; W/Auto. 
Trans. (1974-1970). 

TOPKICK 

1979 

Belt - Fan & Alt.; W/105A. 

Leece Neville Alt. 

Belt - Fan & Alt.; W/42A, 

70A., 105A. Delco Alt. 

Belt - Fan & Alt.; W/80A. Alt.. 

Belt - Fan & P.S.; W/59 1/2" 

Belt O.C. 

Belt - Fan & P.S.; W/64" Belt 

O.C. 

Belt - P.S.; W/Air Brakes. 

Belt - A.C. 

Belt - A.C. & A.P.; W/Air 

Brake Compr. 

Belt - A.C. & A.P.; W/O Air 

Brake Compr. 

Belt - Fan & Air Brake Com- 

P'. 

Belt - Fan & Hyd. Pump. 


Belt - Fan To A.P. 11502340 

Belt - A.P.; W/A.C. 11502382 

Belt - A.P.; W/O A.C. 11502379 

Belt - V.P. 11502409 

Hose - Upper. 


Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

Hose - By Pass; W/O Rockwell Transfer 

Case. 

Hose - By Pass; W/Rockwell Transfer 
Case. 

GM V-8 7.0 L ENG. 

BRIGADIER 

1981-1980 

Belt - Fan & Alt. 9433914 


9433923 

9433932 

9433884 

11502395 

11502407 

9433930 


TE5500; TE6500 

1977-1966 

Belt - W.P. & Alt.; W/42A. Alt. 

(1977-1973). 

Belt - W.P. & Alt.; W/61A., 

80A. Alt. (1977-1973). 

Belt - W.P. & Alt.; W/62A. Alt. 


(1972-1966). 3883001 

Belt - W.P. & Alt.; W/O 62A. 

Alt. (1972-1966). 3888460 


©♦49590HD 

©49600HD 

@*9605HD 

49540HD 


Belt - Fan & P.S. 

Belt - P.S.; W/ldler Adjmt. 9433888 

Belt - P.S.; W/O Idler Adjmt... 9433884 
Belt - Air Brake Compr.; 

W/Front P.T.O. 

Belt - Air Brake Compr.; W/O 

Front P.T.O. 2027569 

Belt - A.P. 

Hose - Upper; W/O Front P.T.O. 

Hose - By Pass. 


Gates No. 


49545HD 

49540HD 

49640HD 

49670HD 

49660HD 

*951OHD 

49540HD 

49520HD 

49360HD 

49380HD 

49640HD 

49540HD 

^20356 

-=20356 

21037 

20564 

2 3/8” I.D. 

20960(A) 


©♦49670HD 

49640HD 

©♦49660HD 

49590HD 

49635HD 

49395HD 

49600HD 

49650HD 

49625HD 

5700 
49630HD 
49385HD 
49550HD 
49540HD 
49660HD 
21107 
2 1/4” I.D. 
21556 

1 3/8” I.D. 

1 3/4” I.D. 


49545HD 
49545HD 
*9415HD 
49395HD 

49640HD 

il>5700 
49395HD 
26505 
1 3/4” I.D. 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durlon ® Silicone Hose Recommended. O 
•*” Use Notched Belt Only. ♦ 

^ Cut To Fit. * 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

GMC - Continued 


Gates No. 


Application 

GMC - Continued 


Mfr. Part No. 


Gates No. 


GM V-8 7.0 L ENG. - Continued 

C7000 

1989-1980 

Belt - Fan & Alt.; W/105A. 


Leece Neville Alt. 


©♦*9670HD 


Belt - Fan & Alt.; W/42A, 

70A., 105A. Delco Alt. 

Belt - Fan & Alt.; W/80A. Alt.. 

Belt - Fan & P.S.; W/59 1/2" 

Belt O.C. 9433923 


Belt - Fan & P.S.; W/64" Belt 


O.C. 9433932 

Belt - P.S.; W/Air Brakes. 9433884 

Belt - A.C. 11502395 

Belt - A.C. & A.P.; W/Air 

Brake Compr. 11502407 

Belt - A.C. & A.P.; W/O Air 

Brake Compr. 9433930 

Belt - Fan & Air Brake Com¬ 
pr. 2027569 

Belt - Fan & Hyd. Pump. 

Belt - Fan To A.P. 11502340 

Belt - A.P.; W/A.C. 11502382 

Belt - A.P.; W/O A.C. 11502379 

Belt - V.P. 11502409 

Hose - Upper; (1984-1980). 


Hose - Upper - Eng. To Pipe; (1989-1985). 

Hose - Upper - Pipe To Rad.; (1989). 

Hose - Upper - Pipe To Rad.; W/Auto. 

Trans. (1988-1985). 

Hose - Upper - Pipe To Rad.; W/Man. 

Trans. (1988-1985). 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

Hose - By Pass; W/O Rockwell Transfer 

Case. 

Hose - By Pass; W/Rockwell Transfer 
Case. 


*9640HD 

©**9660HD 

*9590HD 

*9635HD 

*9395HD 

49600HD 

*9650HD 

*9625HD 

5700 

*9630HD 

*9385HD 

*9550HD 

*9540HD 

*9660HD 

21107 

^21307 

20557 

21523 

21521 
2 1/4” I.D. 
21556 

1 3/8” I.D. 

1 3/4” I.D. 


GM V-8 7.0 L ENG. - Continued 

TOPKICK C5500; TOPKICK C6500; TOPKICK 
C7500; TOPKICK C8500 


1990 

Belt - Fan & Alt. 15608928 

*K060672HD 

Belt - Fan & P.S.; W/Hyd. 

Brakes. 11502406 

*9650HD 

Belt - P.S.; W/Air Brakes. 9433884 

*9395HD 

Belt - Fan To A.C. 11502375 

*9525HD 

Belt - Fan & Air Brake Com¬ 
pr. 11502413 

*9690HD 

Hose - Upper - Eng. To Rad. 

21984 

Hose - Lower - Eng. To Rad.; W/Auto. 

Trans. 

21987 

Hose - Lower - Eng. To Rad.; W/Man. 

Trans. 

22030 

W7 

1980 

Hose - Upper - Pipe To Rad. 

21197 

Hose - Lower - Eng. To Pipe. 

20564 


GM V-8 454 ENG. 

BRIGADIER 


1979 

Belt - Fan & Alt. 

9433914 

*9545HD 

Belt - Fan & P.S. 


*9545HD 

Belt - P.S.; W/ldler Adjmt. 

9433888 

*9415HD 

Belt - P.S.; W/O Idler Adjmt... 

9433884 

*9395HD 

Belt - Air Brake Compr.; 
W/Front P.T.0. 


*9640HD 

Belt - Air Brake Compr.; W/O 
Front P.T.0. 

2027569 

@5700 

Belt - A.P. 


*9395HD 


Hose - Upper; W/O Front P.T.0. 26505 

Hose - By Pass. 1 3/4” I.D. 

C6000 C6D SERIES; C7000 C7D SERIES 
1979 


P6T042 

1989 

Belt - Fan, Alt. & A.P. 14087540 

Belt - Fan & P.S. 14087507 

Belt - A.P. 14092344 

Hose - Upper. 

Hose - Lower. 

P3500 

1990 


Belt - Fan & Alt.; W/80A. Alt.; 

Preferred Belt. 

Belt - Fan & Alt.; W/80A. Alt.; 

Optional Belt. 

Belt - Fan & Alt.; W/O 80A. 
Alt. 


Belt - Fan, Alt. & A.P. 14087540 

Belt - Fan & P.S.; W/1/2" Belt 

T.W. 9433932 

Belt - Fan & P.S.; W/3/8" Belt 

T.W. 14087507 

Belt - P.S. 9433884 

Belt - Fan & Hyd. Brake 

Boost Pump. 

Belt - Fan & A.P. 11502340 

Belt - A.P.; W/1/2" Belt T.W... 11502382 
Belt - A.P.; W/3/8” Belt T.W... 14092344 

Hose - Upper - Eng. To Rad. 

Hose - Upper - Eng. To Pipe. 


Hose - Upper - Pipe To Rad.; W/Auto. 

Trans. 

Hose - Upper - Pipe To Rad.; W/Man. 

Trans. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Eng. To Rad. 

Hose - Lower - Pipe To Rad. 


*K060560HD 

7455 

7450 

21850 

21849 


2/9660PB 

©*9660HD 

*9640HD 

*K060560HD 

*9635HD 

7455 

*9395HD 

*9630HD 

*9385HD 

*9550HD 

7450 

21850 

21307 

21523 


Belt - Fan & Alt.; W/105A. 

Leece Neville Alt. 

Belt - Fan & Alt.; W/42A, 

70A., 105A. Delco Alt. 

Belt - Fan & Alt.; W/80A. Alt.. 

Belt - Fan & P.S.; W/59 1/2" 

Belt O.C. 9433923 


Belt - Fan & P.S.; W/64" Belt 


O.C. 9433932 

Belt - P.S.; W/Air Brakes. 9433884 

Belt - A.C. 11502395 


Belt - A.C. & A.P.; W/Air 

Brake Compr. 11502407 

Belt - A.C. & A.P.; W/O Air 

Brake Compr. 9433930 

Belt - Fan & Air Brake Com¬ 
pr. 2027569 

Belt - Fan & Hyd. Pump. 

Belt - Fan To A.P. 11502340 

Belt - A.P.; W/A.C. 11502382 

Belt - A.P.; W/O A.C. 11502379 

Belt - V.P. 11502409 


Hose - Upper. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

Hose - By Pass; W/O Rockwell Transfer 

Case. 

Hose - By Pass; W/Rockwell Transfer 
Case. 

CE5500 

1972-1966 


21521 

*2 1/4” I.D. 
21849 
21556 


Belt - Fan & Alt.; W/42A, 

61 A. Alt. 

Belt - Fan & Alt.; W/62A, 

100A. Alt. 3891365 

Belt - P.S. 3883003 


©♦*9670HD 

*9640HD 

©♦♦9660HD 

*9590HD 

*9635HD 

*9395HD 

*9600HD 

*9650HD 

*9625HD 

5700 
*9630HD 
*9385HD 
*9550HD 
*9540HD 
*9660HD 
21107 
2 1/4” I.D. 
21556 

1 3/8” I.D. 

1 3/4” I.D. 


*9590HD 

©♦*961OHD 
*9415HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

Cut To Fit. * Standard Belt Also Available. See Inside Back Cover. 


197 




























































































Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 

Mfr. Part No. 

Gates No. 

Application 

Mfr. Part No. 

Gates No. 

GMC - Continued 



GMC - Continued 



GM V-8 454 ENG. - 

Continued 


GM V-8 454 ENG. - 

Continued 


CE5500 - Continued 



CE6500 - Continued 



1972-1966 - Continued 



1977-1973 - Continued 



Belt - Air Brake Compr.; W/O 



Belt - Hyd. Brake Boost 



P S 

3883005 

49690HD 

Pump. 

9433929 

49620HD 

Belt - Air Brake Compr.; 


Belt - Hyd. Brake Boost 

W/P.S. 


49720HD 

Pump & A.P. 

9433942 

49720HD 

Belt - A.P. 

3973289 

49360HD 

Belt - A.P. 

9433881 

49380HD 

CE6000 

1977-1967 



Belt - V.P. 

3883005 

49690HD 



H7500; H8500; J7500; J8500 

Belt - Fan & Alt.; W/Front 



1978-1974 



P.T.O.; W/61A. Alt. 



Belt - Fan & Alt. 

3891330 

©49600HD 

(1977-1973). 


49640HD 

Belt - P.S. 

3888401 

49412HD 

Belt - Fan & Alt.; W/Front 



Belt - Air Brake Compr. 

3883005 

49690HD 

P.T.O.; W/80A. Alt. 
(1977-1973). 

9433936 

49660HD 

Belt - Air Brake Compr. & 

A.P. 

3902101 

49720HD 

Belt - Fan & Alt.; W/Noise 



Belt - A.P. 

M6500 

9433881 

49380HD 

Restriction; W/61A. Alt. 
(1977-1973). 


49640HD 



Belt - Fan & Alt.; W/Noise 



1978 



Restriction; W/80A. Alt. 



Belt - Fan & Alt.; W/Front 



(1977-1973). 

9433936 

49660HD 

P.T.O.; W/61A. Alt. 


49640HD 

Belt - Fan & Alt.; W/O Front 



Belt - Fan & Alt.; W/Front 



P.T.O.; W/61A. Alt. 



P.T.O.; W/80A. Alt. 

9433936 

49660HD 

(1977-1973). 

9433915 

49550HD 

Belt - Fan & Alt.; W/Noise 



Belt - Fan & Alt.; W/O Front 



Restriction; W/61A. Alt. 


49640HD 

P.T.O.; W/80A. Alt. 



Belt - Fan & Alt.; W/Noise 



(1977-1973). 


49560HD 

Restriction; W/80A. Alt. 

9433936 

49660HD 

Belt - P.S.; (1977-1973). 

9433884 

49395HD 

Belt - Fan & Alt.; W/O Front 



Belt - A.C.; W/Noise Restric- 



P.T.O.; W/61A. Alt. 

9433915 

49550HD 

tion (1977-1973). 

9433930 

49625HD 

Belt - Fan & Alt.; W/O Front 



Belt - A.C.; W/O Noise Re- 



P.T.O.; W/80A. Alt. 


49560HD 

striction (1977-1973). 

9433935 

49650HD 

Belt - P.S. 

9433884 

49395HD 

Belt - Air Brake Compr.; 



Belt - A.C.; W/Noise Restric- 



W/Front P.T.O. (1977-1973). 

9433934 

49640HD 

tion. 

9433930 

49625HD 

Belt - Air Brake Compr.; W/O 



Belt - A.C.; W/O Noise Re- 



Front P.T.O. (1977-1973). 

2027569 

5700 

striction. 

9433935 

49650HD 

Belt - Air Brake Compr. & 



Belt - Air Brake Compr.; 

A.P.; (1977-1973). 

3902101 

49720HD 

W/Front P.T.O. 

9433934 

49640HD 

Belt - Hyd. Brake Boost 



Belt - Air Brake Compr.; W/O 



Pump; (1977-1973). 

9433929 

49620HD 

Front P.T.O. 

2027569 

5700 

Belt - Hyd. Brake Boost 



Belt - Air Brake Compr. & 


Pump & A.P.; (1977-1973)... 

9433942 

49720HD 

A P 

3902101 

49720HD 

Belt - A.P.; (1977-1973). 

9433881 

49380HD 

Belt - Hyd. Brake Boost 



Belt - V.P.; (1977-1973). 

3883005 

49690HD 

Pump. 

9433929 

49620HD 

Hose - Upper; (1977-1975). 


<20933 

Belt - Hyd. Brake Boost 



Hose - Upper; (1974-1967). 


20933 

Pump & A.P. 

9433942 

49720HD 

Hose - Lower; (1977-1975). 


21011 

Belt - A.P. 

9433881 

49380HD 

Hose - Lower; (1974-1967). 


20968 

Belt - V P. 

3883005 

49690HD 

Hose - By Pass; (1977-1975). 


1 3/4” I.D. 

Hose - Upper; W/O Front P.T.O. 

s<20933 

CE6500 



ME6500 



1977-1973 



1977-1973 



Belt - Fan & Alt.; W/Front 



Belt - Fan & Alt.; W/Front 



P.T.O.; W/61A. Alt. 


49640HD 

P.T.O.; W/61A. Alt. 


49640HD 

Belt - Fan & Alt.; W/Front 



Belt - Fan & Alt.; W/Front 



P.T.O.; W/80A. Alt. 

9433936 

49660HD 

P.T.O.; W/80A. Alt. 

9433936 

49660HD 

Belt - Fan & Alt.; W/Noise 



Belt - Fan & Alt.; W/Noise 



Restriction; W/61A. Alt. 


49640HD 

Restriction; W/61A. Alt. 


49640HD 

Belt - Fan & Alt.; W/Noise 



Belt - Fan & Alt.; W/Noise 



Restriction; W/80A. Alt. 

9433936 

49660HD 

Restriction; W/80A. Alt. 

9433936 

49660HD 

Belt - Fan & Alt.; W/O Front 



Belt - Fan & Alt.; W/O Front 



P.T.O.; W/61A. Alt. 

9433915 

49550HD 

P.T.O.; W/61A. Alt. 

9433915 

49550HD 

Belt - Fan & Alt.; W/O Front 



Belt - Fan & Alt.; W/O Front 



P.T.O.; W/80A. Alt. 


49560HD 

P.T.O.; W/80A. Alt. 


49560HD 

Belt - P.S. 

9433884 

49395HD 

Belt - P.S. 

9433884 

49395HD 

Belt - A.C.; W/Noise Restric- 



Belt - A.C.; W/Noise Restric- 



tion. 

9433930 

49625HD 

tion. 

9433930 

49625HD 

Belt - A.C.; W/O Noise Re- 



Belt - A.C.; W/O Noise Re- 



striction. 

9433935 

49650HD 

striction. 

9433935 

49650HD 

Belt - Air Brake Compr.; 

Belt - Air Brake Compr.; 

W/Front P.T.O. 

9433934 

49640HD 

W/Front P.T.O. 

9433934 

49640HD 

Belt - Air Brake Compr.; W/O 



Belt - Air Brake Compr.; W/O 



Front P.T.O. 

2027569 

5700 

Front P.T.O. 

2027569 

5700 

Belt - Air Brake Compr. & 


Belt - Air Brake Compr. & 


A P 

3902101 

49720HD 

A.P. 

3902101 

49720HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Flose Recommended. O 
•*” Use Notched Belt Only. ♦ 

^ Cut To Fit. 4 


Green Stripe ® 4-Ply Coolant Flose Recommended. 

Use Wire Inserted Green Stripe® Coolant Flose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

GMC - Continued 


Gates No. 


Application 

GMC - Continued 


Mfr. Part No. 


GM V-8 454 ENG. - Continued 


GM V-8 454 ENG. - Continued 


ME6500 - Continued 


T6500 - Continued 


1977-1973 - Continued 


1978 - Continued 


Belt - Hyd. Brake Boost 


Pump. 

. 9433929 

49620HD 

Belt - Hyd. Brake Boost 



Pump & A.P. 

. 9433942 

49720HD 

Belt - A.P. 

. 9433881 

49380HD 

Belt - V.P. 

. 3883005 

49690HD 

P3500 




1979-1972 

Hose - Upper; W/Front P.T.O. (1977-1975). 21107 

Hose - Upper; W/O Front P.T.O. 

(1977-1975). <20933 

Hose - Upper; (1974-1972). 20933 

Hose - Lower; (1979). 20842 

or 25530 

Hose - Lower; W/Front P.T.O. (1977-1976). 21011 

Hose - Lower; W/Front P.T.O. (1975). 20968 

Hose - Lower; (1974-1972). 20968 

Hose - By Pass; (1979). 3/4” x 4 1/2” 

Hose - By Pass; (1977-1975). 1 3/4” I.D. 

Hose - Heater To Rad.; (1979). 5/8” x 40” 

Hose - Heater To Eng.; (1979 . 5/8” x 42” 

T6000 


1978-1966 

Belt - W.P. & Alt.; W/42A. Alt. 

(1978-1973). 

Belt - W.P. & Alt.; W/61A., 

80A. Alt. (1978-1973). 

Belt - W.P. & Alt.; W/62A. Alt. 


(1972-1966). 3883001 

Belt - W.P. & Alt.; W/O 62A. 

Alt. (1972-1966). 3888460 

Belt - P.S.; (1972-1966). 3883004 

Belt - W.P. & P.S.; 

(1978-1973). 3947153 

Belt - Air Brake Compr. 3883006 

Belt - Air Brake Compr. & 

A.P.; (1978-1973). 

Belt - Air Brake Compr. & 

A.P.; (1972-1966). 3943162 

Belt - W.P. & Hyd. Brake 

Boost Pump; (1978-1973). 9433907 

Belt - W.P. & A.P.; 

(1978-1973). 9433913 

Belt - W.P. & A.P.; 

(1972-1966). 3888487 

Belt - A.P.; (1978-1973). 9433877 

Belt - A.P.; (1972-1966). 9433881 

Belt - V.P.; (1978-1974). 3883006 

Belt - V.P.; (1973). 3947153 


Hose - Upper - Eng. To Pipe; (1978-1970). 
Hose - Upper - Pipe To Rad.; (1978-1970). 
Hose - Lower; W/Man. Trans. (1974-1970). 
Hose - Lower - Eng. To Pipe; (1978-1975). 
Hose - Lower - Eng. To Pipe; W/Auto. 

Trans. (1974-1970). 

Hose - Lower - Pipe To Rad.; W/Auto. 
Trans. (1974-1970). 

T6500 


©449590HD 

©49600HD 

©49605HD 

49540HD 

49545HD 

49540HD 

49640HD 

49670HD 

49660HD 

49510HD 

49540HD 

49520HD 

49360HD 

49380HD 

49640HD 

49540HD 

^20356 

^20356 

21037 

20564 

2 3/8” I.D. 

20960(A) 


Hose - Upper - Eng. To Pipe., 
Hose - Upper - Pipe To Rad... 
Hose - Lower - Eng. To Pipe., 

TE5500; TE6500 

1977-1966 

Belt - W.P. & Alt.; W/42A. Alt. 

(1977-1973). 

Belt - W.P. & Alt.; W/61A., 

80A. Alt. (1977-1973). 

Belt - W.P. & Alt.; W/62A. Alt. 


(1972-1966). 3883001 

Belt - W.P. & Alt.; W/O 62A. 

Alt. (1972-1966). 3888460 

Belt - P.S.; (1972-1966). 3883004 

Belt - W.P. & P.S.; 

(1977-1973). 3947153 

Belt - Air Brake Compr. 3883006 

Belt - Air Brake Compr. & 

A.P.; (1977-1973). 

Belt - Air Brake Compr. & 

A.P.; (1972-1966). 3943162 

Belt - W.P. & Hyd. Brake 

Boost Pump; (1977-1973). 9433907 

Belt - W.P. & A.P.; 

(1977-1973). 9433913 

Belt - W.P. & A.P.; 

(1972-1966). 3888487 

Belt - A.P.; (1977-1973). 9433877 

Belt - A.P.; (1972-1966). 9433881 

Belt - V.P.; (1977-1974). 3883006 

Belt - V.P.; (1973). 3947153 


Hose - Upper - Eng. To Pipe; (1977-1970). 
Hose - Upper - Pipe To Rad.; (1977-1970). 
Hose - Lower; W/Man. Trans. (1974-1970). 
Hose - Lower - Eng. To Pipe; (1977-1975). 
Hose - Lower - Eng. To Pipe; W/Auto. 

Trans. (1974-1970). 

Hose - Lower - Pipe To Rad.; W/Auto. 
Trans. (1974-1970). 

TOPKICK 

1979 

Belt - Fan & Alt.; W/105A. 

Leece Neville Alt. 

Belt - Fan & Alt.; W/42A, 

70A., 105A. Delco Alt. 

Belt - Fan & Alt.; W/80A. Alt.. 

Belt - Fan & P.S.; W/59 1/2" 

Belt O.C. 

Belt - Fan & P.S.; W/64" Belt 

O.C. 

Belt - P.S.; W/Air Brakes. 

Belt - A.C. 

Belt - A.C. & A.P.; W/Air 

Brake Compr. 

Belt - A.C. & A.P.; W/O Air 

Brake Compr. 

Belt - Fan & Air Brake Corn- 


9433923 

9433932 

9433884 

11502395 

11502407 

9433930 


1978 


Belt - W.P. & Alt.; W/42A. Alt. 


©449590HD 

Belt - W.P. & Alt.; W/61A., 
80A. Alt. 


©49600HD 

Belt - W.P. & P.S. 

3947153 

49540HD 

Belt - Air Brake Compr. 

3883006 

49640HD 

Belt - Air Brake Compr. & 

A.P. 


49670HD 

Belt - W.P. & Hyd. Brake 
Boost Pump. 

9433907 

4951 OHD 

Belt - W.P. & A.P. 

9433913 

49540HD 

Belt - A.P. 

9433877 

49360HD 

Belt - V.P. 

3883006 

49640HD 


pr. 2027569 

Belt - Fan & Hyd. Pump. 

Belt - Fan To A.P. 11502340 

Belt - A.P.; W/A.C. 11502382 

Belt - A.P.; W/O A.C. 11502379 

Belt - V.P. 11502409 

Hose - Upper. 


Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

Hose - By Pass; W/O Rockwell Transfer 

Case. 

Hose - By Pass; W/Rockwell Transfer 
Case. 


Gates No. 


<20356 

<20356 

20564 


©449590HD 

©49600HD 

©49605HD 

49540HD 

49545HD 

49540HD 

49640HD 

49670HD 

49660HD 

4951OHD 

49540HD 

49520HD 

49360HD 

49380HD 

49640HD 

49540HD 

^20356 

<20356 

21037 

20564 

2 3/8” I.D. 

20960(A) 


©449670HD 

49640HD 

©449660HD 

49590HD 

49635HD 

49395HD 

49600HD 

49650HD 

49625HD 

5700 
49630HD 
49385HD 
49550HD 
49540HD 
49660HD 
21107 
2 1/4” I.D. 
21556 

1 3/8” I.D. 

1 3/4” I.D. 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

Cut To Fit. 


o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


GMC - Continued 

GM V-8 7.4 L ENG. 

C7000 

1981-1980 

Belt - Fan & Alt.; W/105A. 

Leece Neville Alt. 

Belt - Fan & Alt.; W/42A, 

70A., 105A. Delco Alt. 

Belt - Fan & Alt.; W/80A. Alt.. 

Belt - Fan & P.S.; W/59 1/2" 

Belt O.C. 9433923 

Belt - Fan & P.S.; W/64" Belt 

O.C. 9433932 

Belt - P.S.; W/Air Brakes. 9433884 

Belt - A.C. 11502395 

Belt - A.C. & A.P.; W/Air 

Brake Compr. 11502407 

Belt - A.C. & A.P.; W/O Air 

Brake Compr. 9433930 

Belt - Fan & Air Brake Com- 

. 2027569 

■ Fan & Hyd. Pump. 

■ Fan To A.P. 11502340 

■ A.P.; W/A.C. 11502382 

Belt - A.P.; W/O A.C. 11502379 

Belt - V.P. 11502409 

Hose - Upper. 

Hose - Lower - Eng. To Pipe. 

Lower - Pipe To Rad. 

By Pass; W/O Rockwell Transfer 

Case. 

Hose - By Pass; W/Rockwell Transfer 
Case. 

P3500 

1990-1980 

Belt - Fan & Alt.; W/80A. Alt.; 

Preferred Belt (1990). 

Belt - Fan & Alt.; W/80A. Alt.; 

Optional Belt (1990). 

Belt - Fan & Alt.; W/O 80A. 

Alt. (1990). 

Belt - Fan & Alt.; W/80A. Alt. 

(1983). 

Belt - Fan & Alt.; W/O 80A. 

Alt. (1983). 

Belt - Fan, Alt. & A.P.; 

(1990-1987). 

Belt - Fan, Alt. & A.P.; Exc. 

Motor Home (1986). 

Belt - Fan, Alt. & A.P.; 

W/Dual A.P.; Exc. Motor 

Home (1985). 

Belt - Fan, Alt. & A.P.; 

W/Single A.P.; Exc. Motor 


pr.. 
Belt - 
Belt - 
Belt ■ 


Hose ■ 
Hose ■ 


©♦49670HD 

49640HD 

©♦♦9660HD 

49590HD 

49635HD 

49395HD 

49600HD 

49650HD 

49625HD 

5700 
49630HD 
49385HD 
49550HD 
49540HD 
49660HD 
21107 
2 1/4” I.D. 
21556 

1 3/8” I.D. 

1 3/4” I.D. 


2/9660PB 

©49660HD 

49640HD 

©♦♦9660HD 

©♦♦9640HD 

4K060560HD 

4K060560HD 

4K060560HD 


Home (1985). 

Belt - Fan, Alt. & A.P.; Chas¬ 
sis Mtd.; Motor Home 


7495 

(1984). 

Belt - Fan, Alt. & A.P.: 


7495 

(1982-1981). 

Belt - Fan, Alt. & A.P.; Chas¬ 
sis Mtd.; Motor Home 


7495 

(1980). 

Belt - Fan & P.S.; W/1/2" Belt 


7495 

T.W. (1990). 

Belt - Fan & P.S.; W/3/8" Belt 

9433932 

49635HD 

T.W. (1990). 

Belt - Fan & P.S.; 

14087507 

7455 

(1989-1988). 

Belt - Fan & P.S.; W/O A.C. 

14087507 

7455 

(1987). 

Belt - Fan & P.S.; W/O A.C.; 


7450 

Exc. Motor Home (1986). 

Belt - Fan & P.S.; W/Single 
A.P.; Exc. Motor Home 


7455 

(1985). 


7460 


GMC - Continued 

GM V-8 7.4 L ENG. - Continued 

P3500 - Continued 
1990-1980 - Continued 
Belt - Fan & P.S.; W/O A.C.; 

Chassis Mtd.; Motor Home 

(1984). 7460 

Belt - Fan & P.S.; (1983). 9433932 49635HD 

Belt - Fan & P.S.; W/O A.C. 

(1982-1981). 7460 

Belt - Fan & P.S.; W/O A.C.; 

Chassis Mtd.; Motor Home 

(1980). 7460 

Belt - Fan, A.C. & P.S.; 

(1987). 7612 

Belt - Fan, A.C. & P.S.; 

W/Dual A.P.; Exc. Motor 

Home (1985). 7612 

Belt - P.S.; (1990). 9433884 49395HD 

Belt - P.S.; (1983). 9433884 49395HD 

Belt - P.S.; W/A.C. 

(1982-1981). 7410 

Belt - P.S.; W/A.C.; Chassis 

Mtd.; Motor Home (1980). 7410 

Belt - P.S. To A.P.; (1987). 7450 

Belt - P.S. To A.P.; Exc. Mo¬ 
tor Home (1986). 7450 

Belt - Fan & Hyd. Brake 

Boost Pump; (1990). 49630HD 

Belt - Fan & Hyd. Brake 

Boost Pump; (1983). 49630HD 

Belt - Fan & Hyd. Pump; 

W/Hydroboost (1981). 7460 

Belt - Fan & A.P.; (1990). 11502340 49385HD 

Belt - Fan To A.P.; Exc. Mo¬ 
tor Home (1986). 49385HD 

Belt - A.P.; W/1/2" Belt T.W. 

(1990). 11502382 49550HD 

Belt - A.P.; W/3/8" Belt T.W. 

(1990). 14092344 7450 

Belt - A.P.; (1989-1988). 14092344 7450 

Belt - A.P. - From Fan; 

(1983). 11502340 49385HD 

Belt - A.P. - From C.S.; 

(1983). 11502382 49550HD 

Hose - Upper; Exc. Motor Home 

(1988-1985). 

Hose - Upper; Motor Home (1988). 


Hose - Upper; Chassis Mtd.; Motor Home 
(1987-1985). 


21850 

21519 

or 25321 (A,B) 


Hose - Upper; 

(1984). 

Hose - Upper; 
Hose - Upper; 
Hose - Upper; 
Hose - Upper; 
Hose - Upper - 
Hose - Upper - 
Hose - Upper - 
Hose - Upper - 
Trans. (1990) 
Hose - Upper 
Trans. (1990) 
Hose - Upper - 
Trans. (1986 
Hose - Upper 
Trans. (1986 
Hose - Lower; 
(1988-1985). 
Hose - Lower; 
Hose - Lower; 
(1987-1986). 
Hose - Lower; 
(1985-1984). 


Chassis Mtd.; Motor Home 


Exc. Motor Home (1984). 

(1983). 

(1982). 

(1981). 

■ Eng. To Rad.; (1990). 

■ Eng. To Pipe; (1990). 

■ Eng. To Pipe; (1986-1985). 
Pipe To Rad.; W/Auto. 


- Pipe To Rad 


Pipe To Rad 

1985). 

- Pipe To Rad 

1985). 

Exc. Motor Home 


W/Man. 


; W/Auto. 
; W/Man. 


Motor Home (1988). 

Chassis Mtd.; Motor Home 


Chassis Mtd.; Motor Home 


21519 

or 25321 (A,B) 

21441 

21107 

21107 

21441 
20843 
21850 
21307 

^21307 

21523 

21521 

21523 

21521 

21849 

21442 

21442 

21442 

or 25535(A) 


© Two Required. © Six Required. 

® Three Required. ▲ Durion ® Silicone Hose Recommended. 

© Four Required. •*” Use Notched Belt Only. 

© Five Required. ^ Cut To Fit. 


4- Green Stripe 8 4-Ply Coolant Hose Recommended. 

Q Use Wire Inserted Green Stripe® Coolant Hose. 

♦ PowerBand® Belt May Work, Use Template To Check. 

* Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

GMC - Continued 


Gates No. 


Application 

GMC - Continued 


Mfr. Part No. 


GM V-8 7.4 L ENG. - Continued 

P3500 - Continued 


GM V-8 637 ENG. - Continued 

HE9500; JE9500 


1990-1980-Continued 

Hose - Lower; (1982). 21442 

or 25535(A) 

Hose - Lower - Eng. To Pipe; (1990). -^2 1/4” I.D. 

Hose - Lower - Eng. To Pipe; (1986-1985). -t-2 1/4” I.D. 

Hose - Lower - Eng. To Pipe; Exc. Motor 

Home (1984). « 1/4” I.D. 

Hose - Lower - Eng. To Pipe; (1983). *2 1/4” I.D. 

Hose - Lower - Eng. To Rad.; (1990). 21849 

Hose - Lower - Pipe To Rad.; (1990). 21556 

Hose - Lower - Pipe To Rad.; (1986-1985). 21556 

Hose - Lower - Pipe To Rad.; Exc. Motor 

Home (1984). 21556 

Hose - Lower - Pipe To Rad.; (1983). 21556 

Hose - By Pass; Motor Home (1988). 3/4” x 4 1/2” 

Hose - By Pass; (1986). 3/4” x 4 1/2” 

Hose - By Pass; Chassis Mtd.; Motor 

Home (1985). 5/8” x 4 1/2” 

Hose - By Pass; Exc. Motor Home (1985).. 3/4” x 4 1/2” 

Hose - By Pass; Chassis Mtd.; Motor 

Home (1984). 3/4” x 4 1/2” 

Hose - By Pass; (1982). 3/4” x 4 1/2” 

Hose - By Pass; (1981). 3/4” x 6” 

Hose - Heater To Valve; Exc. Motor Home 

(1988-1987). 5/8” x 19” 

Hose - Heater To W.P.; Exc. Motor Home 

(1986). 3/4” x 32” 

Hose - Heater To W.P.; Exc. Motor Home 

(1985). 3/4” x 42” 

Hose - Valve To Heater; Exc. Motor Home 

(1988-1987). 3/4” x 19” 

Hose - Valve To Rad.; Exc. Motor Home 

(1988-1987). 3/4” x 36” 

Hose - Valve To Throttle Body; Exc. Motor 

Home (1988-1987). 5/8” x 48” 

Hose - Throttle Body To Intake Manifold; 

Exc. Motor Home (1988-1987). ^28461 

Hose - Heater To Eng.; Exc. Motor Home 

(1986). 5/8” x 28” 

Hose - Heater To Eng.; Exc. Motor Home 
(1985). 5/8” x 40” 

GM V-8 637 ENG. 

CE9500 

1972-1966 

Belt - Fan & Alt.; W/85A. Alt.. 2453896 ©**9670HD 

Belt - Fan & Alt.; W/O 85A. 

Alt. 8869129 -*9580HD 

Belt - P.S. 3883003 49415HD 

Belt - Air Brake Compr.; 

W/12 Cu. Ft. Air Brake 

Compr. 49600HD 

Belt - Air Brake Compr.; W/7 
1/4 Cu. Ft. Air Brake Com¬ 
pr. 2477463 49590HD 

Hose - Upper; (1968-1966). 26511 

Hose - By Pass; (1968-1966). <!»<20904 


1972-1966 

Belt - Fan & Alt.; W/62A. Alt.. 2483870 
Belt - Fan & Alt.; W/85A. Alt.. 2453896 
Belt - Fan & Alt.; W/O 62A., 

85A. Alt. 8869129 

Belt - P.S. 3888401 

Belt - A.C. 2484214 

Belt - Air Brake Compr.; 

W/12 Cu. Ft. Air Brake 

Compr. 

Belt - Air Brake Compr.; W/7 
1/4 Cu. Ft. Air Brake Com¬ 
pr. 2477463 

Hose - Upper; W/High Mount Thermostat... 
Hose - Upper; W/Std. Mount Thermostat.... 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

Hose - By Pass. 

ME9500 

1972-1966 

Belt - Fan & Alt.; W/85A. Alt.. 2453896 
Belt - Fan & Alt.; W/O 85A. 

Alt. 8869129 

Belt - P.S. 3883003 

Belt - Air Brake Compr.; 

W/12 Cu. Ft. Air Brake 

Compr. 

Belt - Air Brake Compr.; W/7 
1/4 Cu. Ft. Air Brake Com¬ 
pr. 2477463 

Hose - Upper; (1968-1966). 

Hose - By Pass; (1968-1966). 

TE9500; WE9500 

1972-1966 

Belt - W.P. & Alt.; 


vv.i . ix rm., 

(1972-1971). 3891358 

Belt - W.P. & Alt.; 

(1970-1966). 3767071 

Belt - P.S. 2459498 

Belt - Air Brake Compr.; 

(1972-1971). 2483912 

Belt - Air Brake Compr.; 

(1970-1966). 2457778 

GMC D351 DIESEL ENG. 

D3500 

1966-1964 

Belt - Fan & Alt.; (1966). 2439805 

Belt - Fan & Alt.; (1965-1964) 3815556 

Belt - V.P.; (1966). 2485245 

Belt - V.P.; (1965-1964). 2460198 

EG4500 

1967 

Belt - Fan & Alt. 2483870 

Belt - P.S. 3887676 


DE9500; FE9500 

1972-1966 

Belt - Fan & Alt.; W/62A. Alt.. 2483870 
Belt - Fan & Alt.; W/O 62A. 

Alt. 8869129 

Belt - P.S. 2491450 

Belt - Air Brake Compr.; 

W/12 Cu. Ft. Air Brake 

Compr. 

Belt - Air Brake Compr.; W/7 
1/4 Cu. Ft. Air Brake Com¬ 
pr. 2477463 

Hose - Upper. 

Hose - Lower. 

Hose - By Pass. 


Belt - A.C. 


©♦*9590HD 

©*9580HD 

*9395HD 

*9600HD 


GMC D637 DIESEL ENG. 


CJ9500 

1968-1966 

Belt - Fan & Alt.; W/A.C. 2483932 

Belt - Fan & Alt.; W/O A.C. 8869129 

Belt - P.S. 3883003 

Belt - A.C. 2483912 


*9590HD 
26521 
2 1/2” I.D. 
2 -=20904 


Belt - Air Brake Compr.; 

W/12 Cu. Ft. Air Brake 

Compr. 

Belt - Air Brake Compr.; W/7 
1/4 Cu. Ft. Air Brake Com- 
P'. 


611796 

2477463 


Gates No. 


©♦*9590HD 

©♦*9670HD 

@*9580HD 
*9412HD 
*9500HD 


*9600HD 


*9590HD 

26510 

26511 
^20760 

2 1/2” I.D. 
2 2-=20904 


©♦*9670HD 

@*9580HD 
*9415HD 

*9600HD 


*9590HD 
26511 
2 -=20904 


@*9580HD 

©*9630HD 

*9370HD 

*9520HD 

*9540HD 


@*9580HD 
©♦*9610HD 
*9560HD 
*9600HD 


©♦*9590HD 
*9451 HD 
*9540HD 


©♦*9670HD 
©*9580HD 
*9415HD 
*9520HD 


*9600HD 


*9590HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

* 


Green Stripe * 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. Gates No. 


GMC - Continued 


GMC D637 DIESEL ENG. - Continued 

DJ9500; FJ9500 

1968-1966 


Belt - W.P. & Alt. 

2485432 

©*9590HD 

Belt - P.S. 

2472188 

♦9405HD 

Belt - Air Brake Compr. 

2471922 

♦9600HD 

Hose - Upper. 


26521 

Hose - Lower. 


2 1/2” l.l 

HJ7500 



1971-1966 



Belt - Fan & Alt.; (1971-1970) 3891365 

©♦*961OHD 

Belt - Fan & Alt.; 1969-1966 2439805 

©*9580HD 

Belt - P.S.; (1971-1970). 

2459789 

*9476HD 

Belt - P.S.; (1969-1966). 

2483850 

*9415HD 

Belt - A.C. 

2484214 

*9500HD 

Belt - Air Brake Compr. 

611796 

*9600HD 

Hose - Upper. 


-=20611 



or 26510 

HJ9500 



1970-1966 



Belt - W.P. & Alt. 

2439812 

@*9580HD 

Belt - P.S. 

3883003 

*9415HD 

Belt - A.C. 

2483912 

*9520HD 

Belt - Air Brake Compr.; 



W/12 Cu. Ft. Air Brake 



Compr. 

611796 

*9600HD 

Belt - Air Brake Compr.; W/7 



1/4 Cu. Ft. Air Brake Com- 



P r . 

2477463 

*9590HD 

Hose - Upper. 


<20611 



or 26509 

Hose - Lower. 


©<=20760 

JJ7500 



1971-1966 



Belt - Fan & Alt.; (1971-1970) 3891365 

©♦*961OHD 

Belt - Fan & Alt.; 1969-1966 2439805 

©*9580HD 

Belt - P.S.; (1971-1970). 

2459789 

*9476HD 

Belt - P.S.; (1969-1966). 

2483850 

*9415HD 

Belt - A.C. 

2484214 

*9500HD 

Belt - Air Brake Compr. 

611796 

*9600HD 

Hose - Upper. 


‘-=20611 



or 26510 

JJ9500 



1970-1966 



Belt - W.P. & Alt. 

2439812 

@*9580HD 

Belt - P.S. 

3883003 

*9415HD 

Belt - A.C. 

2483912 

*9520HD 

Belt - Air Brake Compr.; 



W/12 Cu. Ft. Air Brake 



Compr. 

611796 

*9600HD 

Belt - Air Brake Compr.; W/7 



1/4 Cu. Ft. Air Brake Com- 



pr . 

2477463 

*9590HD 

Hose - Upper. 


<20611 



or 26509 

Hose - Lower. 


©=20760 

MJ9500 



1968-1966 



Belt - Fan & Alt.; W/A.C. 

2483932 

©♦*9670HD 

Belt - Fan & Alt.; W/O A.C. 

8869129 

©*9580HD 

Belt - P.S. 

3883003 

*9415HD 

Belt - A.C. 

2483912 

*9520HD 

Belt - Air Brake Compr.; 



W/12 Cu. Ft. Air Brake 



Compr. 

611796 

*9600HD 

Belt - Air Brake Compr.; W/7 



1/4 Cu. Ft. Air Brake Com- 



pr. 

2477463 

*9590HD 

TJ7500 



1968-1966 



Belt - Fan & Alt. 

2483869 

©*9600HD 

Belt - P.S. 

2459498 

*9370HD 

Belt - Air Brake Compr. 

2457778 

*9540HD 


Application 

Mfr. Part No. Gates No. 

GMC - Continued 

GMC D637 DIESEL ENG. 

- Continued 

TJ7500 - Continued 
1968-1966 - Continued 

Belt - V.P. 

2472232 

*951 OHD 

Hose - Upper. 


26503 

Hose - Lower. 


2 1/2” I.D. 

TJ9500; WJ9500 
1969-1966 

Belt - W.P. & Alt. 

2473035 

@**9640HD 

Belt - P.S. 

2459498 

*9370HD 

Belt - Air Brake Compr. 

2457778 

*9540HD 

Hose - Upper. 


2” I.D. 

Hose - Lower. 


2 1/2” I.D. 

GMC D478 DIESEL ENG. 

GMC DH478 

DIESEL ENG. 

CG5500 

1972-1970 

Belt - Fan & Alt.; W/105A., 
130A. Alt. 

8867641 

©♦*9670HD 

Belt - Fan & Alt.; W/62A. Alt. 

2439805 

©*9580HD 

Belt - P.S. 

3887676 

*9451 HD 

Belt - A.C. 

8867789 

*9540HD 

Belt - Air Brake Compr. 

3883002 

*9600HD 

Belt - V.P. 

8867790 

*9580HD 

Hose - Upper. 


26611 

Hose - Lower; (1970). 


20867 

Hose - By Pass. 


©<20904 

CG6000 

1975-1973 

Belt - Fan & Alt. 

2483870 

©♦*9590HD 

Belt - P.S. 

3887676 

*9451 HD 

Belt - Air Brake Compr. 

3883002 

*9600HD 

Belt - V.P. 

3905091 

♦9580HD 

D3500 

1966-1964 

Belt - Fan & Alt.; (1966). 

2439805 

©*9580HD 

Belt - Fan & Alt.; (1965-1964) 3815556 

©♦*961 OHD 

Belt - P.S.; (1966). 

2485216 

*9395HD 

Belt - P.S.; (1965-1964). 

2459498 

*9370HD 


Belt - Air Brake Compr.; 

(1966). 

Belt - Air Brake Compr.; 

(1965-1964). 

Belt - V.P.; (1966). 

Belt - V.P.; (1965-1964).. 

D4000 

1967-1964 


2485091 

3463090 

2485245 

2460198 


Belt - 
Belt - 


2439805 

3815556 

2485216 

2459498 

2485091 


Fan & Alt.; (1966). 

Fan & Alt.; (1965-1964) 

Belt - P.S.; (1966). 

Belt - P.S.; (1965-1964). 

Belt - Air Brake Compr.; 

(1966). 

Belt - Air Brake Compr.; 

(1965-1964). 3463090 

Belt - V.P.; (1966). 2485245 

Belt - V.P.; (1965-1964). 2460198 

Hose - Lower. 

Hose - By Pass. 

DB4000 


*9600HD 

49660HD 

*9560HD 

*9600HD 


©*9580HD 
©♦*9610HD 
♦9395HD 
♦9370HD 

♦9600HD 

♦9660HD 

♦9560HD 

♦9600HD 

©s<20397 

©-=20904 


1966-1964 



Belt - Fan & Alt.; (1966). 

.... 2439805 

©*9580HD 

Belt - Fan & Alt.; (1965-1964) 3815556 

©♦*961 OHD 

Belt - P.S.; (1966). 

.... 2485216 

*9395HD 

Belt - P.S.; (1965-1964). 

.... 2459498 

*9370HD 

Belt - Air Brake Compr.; 



(1966). 

.... 2485091 

♦9600HD 

Belt - Air Brake Compr.; 



(1965-1964). 

.... 3463090 

*9660HD 

Belt - V.P.; (1966). 

.... 2485245 

*9560HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

s< Cut To Fit. * Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


GMC - Continued 

GMC D478 DIESEL ENG.; GMC DH478 
DIESEL ENG. - Continued 

DB4000 - Continued 

1966-1964 - Continued 


Belt - V.P.; (1965-1964). 

.... 2460198 

♦9600HD 

DBH5000; DH5000 



1967-1964 



Belt - Fan & Alt.; (1966). 

.... 2439805 

©♦9580HD 

Belt - Fan & Alt.; (1965-1964) 3815556 

©♦♦961 OHD 

Belt - P.S.; (1966). 

.... 2485216 

♦9395HD 

Belt - P.S.; (1965-1964). 

.... 2459498 

♦9370HD 

Belt - Air Brake Compr.; 



(1966). 

.... 2485091 

♦9600HD 

Belt - Air Brake Compr.; 



(1965-1964). 

.... 3463090 

♦9660HD 

Belt - V.P.; (1966). 

.... 2485245 

♦9560HD 

Belt - V.P.; (1965-1964). 

.... 2460198 

♦9600HD 


Hose - Lower. 

Hose - By Pass. 

DS4000 

1966- 1964 

Belt - Fan & Alt.; (1966). 2439805 

Belt - Fan & Alt.; (1965-1964) 3815556 

Belt - P.S.; (1966). 2485216 

Belt - P.S.; (1965-1964). 2459498 

Belt - Air Brake Compr.; 

(1966). 2485091 

Belt - Air Brake Compr.; 

(1965-1964). 3463090 

Belt - V.P.; (1966). 2485245 

Belt - V.P.: (1965-1964). 2460198 

DW5000 

1967- 1964 

Belt - Fan & Alt.; (1966). 2439805 

Belt - Fan & Alt.; (1965-1964) 3815556 

Belt - P.S.; (1966). 2485216 

Belt - P.S.; (1965-1964). 2459498 

Belt - Air Brake Compr.; 

(1966). 2485091 

Belt - Air Brake Compr.; 

(1965-1964). 3463090 

Belt - V.P.; (1966). 2485245 

Belt - V.P.; (1965-1964). 2460198 

Hose - Lower. 

Hose - By Pass. 

EG5500; EG6500 

1969-1967 


@:*20397 

12 ) 3^20904 


©♦9580HD 
©♦49610HD 
♦9395HD 
♦9370HD 

♦9600HD 

♦9660HD 

♦9560HD 

♦9600HD 


©♦9580HD 
©♦♦9610HD 
♦9395HD 
♦9370HD 

♦9600HD 

♦9660HD 

♦9560HD 

♦9600HD 

©3^20397 

©-=20904 


Belt - Fan & Alt. 


W/105A., 


130A. Alt. 

. 8867641 

©♦♦9670HD 

Belt - Fan & Alt.; W/O 105A., 

130A. Alt. 2483870 

©♦♦9590HD 

Belt - P.S. 

. 3887676 

♦9451 HD 

Belt - V.P. 

. 8867790 

♦9580HD 


Hose ■ 
Hose ■ 


Upper; W/A.C.. 
Upper; W/O A.C.. 


Hose - Lower; W/O A.C.. 


Hose - By Pass. 

HG7500; JG7500 

1969-1966 

Belt - Fan & Alt. 2453837 

Belt - P.S. 2483850 

Belt - A.C. 2484214 

Belt - Air Brake Compr. 2471922 

Belt - V.P. 2472891 

Hose - Upper. 

Hose - Lower. 

Hose - By Pass. 

TG5500 

1975-1967 

Belt - Fan & Alt. 2483869 


26611 
26501 
3^20397 
or 26519 
©-=20904 


©♦4961OHD 
49415HD 
49500HD 
49600HD 
49550HD 
26502 
26520 
©-=20904 


©49600HD 


GMC - Continued 

GMC D478 DIESEL ENG.; GMC DH478 
DIESEL ENG. - Continued 

TG5500 - Continued 
1975-1967 - Continued 
Belt - P.S.; W/Air Brakes 

(1975-1970). 3898528 

Belt - P.S.; W/Hyd. Brakes 

(1975-1970). 2487197 

Belt - P.S.; (1969-1967). 2459498 

Belt - Air Brake Compr.; 

(1975-1970). 3888487 

Belt - Air Brake Compr.; 

(1969-1967). 2457778 

Belt - V.P.; (1975-1970). 3764340 

Belt - V.P.; (1969-1967). 2472232 

TG6000 

1975-1967 

Belt - Fan & Alt. 2483869 

Belt - P.S.; W/Air Brakes 

(1975-1970). 3898528 

Belt - P.S.; W/Hyd. Brakes 

(1975-1970). 2487197 

Belt - P.S.; (1969-1967). 2459498 

Belt - Air Brake Compr.; 

(1975-1970). 3888487 

Belt - Air Brake Compr.; 

(1969-1967). 2457778 

Belt - V.P.; (1975-1970). 3764340 

Belt - V.P.; (1969-1967). 2472232 

Hose - Upper; (1974-1970). 

Hose - Lower; (1974-1970). 

TG6500 

1974-1970 

Hose - Upper. 

Hose - Lower. 

TG7500 

1969-1966 

Belt - Fan & Alt. 2473035 

Belt - P.S. 2487197 

Belt - Air Brake Compr. 2457778 

Belt - V.P. 2472232 

Hose - Upper - Eng. To Pipe; W/High 

Mount Thermostat. 

Hose - Upper - Eng. To Pipe; W/Std. 

Mount Thermostat. 

Hose - Upper - Pipe To Rad. 

Hose - Lower; W/High Mount Thermostat 
Hose - Lower; W/Std. Mount Thermostat., 

Hose - By Pass. 

GMC DH637 DIESEL ENG 

CJ9500 

1968-1966 

Belt - Fan & Alt.; W/A.C. 

Belt - Fan & Alt.; W/O A.C. 8869129 

Belt - P.S. 

Belt - A.C. 

Belt - Air Brake Compr.; 

W/12 Cu. Ft. Air Brake 

Compr.611796 

Belt - Air Brake Compr.; W/7 
1/4 Cu. Ft. Air Brake Com¬ 
pr. 2477463 

DJ9500; FJ9500 

1968-1966 

Belt - W.P. & Alt. 2485432 

Belt - P.S. 

Belt - Air Brake Compr... 

Hose - Upper. 

Hose - Lower. 2 1/2” I.D. 


♦9375HD 

♦9365HD 

♦9370HD 

♦9520HD 

♦9540HD 
♦9550HD 
♦951OHD 


©♦9600HD 

♦9375HD 

♦9365HD 

♦9370HD 


♦9520HD 

♦9540HD 
♦9550HD 
♦951 OHD 
26503 
26526 


26503 

26526 


©♦9630HD 
♦9365HD 
♦9540HD 
♦951 OHD 

26603 

26503 

20882(A,B) 

26526 

26523 

©-=20904 


2483932 

©♦♦9670HD 

8869129 

©♦9580HD 

3883003 

♦9415HD 

2483912 

♦9520HD 

611796 

♦9600HD 

2477463 

♦9590HD 

2485432 

©♦9590HD 

2472188 

♦9405HD 

2471922 

♦9600HD 


26521 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

Cut To Fit. 


o 

♦ 

♦ 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

GMC - Continued 


Gates No. 


Application 

GMC - Continued 


Mfr. Part No. 


Gates No. 


GMC DH637 DIESEL ENG. - Continued 


GMC DH637 DIESEL ENG. - Continued 


HJ7500 


1971-1966 



Belt - Fan & Alt.; (1971-1970) 3891365 

©♦4961OHD 

Belt - Fan & Alt.; 1969-1966 2439805 

©49580HD 

Belt - P.S.; (1971-1970). 

2459789 

49476HD 

Belt - P.S.; (1969-1966). 

2483850 

49415HD 

Belt - A.C. 

2484214 

49500HD 

Belt - Air Brake Compr. 

611796 

49600HD 

Hose - Upper. 


=<20611 



or 26510 

J9500 



1970-1966 



Belt - W.P. & Alt. 

2439812 

©49580HD 

Belt - P.S. 

3883003 

49415HD 

Belt - A.C. 

2483912 

49520HD 

Belt - Air Brake Compr.; 



W/12 Cu. Ft. Air Brake 



Compr. 

611796 

49600HD 

Belt - Air Brake Compr.; W/7 



1/4 Cu. Ft. Air Brake Com- 



P'. 

2477463 

49590HD 

Hose - Upper. 


=<20611 


or 26509 


Hose - Lower. =<20760 

JJ7500 

1971-1966 


TJ9500; WJ9500 - Continued 
1969-1966 - Continued 

Belt - Air Brake Compr. 2457778 

Hose - Upper. 

Hose - Lower. 

ISUZU 4BD1 DIESEL ENG. 

FORWARD W4 

1990-1986 

Belt - Fan & Alt.; (1990). 

Belt - Fan & Alt.; (1989-1987) 

Belt - Fan & Alt.; (1986). 1136712161 

Belt - A.C.; (1990-1987). 8942228791 

Belt - A.C.; (1986). 

Hose - Upper; (1990). 

Hose - Upper; (1989-1987). 

Hose - Lower - Eng. To Pipe; (1990). 

Hose - Lower - Eng. To Pipe; (1989-1987). 
Hose - By Pass; (1990-1987). 

ISUZU 6BD1 DIESEL ENG. 

FORWARD W5 

1990 

Belt - Fan & Alt. 


Belt - Fan & Alt.; (1971-1970) 3891365 

©44961OHD 

Belt - Fan & Alt.; (1969-1966) 2439805 

©49580HD 

Belt - P.S.; (1971-1970). 

2459789 

49476HD 

Belt - P.S.; (1969-1966). 

2483850 

49415HD 

Belt - A.C. 

2484214 

49500HD 

Belt - Air Brake Compr. 

611796 

49600HD 

Hose - Upper. 


=<20611 



or 26510 

JJ9500 



1970-1966 



Belt - W.P. & Alt. 

2439812 

©49580HD 

Belt - P.S. 

3883003 

49415HD 

Belt - A.C. 

2483912 

49520HD 

Belt - Air Brake Compr.; 



W/12 Cu. Ft. Air Brake 



Compr. 

611796 

49600HD 

Belt - Air Brake Compr.; W/7 



1/4 Cu. Ft. Air Brake Com- 



pr. 

2477463 

49590HD 

Hose - Upper. 


=<20611 



or 26509 

Hose - Lower. 


=<20760 


MJ9500 


1968-1966 

Belt - Fan & Alt.; W/A.C. 

Belt - Fan & Alt.; W/O A.C. 

Belt - P.S. 

2483932 

8869129 

3883003 

©449670HD 
©49580HD 
49415HD 

Belt - A.C. 

Belt - Air Brake Compr.; 

W/12 Cu. Ft. Air Brake 

2483912 

49520HD 

Compr. 

Belt - Air Brake Compr.; W/7 
1/4 Cu. Ft. Air Brake Com- 

611796 

49600HD 

pr. 

TJ7500 

1968-1966 

2477463 

49590HD 

Belt - Fan & Alt. 

2483869 

©49600HD 

Belt - P.S. 

2459498 

49370HD 

Belt - Air Brake Compr. 

2457778 

49540HD 

Belt - V.P. 

2472232 

4951 OHD 

Hose - Upper. 


26503 

Hose - Lower. 

TJ9500; WJ9500 


2 1/2” l.l 


1969-1966 

Belt - W.P. & Alt. 2473035 ©449640HD 

Belt - P.S. 2459498 49370HD 


Belt - A.C. 

Hose - Upper. 

Hose - Lower - Pipe To Rad. 

Hose - By Pass. 

FORWARD W6 

1990-1987 

Belt - Fan & Alt.; (1990). 

Belt - Fan & Alt.; (1989-1987) 

Belt - A.C. 

Hose - Upper. 

Hose - Lower - Pipe To Rad.; (1990). 

Hose - Lower - Pipe To Rad.; (1989-1987). 

Hose - By Pass; (1990). 

Hose - By Pass; (1989-1987). 

FORWARD W7 

1990-1984 

Belt - Fan & Alt.; (1990). 

Belt - Fan & Alt.; (1989-1984) 

Belt - A.C. 

Hose - Upper. 

Hose - Lower - Pipe To Rad.; (1990). 

Hose - Lower - Pipe To Rad.; (1989-1984). 

Hose - By Pass; (1990). 

Hose - By Pass; (1989-1984). 

ISUZU 6BG1 DIESEL ENG. 

FORWARD W5 

1990-1988 

Belt - Fan & Alt.; W/49 1/8" 

Belt O.C. (1990). 

Belt - Fan & Alt.; W/50 3/4" 

Belt O.C. (1990). 

Belt - Fan & Alt.; W/43 1/8" 

Belt O.C. (1989-1988). 

Belt - Fan & Alt.; W/50 3/4" 

Belt O.C. (1989-1988). 

Belt - A.C.; W/42 1/4" Belt 

O.C. 1136711270 

Belt - A.C.; W/43” Belt O.C.... 

Belt - A.C.; W/49 1/8" Belt 

O.C. 

Hose - Upper; (1989-1988). 

Hose - Upper - Eng. To Rad.; (1990). 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad.; (1990). 


49540HD 
2” I.D. 

2 1/2” I.D. 


7470 
©7470 
TR22461 
49375HD 
49405HD 
21794 
or 25474 
s-=21794 
or 25474 
20351 
=<20351 
21746 


TR22485 

TR22474 

26508 

21379 

21942 


TR22485 

©TR22485 

TR22474 

26508 

21379 

=■<21379 

21942 

=<21942 


TR22485 

©TR22485 

TR22474 

26508 

21379 

=<21379 

21942 

=<21942 


TR22485 

TR22495 

©TR22485 

©TR22495 

TR22416 

TR28423 

TR22485 
26510 
26510 
26516 
21379 
or 26509 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

=< Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

GMC - Continued 

ISUZU 6BG1 DIESEL ENG. 


Gates No. 


- Continued 


Application Mfr. Part No. Gates No. 

HENDRICKSON - Continued 
CATERPILLAR 1674 DIESEL ENG. 


FORWARD W5 - Continued 
1990-1988 - Continued 

Hose - Lower - Pipe To Rad.; (1989-1988). s^=21379 

or 26509 

Hose - By Pass; (1990). 21528 

Hose - By Pass; (1989-1988). <21528 

FORWARD W6 
1990-1988 

Belt - Fan & Alt.; W/43 1/8" 

Belt O.C. (1990). TR22485 

Belt - Fan & Alt.; W/50 3/4" 

Belt O.C. (1990). TR22495 

Belt - Fan & Alt.; W/43 1/8" 

Belt O.C. (1989-1988). ©TR22485 

Belt - Fan & Alt.; W/50 3/4" 

Belt O.C. (1989-1988). @TR22495 

Belt - A.C.; W/42 1/4" Belt 

O.C. 1136711270 TR22416 

Belt - A.C.; W/43” Belt O.C.... TR28423 

Belt - A.C.; W/49 1/8” Belt 

O.C. TR22485 

Hose - Upper. 26510 

Hose - Lower - Eng. To Pipe. 26516 

Hose - Lower - Pipe To Rad.; (1990). 21379 

or 26509 

Hose - Lower - Pipe To Rad.; (1989-1988). x21379 

or 26509 

Hose - By Pass; (1990). 21528 

Hose - By Pass; (1989-1988). x21528 

FORWARD W7 
1990 

Belt - Fan & Alt.; W/43 1/8" 

Belt O.C. TR22485 

Belt - Fan & Alt.; W/50 3/4" 

Belt O.C. TR22495 

Belt - A.C.; W/42 1/4" Belt 

O.C. 1136711270 TR22416 

Belt - A.C.; W/43” Belt O.C.... TR28423 

Belt - A.C.; W/49 1/8" Belt 

O.C. TR22485 

Hose - Upper. 26510 

Hose - Lower - Eng. To Pipe. 26516 

Hose - Lower - Pipe To Rad. 21379 

or 26509 

Hose - By Pass. 21528 

ISUZU 6SA1 DIESEL ENG. 

FORWARD W7 
1990-1987 

Belt - Fan & Alt.; (1990). 1136712270 TR22485 

Belt - Fan & Alt.; (1989-1987) 1136712270 ©TR22485 

Belt - A.C. 8941469530 TR24476 

Hose - Lower. 21747 


- Continued 

H3 - Continued 

1973 - Continued 

Hose - Lower. 26531 


CUMMINS 6-CYL. 14.0 L DIESEL ENG. 


H3 

1973 

Belt - W.P.; W/44 3/8” Belt 

O.C. 200328 

Belt - W.P.; W/44" Belt O.C... 215356 

Belt - Alt. 200549 

Idler Pulley; W/2-Groove Pul¬ 
ley. 3064920 

Hose - Upper. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 


TR24438 

12)6596 

@*9465HD 

41129 
26522 
2 1/2” I.D. 
2 1/2” I.D. 


DETROIT DIESEL 6-71 DIESEL ENG. 


H3 

1973 

Belt - Alt. 5145150 *9430HD 

Belt - Compr. 5124987 @**9660HD 

Hose - Upper. 26522 

Hose - Lower. 2 3/4” I.D. 


DETROIT DIESEL 6V-53 DIESEL ENG. 


H3 

1973 

Belt - Fan. 

Belt - W.P. & Idler. 

Belt - Alt. 

Hose - Upper - Eng. To Pipe 
Hose - Upper - Pipe To Rad. 
Hose - Lower. 


5122847 ©4*951 OHD 

5139228 @7370 

5133177 @7370 

. @1 5/8” I.D. 

. @1 5/8” I.D. 

. 26507 


DETROIT DIESEL 8V-71 DIESEL ENG. 


H3 

1973 

Belt - Fan. ©*9530HD 

Belt - Alt. ©**9305HD 

Belt - Compr. @*9380HD 

Hose - Upper - Left Side. 26522 

Hose - Upper - Right Side. 26522 

Hose - Lower. 26536 

HINO 


HINO H06C DIESEL ENG. 

FE19 

1989 


HENDRICKSON 

CATERPILLAR 1160 DIESEL 


HI 

1973 

Belt - Fan.9L2057 

Belt - Alt. & Air Brake Compr. 9L3294 

Belt - W.P. & Hyd. Pump.9L1731 

Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad. 

Hose - Lower. 


CATERPILLAR 1674 DIESEL 


H3 

1973 

Belt - Fan & W.P.9L1553 

Belt - Alt.9L894 

Belt - Compr. 

Hose - Upper. 


ENG. 


©**9550HD 
@**9660HD 
©♦*9540HD 
2” I.D. 
2” I.D. 
@2” I.D. 

ENG. 


Belt - W.P. & Alt.; W/53 1/8" 

Belt O.C. 

Belt - W.P. & Alt.; W/55 1/8" 

Belt O.C. 

Belt - W.P. & Alt.; W/55 7/8" 

Belt O.C. 

Belt - P.S. 

Belt - A.C.; W/41" Belt O.C.... 
Belt - A.C.; W/42" Belt O.C.... 
Belt - A.C.; W/43 1/4" Belt 

O.C. 

Hose - Upper. 

Hose - By Pass. 

FF19 

1989-1988 


900145328A TR22525 

900145126B TR22545 

900145122A TR22553 

900145132B TR22380 

*9405HD 
*9415HD 

*9430HD 

. 26509 

. 1 3/8” I.D. 


©*9550HD 

*9520HD 

*9447HD 

26531 


Hose - Upper.... 
Hose - Lower.... 
Hose - By Pass 


:<21944 
or 26504 
x21378 
or 26513 
1 1/4” I.D. 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durlon ® Silicone Hose Recommended. 
•*” Use Notched Belt Only, 
x Cut To Fit. 


o 

♦ 

* 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

HINO - Continued 


Gates No. 


Application 

HINO - Continued 


Mfr. Part No. 


Gates No. 


HINO H06C DIESEL ENG. - Continued 


HINO H06C-TH DIESEL ENG. - Continued 


SG19 

1990-1988 

Belt - Fan, W.P. & Hyd. 

Brake Boost Pump. *9580HD 

Belt - Alt. *9375HD 

Belt - W.P. & Alt.; W/53" Belt 

O.C. ©TR22525 

Belt - W.P. & Alt.; W/56" Belt 

O.C. ©TR22553 

Belt - W.P. & Alt.; W/54" Belt 

0.0.(1989-1988). ©TR22534 

Belt - P.S. TR22380 

Belt - A.C.; W/41" Belt O.C.... *9405HD 

Belt - A.C.; W/42" Belt O.C.... *9415HD 

Belt - A.C.; W/43 1/4" Belt 

O.C. *9430HD 

Hose - Upper; (1990). 21944 

or 26504 

Hose - Upper; (1989-1988). <21944 

or 26504 

Hose - Lower. 26505 

Hose - By Pass. 1 1/4” I.D. 

SG23 

1989-1988 

Belt - Fan, W.P. & Hyd. 

Brake Boost Pump. *9580HD 

Belt - Alt. *9375HD 

Belt - W.P. & Alt.; W/53" Belt 

O.C. ©TR22525 

Belt - W.P. & Alt.; W/54" Belt 

O.C. ©TR22534 

Belt - W.P. & Alt.; W/56" Belt 

O.C. ©TR22553 

Belt-P.S. 900145132B TR22380 

Belt - A.C.; W/41" Belt O.C.... *9405HD 

Belt - A.C.; W/42" Belt O.C.... *9415HD 

Belt - A.C.; W/43 1/4" Belt 

O.C. *9430HD 

Hose - Upper. s<21944 

or 26504 

Hose - Lower. s<21378 

or 26513 

Hose - By Pass. 1 1/4” I.D. 

SG231 

1989 


SG23 - Continued 

1 990 - Continued 

Belt - W.P. & Alt.; W/54" Belt 
O.C. 


©TR22534 

Belt - W.P. & Alt.; W/56" Belt 
O.C. 


©TR22553 

Belt - P.S. 

900145132B 

TR22380 

Belt - A.C.; W/41" Belt O.C.... 


*9405HD 

Belt - A.C.; W/42" Belt O.C.... 


*9415HD 

Belt - A.C.; W/43 1/4" Belt 

O.C. 


*9430HD 

Hose - Upper. 


^21944 

or 

26504 

Hose - Lower. 


21378 


or 

26513 

Hose - By Pass. 


1 1/4” I.D. 

HINO H06C-TJ DIESEL ENG. 


FE19 

1990 

Belt - W.P. & Alt.; W/53 1/8" 
Belt O.C. 

900145328A 

TR22525 

Belt - W.P. & Alt.; W/55 1/8" 
Belt O.C. 

900145126B 

TR22545 

Belt - W.P. & Alt.; W/55 7/8" 
Belt O.C. 

900145122A 

TR22553 

Belt - P.S. 

900145132B 

TR22380 

Belt - A.C.; W/41" Belt O.C.... 


*9405HD 

Belt - A.C.; W/42" Belt O.C.... 


*9415HD 

Belt - A.C.; W/43 1/4" Belt 

O.C. 


*9430HD 

Hose - Upper. 


26509 

Hose - By Pass. 


1 3/8” I.D. 

FF19 

1990 

Hose - Upper. 


^21944 

or 

26504 

Hose - Lower; W/2 3/4" I.D. Hose. 

26505 

Hose - Lower; W/2" I.D. Hose. 


21378 


or 

26513 

Hose - By Pass. 


1 1/4” I.D. 


HINO H07C DIESEL ENG. 

FD17 

1989-1988 


Belt - Fan, W.P. & Hyd. 

Brake Boost Pump. 

Belt - Alt. 

Belt - W.P. & Alt.; W/53" Belt 

O.C. 

Belt - W.P. & Alt.; W/54" Belt 

O.C. 

Belt - W.P. & Alt.; W/56" Belt 

O.C. 

Belt - P.S. 900145132B 

Belt - A.C.; W/41" Belt O.C.... 

Belt - A.C.; W/42" Belt O.C.... 

Belt - A.C.; W/43 1/4" Belt 

O.C. 

Hose - Upper. 


Hose - Lower.... 
Hose - By Pass 


or 

or 


HINO H06C-TH DIESEL ENG. 

SG23 

1990 

Belt - Fan, W.P. & Hyd. 

Brake Boost Pump. 

Belt - Alt. 

Belt - W.P. & Alt.; W/53" Belt 
O.C. 


*9580HD 

*9375HD 

©TR22525 

©TR22534 


Belt - Fan & Alt. 900145122A 

Belt - P.S. 900145132B 

Belt - A.C.; W/40 3/4" Belt 

O.C. 

Belt - A.C.; W/44 1/8" Belt 

O.C. 

Hose - Upper. 


©TR22553 
TR22380 
*9405HD 
*9415HD 


Hose - Lower; Dual I.D. Hose; W/Man. 

Trans. 

Hose - Lower; Single I.D. Hose; W/Man. 
Trans. 


*9430HD 
s<21944 
26504 
s<21378 
26513 
1 1/4” I.D. 


*9580HD 

*9375HD 


Hose - Lower - Enq. To Pipe; W/Auto. 

Trans. 

Hose - Lower - Cooler To Rad.; W/Auto. 

Trans. 

Hose - By Pass. 

FE17; FF17 

1989-1985 

Belt - Fan & Alt. 900145122A 

Belt - P.S. 900145132B 

Belt - A.C.; W/40 3/4" Belt 

O.C. 

Belt - A.C.; W/44 1/8" Belt 
O.C. 


Hose - Upper. 


©TR22525 


©TR22553 

TR22380 

*9405HD 

*9435HD 
s<21944 
or 26504 

26506 

s<21378 
or 26512 

s<21378 

s<21379 
1 1/4” I.D. 


©TR22553 

TR22380 

*9405HD 

*9435HD 
s-=21944 
or 26504 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

s< Cut To Fit. * Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


HINO - Continued 

HINO H07C DIESEL ENG. - Continued 

FE17; FF17 - Continued 
1989-1985 - Continued 
Hose - Lower; Dual i.D. Hose; W/Man. 

Trans. 

Hose - Lower; Single I.D. Hose; W/Man. 

Trans. 

Hose - Lower - Enq. To Pipe; W/Auto. 

Trans. 

Hose - Lower - Cooler To Rad.; W/Auto. 

Trans. 

Hose - By Pass. 

HINO H07C-F DIESEL ENG. 

FD17; FE17; FF17; GC17 

1990 

Belt - Fan & Alt. 900145122A 

Belt - P.S. 900145132B 

Belt - A.C.; W/40 3/4" Belt 

O.C. 

Belt - A.C.; W/44 1/8" Belt 

O.C. 

Hose - Upper. 

Hose - Lower; Dual I.D. Hose; W/Man. 

Trans. 

Hose - Lower; Single I.D. Hose; W/Man. 

Trans. 


26506 

sx21378 
or 26512 

s<21378 

sx21379 
1 1/4” I.D. 


Hose - Lower - Enq. To Pipe; W/Auto. 

Trans. 

Hose - Lower - Rad. To Cooler; W/Auto. 

Trans. 

Hose - By Pass. 

HINO W04C DIESEL ENG. 

FA14 

1989 

Belt - W.P. & Alt.; W/51 7/8" 

Belt O.C. 9091602131 

Belt - W.P. & Alt.; W/53" Belt 

O.C. 900145328A 

Belt - A.C.; W/39 1/8" Belt 

O.C. 

Belt - A.C.; W/41 3/8" Belt 

O.C. 

Belt - A.C.; W/43 5/8" Belt 

O.C. 9086110400 

Hose - Upper. 

FB14 

1989-1987 

Belt - W.P. & Alt.; W/51 7/8" 

Belt O.C. 9091602131 

Belt - W.P. & Alt.; W/53" Belt 

O.C. 900145328A 

Belt - A.C.; W/39 1/8" Belt 

O.C. 

Belt - A.C.; W/41 3/8" Belt 

O.C. 

Belt - A.C.; W/43 5/8" Belt 

O.C. 9086110400 

Hose - Upper. 


TR22553 

TR22380 

49405HD 

49435HD 
sx21944 
or 26504 

26506 

sx21378 
or 26512 

sx21378 

sx21379 
1 1/4” I.D. 


TR22514 

TR22525 

49390HD 

49412HD 

49420HD 

sx21794 

25477 


TR22514 

TR22525 

49390HD 

49412HD 

49420HD 

sx21794 

25477 


HINO W04C-TD DIESEL ENG. 

FA14; FBI 4 

1990 

Belt - W.P. & Alt.; W/51 7/8" 

Belt O.C. 9091602131 TR22514 

Belt - W.P. & Alt.; W/53" Belt 

O.C. 900145328A TR22525 

Belt - A.C.; W/39 1/8" Belt 

O.C. 49390HD 


HINO - Continued 

HINO W04C-TD DIESEL ENG. 

- Continued 

FA14; FBI 4 - Continued 
1990 - Continued 
Belt - A.C.; W/41 3/8" Belt 

O.C. 

Belt - A.C.; W/43 5/8" Belt 

O.C. 9086110400 

Hose - Upper. 


49412HD 

49420HD 

sx21794 

25477 


HINO W06 DIESEL ENG. 

FD16; FE16 

1987-1986 

Belt - W.P. & Alt. 900145326A 

Hose - Upper. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

FE19 

1988 

Belt - W.P. & Alt. 900145326A 

Hose - Upper. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

INTERNATIONAL/NAVISTAR 

CATERPILLAR 1145 DIESEL ENG. 

CO1850A 


©TR22514 

25528 

5x20957 

5x20046 


©TR22514 

25528 

5x20957 

5x20046 


1975-1972 

Belt - Fan. 


49520HD 

Belt - Alt.; W/145A. Alt. 

358336C91 

©49400HD 

Belt - Alt.; W/65A., 80A., 

85A„ 105A.. 130A. Alt. 

870593C1 

©49385HD 

Belt - Alt.; W/75A. Alt. 

358339C91 

@49412HD 

Belt - P.S. 

874097C1 

49395HD 

Belt - A.C. 


49590HD 

Belt - W.P. & Air Brake Com- 
pr. 

870550C91 

©449690HD 

Belt - W.P. & V.P. 

371272C91 

©449670HD 

Hose - Upper - Eng. To Pipe. 


21287 

Hose - Upper - Pipe To Rad.. 


or 26524 
20882 


Hose - Lower - Eng. To Pipe.. 
Hose - Lower - Pipe To Rad... 


CO1850B 


20685(A) 
21294 
or 26510 


1975-1973 

Belt - Fan. 


49520HD 

Belt - Alt.; W/145A. Alt. 

358336C91 

©49400HD 

Belt - Alt.; W/65A., 80A., 

85A.. 105A.. 130A. Alt. 

870593C1 

S49385HD 

Belt - Alt.; W/75A. Alt. 

358339C91 

©49412HD 

Belt - P.S. 

874097C1 

49395HD 

Belt - A.C. 


49590HD 

Belt - W.P. & Air Brake Com- 
pr. 

870550C91 

©449690HD 

Belt - W.P. & V.P. 

371272C91 

©449670HD 


Hose - Upper - Eng. To Pipe.. 

Hose - Upper - Pipe To Rad... 
Hose - Lower - Eng. To Pipe.. 
Hose - Lower - Pipe To Rad... 


CO1950A 

1975-1972 

Belt - Fan. 

Belt - Alt.; W/145A. Alt. 358336C91 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt. 870593C1 

Belt - Alt.; W/75A. Alt. 358339C91 

Belt - P.S. 874097C1 

Belt - A.C. 


21287 
or 26524 
20882 
20685(A) 
21294 
or 26510 


49520HD 

©49400HD 

©49385HD 
©49412HD 
49395HD 
49590HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only, 
sx Cut To Fit. 


o 

♦ 

4 


Green Stripe * 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


INTERNATIONAL/NAVISTAR 

- Continued 

CATERPILLAR 1145 DIESEL ENG. 

- Continued 

CO1950A - Continued 
1975-1972 - Continued 
Belt - W.P. & Air Brake Com- 
pr. 870550C91 


Belt - W.P. & V.P. 371272C91 

Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

CO1950B 

1975-1973 

Belt - Fan. 

Belt - Alt.; W/145A. Alt. 358336C91 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt. 870593C1 

Belt - Alt.; W/75A. Alt. 358339C91 

Belt - P.S. 874097C1 

Belt - A.C. 

Belt - W.P. & Air Brake Com- 

pr. 870550C91 

Belt - W.P. & V.P. 371272C91 

Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

COF1950A 

1975-1972 

Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad. 

Hose - Lower - Eng. To Pipe. 


2»*9690HD 
©**9670HD 
21287 
or 26524 
20882 
20685(A) 
21294 
or 26510 


*9520HD 

@*9400HD 

@*9385HD 
©*9412HD 
*9395HD 
*9590HD 

©**9690HD 
©**9670HD 
21287 
26524 
20882 
20685(A) 
21294 
26510 


or 


or 


21287 

26524 

20882 

20685(A) 


Hose - Lower - Pipe To Rad.. 

COF1950B 

1975-1973 


21294 
or 26510 

Belt - Fan. 


*9520HD 

Belt - Alt.; W/145A. Alt. 

Belt - Alt.; W/65A., 80A., 

358336C91 

@*9400HD 

85A.. 105A., 130A. Alt. 

870593C1 

®*9385HD 

Belt - Alt.; W/75A. Alt. 

358339C91 

@*9412HD 

Belt - P.S. 

874097C1 

*9395HD 

Belt - A.C. 

Belt - W.P. & Air Brake Com- 


*9590HD 

pr. 

870550C91 

©**9690HD 

Belt - W.P. & V.P. 

371272C91 

@**9670HD 


Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

FI 850 

1975-1972 

Belt - Fan. 426222C91 

Belt - Alt.; W/37A., 61A. Alt.... 398601C91 
Belt - Alt.; W/65A., 80A. Alt.... 354029C91 
Belt - Alt. & Air Brake Com- 

pr.; W/37A., 61A. Alt. 

Belt - Alt. & Air Brake Com- 

pr.; W/65A., 80A. Alt. 427205C91 

Belt - P.S. 

Hose - Upper. 

F2050 

1975-1972 

Hose - Upper. 


21287 

26524 

20882 

20685(A) 

21294 

26510 


©**9530HD 

@*9440HD 

©**9476HD 

@*9465HD 

©♦♦9500HD 

*9465HD 

26532 


©■>2 1/2” I.D. 


INTERNATIONAL/NAVISTAR 

- Continued 

CATERPILLAR 1145 DIESEL ENG. 

- Continued 

F2050A 

1975-1972 

Belt - Fan. 426222C91 ©♦♦9530HD 

Belt - W.P. *9463HD 

Belt - Alt. & Air Brake Com- 

pr.; W/65A., 80A. Alt. 427204C91 2**9500HD 

Belt - W.P. & P.S. 170481R2 *9463HD 

Belt - A.C. *9463HD 

F5050 

1973 

Belt - Fan. 355707C91 ©**9520HD 

Belt - Alt. 358321C91 ©**951OHD 

Belt - P.S.; Ser. No. 

CGB25680 & Before. 355707C91 *9520HD 

Belt - P.S.; Ser. No. 

CGB25681, DGB10001 & 

After. 352095C1 *951OHD 

Hose - Upper. ©->2 1/2” I.D. 

Hose - Lower - Eng. To Pipe. ■4-2” I.D. 

Hose - Lower - Pipe To Rad. 4-2 1/4” I.D. 

F8500M 

1973 

Belt - Fan. 680611R2 @**9520HD 

Belt - Alt. To Compr.; W/65A. 

Alt. 340794C2 ©**9670HD 

Belt - W.P. & P.S. ©*961OHD 

1650; 1750; 1850 

1975-1972 

Belt - Fan. 426222C91 ©**9530HD 

Belt - Alt.; W/37A., 61A. Alt.... 398601C91 @*9440HD 

Belt - Alt.; W/65A., 80A. Alt.... 354029C91 ©**9476HD 

Belt - Alt. & Air Brake Com¬ 
pr.; W/37A., 61A. Alt. ©*9465HD 

Belt - Alt. & Air Brake Com¬ 
pr.; W/65A., 80A. Alt. 427205C91 @**9500HD 

Belt - P.S. *9465HD 

Hose - Upper. 26532 

2050 

1975-1972 

Hose - Upper. ©->2 1/2” I.D. 

2050A 

1975-1972 

Belt - Fan. 426222C91 @**9530HD 

Belt - W.P. *9463HD 

Belt - Alt. & Air Brake Com¬ 
pr.; W/65A., 80A. Alt. 427204C91 ©**9500HD 

Belt - W.P. & P.S. 170481R2 *9463HD 

Belt - A.C. *9463HD 

4300 

1975-1972 

Belt - Fan. 280210C2 ©**9540HD 

Belt - Alt. & Air Brake Compr. 427204C91 @**9500HD 

5050 

1974 

Belt - Fan. 355707C91 @**9520HD 

Belt - Alt. 358321C91 ©**951 OHD 

Belt - P.S.; Ser. No. 

CGB25680 & Before. 355707C91 *9520HD 

Belt - P.S.; Ser. No. 

CGB25681, DGB10001 & 

After. 352095C1 *951 OHD 

Hose - Upper. ©->2 1/2” I.D. 

Hose - Lower - Eng. To Pipe. 4-2” I.D. 

Hose - Lower - Pipe To Rad. 4-2 1/4” I.D. 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 4- Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

•*” Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

^ Cut To Fit. * Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


- Continued 


- Continued 


CATERPILLAR 1150 DIESEL ENG. 

CO1850A 


1975-1972 

Belt - Fan. 


49520HD 

Belt - Alt.; W/145A. Alt. 

Belt - Alt.; W/65A., 80A., 

358336C91 

©49400HD 

85A.. 105A.. 130A. Alt. 

870593C1 

©49385HD 

Belt - Alt.; W/75A. Alt. 

358339C91 

©49412HD 

Belt - P.S. 

874097C1 

49395HD 

Belt - A.C. 

Belt - W.P. & Air Brake Com- 


49590HD 

pr. 

870550C91 

©449690HD 

Belt - W.P. & V.P. 

371272C91 

©449670HD 

Hose - Upper - Eng. To Pipe. 


21287 


or 26524 

Hose - Upper - Pipe To Rad.. 


20882 

Hose - Lower - Eng. To Pipe. 
Hose - Lower - Pipe To Rad.. 


20685(A) 

21294 


or 26510 

CO1850B 



1975-1973 

Belt - Fan. 


49520HD 

Belt - Alt.; W/145A. Alt. 

Belt - Alt.; W/65A., 80A., 

358336C91 

©49400HD 

85A.. 105A., 130A. Alt. 

870593C1 

©49385HD 

Belt - Alt.; W/75A. Alt. 

358339C91 

©49412HD 

Belt - P.S. 

874097C1 

49395HD 

Belt - A.C. 

Belt - W.P. & Air Brake Com- 


49590HD 

pr. 

870550C91 

©449690HD 

Belt - W.P. & V.P. 

371272C91 

©449670HD 

Hose - Upper - Eng. To Pipe. 


21287 


or 26524 

Hose - Upper - Pipe To Rad.. 


20882 

Hose - Lower - Eng. To Pipe. 
Hose - Lower - Pipe To Rad.. 


20685(A) 

21294 


or 26510 

CO1950A 



1975-1972 

Belt - Fan. 


49520HD 

Belt - Alt.; W/145A. Alt. 

Belt - Alt.; W/65A., 80A., 

358336C91 

©49400HD 

85A.. 105A.. 130A. Alt. 

870593C1 

©49385HD 

Belt - Alt.; W/75A. Alt. 

358339C91 

©49412HD 

Belt - P.S. 

874097C1 

49395HD 

Belt - A.C. 

Belt - W.P. & Air Brake Com- 


49590HD 

pr . 

870550C91 

©449690HD 

Belt - W.P. & V.P. 

371272C91 

©449670HD 

Hose - Upper - Eng. To Pipe. 


21287 


or 26524 

Hose - Upper - Pipe To Rad.. 


20882 

Hose - Lower - Eng. To Pipe. 
Hose - Lower - Pipe To Rad.. 


20685(A) 

21294 


or 26510 

CO1950B 



1975-1973 

Belt - Fan. 


49520HD 

Belt - Alt.; W/145A. Alt. 

Belt - Alt.; W/65A., 80A., 

358336C91 

©49400HD 

85A.. 105A.. 130A. Alt. 

870593C1 

©49385HD 

Belt - Alt.; W/75A. Alt. 

358339C91 

©49412HD 

Belt - P.S. 

874097C1 

49395HD 

Belt - A.C. 

Belt - W.P. & Air Brake Com- 


49590HD 

pr . 

870550C91 

©449690HD 

Belt - W.P. & V.P. 

371272C91 

©449670HD 

Hose - Upper - Eng. To Pipe. 


21287 


or 26524 

Hose - Upper - Pipe To Rad.. 


20882 


Hose - Lower - Eng. To Pipe. 20685(A) 


CATERPILLAR 1150 DIESEL ENG. 

- Continued 

CO1950B - Continued 
1975-1973 - Continued 


Hose - Lower - Pipe To Rad. 


21294 

or 

26510 

OF1950A 

1975-1972 

Hose - Upper - Eng. To Pipe. 


21287 

or 

26524 

Hose - Upper - Pipe To Rad. 


20882 

Hose - Lower - Eng. To Pipe. 


20685(A) 

Hose - Lower - Pipe To Rad. 


21294 

or 

26510 


COF1950B 


1975-1973 



Belt - Fan. 


49520HD 

Belt - Alt.; W/145A. Alt. 

358336C91 

©49400HD 

Belt - Alt.; W/65A., 80A., 



85A.. 105A.. 130A. Alt. 

870593C1 

©49385HD 

Belt - Alt.; W/75A. Alt. 

358339C91 

©49412HD 

Belt - P.S. 

874097C1 

49395HD 

Belt - A.C. 


49590HD 

Belt - W.P. & Air Brake Com- 



pr. 

870550C91 

©449690HD 

Belt - W.P. & V.P. 

371272C91 

©449670HD 

Hose - Upper - Eng. To Pipe. 


21287 



or 26524 

Hose - Upper - Pipe To Rad.. 


20882 

Hose - Lower - Eng. To Pipe. 


20685(A) 

Hose - Lower - Pipe To Rad.. 


21294 



or 26510 

FI 850 



1975-1972 



Belt - Fan. 

426222C91 

©449530HD 

Belt - Alt.; W/37A., 61A. Alt.... 

398601C91 

©49440HD 

Belt - Alt.; W/65A., 80A. Alt.... 

354029C91 

©449476HD 

Belt - Alt. & Air Brake Com- 



pr.; W/37A., 61A. Alt. 


©49465HD 

Belt - Alt. & Air Brake Com- 



pr.; W/65A., 80A. Alt. 

427205C91 

©449500HD 

Belt - P.S. 


49465HD 

Hose - Upper. 


26532 

F2050 



1975-1972 



Hose - Upper. 


©■>2 1/2” I.D. 

F2050A 



1975-1972 



Belt - Fan. 

426222C91 

©449530HD 

Belt - W.P. 


49463HD 

Belt - Alt. & Air Brake Com- 



pr.; W/65A., 80A. Alt. 

427204C91 

©449500HD 

Belt - W.P. & P.S. 

170481R2 

49463HD 

Belt - A.C. 


49463HD 

F5050 



1974 



Belt - Fan. 

355707C91 

©449520HD 

Belt - Alt. 

358321C91 

©44951OHD 

Belt - P.S.; Ser. No. 



CGB25680 & Before. 

355707C91 

49520HD 

Belt - P.S.; Ser. No. 



CGB25681, DGB10001 & 



After. 

352095C1 

4951 OHD 

Hose - Upper. 


©■>2 1/2” I.D. 

Hose - Lower - Eng. To Pipe. 


*2” I.D. 

Hose - Lower - Pipe To Rad.. 


*2 1/4” I.D. 

F8500M 



1973 



Belt - Fan. 

680611R2 

©449520HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


INTERNATIONAL/NAVISTAR 

- Continued 

CATERPILLAR 1150 DIESEL ENG. 

- Continued 

F8500M - Continued 
1973 - Continued 
Belt - Alt. To Compr.; W/65A. 


Alt.. 340794C2 

Belt - W.P. & P.S. 

1650; 1750; 1850 

1975-1972 

Belt - Fan. 426222C91 

Belt - Alt.; W/37A., 61A. Alt.... 398601C91 
Belt - Alt.; W/65A., 80A. Alt.... 354029C91 
Belt - Alt. & Air Brake Com¬ 
pr.; W/37A., 61A. Alt. 

Belt - Alt. & Air Brake Com¬ 
pr.; W/65A., 80A. Alt. 427205C91 

Belt - P.S. 

Hose - Upper. 

2050 

1975-1972 

Hose - Upper. 

2050A 

1975-1972 

Belt - Fan. 426222C91 

Belt - W.P. 

Belt - Alt. & Air Brake Com¬ 
pr.; W/65A., 80A. Alt. 427204C91 

Belt - W.P. & P.S. 170481R2 

Belt - A.C. 

4300 

1979-1972 

Belt - Fan. 280210C2 

Belt - Alt. & Air Brake Compr. 427204C91 

5050 


©♦*9670HD 
©*961OHD 


©♦*9530HD 

@*9440HD 

©♦*9476HD 

@*9465HD 

©♦♦9500HD 

*9465HD 

26532 


©■>2 1/2” I.D. 


©♦*9530HD 

*9463HD 

©**9500HD 

*9463HD 

*9463HD 


©♦*9540HD 

©♦*9500HD 


INTERNATIONAL/NAVISTAR 

- Continued 

CATERPILLAR 1160 DIESEL ENG. 

- Continued 

CO1850B - Continued 
1975-1973 - Continued 
Belt - Alt.; W/65A., 80A., 


85A., 105A., 130A. Alt. 

870593C1 

©*9385HD 

Belt - Alt.; W/75A. Alt. 

358339C91 

@*9412HD 

Belt - P.S. 

874097C1 

*9395HD 

Belt - A.C. 


*9590HD 

Belt - W.P. & Air Brake Com- 
pr. 

870550C91 

©**9690HD 

Belt - W.P. & V.P. 

371272C91 

©**9670HD 


Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

CO1950A 

1975-1972 

Belt - Fan. 

Belt - Alt.; W/145A. Alt. 358336C91 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt. 870593C1 

Belt - Alt.; W/75A. Alt. 358339C91 

Belt - P.S. 874097C1 

Belt - A.C. 

Belt - W.P. & Air Brake Com¬ 
pr. 870550C91 

Belt - W.P. & V.P. 371272C91 

Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 


1974 

Belt - Fan. 

.. 355707C91 

©**9520HD 

CO1950B 

1975-1973 

Belt - Alt. 

.. 358321C91 

@♦*951OHD 

Belt - Fan. 

Belt - P.S.; Ser. No. 
CGB25680 & Before. 

.. 355707C91 

*9520HD 

Belt - Alt.; W/145A. Alt. 

Belt - Alt.; W/65A., 80A.. 

Belt - P.S.; Ser. No. 
CGB25681, DGB10001 & 
After. 

.. 352095C1 

*951 OHD 

85A., 105A., 130A. Alt. 

Belt - Alt.; W/75A. Alt. 

Belt - P.S. 


Hose - Upper. ©->2 1/2” I.D. 

Hose - Lower - Eng. To Pipe. ->2” I.D. 

Hose - Lower - Pipe To Rad. ^-2 1/4” I.D. 

CATERPILLAR 1160 DIESEL ENG. 

CO1850A 

1975-1972 

Belt - Fan. *9520HD 

Belt - Alt.; W/145A. Alt. 358336C91 @*9400HD 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt. 870593C1 @*9385HD 

Belt - Alt.; W/75A. Alt. 358339C91 ©*9412HD 

Belt - P.S. 874097C1 *9395HD 

Belt - A.C. *9590HD 

Belt - W.P. & Air Brake Com¬ 
pr. 870550C91 

Belt - W.P. & V.P. 371272C91 

Hose - Upper - Eng. To Pipe. 


Hose - Upper - Pipe To Rad. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

CO1850B 

1975-1973 

Belt - Fan. 

Belt - Alt.; W/145A. Alt. 358336C91 


or 


or 


©♦*9690HD 
©♦*9670HD 
21287 
26524 
20882 
20685(A) 
21294 
26510 


*9520HD 

@*9400HD 


874097C1 

Belt - A.C. 

Belt - W.P. & Air Brake Com¬ 
pr. 870550C91 

Belt - W.P. & V.P. 371272C91 

Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

COF1950A 

1975-1972 

Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

COF1950B 

1975-1973 

Belt - Fan. 

Belt - Alt.; W/145A. Alt. 358336C91 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt. 870593C1 

Belt - Alt.; W/75A. Alt. 358339C91 

Belt - P.S. 874097C1 

Belt - A.C. 


21287 
or 26524 
20882 
20685(A) 
21294 
or 26510 


*9520HD 

@*9400HD 

©*9385HD 
©*9412HD 
*9395HD 
*9590HD 

©**9690HD 
©**9670HD 
21287 
or 26524 
20882 
20685(A) 
21294 
or 26510 


*9520HD 

@*9400HD 

©*9385HD 
©*9412HD 
*9395HD 
*9590HD 

©**9690HD 
@**9670HD 
21287 
or 26524 
20882 
20685(A) 
21294 
Dr 26510 


21287 

26524 

20882 

20685(A) 

21294 

26510 


*9520HD 

@*9400HD 

@*9385HD 
©*9412HD 
*9395HD 
*9590HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

Cut To Fit. * Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


INTERNATIONAL/NAVISTAR 

- Continued 

CATERPILLAR 1160 DIESEL ENG. 

- Continued 

COF1950B - Continued 
1975-1973 - Continued 
Belt - W.P. & Air Brake Com- 
pr. 870550C91 


Belt - W.P. & V.P. 371272C91 

Hose - Upper - Eng. To Pipe. 


Hose ■ 
Hose ■ 


Upper ■ 
Lower ■ 


Pipe To Rad... 
Eng. To Pipe.. 


Hose - Lower - Pipe To Rad.. 

FI 850 


©♦*9690HD 
©♦*9670HD 
21287 
or 26524 
20882 
20685(A) 
21294 
or 26510 


INTERNATIONAL/NAVISTAR 

- Continued 

CATERPILLAR 1160 DIESEL ENG. 

- Continued 

2050A - Continued 
1975-1972 - Continued 

Belt - W.P. 

Belt - Alt. & Air Brake Com- 

pr.; W/65A., 80A. Alt. 427204C91 

Belt - W.P. & P.S. 170481R2 

Belt - A.C. 

4300 

1979-1972 

Belt - Fan. 280210C2 

Belt - Alt. & Air Brake Compr. 427204C91 


*9463HD 

©♦*9500HD 

*9463HD 

*9463HD 


©♦*9540HD 

©♦*9500HD 


1975-1972 

Belt - Fan. 

. 426222C91 

©**9530HD 

5050 

1975-1972 


Belt - Alt.; W/37A., 61A. Alt... 

. 398601C91 

©*9440HD 

Belt - Fan. 

.. 355707C91 

Belt - Alt.; W/65A., 80A. Alt... 

. 354029C91 

©♦*9476HD 

Belt - Alt. 

.. 358321C91 

Belt - Alt. & Air Brake Com¬ 
pr.; W/37A., 61A. Alt. 


@*9465HD 

Belt - P.S.; Ser. No. 
CGB25680 & Before. 

.. 355707C91 

Belt - Alt. & Air Brake Com¬ 
pr.; W/65A., 80A. Alt. 

. 427205C91 

©**9500HD 

Belt - P.S.; Ser. No. 
CGB25681, DGB10001 & 


Belt - P.S. 


*9465HD 

After. 

.. 352095C1 


©♦*9520HD 
©♦*9510HD 

♦9520HD 


Hose - Upper.. 

F2050 

1975-1972 

Hose - Upper.. 

F2050A 

1975-1972 


26532 


©■>2 1/2” I.D. 


*9510HD 
©■>2 1/2” I.D. 
*2” I.D. 

*2 1/4” I.D. 


Belt - Fan. 

.. 426222C91 

©♦*9530HD 

Belt - W.P. 


*9463HD 

Belt - Alt. & Air Brake Com¬ 
pr.; W/65A., 80A. Alt. 

.. 427204C91 

©**9500HD 

Belt - W.P. & P.S. 

.. 170481R2 

*9463HD 

Belt - A.C. 


*9463HD 

F5050 

1972 

Belt - Fan. 

.. 355707C91 

©**9520HD 

Belt - Alt. 

.. 358321C91 

©♦*951 OHD 

Belt - P.S.; Ser. No. 
CGB25680 & Before. 

.. 355707C91 

*9520HD 

Belt - P.S.; Ser. No. 
CGB25681, DGB10001 & 
After. 

.. 352095C1 

*951 OHD 


Hose - Upper. 

Hose - Lower - Eng. To Pipe.. 
Hose - Lower - Pipe To Rad... 

F8500M 

1973 

Belt - Fan. 

Belt - Alt. To Compr.; W/65A. 

Alt. 

Belt - W.P. & P.S. 

1650; 1750; 1850 

1975-1972 

Belt - Fan. 

Belt - Alt.; W/37A., 61A. Alt... 
Belt - Alt.; W/65A., 80A. Alt... 
Belt - Alt. & Air Brake Com¬ 
pr.; W/37A., 61A. Alt. 

Belt - Alt. & Air Brake Com¬ 
pr.; W/65A., 80A. Alt. 

Belt - P.S. 

Hose - Upper. 

2050 

1975-1972 

Hose - Upper. 

2050A 

1975-1972 

Belt - Fan. 


680611R2 
340794C2 


426222C91 
398601C91 
354029C91 


427205C91 


©■>2 1/2” I.D. 
■>2” I.D. 

*2 1/4” I.D. 


©♦*9520HD 

©♦*9670HD 
©*961OHD 


©♦*9530HD 

©*9440HD 

©♦*9476HD 

©*9465HD 

©**9500HD 

*9465HD 

26532 


©■>2 1/2” I.D. 


Hose - Upper. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

CATERPILLAR 1674 DIESEL ENG. 

TRANSTAR 4300 

1974 

Belt - Fan & W.P. 

Belt - Fan & Alt.; W/75A. Del- 

co Alt. 

Belt - A.C.7L2449 

Hose - Upper. 

Hose - Lower. 

Hose - By Pass. 

CATERPILLAR 3176 DIESEL ENG. 

2574; 2674 

1990 

Belt - Fan & Alt.; W/Bendix 

Westinghouse Fan Clutch. 

Belt - Fan & Alt.; W/Horton 

Fan Clutch. 

Belt - Fan & Alt.; W/Schwitzer 

Fan Clutch; W/Delco Alt. 1682695C1 

Belt - Fan & Alt.; W/Schwitzer 
Fan Clutch; W/Leece Neville 

Alt. 1669195C1 

Tensioner Assy. - Fan & Alt... 1333543 
Hose - Upper; Molded Hose. 


©*9670HD 

@*9425HD 
*9435HD 
*2 1/2” I.D. 
*2 3/4” I.D. 
1” I.D. 


*K080740HD 

*K080745HD 


*K080745HD 


*K080760HD 
38506 
22097 
26518 
■4-2” I.D. 

*2 1/2” I.D. 


I.D. 

I.D. 

I.D. 


426222C91 ©**9530HD 


Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad. 

Hose - Lower; Molded Hose. 42 1/2” 

Hose - Lower - Eng. To Pipe. 4-2 1/4” 

Hose - Lower - Pipe To Rad. 42 1/2” 

8100 

1990 

Belt - Fan & Alt.; W/Bendix 

Westinghouse Fan Clutch. 1682695C1 *K080745HD 

Belt - Fan & Alt.; W/Horton 
Fan Clutch; W/Leece Neville 

Alt. 1675398C1 *K080700HD 

Belt - Fan & Alt.; W/Horton, 

Kysor Fan Clutch; W/Delco 

Alt. 1682693C1 *K080708HD 

Belt - Fan & Alt.; W/Kysor 
Fan Clutch; W/Leece Neville 
Alt.; W/Plastic Fan; Jan. 2, 

1991 & Older. 1675398C1 *K080700HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 4- 

▲ Durlon ® Silicone Hose Recommended. O 

•*” Use Notched Belt Only. ♦ 

^ Cut To Fit. * 


Green Stripe * 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


INTERNATIONAL/NAVISTAR 

- Continued 

CATERPILLAR 3176 DIESEL ENG. 

- Continued 

8100 - Continued 
1990 - Continued 
Belt - Fan & Alt.; W/Kysor 
Fan Clutch; W/Leece Neville 
Alt.; W/Steel Fan; Jan. 2, 

1991 & Older. 1670181 Cl 4K080708HD 

Belt - A.C.; W/R12 Coolant.... 303674C1 49476HD 

Belt - A.C.; W/R134 Coolant.. 291019C1 49520HD 

Hose - Upper. 22097 

or 26518 

Hose - Upper - Eng. To Pipe. 4-2” I.D. 

Hose - Upper - Pipe To Rad. 4-2 1/2” I.D. 

Hose - Lower; Molded Hose. 22099 

Hose - Lower - Eng. To Pipe; Strt. Hose.... 4-2 1/4” I.D. 

Hose - Lower - Pipe To Rad.; Strt. Hose.... 4-2 1/2” I.D. 

Hose - Heater Inlet. 3/4" I.D. 

Hose - Heater Outlet. 5/8" I.D. 

Hose - Coolant Reservoir. 1” I.D. 

8200; 8300 

1990 


Belt - Fan & Alt.; W/Bendix 
Westinghouse Fan Clutch. 

1682695C1 

4K080745HD 

Belt - Fan & Alt.; W/Horton 
Fan Clutch; W/Delco Alt. 

1682695C1 

4K080745HD 

Belt - Fan & Alt.; W/Horton 
Fan Clutch; W/Leece Neville 
Alt. 

1670182C1 

4K080740HD 

Belt - Fan & Alt.; W/Kysor, 
Schwitzer Fan Clutch. 

1682695C1 

4K080720HD 

Belt - A.C.; W/R12 Coolant.... 

303674C1 

49476HD 

Belt - A.C.; W/R134 Coolant.. 

291019C1 

49520HD 


Hose - Upper; Molded Hose. 22097 

or 26518 

Hose - Upper - Eng. To Pipe. 4-2” I.D. 

Hose - Upper - Pipe To Rad. 4-2 1/2” I.D. 

Hose - Lower; Molded Hose. 4-2 1/2” I.D. 

Hose - Lower - Eng. To Pipe. 4-2 1/4” I.D. 

Hose - Lower - Pipe To Rad. 4-2 1/2” I.D. 

Hose - Heater Inlet. 3/4" I.D. 

Hose - Heater Outlet. 5/8" I.D. 

Hose - Coolant Reservoir. 1” I.D. 

9300 

1990 

Belt - Fan & Alt.; W/Horton, 

Kysor, Schwitzer Fan 

Clutch; W/Delco Alt. 1682696C1 4K080738HD 

Belt - Fan & Alt.; W/Horton, 

Kysor, Schwitzer Fan 

Clutch; W/Leece Neville Alt.. 1618533C1 4K080733HD 

Belt - Fan & Alt.; W/Kysor 

Fan Clutch. 1682692C1 4K080720HD 

Belt - A.C. 680614R2 49525HD 

Tensioner Assy. - Fan & Alt... 1333543 38506 

Hose - Upper - Eng. To Pipe. 4-2” I.D. 

Hose - Upper - Rad. To Pipe. 4-2” I.D. 

Hose - Lower - Eng. To Pipe. 4-2 1/2” I.D. 

Hose - Lower - Rad. To Pipe. 4-2 1/4” I.D. 

9400 

1990 

Belt - Fan & Alt.; W/Horton, 

Kysor, Schwitzer Fan 

Clutch; W/Delco Alt. 1682696C1 4K080738HD 

Belt - Fan & Alt.; W/Horton, 

Kysor, Schwitzer Fan 

Clutch; W/Leece Neville Alt.. 1618533C1 4K080733HD 

Belt - Fan & Alt.; W/Kysor 

Fan Clutch. 1682692C1 4K080720HD 

Tensioner Assy. - Fan & Alt... 1333543 38506 

Hose - Upper - Eng. To Pipe. ■4-2” I.D. 

Hose - Upper - Rad. To Pipe. 4-2 1/2” I.D. 


INTERNATIONAL/NAVISTAR 

- Continued 

CATERPILLAR 3176 DIESEL ENG. 

- Continued 

9400 - Continued 

1990 - Continued 

Hose - Lower - Eng. To Pipe. 4-2 1/4” I.D. 

Hose - Lower - Rad. To Pipe. 4-2 1/2” I.D. 

9600; 9700 

1990 

Belt - Fan & Alt.; W/Horton, 

Kysor, Schwitzer Fan 
Clutch; Oct. 22, 1990 & 

Older. 1618533C1 4K080733HD 

Belt - Fan & Alt.; W/Horton, 

Kysor, Schwitzer Fan 
Clutch; Oct. 23, 1990 & 

Newer. 1682696C1 4K080738HD 

Belt - A.C. *951OHD 

Tensioner Assy. - Fan & Alt... 1333543 38506 

Hose - Upper - Eng. To Pipe. 4-2” I.D. 

Hose - Upper - Pipe To Rad. 4-2 1/2” I.D. 

Hose - Lower - Eng. To Pipe. 4-2 1/4” I.D. 

Hose - Lower - Pipe To Rad. 4-2 1/2” I.D. 

CATERPILLAR 3208 DIESEL ENG. 

CO1850B 

1983-1976 

Belt - Alt.; W/65A. Alt. 354025C91 @7541 

Belt - P.S. 874097C1 49395HD 

Belt - W.P. & Air Brake Com- 

pr. 870550C91 . ♦*9690HD 

Belt - W.P. & V.P. 358341C91 @7530 

Hose - Upper - Eng. To Pipe. s<20172 

Hose - Upper - Pipe To Rad. 20882 

Hose - Lower - Eng. To Pipe. 20685(A) 

Hose - Lower - Pipe To Rad.; W/Allison 

Auto. Trans. 4-2 1/4” I.D. 

Hose - Lower - Pipe To Rad.; W/O Allison 

Auto. Trans. 4-2” I.D. 

Hose - Oil Cooler Outlet. 21380 

Hose - Oil Cooler - Front Inlet. 21824 

Hose - Oil Cooler - Rear Inlet. 21381 

CO1950B; COF1950B 

1982-1976 

Belt - Alt.; W/65A. Alt. 354025C91 @7541 

Belt - P.S. 874097C1 49395HD 

Belt - W.P. & Air Brake Com- 

pr. 870550C91 .'♦♦9690HD 

Belt - W.P. & V.P. 358341C91 @7530 

Hose - Upper - Eng. To Pipe. ^20172 

Hose - Upper - Pipe To Rad. 20882 

Hose - Lower - Eng. To Pipe. 20685(A) 

Hose - Lower - Pipe To Rad.; W/Allison 

Auto. Trans. 4-2 1/4” I.D. 

Hose - Lower - Pipe To Rad.; W/O Allison 

Auto. Trans. 4-2” I.D. 

Hose - Oil Cooler Outlet. 21380 

Hose - Oil Cooler - Front Inlet. 21824 

Hose - Oil Cooler - Rear Inlet. 21381 

FI 850 

1978-1975 

Belt - Fan. 358321C91 ©♦49510HD 

Belt - Alt. 358334C91 ©♦49490HD 

Belt - Alt. & Air Brake Com- 

pr.; W/37A., 61A. Alt. 358328C91 ©449463HD 

Belt - Alt. & Air Brake Com- 

pr.; W/65A., 80A. Alt. 358321C91 ©♦49510HD 

Belt - P.S. 49465HD 

FI 954 

1982-1978 

Belt - Fan; (1982-1979). 355707C91 @4*9520HD 

Belt - W.P.; (1982-1979). 150560R2 49451HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 4- Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

•*” Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

^ Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


INTERNATIONAL/NAVISTAR 

- Continued 

CATERPILLAR 3208 DIESEL ENG. 

- Continued 

FI 954 - Continued 
1982-1978 - Continued 

Belt - Alt.; (1982-1979). 306219C2 

Belt - Alt. & V.P.; 

(1982-1979). 468460C91 

Belt - Alt. & Air Brake Com- 

pr.; (1982-1979). 468455C1 

Belt - P.S.; (1982-1979). 

Belt - W.P. & P.S.; 

W/Rexroth, Saginaw P.S. 

Pump (1982-1979). 

Belt - W.P. & P.S.; W/Ross 

P.S. Pump (1982-1979). 446707C1 

Belt - A.C.; (1982-1979). 190502R2 

Belt - Hyd. Brake Boost 

Pump; (1982-1980). 534311R1 

Hose - Upper; (1982). 

Hose - Upper - Eng. To Pipe; (1981-1978). 

Hose - Upper - Pipe To Rad.; (1981-1978). 

Hose - Lower; (1982). 

Hose - Oil Cooler Inlet; (1982-1981). 

Hose - Oil Cooler Inlet; (1980). 

Hose - Oil Cooler Inlet; (1979-1978). 

Hose - Oil Cooler Outlet. 


©7370 

@7480 

@7512 

7390 


©♦49610HD 

©49600HD 

49490HD 


♦9610HD 
21453 
■>2” I.D. 

*2 1/2” I.D. 
21451 
21381 
20933 
21381 
21380 


INTERNATIONAL/NAVISTAR 

- Continued 

CATERPILLAR 3208 DIESEL ENG. 

- Continued 

1754 - Continued 
1982-1980 - Continued 

Belt - P.S. 

Belt - W.P. & P.S.; 

W/Rexroth, Saginaw P.S. 

Pump. 

Belt - W.P. & P.S.; W/Ross 

P.S. Pump. 446707C1 

Belt - A.C. 190502R2 

Belt - Hyd. Brake Boost 

Pump. 534311R1 

Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad. 

Hose - Oil Cooler Inlet. 

Hose - Oil Cooler Outlet. 

1850 
1978-1975 

Belt - Fan. 358321C91 

Belt - Alt. 358334C91 

Belt - Alt. & Air Brake Com- 

pr.; W/37A., 61A. Alt. 358328C91 

Belt - Alt. & Air Brake Com- 

pr.; W/65A., 80A. Alt. 358321C91 ©449510HD 

Belt - P.S. 49465HD 


7390 


©♦4961OHD 

©49600HD 

49490HD 

4961OHD 
*2” I.D. 

■4-2 1/2” I.D. 
20933 
21380 


©44951 OHD 
©♦49490HD 

©♦49463HD 


1975-1974 

Belt - Fan. 

Belt - Alt. 

426222C91 

©449530HD 

©449500HD 

1854; 1954; 1955 
1982-1978 

Belt - Fan; (1982-1979). 

.. 355707C91 

©449520HD 

Belt - W P & P S 

358328C91 

49463HD 

Belt - W.P.; (1982-1979). 

.. 150560R2 

49451 HD 

Belt - A.C. 

170481R2 

49463HD 

Belt - Alt.; (1982-1979). 

.. 306219C2 

©7370 

Hose - Upper - Eng. To Pipe. 
Hose - Upper - Pipe To Rad.. 


■>2” I.D. 

*2 1/2” I.D. 

Belt - Alt. & V.P.; 

(1982-1979). 

.. 468460C91 

©7480 

F2554; F2654 

1982-1979 

Belt - Fan. 

Belt - W.P. 

Belt - Alt. 

355707C91 

355538C91 

361976C91 

©449520HD 
©♦49451 HD 
©7370 

Belt - Alt. & Air Brake Com¬ 
pr.; (1982-1979). 

Belt - P.S.; (1982-1979). 

Belt - W.P. & P.S.; 
W/Rexroth, Saginaw P.S. 
Pump (1982-1979). 

.. 468455C1 

©7512 

7390 

©44961 OHD 

Belt - Alt. & V.P. 

468460C91 

©7480 

Belt - W.P. & P.S.; W/Ross 



Belt - Alt. & Air Brake Compr. 468457C91 

©7508 

P.S. Pump (1982-1979). 

.. 446707C1 

©49600HD 


Belt - P.S. 

Belt - W.P. & P.S.; (1981). 

Belt - A.C. 

Hose - Upper - Eng. To Pipe. 
Hose - Upper - Pipe To Rad.. 
Hose - Lower - Eng. To Pipe. 
Hose - Lower - Pipe To Rad.. 

F5050 

1982-1974 


358344C91 

446707C1 

190502R2 


©7560 
©49600HD 
49490HD 
*2” I.D. 

*2 1/2” I.D. 
^20206 
*2 3/4” I.D. 


190502R2 


534311R1 


Belt - Fan. 

.. 264757C2 

©449530HD 

Belt - W.P. 

.. 446204C1 

©49455HD 

Belt - Alt. & Air Brake Compr. 242268C2 

©449500HD 

Belt - P.S. 


©449520HD 

1650; 1750 



1978-1975 



Belt - Fan. 

.. 358321C91 

©44951 OHD 

Belt - Alt. 

.. 358334C91 

©449490HD 

Belt - Alt. & Air Brake Com- 



pr.; W/37A., 61A. Alt. 

.. 358328C91 

©449463HD 

Belt - Alt. & Air Brake Com- 



pr.; W/65A., 80A. Alt. 

.. 358321C91 

©44951 OHD 

Belt - P.S. 


49465HD 

1754 



1982-1980 



Belt - Fan. 

.. 355707C91 

©449520HD 

Belt - W.P. 

.. 150560R2 

49451 HD 

Belt - Alt. 

.. 306219C2 

@7370 

Belt - Alt. & V.P. 

.. 468460C91 

©7480 

Belt - Alt. & Air Brake Compr. 468455C1 

©7512 


Belt - A.C.; (1982-1979).. 

Belt - Hyd. Brake Boost 

Pump; (1982-1980). 

Hose - Upper; (1982). 

Hose - Upper - Eng. To Pipe; (1981-1978). 
Hose - Upper - Pipe To Rad.; (1981-1978). 

Hose - Lower; (1982). 

Oil Cooler Inlet; (1982-1981). 

Oil Cooler Inlet; (1980). 

Oil Cooler Inlet; (1979-1978). 

Oil Cooler Outlet. 


Hose 
Hose 
Hose 
Hose 

2050A 

1975-1974 

Belt - Fan. 

Belt - Alt. 

Belt - W.P. & P.S. 

Belt - A.C. 

Hose - Upper - Eng. To Pipe 
Hose - Upper - Pipe To Rad. 

2155 

1982-1978 

Belt - Fan; (1982-1979). 

Belt - W.P.; (1982-1979). 

Belt - Alt.; (1982-1979). 

Belt - Alt. & V.P.; 

(1982-1979). 

Belt - Alt. & Air Brake Com 

pr.; (1982-1979). 

Belt - P.S.; (1982-1979). 


426222C91 

358328C91 
170481R2 


49490HD 

4961 OHD 
21453 
*2” I.D. 

*2 1/2” I.D. 
21451 
21381 
20933 
21381 
21380 


©449530HD 
©449500HD 
49463HD 
49463HD 
*2” I.D. 

■ 0-2 1/2” I.D. 


... 355707C91 

©449520HD 

... 150560R2 

49451 HD 

... 306219C2 

@7370 

... 468460C91 

©7480 

... 468455C1 

©7512 


7390 


© Two Required. © Six Required. 4- 

® Three Required. ▲ Durion ® Silicone Hose Recommended. O 

© Four Required. •*” Use Notched Belt Only. ♦ 

© Five Required. ^ Cut To Fit. 4 


Green Stripe® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


INTERNATIONAL/NAVISTAR 

- Continued 

CATERPILLAR 3208 DIESEL ENG. 

- Continued 

2155 - Continued 
1982-1978 - Continued 
Belt - W.P. & P.S.; 

W/Rexroth, Saginaw P.S. 

Pump (1982-1979). 

Belt - W.P. & P.S.; W/Ross 

P.S. Pump (1982-1979). 446707C1 

Belt - A.C.; (1982-1979). 190502R2 

Belt - Hyd. Brake Boost 

Pump; (1982-1980). 534311R1 

Hose - Upper; (1982). 

Hose - Upper - Eng. To Pipe; (1981-1978) 

Hose - Upper - Pipe To Rad.; (1981-1978) 

Hose - Lower; (1982). 

Hose - Oil Cooler Inlet; (1982-1981). 

Hose - Oil Cooler Inlet; (1980). 

Hose - Oil Cooler Inlet; (1979-1978). 

Hose - Oil Cooler Outlet. 

2554 

■1979 

Fan. 355707C91 

W.P. 355538C91 

Alt. 361976C91 

Alt. & V.P. 468460C91 

Alt. & Air Brake Compr. 468457C91 

P.S. 358344C91 

W.P. & P.S.; (1981). 446707C1 

A.C. 190502R2 

- Upper - Eng. To Pipe. 

- Upper - Pipe To Rad. 

- Lower - Eng. To Pipe. 

- Lower - Pipe To Rad. 


1982 

Belt - 
Belt - 
Belt - 
Belt - 
Belt - 
Belt - 
Belt - 
Belt - 
Hose 
Hose 
Hose 
Hose 

5050 


©♦*9610HD 

©*9600HD 

♦9490HD 

*9610HD 
21453 
*2” I.D. 

■0-2 1/2” I.D. 
21451 
21381 
20933 
21381 
21380 


©♦*9520HD 
©♦*9451 HD 
@7370 
©7480 
©7508 
©7560 
@*9600HD 
*9490HD 
*2” I.D. 

*2 M2" I.D. 
^20206 
*2 3/4” I.D. 


INTERNATIONAL/NAVISTAR 

- Continued 

CATERPILLAR 3306 DIESEL ENG. 

- Continued 

F5070; 5070 - Continued 
1982-1980 - Continued 

Hose - Upper - Pipe To Rad. 

Hose - Lower. 

Hose - Lower - Pipe To Rad. 

CATERPILLAR 3406 DIESEL ENG. 

C04070B 

1979-1975 


*2 3/4” I.D. 
©■>2 1/2” I.D. 
*2 3/4” I.D. 


Belt - Alt. 
Older.... 
Belt - Alt. 


Mar. 21, 1976 & 


Mar. 22, 1976 & 


Belt - A.C.; Mar. 21, 1976 & 

Older. 

Belt - A.C.; Mar. 22, 1976 & 

Newer. 

Hose - Upper. 

Hose - Lower. 

CO9670 

1979 

Belt - Fan. 586329C91 

Belt - Alt. 358315C91 

Belt - A.C.; W/56 5/8" Belt 

O.C. 358314C91 

Belt - A.C.; W/57 5/8" Belt 

O.C. 872421 Cl 

Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad.; W/1200, 

1500 Sq. In. Rad. 

Hose - Upper - Pipe To Rad.; W/1800 Sq. 
In. Rad. 


465406C91 

©TR22625 

358334C91 

@*9485HD 

355707C91 

©♦*9520HD 

449669C91 

*9650HD 

358319C91 

*9570HD 
©■>2 1/2” I.D. 


*2 1/2” I.D. 
■>3” I.D. 
20682 


Hose - Lower - Pipe To Cooler 
Hose - Lower - Cooler To Pipe 
Hose - Lower - Rad. To Pipe... 

CATERPILLAR 3306 DIESEL ENG. 

F5070; 5070 

1982-1980 

Belt - Fan; W/60 5/8" Belt 

O.C. 474927C91 

Belt - Fan; W/63 5/8" Belt 

O.C. 477284C91 

Belt - Alt. 

O.C. 

Belt - Alt. 

O.C. 

; W/51 5/8" Belt 


W/48 1/8" Belt 
W/49 5/8" Belt 


303674C1 


@*9600HD 

®*9630HD 

©♦*9476HD 

©♦*9490HD 


Belt - Alt.; 

O.C. 

Hose - Upper - Eng. To Pipe.. 


©♦*951OHD 
*2 1/2” I.D. 


W/55 3/4" Belt O.C. (1986).. 

Belt - Fan; Preferred Belt; 

W/57 5/8" Belt O.C. (1986).. 

Belt - Fan; Optional Belt; 

W/55 3/4" Belt O.C. (1986).. 

Belt - Fan; Optional Belt; 

W/57 5/8" Belt O.C. (1986).. 9L6639 

Belt - Fan; (1982). 586329C91 

Belt - Fan; (1979). 586329C91 

Belt - Alt.; (1982). 358315C91 

Belt - Alt.; (1979). 358315C91 

Belt - Alt. & A.C.; 

(1988-1987). 303674C1 

Belt - Fan, Alt. & A.C.; (1986) 872421C1 
Belt - A.C.; W/56 5/8" Belt 

O.C. (1982). 358314C91 

Belt - A.C.; W/57 5/8" Belt 
O.C. (1982). 872421 Cl 


©■>3” I.D. 


TR22570 

©♦*9530HD 

*9560HD 

*9570HD 
*2 1/2” I.D. 

*2 1/4” I.D. 

■0-2 1/2” I.D. 


1982-1974 



Hose - Lower. 


©■>3” I.D. 

Belt - Fan; (1982-1980). 

264757C2 

©♦*9530HD 

COF4070B 



Belt - Fan; (1975-1974). 

264757C2 

©♦*9530HD 

1979-1975 



Belt - W.P.; (1982-1980). 

446204C1 

®*9455HD 

Belt - Fan. 

465406C91 

©TR22625 

Belt - W.P.; (1975-1974). 

446204C1 

©*9455HD 

Belt - Alt.; Mar. 21, 1976 & 



Belt - Alt. & Air Brake Com- 



Older. 

358334C91 

©*9485HD 

pr.; (1982-1980). 

242268C2 

©♦*9500HD 

Belt - Alt.; Mar. 22, 1976 & 



Belt - Alt. & Air Brake Com- 



Newer. 

355707C91 

©♦*9520HD 

pr.; (1975-1974). 

242268C2 

©♦*9500HD 

Belt - A.C.; Mar. 21, 1976 & 



Belt - P.S.; (1982-1980). 


©♦*9520HD 

Older 

449669C91 

49650HD 

Belt - P.S.; (1975-1974). 


©♦*9520HD 

Belt - A.C.; Mar. 22, 1976 & 



9600; 9700 



Newer. 

358319C91 

*9570HD 

1990 



Hose - Upper. 


©■>2 1/2” I.D. 

Belt - Fan. 

426222C91 

@*9530HD 

Hose - Lower. 


@->3” I.D. 

Belt - Alt. 

427205C91 

@*9500HD 

COF9670 



Hose - Upper - Eng. To Pipe. 


*2 1/4” I.D. 

1988-1979 



Hose - Upper - Rad. To Pipe. 


*2” I.D. 

Belt - Fan; (1988-1987). 

1653194C1 

©TR22607 

Hose - Lower - Eng. To Pipe. 


*2” I.D. 

Belt - Fan; Preferred Belt; 




2/TR22553PB 

2/TR22570PB 

©TR22553 

©TR22570 

TR22570 

TR22570 

©♦*9530HD 

©♦*9530HD 

©♦*9476HD 

@*9560HD 

*9560HD 

*9570HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

^ Cut To Fit. * Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


- Continued 


- Continued 


CATERPILLAR 3406 DIESEL ENG. 


CATERPILLAR 3406 DIESEL ENG. 


- Continued 

COF9670 - Continued 
1988-1979 - Continued 
Belt - A.C.; W/56 5/8" Belt 

O.C. (1979). 358314C91 

Belt - A.C.; W/57 5/8" Belt 

O.C. (1979). 872421 Cl 

Hose - Upper; (1988). 

Hose - Upper; (1987). 

Hose - Upper - Eng. To Pipe; (1982). 

Hose - Upper - Eng. To Pipe; (1979). 

Hose - Upper - Pipe To Rad.; W/1200, 

1500 Sq. In. Rad. (1982). 

Hose - Upper - Pipe To Rad.; W/1800 Sq. 

In. Rad. (1982). 

Hose - Upper - Pipe To Rad.; W/1200, 

1500 Sq. In. Rad. (1979). 

Hose - Upper - Pipe To Rad.; W/1800 Sq. 

In. Rad. (1979). 

Hose - Lower; (1988). 

Hose - Lower; (1982). 

Hose - Lower; (1979). 

Hose - Lower - Eng. To Pipe; (1987). 

Hose - Lower - Pipe To Pipe; (1987). 

Hose - Lower - Pipe To Rad.; (1987). 


F2070A 

1977-1973 

Belt - Fan. 

Belt - Alt.; W/A.C. 427411C91 

Belt - Alt.; WO A.C. 358321C91 

Belt - A.C. 425892C1 


Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

F2275; F2574 
1982-1979 

Belt - Fan. 

Belt - Alt.; W/Modulated Fan.. 358335C91 
Belt - Alt.; W/O Modulated 


Fan. 358322C91 

Belt - A.C.; W/Modulated Fan 358316C91 
Belt - A.C.; W/O Modulated 
Fan. 358319C91 

F4270 


*9560HD 

*9570HD 


©■>2 

1/4” 

I.D. 

©■>2 

1/2” 

I.D. 

■ 0-2 

1/2” 

I.D. 

*2 

1/2” 

I.D. 

*2 

1/4” 

I.D. 

*2 

1/2” 

I.D. 

*2 

1/4” 

I.D. 

2 

1/2” 

I.D. 

@■>2 

1/2” 

I.D. 

@■>3’ 

' I.D. 


@■>3’ 

" I.D. 


■>3 

’ I.D. 


■>2 

1/2” 

I.D. 

*2 

1/2” 

I.D. 


©TR22485 
©*9720HD 
©♦*9510HD 
♦9390HD 
20682 
*2 1/2” I.D. 
21128 
*3” I.D. 


©TR22648 

©♦♦9490HD 

©*9525HD 

*9540HD 

♦9570HD 


- Continued 

F7070B 

1979-1975 

Belt - Fan. 465406C91 

Belt - Alt.; Mar. 21, 1976 & 

Older. 358334C91 

Belt - Alt.; Mar. 22, 1976 & 

Newer. 355707C91 

Belt - A.C.; Mar. 21, 1976 & 

Older. 449669C91 

Belt - A.C.; Mar. 22, 1976 & 

Newer. 358319C91 

F9370 

1987-1985 

Belt - Fan; (1987). 1655420C91 

Belt - Fan; W/55 3/4" Belt 

O.C. (1986-1985). 

Belt - Alt. & A.C.; (1987). 303674C1 

Belt - Fan, Alt. & A.C.; 

(1986-1985). 872421 Cl 


Hose - Upper - Pipe To Rad. 
Hose - Lower. 

2070 

1977-1973 

Hose - Upper - Eng. To Pipe 
Hose - Upper - Pipe To Rad. 
Hose - Lower - Eng. To Pipe 
Hose - Lower - Pipe To Rad. 


2070A 

1977-1973 

Belt - Fan. 

Belt - Alt.; W/A.C. 427411C91 

Belt - Alt.; W/O A.C. 358321C91 

Belt - A.C. 425892C1 

2275; 2574 
1982-1979 

Belt - Fan. 


Belt - Alt.; W/Modulated Fan.. 358335C91 
Belt - Alt.; W/O Modulated 


Fan. 358322C91 

Belt - A.C.; W/Modulated Fan 358316C91 
Belt - A.C.; W/O Modulated 
Fan. 358319C91 

4270 


1979-1975 


Belt - Fan; W/Eaton Fan 
Clutch. 


©TR22607 

Belt - Fan; W/Eaton Fan 
Clutch. 


Belt - Fan; W/Rockford Fan 

465408091 

©TR22625 

©**9500HD 

@*9525HD 

©♦*9570HD 

Belt - Fan; W/Rockford Fan 
Clutch. 

. 465406C91 

Belt - Alt.; W/50 5/8" Belt 

OC 

242268R2 

Belt - Alt.; W/50 5/8" Belt 

O.C. 

. 242268R2 

Belt - Alt.; W/53 1/8" Belt 

OC 

358322091 

Belt - Alt.; W/53 1/8" Belt 

O.C. 

. 358322C91 

Belt - Alt. & A.C. 

. 358319C91 

Belt - Alt. & A.C. 

. 358319C91 


Hose ■ 
Hose ■ 


Upper.. 

Lower.. 


©■>2 1/2” I.D. 
©■>3” I.D. 


1979-1975 


Hose ■ 
Hose ■ 


Upper.. 

Lower.. 


F4370 


4370 


1982-1975 

Belt - Fan; W/Eaton Fan 

Clutch. 

Belt - Fan; W/Rockford Fan 


Clutch. 

... 465406C91 

Belt - Alt.; W/50 5/8" Belt 
O.C. 

... 242268R2 

Belt - Alt.; W/53 1/8" Belt 
O.C. 

... 358322C91 

Belt - Alt. & A.C. 

... 358319C91 

Hose - Upper. 


Hose - Lower. 



©TR22607 

©TR22625 


1982-1975 

Belt - Fan; W/Eaton Fan 

Clutch. 

Belt - Fan; W/Rockford Fan 
Clutch. 


©♦*9500HD 

@*9525HD 
©♦*9570HD 
©■>2 1/2” I.D. 
©■fr3” I.D. 


Belt - Alt.; W/50 5/8" Belt 

O.C. 

Belt - Alt.; W/53 1/8" Belt 

O.C. 

Belt - Alt. & A.C. 

Hose - Upper. 

Hose - Lower. 


465406C91 

242268R2 

358322C91 
358319C91 


©TR22625 

©*9485HD 

©♦♦9520HD 

♦9650HD 

♦9570HD 


©TR22607 

©TR22553 

©♦*9476HD 

©*9560HD 
*2 1/4” I.D. 
@■>2 3/8” I.D. 


20682 
*2 1/2” I.D. 
21128 
*3” I.D. 


©TR22485 
©*9720HD 
©♦*951OHD 
*9390HD 


©TR22648 

©♦*9490HD 

©*9525HD 

*9540HD 

*9570HD 


©TR22607 

©TR22625 

©**9500HD 

©*9525HD 
©♦*9570HD 
©■>2 1/2” I.D. 
©■>3” I.D. 


©TR22607 

©TR22625 

©♦*9500HD 

®*9525HD 
©♦*9570HD 
©■>2 1/2” I.D. 
@■0-3” I.D. 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durlon ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

* 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


- Continued 


- Continued 


CATERPILLAR 3406 DIESEL ENG. 


CATERPILLAR 3406 DIESEL ENG. 


Mar. 22, 1976 & 


Fan; W/59 1/4" Belt 
Fan; W/63 1/8" Belt 


Alt.; Preferred Belt. 

Alt.; Optional Belt. 

Alt. & A.C.; W/55 1/8" 

O.C.; Preferred Belt. 

Alt. & A.C.; W/55 1/8" 
O.C.; Optional Belt. 

- Upper - Eng. To Pipe 

- Upper - Rad. To Pipe 

- Lower - Eng. To Pipe 

- Lower - Pipe To Pipe 

- Lower - Pipe To Rad. 

- By Pass. 


Belt 


- Continued 

7070B 

1979-1975 

Belt - Fan. 

Belt - Alt.; Mar. 21, 1976 & 

Older. 

Belt - Alt.; 

Newer... 

Belt - A.C.; Mar. 21, 1976 & 

Older. 

Belt - A.C.; Mar. 22, 1976 & 
Newer. 

8200 
1990 
Belt - 
O.C. 

Belt - 
O.C. 

Belt - 
Belt - 
Belt - 
Belt 
Belt - 
Belt 
Hose 
Hose 
Hose 
Hose 
Hose 
Hose 

8300 

1990-1988 

Belt - Fan; W/59 1/4" 

O.C. (1990). 

Belt - Fan; W/63 1/8" Belt 

O.C. (1990). 

Belt - Fan; (1989). 

Belt - Fan; W/59 1/4" Belt 

O.C. (1988). 

Belt - Fan; W/63 1/8" Belt 

O.C. (1988). 

Belt - Alt.; Preferred Belt 
(1990).. 

Belt - Alt. 

(1990).. 

Belt - Alt.; (1989). 

Belt - Alt.; (1988). 

Belt - Alt. & A.C.; W/55 1/8" 
Belt O.C.; Preferred Belt 

(1990). 

Belt - Alt. & A.C.; W/55 1/8" 
Belt O.C.; Optional Belt 

(1990). 

Belt-Alt. & A.C.; (1989). 

Belt - Alt. & A.C.; W/55 1/8" 

Belt O.C. (1988). 

Belt - Alt. & A.C.; W/56" Belt 

O.C. (1988). 

Hose - Upper; (1989). 

Hose - Upper - Eng. To Pipe 
Hose - Upper - Rad. To Pipe 
Hose - Lower - Eng. To Pipe 
Hose - Lower - Eng. To Pipe 
Hose - Lower - Pipe To Pipe 
Hose - Lower - Pipe To Rad. 
Hose - By Pass; (1990). 

9300 

1990-1988 

Belt - Fan; Preferred Belt; 
W/Bendix, Rockford, Sch- 
witzer Fan Clutch; W/57 
1/2" Belt O.C. (1990). 


465406C91 
358334C91 
355707C91 
449669C91 
358319C91 

503564C1 

1672555C91 
358313C91 

315221C2 


Optional Belt 


503564C1 

1672555C91 

503566C91 

503564C1 

1672555C91 

358313C91 


358313C91 
358313C91 


315221C2 

427412C91 
315221C2 
968645R2 


(1990). 

(1990). 

(1990). 

(1989). 

(1990-1989). 

(1990-1989). 


- Continued 

9300 - Continued 


©TR22625 

©49485HD 

©♦49520HD 

49650HD 

49570HD 


TR22588 

TR20619 

2/9490PB 

©49490HD 

2/9545PB 

©49545HD 
*2 1/2” I.D. 
*2 1/2” I.D. 
*3” I.D. 

*2 1/2” I.D. 
*2 1/2” I.D. 
1 1/2” I.D. 


TR22588 

TR20619 

©TR22588 

©TR22588 

©TR22625 

2/9490PB 

©49490HD 

♦9490HD 

2»*9490HD 

2/9545PB 


©49545HD 

©49545HD 


1990-1988 - Continued 

Belt - Fan; (1988). 1655420C91 

Belt-Alt. & A.C.; (1988). 303674C1 


Belt - Fan & Alt.; Preferred 
Belt; W/Facet, Horton Fan 
Clutch; W/55 1/2" Belt O.C. 

(1990-1989). 

Belt - Fan & Alt.; Preferred 
Belt; W/Facet, Horton, Kysor 
Fan Clutch; W/57 1/2" Belt 

O.C. (1990-1989). 

Belt - Fan & Alt.; Optional 
Belt; W/Bendix, Rockford, 

Schwitzer Fan Clutch; W/57 
1/2" Belt O.C. (1990-1989)... L22570 
Belt - Fan & Alt.; Optional 
Belt; W/Facet, Horton Fan 
Clutch; W/55 1/2" Belt O.C. 

(1990-1989). 

Belt - Fan & Alt.; Optional 
Belt; W/Facet, Horton, Kysor 
Fan Clutch; W/57 1/2" Belt 

O.C. (1990-1989). 

Belt - Fan & Alt.; W/Bendix 
Fan Clutch; W/68" Belt O.C. 

(1990-1989). L22675 

Belt - Fan & Alt.; W/Horton, 

Kysor Fan Clutch; W/61 1/2" 

Belt O.C. (1990-1989). 

Belt - Fan & Alt.; W/Horton, 

Kysor Fan Clutch; W/68" 

Belt O.C. (1990-1989). 

Belt - Fan & Alt.; W/Rockford 
Fan Clutch; W/55 1/2" Belt 

O.C. (1990-1989). 

Belt - Fan & Alt.; Preferred 
Belt; W/Bendix, Rockford, 

Schwitzer Fan Clutch; W/57 


1/2" Belt O.C. (1989). 

Belt - A.C.; (1990). 354029C91 

Belt - A.C.; W/47 1/2" Belt 

O.C. (1989). 354029C91 

Belt - A.C.; W/56" Belt O.C. 

(1989). 871313C91 

Belt - A.C.; W/57 1/2" Belt 
O.C. (1989). 358311C92 


Hose - Upper - Eng. To Pipe; (1990-1989) 

Hose - Upper - Pipe To Rad. 

Hose - Lower; (1988). 

Hose - Lower - Eng. To Pipe; (1990-1989) 
Hose - Lower - Pipe To Rad.; (1990-1989) 
Hose - Reservoir To Rad.; (1989). 

9370 


©♦49545HD 

©♦49555HD 
@■>2 1/2” I.D. 
*2 1/2” I.D. 
*2 1/2” I.D. 
■>3” I.D. 

21400 
*2 1/2” I.D. 
*2 1/2” I.D. 
1 1/2” I.D. 


1987-1985 

Belt - Fan; (1987). 

Belt - Alt. & A.C.; (1987). 

Belt - Fan & Alt.; Preferred 

Belt (1986-1985). 

Belt - Fan & Alt.; Optional 

Belt (1986-1985). 

Belt - Fan, Alt. & A.C.; 

(1986-1985). 

Hose - Upper - Pipe To Rad. 
Hose - Lower. 

9400 

1990 


2/TR22570PB 


Belt - Fan; Preferred Belt; 
W/Bendix, Rockford, Sch¬ 
witzer Fan Clutch; W/57 
1/2" Belt O.C. 


1655420C91 

303674C1 


872421 Cl 


©TR22607 

©♦49476HD 

2/TR22553PB 

2/TR22570PB 

©TR22570 

©TR22553 


©TR22570 

©TR22676 

©TR22607 

©TR22676 

©TR22553 


2/TR22570PB 

©49476HD 

©49476HD 

©49560HD 

©49570HD 
22436 
■>2 1/4” I.D. 
@■>2 3/8” I.D. 

■ 0-2 1/2” I.D. 

*2 1/2” I.D. 

1” I.D. 


©TR22607 

©♦49476HD 

2/TR22553PB 

©TR22553 

©49560HD 
*2 1/4” I.D. 
@■>2 3/8” I.D. 


2/TR22570PB 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

^ Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


- Continued 


- Continued 


CATERPILLAR 3406 DIESEL ENG. 

- Continued 

9400 - Continued 
1990 - Continued 
Belt - Fan & Alt.; Preferred 
Belt; W/Facet, Horton Fan 
Clutch; W/55 1/2" Belt O.C.. 

Belt - Fan & Alt.; Preferred 
Belt; W/Facet, Horton, Kysor 
Fan Clutch; W/57 1/2" Belt 

O.C. 

Belt - Fan & Alt.; Optional 
Belt; W/Bendix, Rockford, 

Schwitzer Fan Clutch; W/57 

1/2" Belt O.C. 

Belt - Fan & Alt.; Optional 
Belt; W/Facet, Horton Fan 
Clutch; W/55 1/2" Belt O.C.. 

Belt - Fan & Alt.; Optional 
Belt; W/Facet, Horton, Kysor 
Fan Clutch; W/57 1/2" Belt 

O.C. 

Belt - Fan & Alt.; W/Bendix 
Fan Clutch; W/68” Belt O.C. 

Belt - Fan & Alt.; W/Horton, 

Kysor Fan Clutch; W/61 1/2" 

Belt O.C. 

Belt - Fan & Alt.; W/Horton, 

Kysor Fan Clutch; W/68" 

Belt O.C. 

Belt - Fan & Alt.; W/Rockford 
Fan Clutch; W/55 1/2" Belt 

O.C. 

Belt - A.C.; W/56 1/2" Belt 

O.C. 

Belt - A.C.; W/56" Belt O.C.... 

Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad. 

Hose - Upper - Pipe To Pipe. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Pipe. 

Hose - Lower - Pipe To Rad. 

9600; 9700 
1990-1989 

Belt - Fan; W/Bendix Fan 

Clutch (1990). 1647415C91 

Belt - Fan; W/Evans, Horton 
Fan Clutch; W/55 1/2" Belt 

O.C. (1990). 1647415C91 

Belt - Fan; W/Evans, Horton 
Fan Clutch; W/57" Belt O.C. 

(1990). 586329C91 

Belt - Fan; W/Kysor Fan 
Clutch; W/55" Belt O.C. 

(1990). L22550 

Belt - Fan; W/Kysor Fan 
Clutch; W/67 1/2" Belt O.C. 

(1990). 1655368C91 

Belt - Fan; W/55 1/2" Belt 
O.C.; W/Evans, Horton Fan 

Clutch (1989). L22550 

Belt - Fan; W/57 1/2" Belt 
O.C.; W/Evans, Horton Fan 

Clutch (1989). L22570 

Belt - Fan; W/Bendix Fan 

Clutch (1989). L22570 

Belt - Alt.; (1989). L17561 

Belt - A.C.; W/Delco A.C. 

Compr. (1989). 871313C91 

Belt - A.C.; W/Eaton A.C. 

Compr. (1989). 303674C1 

Belt - A.C.; W/York A.C. 

Compr. (1989). 

Hose - Upper - Eng. To Pipe; (1990). 

Hose - Upper - Eng. To Pipe; (1989). 


CATERPILLAR 3406 DIESEL ENG. 

- Continued 

9600; 9700 - Continued 


1990- 

1989 -Continued 





Hose ■ 

Upper - Pipe To 

Pipe.. 


■0-2 1/2” 

I.D. 

Hose ■ 

Upper - Rad. To 

Pipe; 

(1990). 

*2 1/2” 

I.D. 

Hose ■ 

Upper - Rad. To 

Pipe; 

(1989). 

*2 1/4” 

I.D. 

Hose ■ 

Lower - Eng. To 

Pipe.. 


*3” I.D. 


Hose ■ 

Lower - Pipe To 

Pipe.. 


&2 1/2” 

I.D. 

Hose ■ 

Lower - Pipe To 

Rad.; 

(1989). 

*2 1/2” 

I.D. 

Hose ■ 

Lower - Rad. To 

Pipe; 

(1990). 

■0-2 1/2” 

I.D. 

Hose ■ 

By Pass; (1989). 



1 1/2” 

I.D. 

Hose ■ 

■ Reservoir To Rad.; (1989). 

1” I.D. 


CATERPILLAR 

3408 DIESEL ENG. 



4300 

1979 

Belt - Fan.9N1320 l TR22657 

Belt - Alt.9L4091 ©♦*9490HD 

Belt - A.C. 

9600; 9700 

1990 

Belt - Fan. 507362C91 

Belt - Alt. 427205C91 

Belt - A.C. LI 7615 

Hose - Upper - Eng. To Pipe. 

Hose - Upper - Rad. To Pipe. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Cooler. 

Hose - Lower - Cooler To Pipe. 

Hose - Lower - Rad. To Pipe. 

CUMMINS KT DIESEL ENG. 

F4200; F4300 

1979-1977 

Hose - Upper. 

Hose - Lower. 

F4370 

1982-1980 

Belt - Alt. 206996 

Belt - A.C. 471491 Cl 

Hose - Upper. 

Hose - Lower. 

4200; 4300 

1979-1977 

Hose - Upper. 

Hose - Lower. 

CUMMINS L10 DIESEL ENG. 

CO9670 

1988-1986 

Belt - Fan; W/57 1/8" Belt 

O.C. (1988). 1651399C1 

Belt - Fan; W/59 1/8" Belt 

O.C. (1988). 587892C1 

Belt - Alt. 586452C1 

Belt - Fan & Idler; 

(1987-1986). 1651399C1 

Belt - A.C.; W/48 1/8" Belt 

O.C. (1988). 303674C1 

Belt - A.C.; W/53 1/8" Belt 

O.C. (1988). 680614R2 

Belt - A.C.; (1987-1986). 303674C1 

Hose - Upper; (1988). 

Hose - Upper; (1986). 

Hose - Lower; (1988). 

Hose - Lower; (1986). 


2/TR22553PB 

2/TR22570PB 

@TR22570 

©TR22553 

©TR22570 

©TR22676 

©TR22607 

©TR22676 

©TR22553 

©49560HD 
©49555HD 
*2 1/2” I.D. 

*2 1/2” I.D. 

■0-2 1/2” I.D. 
■X3” I.D. 

■0-2 1/2” I.D. 

■*2 1/2” I.D. 

©TR22553 

©TR22553 

©TR22570 

TR22553 

TR22676 

©TR22553 

©TR22570 

©TR22570 

©49560HD 

©49560HD 

©♦49476HD 

©♦49570HD 
■>2 1/4” I.D. 

■0-2 1/2” I.D. 


TR22588 


©TR22607 
©49500HD 
♦9610HD 
*2” I.D. 

+2 1/4” I.D. 
*2” I.D. 

+2 1/2” I.D. 
*3” I.D. 
20682 


©■>2 1/2” I.D. 
©■>3” I.D. 


K050370 
TR22625 
©■>2 1/2” I.D. 
©■>3” I.D. 


©■>2 1/2” I.D. 
©■>3” I.D. 


4K080565HD 

4K080585HD 

K050336 

4K080565HD 

49476HD 

49525HD 
49476HD 
▲1” I.D. 

▲1” I.D. 

▲1 1/4” I.D. 
▲1 1/4” I.D. 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. Q 
•*” Use Notched Belt Only. ♦ 

^ Cut To Fit. 4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


INTERNATIONAL/NAVISTAR 

- Continued 

CUMMINS L10 DIESEL ENG. - Continued 

F2375 

1989-1983 

Belt - Fan; W/Aftercooler; 

W/48 1/8" Belt O.C. 1648632C1 

Belt - Fan; W/O Aftercooler; 

W/47 1/8" Belt O.C. 587891 Cl 

Belt - Alt. 586452C1 

Belt - Fan & Idler; W/49 1/8“ 

Belt O.C. 1648632C1 

Belt - Fan & Idler; W/59 1/8” 

Belt O.C. 587892C1 

Belt - Fan & Idler; W/62 1/8” 

Belt O.C. 1647791 Cl 

Belt - A.C. 303674C1 

Hose - Upper; W/Low Flow Cool. 

Hose - Upper - Eng. To Pipe; W/O Low 

Flow Cool. 

Hose - Upper - Pipe To Rad.; W/O Low 

Flow Cool. 

Hose - Lower; W/Low Flow Cool. 

Hose - Lower - Eng. To Pipe; W/O Low 

Flow Cool. 

Hose - Lower - Pipe To Rad.; W/O Low 

Flow Cool. 

Hose - By Pass - Inlet. 

Hose - By Pass - Outlet. 

F2574; F2575 

1989-1984 


O.C. 

Belt - 
O.C. 

Belt - 
O.C. 

Belt - 
O.C. 

Belt - 
O.C. 

Belt - 
O.C. 

Belt - 
O.C. 

Belt - 
O.C. 

Belt - 
O.C. 


O.C. 


Fan 

W/47 1/8" Belt 

Fan 

W/49 1/8" Belt 

Fan 

W/50 1/8" Belt 

Fan 

W/51 5/8" Belt 

Fan 

W/57 5/8" Belt 

Fan 

W/59 1/8" Belt 

Fan 

W/61 1/8" Belt 

Fan 

W/61 7/8" Belt 

Fan 

W/62 1/8" Belt 

Alt. 


A.C 

; W/47 1/2" Belt 

A.C 

A.C 

; W/48" Belt O.C.... 

; W/49" Belt O.C.... 


587891 Cl 

1648632C1 

1671408C1 

1648596C1 

1609665C1 

587892C1 

1648750C1 


1647791 Cl 
586452C1 


Hose - Upper; W/Low Flow Cool. 

Hose - Upper - Eng. To Pipe; W/O Low 

Flow Cool. 

Hose - Upper - Pipe To Rad.; W/O Low 

Flow Cool. 

Hose - Lower; W/Low Flow Cool. 

Hose - Lower - Eng. To Pipe; W/O Low 

Flow Cool. 

Hose - Lower - Pipe To Rad.; W/O Low 

Flow Cool. 

Hose - By Pass - Inlet. 

Hose - By Pass - Outlet. 


F2674 

1984 

Belt - 
O.C. 
Belt - 
O.C. 
Belt - 
O.C. 


*2 1/4” I.D. 
▲1 1/4” I.D. 

*2 1/2” I.D. 

*2 1/2” I.D. 
1 3/8” I.D. 
1 5/8” I.D. 


4K080465HD 

♦K080485HD 

4K080496HD 

4K080510HD 

4K080570HD 

♦K080585HD 

♦K080605HD 

4K080610HD 

♦K080615HD 

K050336 

49470HD 
49476HD 
49485HD 
▲1” I.D. 

*2 1/4” I.D. 

*2 1/4” I.D. 
▲1 1/4” I.D. 

■0-2 1/2” I.D. 

*2 1/2” I.D. 

1 3/8” I.D. 

1 5/8” I.D. 


Fan 

W/47 1/8" Belt 

.. 587891 Cl 

♦K080465HD 

Fan 

W/49 1/8" Belt 

.. 1648632C1 

4K080485HD 

Fan 

W/50 1/8" Belt 

.. 1671408C1 

4K080496HD 

Fan 

W/51 5/8" Belt 

.. 1648596C1 

4K080510HD 


INTERNATIONAL/NAVISTAR 

- Continued 

CUMMINS L10 DIESEL ENG. - Continued 

F2674 - Continued 


1984 - Continued 


♦K080485HD 

Belt - Fan 
O.C. 

W/57 5/8" Belt 

4K080465HD 

Belt - Fan 
O.C. 

W/59 1/8" Belt 

K050336 

Belt - Fan 
O.C. 

W/61 1/8" Belt 

♦K080485HD 

Belt - Fan 
O.C. 

W/61 7/8" Belt 

4K080585HD 

Belt - Fan 
O.C. 

W/62 1/8" Belt 

4K080615HD 

Belt - Alt. 


49476HD 
▲1” I.D. 

Belt - A.C 
O.C. 

; W/47 1/2" Belt 

■0-2 1/4” I.D. 

Belt - A.C 
Belt - A.C 

; W/48" Belt O.C.... 

; W/49" Belt O.C.... 


1609665C1 

587892C1 

1648750C1 


1647791 Cl 
586452C1 


Hose - Upper; W/Low Flow Cool. 

Hose - Upper - Eng. To Pipe; W/O Low 

Flow Cool. 

Hose - Upper - Pipe To Rad.; W/O Low 

Flow Cool. 

Hose - Lower; W/Low Flow Cool. 

Hose - Lower - Eng. To Pipe; W/O Low 

Flow Cool. 

Hose - Lower - Pipe To Rad.; W/O Low 

Flow Cool. 

Hose - By Pass - Inlet. 

Hose - By Pass - Outlet. 

F2675 

1989-1987 

Hose - Upper; W/Low Flow Cool. 

Hose - Upper - Eng. To Pipe; W/O Low 

Flow Cool. 

Hose - Upper - Pipe To Rad.; W/O Low 

Flow Cool. 

Hose - Lower; W/Low Flow Cool. 

Hose - Lower - Eng. To Pipe; W/O Low 

Flow Cool. 

Hose - Lower - Pipe To Rad.; W/O Low 

Flow Cool. 

Hose - By Pass - Inlet. 

Hose - By Pass - Outlet. 

2375 

1989-1983 

Belt - Fan; W/Aftercooler; 


Belt - Fan; W/O Aftercooler; 


Belt ■ 
Belt ■ 


Fan & Idler; W/49 1/8' 


Belt - Fan & Idler; W/59 1/8' 


Belt - Fan & Idler; W/62 1/8' 


2574 

1990-1984 

Belt - Fan; (1990). 

Belt - Fan; W/47 1/8" Belt 

O.C. (1989-1984). 

Belt - Fan; W/49 1/8" Belt 

O.C. (1989-1984). 

Belt - Fan; W/50 1/8" Belt 

O.C. (1989-1984). 

Belt - Fan; W/51 5/8" Belt 

O.C. (1989-1984). 

Belt - 
O.C. 

Belt - 
O.C. 


Fan; W/57 5/8" Belt 


Fan; W/59 1/8" Belt 


4K080570HD 

4K080585HD 

4K080605HD 

4K080610HD 

4K080615HD 

K050336 

49470HD 

49476HD 

49485HD 


▲1 

” I.D. 


*2 

1/4” 

I.D. 

*2 

1/4” 

I.D. 

▲1 

1/4” 

I.D. 

■0-2 

1/2” 

I.D. 

*2 

1/2” 

I.D. 

1 

3/8” 

I.D. 

1 

5/8” 

I.D. 

AT 

” I.D. 


*2 

1/4” 

I.D. 

*2 

1/4” 

I.D. 

A1 

1/4” 

I.D. 

*2 

1/2” 

I.D. 

*2 

1/2” 

I.D. 

1 

3/8” 

I.D. 

1 

5/8” 

I.D. 


.. 1648632C1 

4K080485HD 

.. 587891 Cl 
.. 586452C1 

4K080465HD 

K050336 

.. 1648632C1 

4K080485HD 

.. 587892C1 

4K080585HD 

.. 1647791 Cl 
.. 303674C1 

♦K080615HD 

49476HD 

.. 1609665C1 

4K080570HD 

.. 587891 Cl 

4K080465HD 

.. 1648632C1 

4K080485HD 

.. 1671408C1 

4K080496HD 

.. 1648596C1 

♦K080510HD 

.. 1609665C1 

4K080570HD 

.. 587892C1 

4K080585HD 


© Two Required. © Six Required. 

® Three Required. ▲ Durion * Silicone Hose Recommended. 

© Four Required. V Use Notched Belt Only. 

© Five Required. Cut To Fit. 


Green Stripe 8 4-Ply Coolant Hose Recommended. 

Q Use Wire Inserted Green Stripe® Coolant Hose. 

♦ PowerBand® Belt May Work, Use Template To Check. 

* Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


INTERNATIONAL/NAVISTAR 

- Continued 

CUMMINS L10 DIESEL ENG. - Continued 

2574 - Continued 
1990-1984 - Continued 
Belt - Fan; W/61 1/8" Belt 

O.C. (1989-1984). 

Belt - Fan; W/61 7/8" Belt 

O.C. (1989-1984). 

Belt - Fan; W/62 1/8" Belt 

O.C. (1989-1984). 

Belt - Alt. 

Belt - A.C.; Jun. 19, 1990 & 

Older (1990). 

Belt - A.C.; Jun. 20, 1990 & 

Newer (1990). 

Belt - A.C.; W/47 1/2" Belt 

O.C. (1989-1984). 

Belt - A.C.; W/48" Belt O.C. 

(1989-1984). 

Belt - A.C.; W/49" Belt O.C. 

(1989-1984). 

Hose - Upper - Eng. To Pipe; 

Hose - Upper - Pipe To Rad.; 

Hose - Lower - Eng. To Pipe; 

Hose - Lower - Pipe To Rad.; 

2674 

1990-1984 

Belt - Fan; (1990). 

Belt - Fan; W/47 1/8" Belt 

~ . (1989-1984). 

Fan; W/49 1/8" Belt 

. (1989-1984). 

Fan; W/50 1/8" Belt 

. (1989-1984). 

Belt - Fan; W/51 5/8" Belt 

O.C. (1989-1984). 

Belt - Fan; W/57 5/8" Belt 

~ . (1989-1984). 

Fan; W/59 1/8" Belt 

. (1989-1984). 

Fan; W/61 1/8" Belt 

. (1989-1984). 

Belt - Fan; W/61 7/8" Belt 

O.C. (1989-1984). 

Belt - Fan; W/62 1/8" Belt 
~ 7 . (1989-1984). 

■ Alt. 

■ A.C.; Jun. 19, 1990 & 

Older (1990). 

Belt - A.C.; Jun. 20, 1990 & 

Newer (1990). 

Belt - A.C.; W/47 1/2" Belt 

O.C. (1989-1984). 

Belt - A.C.; W/48" Belt O.C. 

(1989-1984). 

Belt - A.C.; W/49" Belt O.C. 

(1989-1984). 865196R2 

Hose - Upper; W/Low Flow Cool. 

(1989-1984). 

Hose - Upper - Eng. To Pipe; (1990). 

Hose - Upper - Eng. To Pipe; W/O Low 

Flow Cool. (1989-1984). 

Hose - Upper - Pipe To Rad.; (1990). 

Hose - Upper - Pipe To Rad.; W/O Low 

Flow Cool. (1989-1984). 

Hose - Lower; W/Low Flow Cool. 

(1989-1984). 

Hose - Lower - Eng. To Pipe; (1990). 

Hose - Lower - Eng. To Pipe; W/O Low 

Flow Cool. (1989-1984). 

Hose - Lower - Pipe To Rad.; (1990). 

Hose - Lower - Pipe To Rad.; W/O Low 
Flow Cool. (1989-1984) 


O.C. 
Belt ■ 
O.C. 
Belt ■ 
O.C. 


O.C. 
Belt ■ 
O.C. 
Belt ■ 
O.C. 


Belt ■ 
Belt - 


1648750C1 

4K080605HD 


4K080610HD 

1647791 Cl 
586452C1 

4K080615HD 

K050336 

680614R2 

49525HD 

865196R2 

49485HD 


49470HD 

303674C1 

49476HD 

865196R2 

(1990). 

(1990). 

(1990). 

(1990). 

49485HD 
*2 1/4” I.D. 
*2 1/2” I.D. 
■*2 1/2” I.D. 
*2 1/2” I.D. 

1609665C1 

4K080570HD 

587891 Cl 

4K080465HD 

1648632C1 

4K080485HD 

1671408C1 

4K080496HD 

1648596C1 

4K080510HD 

1609665C1 

4K080570HD 

587892C1 

4K080585HD 

1648750C1 

4K080605HD 


4K080610HD 

1647791 Cl 
586452C1 

4K080615HD 

K050336 

680614R2 

49525HD 

865196R2 

49485HD 


49470HD 

303674C1 

49476HD 

865196R2 

49485HD 


Hose ■ 
Hose ■ 


By Pass ■ 
By Pass • 


Inlet; (1989-1984). 

Outlet; (1989-1984).. 


AT 

’ I.D 


■>2 

1/4” 

I.D. 

*2 

1/4” 

I.D. 

*2 

1/2” 

I.D. 

*2 

1/4” 

I.D. 

Al 

1/4” 

I.D. 

*2 

1/2” 

I.D. 

*2 

1/2” 

I.D. 

*2 

1/2” 

I.D. 

*2 

1/2” 

I.D. 

1 

3/8” 

I.D. 

1 

5/8” 

I.D. 


INTERNATIONAL/NAVISTAR 

- Continued 

CUMMINS L10 DIESEL ENG. - Continued 

5000 


1990-1987 


O.C. 
Belt ■ 
O.C. 
Belt ■ 
O.C. 


O.C. 
Belt ■ 
Belt - 


Fan: 

W/59 1/8" Belt 

Fan: 

W/61 1/8" Belt 

Fan: 

W/62 1/8" Belt 

Fan; 

W/63 5/8" Belt 

Alt. 


A.C. 

; W/53" Belt O.C.... 


587892C1 

1648750C1 


1647791 Cl 


1657198C1 
586452C1 
680614R2 
Hose - Upper; W/O Low Flow Cool. 

(1989-1988). 

Hose - Upper; (1987). 

Hose - Lower; W/O Low Flow Cool. 

(1989-1988). 

Hose - Lower; (1987). 

Hose - Reservoir To Rad.; (1989-1987).... 
8100 
1990 

Belt - Fan; W/Bendix Wes- 

tinghouse Fan Clutch. 

Belt - Fan; W/Horton Fan 
Clutch; W/48 1/2" Belt O.C. 

Belt - Fan; W/Horton Fan 
Clutch; W/49 1/2" Belt O.C. 

Belt - Fan; W/Horton Fan 

Clutch; W/57" Belt O.C. 

Belt - Fan; W/Horton Fan 
Clutch; W/61 1/2" Belt O.C. 

Belt - Fan; W/Kysor Fan 

Clutch. 

Belt - Fan; W/Schwitzer Fan 

Clutch. 

Belt - Alt. 

Belt - A.C.; W/R12 Coolant; 

W/49" Belt O.C. 

Hose - Upper - Eng. To Rad. 

Hose - Upper - Eng. To Pipe; 

Flow Cool. 

Hose - Upper - Rad. To Pipe 

Flow Cool. 

Hose - Lower - Eng. To Pipe; 

Flow Cool. 

Hose - Lower - Eng. To Rad. 

Hose - Lower - Rad. To Pipe; W/O Low 

Flow Cool. 

8200 

1990 

Belt - Fan; W/Bendix Wes- 

tinghouse Fan Clutch. 

Belt - Fan; W/Horton Fan 
Clutch; W/48 1/2" Belt O.C.. 

Belt - Fan; W/Horton Fan 
Clutch; W/49 1/2" Belt O.C.. 

Belt - Fan; W/Horton Fan 

Clutch; W/57" Belt O.C. 

Belt - Fan; W/Horton Fan 
Clutch; W/61 1/2" Belt O.C.. 

Belt - Fan; W/Kysor, Sch- 

witzer Fan Clutch. 

Belt - Alt. 

Belt - A.C.; W/R12 Coolant; 

W/49" Belt O.C. 

Hose - Upper - Eng. To Pipe. 

Hose - Upper - Rad. To Pipe. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Rad. To Pipe. 


W/O Low 
; W/O Low 
W/O Low 


1609665C1 

1648632C1 

1671408C1 

1609665C1 


1651399C1 
586452C1 

2016338C1 


4K080585HD 

4K080605HD 

4K080615HD 

♦K080630HD 

K050336 

49525HD 

©■>2 1/4” I.D. 
©■>2 1/4” I.D. 

©■>2 1/2” I.D. 
©■>2 1/2” I.D. 
1” I.D. 


1671408C1 

4K080496HD 

1648632C1 

4K080485HD 

1671408C1 

4K080496HD 

1609665C1 

4K080570HD 


4K080615HD 

1674280C1 

K080525 

1648632C1 

586452C1 

4K080485HD 

K050336 

2016338C1 

TR22485 

22098 


*2 1/4” I.D. 

s<21135 

*2 1/2” I.D. 
22100 

s<21135 


4K080570HD 

4K080485HD 

4K080496HD 

4K080570HD 

♦K080615HD 

4K080565HD 

K050336 

TR22485 
1” I.D. 

1” I.D. 

1 1/4” I.D. 

1 1/4” I.D. 


© Two Required. © Six Required. 

® Three Required. ▲ Durion ® Silicone Hose Recommended. O 

© Four Required. V Use Notched Belt Only. ♦ 

© Five Required. Cut To Fit. 4 


Green Stripe® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


INTERNATIONAL/NAVISTAR 

- Continued 

CUMMINS L10 DIESEL ENG. - Continued 

8300 

1990-1988 

Belt - Fan; W/Bendix Wes- 
tinghouse Fan Clutch (1990) 

Belt - Fan; W/Horton Fan 
Clutch; W/48 1/2" Belt O.C. 

(1990). 

Belt - Fan; W/Horton Fan 
Clutch; W/49 1/2" Belt O.C. 

(1990). 

Belt - Fan; W/Horton Fan 
Clutch; W/57" Belt O.C. 

(1990). 

Belt - Fan; W/Horton Fan 
Clutch; W/61 1/2" Belt O.C. 

(1990). 

Belt - Fan; W/Kysor, Sch- 

witzer Fan Clutch (1990). 

Belt - Fan; W/57 1/8" Belt 

O.C. (1989-1988). 

Belt - Fan; W/57 5/8" Belt 

O.C. (1989-1988). 

Belt - Alt. 

Belt - A.C.; W/R12 Coolant; 

W/49" Belt O.C. (1990). 

Belt - A.C.; (1989-1988). 

Hose - Upper - Eng. To Pipe... 

Hose - Upper - Rad. To Pipe... 

Hose - Lower - Eng. To Pipe... 

Hose - Lower - Rad. To Pipe... 

9300 

1990-1988 

Belt - Fan; W/Horton, Sch- 
witzer Fan Clutch; W/59" 


INTERNATIONAL/NAVISTAR 

- Continued 

CUMMINS L10 DIESEL ENG. - Continued 

9400 - Continued 
1990 - Continued 
Belt - Fan; W/Kysor, Sch- 


1609665C1 

4K080570HD 

witzer Fan Clutch; W/57" 





Belt O.C. 

1651399C1 

4K080565HD 



Belt - Alt. 

586452C1 

K050336 

1648632C1 

4K080485HD 

Belt - A.C. 

2016338C1 

TR22485 



Hose - Upper - Eng. To Pipe 


■0-2 1/4” I.D. 



Hose - Upper - Pipe To Rad. 


■>2 1/2” I.D. 

1671408C1 

4K080496HD 

Hose - Lower - Eng. To Pipe 


*2 1/2” I.D. 



Hose - Lower - Pipe To Rad. 


*2 1/2” I.D. 

1609665C1 

4K080570HD 

9600 





1990-1989 





Belt - Fan; (1990). 

587892C1 

4K080585HD 


4K080615HD 

Belt - Fan; W/57 1/8" Belt 





O.C. (1989). 

1651399C1 

4K080565HD 

1651399C1 

4K080565HD 

Belt - Fan; W/59 1/8" Belt 





O.C. (1989). 

587892C1 

4K080585HD 

1651399C1 

4K080565HD 

Belt - Alt. 

586452C1 

K050336 



Belt - A.C.; W/48 1/8" Belt 



1609665C1 

4K080570HD 

O.C. (1990). 

303674C1 

49476HD 

586452C1 

K050336 

Belt - A.C.; W/53 1/8" Belt 





O.C. (1990). 

680614R2 

49525HD 

2016338C1 

TR22485 

Belt-A.C.; (1989). 

303674C1 

49476HD 

355719C91 

49470HD 

Hose - Upper; (1990). 


▲1” I.D. 


1” I.D. 

1” I.D. 

1 1/4” I.D. 
1 1/4” I.D. 


Hose - Upper - Eng. To Pipe; 
Hose - Upper - Rad. To Pipe 


Hose ■ 
Hose ■ 
Hose ■ 

9700 


Lower - Eng. To Pipe; 
Lower - Eng. To Pipe; 
Lower - Rad. To Pipe 


(1989).. 

(1989).. 

(1990).. 

(1989).. 

(1990).. 


1 1/4” I.D. 
1” I.D. 

*2 1/4” I.D. 
1” I.D. 

1 1/4” I.D. 


Belt O.C. (1990). 


4K080585HD 

Belt - Fan; W/Kysor, Sch- 



witzer Fan Clutch; W/57" 



Belt O.C. (1990). 

1651399C1 

4K080565HD 

Belt - Fan; W/Horton Fan 



Clutch (1989). 

1609665C1 

4K080570HD 

Belt - Fan; W/Kysor Fan 



Clutch (1989). 

479331C91 

©TR28510 

Belt - Fan; W/57 5/8" Belt 



O.C. (1988). 

1609665C1 

4K080570HD 

Belt - Fan; W/59 1/8" Belt 



O.C. (1988). 

587892C1 

4K080585HD 

Belt - Fan; W/61" Belt O.C. 



(1988). 

1648750C1 

4K080605HD 

Belt - Fan; W/Kysor, Viscous 



Fan Clutch; W/57 1/8" Belt 



O.C. (1988). 

1651399C1 

4K080565HD 

Belt - Alt. 

586452C1 

K050336 

Belt - A.C.; (1990). 

2016338C1 

TR22485 

Belt - A.C.; W/48" Belt O.C. 



(1989-1988). 

303674C1 

49476HD 

Belt - A.C.; W/52 1/8" Belt 



O.C. (1988). 


49520HD 

Belt - A.C.; W/53 1/8" Belt 



O.C. (1988). 

680614R2 

49525HD 

Hose - Upper; (1989-1988). 


▲1” I.D. 

Hose - Upper - Eng. To Pipe; (1990). 

*2 1/4” I.D. 

Hose - Upper - Pipe To Rad.; (1990). 

-0-2 1/2” I.D. 

Hose - Lower; (1989-1988). 


▲1 1/4” I.D. 

Hose - Lower - Eng. To Pipe; (1990). 

■>2 1/2” I.D. 

Hose - Lower - Pipe To Rad.; (1990). 

■>2 1/2” I.D. 

9400 



1990 



Belt - Fan; W/Horton Fan 



Clutch; W/57 1/2" Belt O.C.. 


4K080570HD 

Belt - Fan; W/Horton, Sch- 



witzer Fan Clutch; W/59" 



Belt O.C. 


4K080585HD 


1990-1988 

Belt - Fan; (1990). 

Belt - Fan; W/57 1/8" Belt 

O.C. (1989-1988). 

Belt - Fan; W/59 1/8" Belt 

O.C. (1989-1988). 

Belt - Alt. 

. 587892C1 

. 1651399C1 

. 587892C1 
. 586452C1 

4K080585HD 

4K080565HD 

4K080585HD 

K050336 

Belt - A.C.; W/48 1/8" Belt 
O.C. 

. 303674C1 

49476HD 

Belt - A.C.; W/53 1/8" Belt 
O.C. 

. 680614R2 

49525HD 

Hose - Upper. 

Hose - Lower; (1989-1988). 

Hose - Lower - Eng. To Pipe; (1990). 

Hose - Lower - Rad. To Pipe; (1990). 

▲1” I.D. 

▲1 1/4” I.D. 
*2 1/4” I.D. 

1 1/4” I.D. 


CUMMINS NH220 DIESEL ENG.; CUM¬ 
MINS NH230 DIESEL ENG. 

C04070A 

1979-1977 

Belt - Fan. 172856 

Belt - Alt. 

Belt - A.C. 78910R2 

Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad. 

Hose - Lower. 

C04070B 

1979-1975 

Belt - Fan; W/43" Belt O.C. 


©TR24457 
TR22358 
TR28445 
*2” I.D. 

*2 1/4” I.D. 
©■>2 1/4” I.D. 


(1979-1978). 

178679 

©TR28423 

Belt - Fan; W/75A. Delco Alt. 

(1977-1975). 

178697 

©TR28454 

Belt - W.P.; (1979-1978). 

215356 

6596 

Belt - W.P.; (1977-1975). 


TR24400 

Belt - Alt.; (1979-1978). 

311175C2 

©♦49447HD 

Belt - Alt.; 1977-1975 . 


©♦49451 HD 

Belt - A.C. To Fan & W.P.; 

W/65A. Delco Alt. 

(1977-1975). 

172856 

©TR24457 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

^ Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


INTERNATIONAL/NAVISTAR 

- Continued 

CUMMINS NH220 DIESEL ENG.; CUM¬ 
MINS NH230 DIESEL ENG. - Continued 

C04070B - Continued 
1979-1975 - Continued 


Hose - Upper - Eng. To Pipe; (1979-1977). 

4-2” I.D. 

Hose - Upper - Pipe To Rad.; (1979-1977). 

4-2 1/4” I.D. 

Hose - Lower; (1979-1977). 

CO5370 


©4-2 1/4” I.D. 

1979-1977 

Belt - Fan. 

482272C1 

©TR28445 

Belt - Alt. 


♦9451 HD 

Belt - A.C. 

COF4070A 


♦9380HD 

1979-1977 

Belt - Fan. 

172856 

©TR24457 

Belt - Alt. 


TR22358 

Belt - A.C. 

78910R2 

TR28445 

Hose - Upper - Eng. To Pipe. 


4-2” I.D. 

Hose - Upper - Pipe To Rad.. 


4-2 1/4” I.D. 

Hose - Lower. 

COF4070B 


©4-2 1/4” I.D. 

1979-1975 

Belt - Fan; W/43" Belt O.C. 

(1979-1978). 

Belt - Fan; W/75A. Delco Alt. 

178679 

©TR28423 

(1977-1975). 

178697 

©TR28454 

Belt - W.P.; (1979-1978). 

215356 

6596 

Belt - W.P.; (1977-1975). 


TR24400 

Belt - Alt.; (1979-1978). 

311175C2 

©♦♦9447HD 

Belt - Alt.; (1977-1975). 


©♦♦9451 HD 


Belt - A.C. To Fan & W.P.; 

W/65A. Delco Alt. 

(1977-1975). 172856 

Hose - Upper - Eng. To Pipe; (1979-1977). 
Hose - Upper - Pipe To Rad.; (1979-1977). 
Hose - Lower; (1979-1977). 

COF5370 

1979-1977 

Belt - Fan. 482272C1 

Belt - Alt. 

Belt - A.C. 

DCOF405; DCOT405 


©TR24457 
■4-2” I.D. 

4-2 1/4” I.D. 
©4-2 1/4” I.D. 


©TR28445 
♦9451 HD 
♦9380HD 


1971-1970 



Belt - Fan. 

.. 134773 

©TR22405 

Belt - Gen. 

.. 70350 

TR22358 

F2000D 



1972-1970 



Belt - Fan. 

.. 172856 

©TR24457 

Belt - Alt. 


TR22358 

Belt - P.S. 

.. 235182R2 

TR22397 

Hose - Upper; (1972-1971)... 


26515 


Hose - Lower; (1972-1971).. 

F2070A 

1977-1973 

Belt - Fan. 

Belt - Alt. 

Belt - P.S. 

F4200 

1979-1973 

Belt - Fan. 

Belt - Alt. 

Hose - Upper. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

F4300 

1979-1974 

Belt - Fan. 172856 

Belt - Alt. 


172856 


203987R2 


172856 


©4-2 1/4” I.D. 


©TR24457 

TR22358 

TR22392 


©TR24457 
©♦♦9451 HD 
©4-2” I.D. 

4-2 1/4” I.D. 
4-2 1/2” I.D. 


©TR24457 
©♦♦9451 HD 


INTERNATIONAL/NAVISTAR 

- Continued 

CUMMINS NH220 DIESEL ENG.; CUM¬ 
MINS NH230 DIESEL ENG. - Continued 

F4300 - Continued 


1979-1974 - Continued 

Hose - Upper. 

Hose - Lower - Eng. To Pipe.. 

Hose - Lower - Pipe To Rad... 

T2000D; 2000 SERIES 

1972-1970 

Belt - Fan. 

Belt - Alt. 

Belt - P.S. 235182R2 

Hose - Upper; (1972-1971). 

Hose - Lower; (1972-1971). 

2070A 


172856 


©4-2” I.D. 

4-2 1/4” I.D. 
4-2 1/2” I.D. 


©TR24457 

TR22358 

TR22397 

26515 

©4-2 1/4” I.D. 


1977-1973 

Belt - Fan. 

. 172856 

©TR24457 

Belt - Alt. 

Belt - P.S. 

. 203987 R2 

TR22358 

TR22392 

4200; 4300 


1979-1972 

Belt - Fan. 

. 172856 

©TR24457 

Belt - Alt. 


©♦♦9451 HD 


Hose - Upper. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

5000 SERIES 

1979-1975 

Hose - Upper; (1979-1978). 

Hose - Upper; (1975). 

Hose - Lower - Eng. To Pipe; (1979-1978). 

Hose - Lower - Eng. To Pipe; (1975). 

Hose - Lower - Pipe To Rad.; (1979-1978). 
Hose - Lower - Pipe To Rad.; (1975). 


©4-2” I.D. 

4-2 1/4” I.D. 
4-2 1/2” I.D. 


4-2 1/4” I.D. 
4-2” I.D. 

4-2 1/4” I.D. 
4-2 1/4” I.D. 
4-2 3/4” I.D. 
4-2 3/4” I.D. 


CUMMINS V903 DIESEL ENG.; CUM¬ 


MINS VT350 DIESEL ENG.; 
VT903 DIESEL ENG. 

C04070B; COF4070B 

1979-1975 

Belt - Fan & W.P. 

Belt - Alt.; Nov. 22, 1978 & 

Older. 358327C91 

Belt - Alt.; Nov. 23, 1978 & 

Newer. 358326C91 

Belt - A.C. 283048C2 

Hose - Upper. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

Hose - By Pass. 

Hose - Heater. 

F4200; F4300; 4200; 4300 


1979-1973 

Belt - Fan & W.P. 

... 202046 

Belt - Alt.; W/62A. Alt. 

... 355538C91 

Belt - Alt.; W/65A., 75A., 
80A., 100A., 145A. Alt.; 
Sept. 15, 1974 & Older. 

... 432963C91 

Belt - Alt.; W/65A., 75A., 
80A., 100A., 145A. Alt.; 
Sept. 16, 1974 & Newer.... 

... 358327C91 

Belt - A.C. 

... 283048C2 


Hose ■ 
Hose ■ 


Upper.. 

Lower.. 


CUMMINS 


©♦9600HD 

©♦♦9463HD 

©♦9480HD 
TR22495 
©4-2 1/2” I.D. 
4-2 3/4” I.D. 
4-3” I.D. 

1” I.D. 
3/4” I.D. 


©♦9580HD 
©♦♦9451 HD 


©♦9420HD 

©♦♦9463HD 
TR22495 
©4-2 1/4” I.D. 
©4-2 3/4” I.D. 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 4- 

▲ Durion ® Silicone Hose Recommended. O 

•*” Use Notched Belt Only. ♦ 

^ Cut To Fit. ♦ 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


- Continued 


- Continued 


CUMMINS 6-CYL 14.0 L DIESEL ENG. 

C04070B 


1982-1975 

Belt - Fan; W/O Fan Clutch.... 461431 Cl 
Belt - Fan; W/Rockford Fan 

Clutch. 489002C91 

Belt - Fan; W/Schwitzer Fan 

Clutch; Preferred Belt. 489833C91 

Belt - Fan; W/Schwitzer Fan 

Clutch; Optional Belt. 489833C91 

Belt - W.P.; W/V-Belt Drive .... 215356 
Belt - W.P.; W/V-Ribbed Belt 

Drive. 217638 

Belt - Alt. 430520C91 

Belt - A.C. 425892C1 

Idler Pulley; W/2-Groove Pul¬ 
ley (1979-1975). 3064920 

Tensioner Pulley - W.P.; 

W/V-Ribbed Belt 

(1981-1980). 3064919 

Flose - Upper - Eng. To Pipe. 

Flose - Upper - Pipe To Rad. 


Flose - Lower - Eng. To Pipe; W/Cummins 

NTC230 Eng. 

Flose - Lower - Eng. To Pipe; W/O Cum¬ 
mins NTC230 Eng. 

Flose - Lower - Pipe To Rad. 

Hose - By Pass; (1982-1980). 

Hose - Block To Oil Cooler. 

CO5370 

1979-1973 

Belt - Fan; Dec. 5, 1977 & 


Newer; W/O Fan Clutch. 482274C91 

Belt - Fan; W/O Fan Clutch; 

Dec. 5, 1977 & Older; Pre¬ 
ferred Belt. 495845C1 

Belt - Fan; W/O Fan Clutch; 

Dec. 5, 1977 & Older; Op¬ 
tional Belt. 495845C1 

Belt - Fan; W/O Fan Clutch; 

May 31, 1977 & Older. 482274C91 

Belt - Fan; W/Rockford Fan 

Clutch. 489000C1 

Belt - Fan; W/Schwitzer Fan 

Clutch. 489066C91 

Belt - W.P.; W/V-Belt Drive .... 215356 

Belt - W.P.; W/V-Ribbed Belt 

Drive. 217638 

Belt - Alt. 430520C91 

Belt - A.C. 

Idler Pulley; W/2-Groove Pul¬ 
ley. 3064920 

Hose - Upper. 

Hose - Lower. 

CO9670 


©TR28454 

©TR28463 

2/TR28429PB 

©TR28429 

©6596 

4K060435HD 

©♦49447HD 

49390HD 


41129 


41111 


*2 1/4” 

I.D. 

■>2 1/2” 

I.D. 

■0-2 1/4” 

I.D. 

■0-2 1/2” 

I.D. 

*3” I.D. 


1 1/2” 

I.D. 

©1 1/2” 

I.D. 


©TR28445 


2/TR28473PB 


©TR28473 

©TR28445 

©TR28463 

©TR28454 

<16596 

4K060435HD 

©♦♦9447HD 

©49390HD 

41129 
©■>2” I.D. 

©■>2 1/2” I.D. 


CUMMINS 6-CYL. 14.0 L DIESEL ENG. 

- Continued 

CO9670 - Continued 


1988-1982 - Continued 
Idler Pulley; W/Flat Idler Pul¬ 
ley (1988-1985). 3065000 

Idler Pulley; W/V-Ribbed Belt 

(1988-1985). 3062931 

Tensioner Pulley; W/Big Cam 
III Eng.; W/V-Ribbed Belt 

(1985). 3064919 

Hose - Upper; W/O Low Flow Cool. 

Hose - Lower; W/O Low Flow Cool. 


Hose - By Pass; W/Low Flow Cool. 

Hose - By Pass; W/O Low Flow Cool. 

Hose - By Pass; Molded Hose (1983-1982) 
Hose - Block To Oil Cooler; (1982). 


COF4070B 

1982-1975 

Belt - Fan; W/O Fan Clutch.... 461431 Cl 
Belt - Fan; W/Rockford Fan 

Clutch. 489002C91 

Belt - Fan; W/Schwitzer Fan 

Clutch; Preferred Belt. 489833C91 

Belt - Fan; W/Schwitzer Fan 

Clutch; Optional Belt. 489833C91 

Belt - W.P.; W/V-Belt Drive .... 215356 
Belt - W.P.; W/V-Ribbed Belt 

Drive. 217638 

Belt - Alt. 430520C91 

Belt - A.C. 425892C1 

Idler Pulley; W/2-Groove Pul¬ 
ley (1979-1975). 3064920 

Tensioner Pulley - W.P.; 

W/V-Ribbed Belt 

(1981-1980). 3064919 

Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad. 


Hose - Lower - Eng. To Pipe; W/Cummins 

NTC230 Eng. 

Hose - Lower - Eng. To Pipe; W/O Cum¬ 
mins NTC230 Eng. 

Hose - Lower - Pipe To Rad. 

Hose - By Pass; (1982-1980). 

Hose - Block To Oil Cooler. 

COF5370 

1982-1973 

Belt - Fan; W/O Fan Clutch 

(1982-1980). 482274C91 

Belt - Fan; W/Rockford Fan 

Clutch. 489000C1 

Belt - Fan; W/Schwitzer Fan 
Clutch. 489066C91 


41173 

41174 

41111 


©■>2 1/4” 

I.D. 

©■>2 1/2” 

I.D. 

1 3/4” 

I.D. 

1 1/2” 

I.D. 

21488 


©1 1/2” 

I.D. 


©TR28454 

©TR28463 

2/TR28429PB 

©TR28429 

©6596 

4K060435HD 

©♦49447HD 

49390HD 


41129 


41111 


■0-2 1/4” 

I.D. 

■0-2 1/2” 

I.D. 

■0-2 1/4” 

I.D. 

■0-2 1/2” 

I.D. 

*3” I.D. 


1 1/2” 

I.D. 

©1 1/2” 

I.D. 


©TR28445 

©TR28463 

©TR28454 


1988-1982 

Belt - Fan; W/49 3/4" Belt 

O.C.; Preferred Belt. 488674C1 

Belt - Fan; W/49 3/4" Belt 

O.C.; Optional Belt. 488674C1 

Belt - Fan; W/51 3/8" Belt 

O.C.; Preferred Belt. 479329C1 

Belt - Fan; W/51 3/8" Belt 

O.C.; Optional Belt. 479329C1 

Belt - W.P.; W/4-Ribbed Belt 

(1988). 3063817 

Belt - W.P.; W/4-Ribbed Belt 

(1987). 3062620 

Belt - Alt.; W/45 1/8" Belt 

O.C.311175C2 

Belt - Alt.; W/46 5/8" Belt 

O.C. 

Belt - A.C.; W/43 5/8" Belt 
O.C. 441695C1 


2/TR28492PB 

©TR28492 

2/TR28510PB 

©TR28510 

4K040430HD 

K040445 

©♦49447HD 

©♦♦9463HD 

49430HD 


Belt - Fan; Dec. 5, 1977 & 
Newer; W/O Fan Clutch 

(1979-1973). 

Belt - Fan; W/O Fan Clutch; 
Dec. 5, 1977 & Older; Pre¬ 
ferred Belt (1979-1973). 

Belt - Fan; W/O Fan Clutch; 
Dec. 5, 1977 & Older; Op¬ 
tional Belt (1979-1973). 

Belt - Fan; W/O Fan Clutch; 
May 31, 1977 & Older 

(1979-1973). 

Belt - W.P.; W/V-Belt Drive .... 
Belt - W.P.; W/V-Ribbed Belt 

Drive. 

Belt - Alt. 

Belt - A.C. 

Idler Pulley; W/2-Groove Pul¬ 
ley (1979-1973). 


482274C91 


495845C1 


495845C1 


482274C91 

215356 

217638 

430520C91 


3064920 


©TR28445 

2/TR28473PB 

©TR28473 

©TR28445 

©6596 

4K060435HD 

©♦♦9447HD 

©49390HD 

41129 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. O 
•*” Use Notched Belt Only. ♦ 

^ Cut To Fit. 4 


Green Stripe * 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


41111 


©■>2 1/4” 

I.D. 

©■>2” I.D. 


©■>2 1/2” 

I.D. 

*2 1/2” 

I.D. 

*2 3/4” 

I.D. 

*3” I.D. 


*3” I.D. 


*3” I.D. 



INTERNATIONAL/NAVISTAR 

- Continued 

CUMMINS 6-CYL. 14.0 L DIESEL ENG. 

- Continued 

COF5370 - Continued 
1982-1973 - Continued 
Tensioner Pulley - W.P.; 

W/V-Ribbed Belt 

(1981-1980). 3064919 

Hose - Upper; (1982-1980). 

Hose - Upper; (1979-1973). 

Hose - Lower; (1979-1973). 

Hose - Lower - Eng. To Pipe; (1982-1980). 

Hose - Lower - Pipe To Rad.; W/2 3/4" 

I.D. Hose (1982-1980). 

Hose - Lower - Pipe To Rad.; W/3" I.D. 

Hose (1982-1980). 

Hose - Oil Cooler To Pipe; (1982-1980). 

Hose - Pipe To Oil Cooier; (1982-1980). 

COF5870 
1988-1987 

Belt - Fan; W/Rockford Fan 

Clutch. 575819C91 

Belt - W.P.; W/4-Ribbed Belt 

(1988). 3063817 

Belt - W.P.; W/6-Ribbed Belt.. 217638 
Belt - W.P.; W/4-Ribbed Belt 

(1987). 3062620 

Belt - Alt. 430520C91 

Idler Pulley; W/Flat Idler Pul¬ 
ley. 3065000 

Idler Pulley; W/V-Ribbed Belt. 3062931 

COF9670 
1988-1982 

Belt - Fan; W/49 3/4" Belt 

O.C.; Preferred Belt. 488674C1 

Belt - Fan; W/49 3/4" Belt 

O.C.; Optional Belt. 488674C1 

Belt - Fan; W/51 3/8" Belt 

O.C.; Preferred Belt. 479329C1 

Belt - Fan; W/51 3/8" Belt 

O.C.; Optional Belt. 479329C1 

Belt - W.P.; W/4-Ribbed Belt 

(1988). 3063817 

Belt - W.P.; W/4-Ribbed Belt 

(1987). 3062620 

Belt - Alt.; W/45 1/8" Belt 

O.C.311175C2 

Belt - Alt.; W/46 5/8" Belt 

O.C. 

Belt - A.C.; W/43 5/8” Belt 

O.C. 441695C1 

Idler Pulley; W/Flat Idler Pul¬ 
ley (1988-1985). 3065000 

Idler Pulley; W/V-Ribbed Belt 

(1988-1985). 3062931 

Tensioner Pulley; W/Big Cam 
III Eng.; W/V-Ribbed Belt 

(1985). 3064919 

Hose - Upper; W/O Low Flow Cool. 

Hose - Lower; W/O Low Flow Cool. 

Hose - By Pass; W/Low Flow Cool. 

Hose - By Pass; W/O Low Flow Cool. 

Hose - By Pass; Molded Hose (1983-1982) 

Hose - Block To Oil Cooler; (1982). 

F2070A 
1977-1973 

Belt - Fan. 

Belt - W.P.; W/V-Belt Drive .... 215356 
Belt - W.P.; W/V-Ribbed Belt 

Drive. 217638 

Belt - Alt. 358331C91 

Belt - P.S. 243608R1 

Belt - A.C. 425892C1 


©TR28514 

4K040430HD 

4K060435HD 

K040445 

©♦49447HD 

41173 

41174 


2/TR28492PB 

©TR28492 

2/TR28510PB 

©TR28510 

4K040430HD 

K040445 

©♦49447HD 


©♦49463HD 


49430HD 

41173 


41174 


41111 


©■>2 1/4” 

I.D. 

©■>2 1/2” 

I.D. 

1 3/4” 

I.D. 

1 1/2” 

I.D. 

21488 


©1 1/2” 

I.D. 


©TR28376 

©6596 


4K060435HD 

©49440HD 

49365HD 

49390HD 


INTERNATIONAL/NAVISTAR 

- Continued 

CUMMINS 6-CYL. 14.0 L DIESEL ENG. 

- Continued 

F2070A - Continued 
1977-1973 - Continued 
Idler Pulley; W/2-Groove Pul¬ 
ley (1974). 3064920 

Hose - Upper. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

F2275 
1989-1977 

Belt - Fan; W/49 3/4" Belt 


41129 

©■>2 1/4” I.D. 
*2 1/2” I.D. 
*2 3/4” I.D. 


Belt - Fan; W/50 1/2" Belt 

O.C. 

Belt - Fan; W/51 3/8" Belt 

O.C.; Preferred Belt. 

Belt - Fan; W/51 3/8" Belt 

O.C.; Optional Belt. 

Belt - Fan; W/52 7/8" Belt 


Belt - W.P.; W/4-Ribbed Belt 


Belt - W.P, 

Belt - W.P, 

(1987). 

Belt - Alt. 

Belt - A.C.; W/39 5/8' 

O.C. 

Belt - A.C.; W/43 1/8' 


W/6-Ribbed Belt.. 
W/4-Ribbed Belt 


Belt 


Belt 


Idler Pulley; W/Flat Idler Pul- 


Idler Pulley; W/V-Ribbed Belt 


Idler Pulley; W/2-Groove Pul- 


Tensioner Pulley; W/Big Cam 
III Eng.; W/V-Ribbed Belt 

(1985). 

Tensioner Pulley - W.P.; 


488674C1 

TR28492 

482145C1 

©TR28498 

479331C91 

2/TR28510PB 

479331C91 

©TR28510 

479577C1 

©TR28522 

3063817 

217638 

4K040430HD 

4K060435HD 

3062620 

598183C1 

K040445 

©449447HD 

425892C1 

49390HD 

441695C1 

©449430HD 

3065000 

41173 

3062931 

41174 

3064920 

41129 

3064919 

41111 

3064919 

41111 


Upper ■ 
Upper ■ 
Lower ■ 
Lower ■ 


Eng. To Pipe. 

Pipe To Rad. 

Eng. To Pipe. 

Pipe To Rad. 

W/Low Flow Cool. 

W/O Low Flow Cool. 


W/300 H.P. Eng. 


Hose ■ 

Hose ■ 

Hose ■ 

Hose ■ 

Hose - By Pass; 1 
Hose - By Pass; 

(1987-1982). 

Hose - By Pass; 

(1983-1982). 

Hose - Aftercooler. 

Hose - Reservoir To Rad.; (1989-1988). 

F2276 

1989-1983 

Belt - Fan; W/48 1/8" Belt 

O.C. (1985-1983). 1686803C1 

Belt - Fan; W/49 1/8" Belt 
O.C.; Preferred Belt 

(1985-1983). 543042C1 

Belt - Fan; W/49 1/8" Belt 
O.C.; Optional Belt 

(1985-1983). 543042C1 

Belt - Fan; W/51 1/8" Belt 

O.C. (1985-1983). 482145C1 

Belt - Fan; W/52 1/8" Belt 
O.C.; Preferred Belt 

(1985-1983). 479329C1 

Belt - Fan; W/52 1/8" Belt 
O.C.; Optional Belt 

(1985-1983). 479329C1 

Belt - Fan; W/52 5/8" Belt 
O.C. (1985-1983). 479577C1 


*2 1/4” I.D. 
*2 1/2” I.D. 
*2 1/2” I.D. 
-0-2 3/4” I.D. 
1 3/4” I.D. 

1 1/2” I.D. 

21488 
21488 
1” I.D. 


©TR28473 

2/TR28480PB 

©TR28480 

©TR28498 

2/TR28510PB 

©TR28510 

©TR28522 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durlon ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


3063817 

4K040430HD 

1984-1982 

Hose - Upper - Eng. To Pipe. 

■>2 1/4” 

I.D. 

3062620 

K040445 

Hose - Upper - Pipe To Rad. 

■0-2 1/2” 

I.D. 

Hose - Lower - Eng. To Pipe. 

■0-2 1/2” 

I.D. 



Hose - Lower - Pipe To Rad. 

■0-2 3/4” 

I.D. 

217638 

4K060435HD 

Hose - By Pass; W/Low Flow Cool. 

1 3/4” 

I.D. 



Hose - By Pass; W/O Low Flow Cool. 

1 1/2” 

I.D. 

215356 

©6596 

Hose - By Pass; W/300 H.P. Eng. 



598183C1 

©♦49447HD 

(1983-1982). 

Hose - Aftercooler. 

21488 

21488 


167115R2 

49400HD 

F2674 



INTERNATIONAL/NAVISTAR 

- Continued 

CUMMINS 6-CYL 14.0 L DIESEL ENG. 

- Continued 

F2276 - Continued 
1989-1983 - Continued 
Belt - Fan; W/53 1/8" Belt 

O.C.(1985-1983). 1646729C91 ©TR28522 

Belt - Fan; W/53 5/8" Belt 

O.C. (1985-1983). 1672800C1 ©TR24530 

Belt - Fan; W/55 5/8" Belt 

O.C. (1985-1983). 128805HA ©TR28550 

Belt - Fan; W/57 1/8" Belt 

O.C. (1985-1983). 1688196C1 ©TR28565 

Belt - W.P.; W/4-Ribbed Belt; 

W/43 5/8" Belt O.C. 

(1985-1983). 

Belt - W.P.; W/4-Ribbed Belt; 

W/45 1/8" Belt O.C. 

(1985-1983). 

Belt - W.P.; W/6-Ribbed Belt; 

W/44 1/8" Belt O.C. 

(1985-1983). 

Belt - W.P.; W/V-Belt Drive 

(1985-1983). 

Belt - Alt.; (1985-1983). 

Belt - A.C.; W/40 5/8” Belt 

O.C. (1985-1983). 

Belt - A.C.; W/43 5/8” Belt 

O.C. (1985-1983). 441695C1 49430HD 

Idler Pulley; W/Flat Idler Pul¬ 
ley (1989-1985).3065000 41173 

Idler Pulley; WA/-Ribbed Belt 

(1989-1985). 3062931 41174 

Tensioner Pulley; W/Big Cam 
III Eng.; WA/-Ribbed Belt 

(1985). 3064919 41111 

Hose - Upper - Eng. To Pipe; (1985-1983). 2 1/4” I.D. 

Hose - Upper - Pipe To Rad.; (1985-1983). *2 1/2” I.D. 

Hose - Lower; (1985-1983). ©->2 1/2” I.D. 

F2574 

1989-1977 

Belt - Fan; W/49 3/4" Belt 

O.C. 488674C1 TR28492 

Belt - Fan; W/50 1/2" Belt 

O.C. 482145C1 TR28498 

Belt - Fan; W/51 3/8" Belt 

O.C.; Preferred Belt. 479331C91 2/TR28510PB 

Belt - Fan; W/51 3/8" Belt 

O.C.; Optional Belt. 479331C91 ©TR28510 

Belt - Fan; W/52 7/8" Belt 

O.C. 479577C1 TR28522 

Belt - W.P.; W/4-Ribbed Belt 

(1989-1988). 3063817 *K040430HD 

Belt - W.P.; W/6-Ribbed Belt.. 217638 *K060435HD 

Belt - W.P.; W/4-Ribbed Belt 

(1987). 3062620 K040445 

Belt - Alt. 598183C1 ©449447HD 

Belt - A.C.; W/39 5/8" Belt 

O.C. 425892C1 49390HD 

Belt - A.C.; W/43 1/8" Belt 

O.C. 441695C1 ©♦49430HD 

Idler Pulley; W/Flat Idler Pul¬ 
ley (1989-1985).3065000 41173 

Idler Pulley; WA/-Ribbed Belt 

(1989-1985). 3062931 41174 

Idler Pulley; W/2-Groove Pul¬ 
ley (1979-1977).3064920 41129 

Tensioner Pulley; W/Big Cam 
III Eng.; WA/-Ribbed Belt 

(1985). 3064919 41111 

Tensioner Pulley - W.P.; 

W/V-Ribbed Belt 

(1981-1980). 3064919 41111 

Hose - Upper - Eng. To Pipe. 4-2 1/4” I.D. 

Hose - Upper - Pipe To Rad. *2 1/2” I.D. 

Hose - Lower - Eng. To Pipe. ^2 1/2” I.D. 


INTERNATIONAL/NAVISTAR 

- Continued 

CUMMINS 6-CYL 14.0 L DIESEL ENG. 

- Continued 

F2574 - Continued 

1989-1977 - Continued 


Hose - Lower - Pipe To Rad. 

■I-2 3/4” 

I.D. 

Hose - By Pass; W/Low Flow Cool. 

1 3/4” 

I.D. 

Hose - By Pass; W/O Low Flow Cool. 
(1987-1982). 

1 1/2” 

I.D. 

Hose - By Pass; W/300 H.P. Eng. 
(1983-1982). 

21488 


Hose - Aftercooler. 

21488 


Hose - Reservoir To Rad.; (1989-1988). 

1” I.D. 



F2575 


1989-1977 

Belt - Fan; W/49 3/4" Belt 

O.C. 488674C1 

Belt - Fan; W/50 1/2" Belt 

O.C. 482145C1 

Belt - Fan; W/51 3/8" Belt 

O.C.; Preferred Belt. 

Belt - Fan; W/51 3/8" Belt 

O.C.; Optional Belt. 

Belt - Fan; W/52 7/8" Belt 

O.C. 479577C1 

Belt - W.P.; W/4-Ribbed Belt 

(1989-1988). 3063817 

Belt - W.P.; W/6-Ribbed Belt.. 217638 

Belt - W.P.; W/4-Ribbed Belt 
(1987). 


488674C1 

TR28492 

482145C1 

©TR28498 

479331C91 

2/TR28510PB 

479331C91 

©TR28510 

479577C1 

©TR28522 

3063817 

217638 

4K040430HD 

4K060435HD 


Belt - A.C.; W/39 5/8" Belt 

O.C. 

Belt - A.C.; W/43 1/8" Belt 

O.C. 

Idler Pulley; W/Flat Idler Pul¬ 
ley (1989-1988). 

Idler Pulley; WA/-Ribbed Belt 

(1989-1988). 

Idler Pulley; W/Flat Idler Pul¬ 
ley (1986-1985). 

Idler Pulley; WA/-Ribbed Belt 

(1986-1985). 

Idler Pulley; W/2-Groove Pul- 


Tensioner Pulley; W/Big Cam 
III Eng.; WA/-Ribbed Belt 

(1985). 

Tensioner Pulley - W.P.; 
W/V-Ribbed Belt 


3062620 

598183C1 

K040445 

©♦49447HD 

425892C1 

49390HD 

441695C1 

©♦49430HD 

3065000 

41173 

3062931 

41174 

3065000 

41173 

3062931 

41174 

3064920 

41129 

3064919 

41111 

3064919 

41111 


Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

Hose - By Pass; W/Low Flow Cool. 

Hose - By Pass; W/O Low Flow Cool. 

(1987-1982).. 

Hose - By Pass; 1 

(1983-1982). 

Hose - Aftercooler. 

Hose - Reservoir To Rad.; (1989-1988). 


W/300 H.P. Eng. 


*2 1/4” I.D. 
■>2 1/2” I.D. 
■0-2 1/2” I.D. 
■0-2 3/4” I.D. 
1 3/4” I.D. 

1 1/2” I.D. 

21488 
21488 
1” I.D. 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durlon® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


INTERNATIONAL/NAVISTAR 

- Continued 

CUMMINS 6-CYL. 14.0 L DIESEL ENG. 

- Continued 

F4200; F4300 


1979-1973 

Belt - Fan; W/46 1/8" Belt 

O.C. 172856 

Belt - Fan; W/49 3/4" Belt 

O.C.; Preferred Belt. 488674C1 

Belt - Fan; W/49 3/4" Belt 

O.C.; Optional Belt. 488676C91 

Belt - Fan; W/50 1/2" Belt 

O.C. 482145C1 

Belt - W.P.; W/V-Belt Drive .... 215356 
Belt - W.P.; W/V-Ribbed Belt 

Drive. 217638 

Belt - Alt.311175C2 

Belt - A.C. 167115R2 

Idler Pulley; W/2-Groove Pul¬ 
ley. 3064920 

F4370 

1984-1980 

Belt - Fan; W/46 1/8" Belt 

O.C. 172856 

Belt - Fan; W/49 3/4" Belt 

O.C.; Preferred Belt. 488674C1 

Belt - Fan; W/49 3/4" Belt 

O.C.; Optional Belt. 488676C91 

Belt - Fan; W/50 1/2" Belt 

O.C. 482145C1 

Belt - W.P.; W/V-Belt Drive .... 215356 
Belt - W.P.; W/V-Ribbed Belt 

Drive. 217638 

Belt - Alt.311175C2 

Belt - A.C. 441695C1 

Tensioner Pulley - W.P.; 

W/V-Ribbed Belt 

(1981-1980). 3064919 

Hose - Upper; W/Cummins NTC350, 

NTC475 Eng. (1983). 

Hose - Upper; W/Cummins NTC400 Eng. 

(1983).. 

Hose - Upper; W/Cummins NTC350 Eng. 

(1982).... 

Hose - Upper; W/Cummins NTC400, 

NTC475 Eng. (1982). 

Hose - Upper; (1981-1980). 

Hose - Upper - Eng. To Pipe; (1984). 

Hose - Upper - Pipe To Rad.; (1984). 

Hose - Lower; (1984). 

Hose - Lower; W/Cummins NTC350, 

NTC475 Eng. (1983). 

Hose - Lower; W/Cummins NTC400 Eng. 

(1983). 

Hose - Lower; W/Cummins NTC350 Eng. 

(1982). 

Hose - Lower; W/Cummins NTC400, 

NTC475 Eng. (1982). 

Hose - Lower; (1981-1980). 

Hose - By Pass. 

Hose - By Pass; (1983-1980). 


■ Aftercooler; (1984). 

Block To Oil Cooler; (1982-1980).. 


©TR24457 

2/TR28492PB 

©TR28492 

©TR28498 

©6596 

4K060435HD 

©♦49447HD 

49400HD 

41129 


©TR24457 

2/TR28492PB 

©TR28492 

©TR28498 

@6596 

4K060435HD 

©♦49447HD 

49430HD 


41111 

©■>2 1/2” I.D. 
*2 1/2” I.D. 
*2 1/2” I.D. 


<r2 1/4” 
©■>2 1/4” 
©■>2 1/4” 

v2 1/2” 
©■>2 1 / 2 ” 


I.D. 

I.D. 

I.D. 

I.D. 

I.D. 


©■>2 1/2” I.D. 
@■>2 1/4” I.D. 
*2 1/2” I.D. 


INTERNATIONAL/NAVISTAR 

- Continued 

CUMMINS 6-CYL 14.0 L DIESEL ENG. 

- Continued 

F5070 - Continued 
1986-1977 - Continued 
Belt - Fan; W/52 1/8" Belt 


Belt - Fan; W/53 5/8" Belt 


Belt - Fan; Dec. 8, 1977 Thru 
Mar. 29. 1979 (1979-1977)... 
Belt - Fan; Mar. 30, 1979 & 


Belt - W.P.; W/4-Ribbed Belt; 
W/43 5/8" Belt O.C. 

(1986-1985). 

Belt - W.P.; W/4-Ribbed Belt; 
W/45 1/8" Belt O.C. 


Belt - W.P.; W/6-Ribbed Belt 


Belt - W.P.; W/V-Belt Drive 


Belt - W.P.; W/V-Ribbed Belt 


Belt - A.C.; W/39 5/8" Belt 

O.C. (1986-1985). 

Belt - A.C.; W/43 5/8" Belt 


Idler Pulley; W/Flat Idler Pul¬ 
ley (1986-1985). 

Idler Pulley; W/V-Ribbed Belt 

(1986-1985). 

Idler Pulley; W/2-Groove Pul- 


Tensioner Pulley; W/Big Cam 
III Eng.; W/V-Ribbed Belt 

(1985). 

Tensioner Pulley - W.P.; 
W/V-Ribbed Belt 


575817C1 

©TR28514 

1672800C1 

482274C91 

ITR24530 

©TR28445 

482271C91 

©TR28423 

482274C91 

©TR28445 


4K040430HD 

3062620 

K040445 

217638 

4K060435HD 

215356 

i2>6596 

217638 

311175C2 

4K060435HD 

©♦♦9447HD 

425892C1 

49390HD 

441695C1 
78910R2 

49430HD 

TR28445 

3065000 

41173 

3062931 

41174 

3064920 

41129 

3064919 

41111 

3064919 

41111 


Hose - Upper; W/O Low Flow Cool. 

(1986-1985). 

Hose - Upper; (1981-1977). 

Hose - Lower - Eng. To Pipe; W/O Low 

Flow Cool. (1986-1985). 

Hose - Lower - Eng. To Pipe; (1981-1977). 
Hose - Lower - Pipe To Rad.; W/O Low 

Flow Cool. (1986-1985). 

Hose - Lower - Pipe To Rad.; (1981-1977). 

Hose - By Pass; (1986-1985). 

Hose - Reservoir To Rad.; (1986-1985). 

F7070B 


©■>2 1/4” I.D. 
©■>2 1/4” I.D. 

*2 1/2” I.D. 
*2 1/2” I.D. 

*2 3/4” I.D. 
*2 3/4” I.D. 
1 1/2” I.D. 
1” I.D. 


Hose ■ 

Hose ■ 

F5070 

1986-1977 

Belt - Fan; W/42 5/8" Belt 

O.C. (1986-1985). 482270C91 

Belt - Fan; W/49 5/8" Belt 
O.C.; Preferred Belt 

(1986-1985). 488674C1 

Belt - Fan; W/49 5/8" Belt 
O.C.; Optional Belt 

(1986-1985). 488674C1 


©■>2 1/2” I.D. 

©■>2 1/2” I.D. 

1/2” I.D. 

1979-1975 

Belt - Fan; Dec. 5, 1977 & 
Older. 


©TR28454 

1/2” I.D. 
or 21488 

21488 

Belt - Fan; W/Rockford Fan 
Clutch; Dec. 6, 1977 & 
Newer. 

489002C91 

©TR28463 

©1/2” I.D. 

Belt - Fan; W/Schwitzer Fan 
Clutch; Dec. 6, 1977 & 

Newer. 

Belt - W.P. 

217638 

©TR28445 

4K060435HD 

©TR28423 

Belt - Alt. 

354029C91 

©449476HD 

Belt - A.C. 

425892C1 

49390HD 

2/TR28492PB 

Idler Pulley; W/2-Groove Pul¬ 
ley . 

3064920 

41129 


Hose - Upper. 


©■>2 1/4” I.D. 


Hose - Lower - Eng. To Pipe 


*2 1/2” I.D. 

©TR28492 

Hose - Lower - Pipe To Rad. 


*2 3/4” I.D. 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


- Continued 


- Continued 


CUMMINS 6-CYL 14.0 L DIESEL ENG. 

- Continued 

F9370 

1987-1985 

Belt - Fan; W/49 3/4" Belt 


O.C.; Preferred Belt. 

488674C1 

2/TR28492PB 

Belt - Fan; W/49 3/4" Belt 
O.C.; Optional Belt. 

488674C1 

©TR28492 

Belt - Fan; W/51 3/8" Belt 
O.C.; Preferred Belt. 

479329C1 

2/TR28510PB 

Belt - Fan; W/51 3/8" Belt 
O.C.; Optional Belt. 

479329C1 

©TR28510 

Belt - W.P.; W/4-Ribbed Belt 
(1987). 

3062620 

K040445 

Belt - Alt.; W/45 1/8" Belt 

O.C. 

311175C2 

©♦49447HD 

Belt - Alt.; W/46 5/8" Belt 

O.C. 


©♦49463HD 

Belt - A.C.; W/43 5/8" Belt 

O.C. 

441695C1 

49430HD 

Idler Pulley; W/Flat Idler Pul¬ 
ley . 

3065000 

41173 

Idler Pulley; W/V-Ribbed Belt. 

3062931 

41174 

Tensioner Pulley; W/Big Cam 
III Eng.; W/V-Ribbed Belt 
(1985). 

3064919 

41111 

Hose - Upper; W/O Low Flow Cool. 

©■>2 1/4” I.D. 

Hose - Lower; W/O Low Flow Cool. 

©■>2 1/2” I.D. 

Hose - By Pass; W/Low Flow Cool. 

1 3/4” I.D. 

Hose - By Pass; W/O Low Flow Cool. 

1 1/2” I.D. 

2070A 

1977-1973 

Belt - Fan. 


©TR28376 

Belt - W.P.; W/V-Belt Drive .... 

215356 

@6596 

Belt - W.P.; W/V-Ribbed Belt 
Drive. 

217638 

4K060435HD 

Belt - Alt. 

358331C91 

©49440HD 

Belt - P.S. 

243608 R1 

49365HD 

Belt - A.C. 

425892C1 

49390HD 

Idler Pulley; W/2-Groove Pul¬ 
ley (1975-1973). 

3064920 

41129 

Hose - Upper. 


©■>2 1/4” I.D. 

Hose - Lower - Eng. To Pipe. 


*2 1/2” I.D. 

Hose - Lower - Pipe To Rad.. 


*2 3/4” I.D. 

2275 

1989-1977 

Belt - Fan; W/49 3/4" Belt 

O.C. 

488674C1 

TR28492 

Belt - Fan; W/50 1/2" Belt 

O.C. 

482145C1 

©TR28498 

Belt - Fan; W/51 3/8" Belt 
O.C.; Preferred Belt. 

479331C91 

2/TR28510PB 

Belt - Fan; W/51 3/8" Belt 
O.C.; Optional Belt. 

479331C91 

©TR28510 

Belt - Fan; W/52 7/8" Belt 

O.C. 

479577C1 

©TR28522 

Belt - W.P.; W/4-Ribbed Belt 
(1989-1988). 

3063817 

4K040430HD 

Belt - W.P.; W/6-Ribbed Belt.. 

217638 

4K060435HD 

Belt - W.P.; W/4-Ribbed Belt 
(1987). 

3062620 

K040445 

Belt - Alt. 

598183C1 

©♦49447HD 

Belt - A.C.; W/39 5/8" Belt 

O.C. 

425892C1 

49390HD 

Belt - A.C.; W/43 1/8" Belt 

O.C. 

441695C1 

©♦49430HD 

Idler Pulley; W/Flat Idler Pul¬ 
ley (1989). 

3065000 

41173 

Idler Pulley; W/V-Ribbed Belt 
(1989). 

3062931 

41174 

Idler Pulley; W/Flat Idler Pul¬ 
ley (1987-1985). 

3065000 

41173 


CUMMINS 6-CYL. 14.0 L DIESEL ENG. 

- Continued 

2275 - Continued 


1989-1977 - Continued 
Idler Pulley; W/V-Ribbed Belt 


(1987-1985). 3062931 

Idler Pulley; W/2-Groove Pul¬ 
ley (1979-1977). 3064920 

Tensioner Pulley; W/Big Cam 

III Eng.; WA/-Ribbed Belt 

(1985). 3064919 

Tensioner Pulley - W.P.; 

W/V-Ribbed Belt 

(1981-1980). 3064919 

Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

Hose - By Pass; W/Low Flow Cool. 

Hose - By Pass; W/O Low Flow Cool. 

(1987-1982). 

Hose - By Pass; W/300 H.P. Eng. 

(1983-1982). 

Hose - Aftercooler. 

41174 

41129 

41111 

41111 

*2 1/4” I.D. 

■D-2 1/2” I.D. 

*2 1/2” I.D. 

*2 3/4” I.D. 

1 3/4” I.D. 

1 1/2” I.D. 

21488 

21488 

Hose - Reservoir To Rad.; (1989-1988). 

1” I.D. 

276 

1989-1983 

Belt - Fan; W/48 1/8" Belt 

O.C. (1985-1983). 

1686803C1 

©TR28473 

Belt - Fan; W/49 1/8" Belt 
O.C.; Preferred Belt 
(1985-1983). 

543042C1 

2/TR28480PB 

Belt - Fan; W/49 1/8" Belt 
O.C.; Optional Belt 
(1985-1983). 

543042C1 

©TR28480 

Belt - Fan; W/51 1/8" Belt 

O.C. (1985-1983). 

482145C1 

©TR28498 

Belt - Fan; W/52 1/8" Belt 
O.C.; Preferred Belt 
(1985-1983). 

479329C1 

2/TR28510PB 

Belt - Fan; W/52 1/8" Belt 
O.C.; Optional Belt 
(1985-1983). 

479329C1 

©TR28510 

Belt - Fan; W/52 5/8" Belt 

O.C. (1985-1983). 

479577C1 

©TR28522 

Belt - Fan; W/53 1/8" Belt 

O.C. (1985-1983). 

1646729C91 

©TR28522 

Belt - Fan; W/53 5/8" Belt 

O.C. (1985-1983). 

1672800C1 

©TR24530 

Belt - Fan; W/55 5/8" Belt 

O.C. (1985-1983). 

128805HA 

©TR28550 

Belt - Fan; W/57 1/8" Belt 

O.C. (1985-1983). 

1688196C1 

©TR28565 

Belt - W.P.; W/4-Ribbed Belt; 
W/43 5/8" Belt O.C. 
(1985-1983). 

3063817 

♦K040430HD 

Belt - W.P.; W/4-Ribbed Belt; 
W/45 1/8" Belt O.C. 
(1985-1983). 

3062620 

K040445 

Belt - W.P.; W/6-Ribbed Belt; 
W/44 1/8" Belt O.C. 
(1985-1983). 

217638 

♦K060435HD 

Belt - W.P.; W/V-Belt Drive 
(1985-1983). 

215356 

©6596 

Belt - Alt.; (1985-1983). 

598183C1 

©♦♦9447HD 

Belt - A.C.; W/40 5/8" Belt 
O.C. (1985-1983). 

167115R2 

49400HD 

Belt - A.C.; W/43 5/8" Belt 
O.C. (1985-1983). 

441695C1 

49430HD 

Idler Pulley; W/Flat Idler Pul¬ 
ley (1989). 

3065000 

41173 

Idler Pulley; WA/-Ribbed Belt 
(1989). 

3062931 

41174 

Idler Pulley; W/Flat Idler Pul¬ 
ley (1987-1985). 

3065000 

41173 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 

- Continued 

CUMMINS 6-CYL. 14.0 L DIESEL ENG. 

- Continued 

2276 - Continued 

1989- 1983 - Continued 
Idler Pulley; W/V-Ribbed Belt 

(1987-1985). 3062931 41174 

Tensioner Pulley; W/Big Cam 
III Eng.; W/V-Ribbed Belt 

(1985). 3064919 41111 

Hose - Upper - Eng. To Pipe; (1985-1983). -^2 1/4” I.D. 

Hose - Upper - Pipe To Rad.; (1985-1983). -^2 1/2” I.D. 

Hose - Lower; (1985-1983). ©->2 1/2” I.D. 

2574 

1990- 1977 

Belt - Fan; W/Celect Eng.; 

W/Horton, Schwitzer Fan 

Clutch (1990). 479577C1 TR28522 

Belt - Fan; W/Horton, Sch¬ 
witzer Fan Clutch; Preferred 

Belt (1990). 479329C1 2/TR28510PB 

Belt - Fan; W/Horton, Sch¬ 
witzer Fan Clutch; Optional 

Belt (1990). 479329C1 TR28510 

Belt - Fan; W/Horton, Sch¬ 
witzer Fan Clutch; W/Bendix 
Westinghouse Compr. 

(1990). TR28501 

Belt - Fan; W/Step Timing 
Control Eng.; W/Horton, 

Schwitzer Fan Clutch (1990) 1672800C1 ©TR24530 

Belt - Fan; W/49 3/4" Belt 

O.C. (1989-1977). 488674C1 TR28492 

Belt - Fan; W/50 1/2" Belt 

O.C. (1989-1977). 482145C1 ©TR28498 

Belt - Fan; W/51 3/8" Belt 
O.C.; Preferred Belt 

(1989-1977). 479331C91 2/TR28510PB 

Belt - Fan; W/51 3/8" Belt 
O.C.; Optional Belt 

(1989-1977). 479331C91 ©TR28510 

Belt - Fan; W/52 7/8" Belt 

O.C. (1989-1977). 479577C1 ©TR28522 

Belt - W.P.; W/4-Ribbed Belt; 

W/43 5/8" Belt O.C. (1990).. 3063817 4K040430HD 

Belt - W.P.; W/4-Ribbed Belt; 

W/45 1/8" Belt O.C. (1990).. 3062620 K040445 

Belt - W.P.; W/6-Ribbed Belt; 

W/44 1/8" Belt O.C. (1990).. 217638 4K060435HD 

Belt - W.P.; W/V-Belt Drive 

(1990). 215356 ©6596 

Belt - W.P.; W/4-Ribbed Belt 

(1989-1988). 3063817 4K040430HD 

Belt - W.P.; W/6-Ribbed Belt 

(1989-1977). 217638 4K060435HD 

Belt - W.P.; W/4-Ribbed Belt 

(1987). 3062620 K040445 

Belt - Alt. 598183C1 ©449447HD 

Belt - A.C.; W/R12 Coolant; 

W/Eaton, Sanden, Tecum- 
seh, York A.C. Compr. 

(1990). 441695C1 ©49430HD 

Belt - A.C.; W/R134 Coolant 

(1990). 196666R1 49405HD 

Belt - A.C.; W/39 5/8” Belt 

O.C. (1989-1977). 425892C1 49390HD 

Belt - A.C.; W/43 1/8” Belt 

O.C. (1989-1977). 441695C1 ©♦*9430HD 

Idler Pulley; W/Flat Idler Pul¬ 
ley (1990-1985).3065000 41173 

Idler Pulley; W/V-Ribbed Belt 

(1990-1985). 3062931 41174 

Idler Pulley; W/2-Groove Pul¬ 
ley (1979-1977).3064920 41129 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 

- Continued 

CUMMINS 6-CYL 14.0 L DIESEL ENG. 

- Continued 

2574 - Continued 
1990-1977 - Continued 
Tensioner Pulley; W/Big Cam 

III Eng.; W/V-Ribbed Belt 

(1985). 3064919 41111 

Tensioner Pulley - W.P.; 

W/V-Ribbed Belt 

(1981-1980). 3064919 41111 

Hose - Upper - Eng. To Pipe. ->2 1/4” I.D. 

Hose - Upper - Pipe To Rad. ->2 1/2” I.D. 

Hose - Lower - Eng. To Pipe. ->2 1/2” I.D. 

Hose - Lower - Pipe To Rad.; (1990). -^2 1/2” I.D. 

Hose - Lower - Pipe To Rad.; (1989-1977). *2 3/4” I.D. 

Hose - By Pass; W/Low Flow Cool. 

(1989-1977). 1 3/4” I.D. 

Hose - By Pass; W/O Low Flow Cool. 

(1987-1982). 1 1/2” I.D. 

Hose - By Pass; W/300 H.P. Eng. 

(1983-1982). 21488 

Hose - Coolant Reservoir; (1990). 1” I.D. 

Hose - Aftercooler; (1989-1977). 21488 

Hose - Reservoir To Rad.; (1989-1988). 1” I.D. 

2575 
1989-1977 

Idler Pulley; W/Flat Idler Pul¬ 
ley (1989-1985).3065000 41173 

Idler Pulley; W/V-Ribbed Belt 

(1989-1985). 3062931 41174 

Idler Pulley; W/2-Groove Pul¬ 
ley (1979-1977).3064920 41129 

Tensioner Pulley; W/Big Cam 
III Eng.; W/V-Ribbed Belt 

(1985). 3064919 41111 

Tensioner Pulley - W.P.; 

W/V-Ribbed Belt 


(1981-1980). 3064919 41111 


Hose - Upper - Eng. To Pipe. 

*2 1/4” I.D. 

Hose - Upper - Pipe To Rad. 

■0-2 1/2” I.D. 

Hose - Lower - Eng. To Pipe. 

■>2 1/2” I.D. 

Hose - Lower - Pipe To Rad. 

*2 3/4” I.D. 

Hose - By Pass; W/Low Flow Cool. 

1 3/4” I.D. 

Hose - By Pass; W/O Low Flow Cool. 


(1987-1982). 

1 1/2” I.D. 

Hose - By Pass; W/300 H.P. Eng. 


(1983-1982). 

21488 

Hose - Aftercooler. 

21488 

Hose - Reservoir To Rad.; (1989-1988). 

1” I.D. 

2674 



1990-1977 

Belt - Fan; W/Celect Eng.; 

W/Horton, Schwitzer Fan 

Clutch (1990). 479577C1 ©TR28522 

Belt - Fan; W/Horton, Sch¬ 
witzer Fan Clutch; Preferred 

Belt (1990). 479329C1 2/TR28510PB 

Belt - Fan; W/Horton, Sch¬ 
witzer Fan Clutch; Optional 

Belt (1990). 479329C1 ©TR28510 

Belt - Fan; W/Horton, Sch¬ 
witzer Fan Clutch; W/Bendix 
Westinghouse Compr. 

(1990). TR28501 

Belt - Fan; W/Step Timing 
Control Eng.; W/Horton, 

Schwitzer Fan Clutch (1990) 1672800C1 ©TR24530 

Belt - Fan; W/49 3/4" Belt 

O.C. (1989-1977). 488674C1 TR28492 

Belt - Fan; W/50 1/2" Belt 

O.C. (1989-1977). 482145C1 ©TR28498 

Belt - Fan; W/51 3/8" Belt 
O.C.; Preferred Belt 

(1989-1977). 479331C91 2/TR28510PB 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Q Use Wire Inserted Green Stripe® Coolant Hose. 

♦ PowerBand® Belt May Work, Use Template To Check. 
4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


- Continued 


- Continued 


CUMMINS 6-CYL. 14.0 L DIESEL ENG. 

- Continued 


CUMMINS 6-CYL. 14.0 L DIESEL ENG. 

- Continued 


2674 - Continued 
1990-1977 - Continued 
Belt - Fan; W/51 3/8" Belt 
O.C.; Optional Belt 

(1989-1977). 479331C91 

Belt - Fan; W/52 7/8" Belt 

O.C. (1989-1977). 479577C1 

Belt - W.P.; W/4-Ribbed Belt; 

W/43 5/8" Belt O.C. (1990).. 3063817 
Belt - W.P.; W/4-Ribbed Belt; 

W/45 1/8" Belt O.C. (1990).. 3062620 
Belt - W.P.; W/6-Ribbed Belt; 

W/44 1/8" Belt O.C. (1990).. 217638 
Belt - W.P.; W/V-Belt Drive 


(1990). 215356 

Belt - W.P.; W/4-Ribbed Belt 

(1989-1988). 3063817 

Belt - W.P.; W/6-Ribbed Belt 

(1989-1977). 217638 

Belt - W.P.; W/4-Ribbed Belt 

(1987). 3062620 

Belt - Alt. 598183C1 

Belt - A.C.; W/R12 Coolant; 

W/Eaton, Sanden, Tecum- 
seh, York A.C. Compr. 

(1990). 441695C1 

Belt - A.C.; W/R134 Coolant 

(1990). 196666R1 

Belt - A.C.; W/39 5/8" Belt 

O.C. (1989-1977). 425892C1 

Belt - A.C.; W/43 1/8" Belt 

O.C. (1989-1977). 441695C1 

Idler Pulley; W/Flat Idler Pul¬ 
ley (1990-1985). 3065000 

Idler Pulley; W/V-Ribbed Belt 

(1990-1985). 3062931 

Idler Pulley; W/2-Groove Pul¬ 
ley (1979-1977). 3064920 

Tensioner Pulley; W/Big Cam 
III Eng.; W/V-Ribbed Belt 

(1985). 3064919 

Tensioner Pulley - W.P.; 

W/V-Ribbed Belt 

(1981-1980). 3064919 

Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad. 

Hose - Lower - Eng. To Pipe. 


Hose - Lower - Pipe To Rad.; (1990). 

Hose - Lower - Pipe To Rad.; (1989-1977). 
Hose - By Pass; W/Low Flow Cool. 

(1989-1977). 

Hose - By Pass; W/O Low Flow Cool. 

(1987-1982). 

Hose - By Pass; W/300 H.P. Eng. 

(1983-1982). 

Hose - Coolant Reservoir; (1990). 

Hose - Aftercooler; (1989-1977). 

Hose - Reservoir To Rad.; (1989-1988). 

2675 

1989-1987 

Idler Pulley; W/Flat Idler Pul¬ 
ley. 3065000 

Idler Pulley; W/V-Ribbed Belt. 3062931 


4200; 4300 

1979-1973 

Belt - Fan; W/46 1/8" Belt 

O.C. 172856 

Belt - Fan; W/49 3/4" Belt 

O.C.; Preferred Belt. 488674C1 

Belt - Fan; W/49 3/4" Belt 
O.C.; Optional Belt. 488676C91 


©TR28510 

©TR28522 

4K040430HD 

K040445 

4K060435HD 

il)6596 

4K040430HD 

♦K060435HD 

K040445 

©♦49447HD 

©49430HD 


4200; 4300 - Continued 
1979-1973 - Continued 
Belt - Fan; W/50 1/2" Belt 


O.C. 

482145C1 

©TR28498 

Belt - W.P.; W/V-Belt Drive .... 

215356 

©6596 

Belt - W.P.; W/V-Ribbed Belt 

Drive. 

217638 

4K060435HD 

Belt - Alt. 

311175C2 

©449447HD 

Belt - A.C. 

167115R2 

49400HD 

Idler Pulley; W/2-Groove Pul- 

ley. 

3064920 

41129 


4370 


1984-1980 

Belt - Fan; W/46 1/8" Belt 


O.C. 

172856 

©TR24457 

Belt - Fan; W/49 3/4" Belt 

O.C.; Preferred Belt. 

488674C1 

2/TR28492PB 

Belt - Fan; W/49 3/4" Belt 

O.C.; Optional Belt. 

488676C91 

©TR28492 

Belt - Fan; W/50 1/2" Belt 

O.C. 

482145C1 

©TR28498 

Belt - W.P.; W/V-Belt Drive .... 

215356 

@6596 

Belt - W.P.; W/V-Ribbed Belt 

Drive. 

217638 

4K060435HD 

Belt - Alt. 

311175C2 

©449447HD 

Belt - A.C. 

441695C1 

49430HD 


49405HD 

49390HD 

2»*9430HD 

41173 

41174 
41129 

41111 


41111 

*2 1/4” I.D. 
*2 1/2” I.D. 
*2 1/2” I.D. 
*2 1/2” I.D. 
*2 3/4” I.D. 

1 3/4” I.D. 


Tensioner Pulley - W.P.; 

W/V-Ribbed Belt 

(1981-1980). 3064919 41111 

Hose - Upper; (1983). ©->2 1/2” I.D. 

Hose - Upper; W/Cummins NTC350 Eng. 

(1982). ->2 1/2” I.D. 

Hose - Upper; W/Cummins NTC400, 

NTC475 Eng. (1982). *2 1/4” I.D. 

Hose - Upper; (1981-1980). ©->2 1/4” I.D. 

Hose - Upper - Eng. To Pipe; (1984). ©->2 1/4” I.D. 

Hose - Upper - Pipe To Rad.; (1984). ->2 1/2” I.D. 

Hose - Lower; (1984-1983). ©->2 1/2” I.D. 

Hose - Lower; W/Cummins NTC350 Eng. 

(1982). ->2 1/2” I.D. 

Hose - Lower; W/Cummins NTC400, 

NTC475 Eng. (1982). ©->2 1/2” I.D. 

Hose - Lower; (1981-1980). ©->2 1/2” I.D. 

Hose - By Pass. 1/2” I.D. 

Hose - By Pass; (1983-1980). 1/2” I.D. 

or 21488 

Hose - Aftercooler; (1984). 21488 

Hose - Block To Oil Cooler; (1982-1980).... @1/2” I.D. 

5000 

1990-1987 


1 1/2” I.D. 

21488 
1” I.D. 
21488 
1” I.D. 


41173 

41174 


©TR24457 

2/TR28492PB 


Belt - Fan; W/42 5/8" Belt 

O.C. (1990). 

Belt - Fan; W/49 5/8" Belt 

O.C.; Preferred Belt. 

Belt - Fan; W/49 5/8" Belt 

O.C.; Optional Belt. 

Belt - Fan; W/52 1/8" Belt 

O.C. (1990). 

Belt - Fan; W/53 5/8" Belt 

O.C. (1990). 

Belt - Fan; W/42 5/8" Belt 

O.C. (1989-1987). 

Belt - Fan; W/52 1/8" Belt 

O.C. (1989-1987). 

Belt - Fan; W/53 5/8" Belt 

O.C. (1989-1987). 

Belt - W.P.; W/4-Ribbed Belt; 

W/43 5/8" Belt O.C. 

Belt - W.P.; W/4-Ribbed Belt; 
W/45 1/8" Belt O.C. 


©TR28492 


Belt - W.P.; W/6-Ribbed Belt.. 


482270C91 

TR28423 

488674C1 

2/TR28492PB 


©TR28492 

575817C1 

TR28514 

1672800C1 

TR24530 

482270C91 

©TR28423 

575817C1 

©TR28514 

1672800C1 

©TR24530 


4K040430HD 

3062620 

217638 

K040445 

4K060435HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durlon® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


INTERNATIONAL/NAVISTAR 

- Continued 

CUMMINS 6-CYL 14.0 L DIESEL ENG. 

- Continued 

5000 - Continued 
1990-1987 - Continued 


Belt - Alt.; Preferred Belt 
(1990). 

598183C1 

2/9447PB 

Belt - Alt.; Optional Belt 
(1990). 


©49447HD 

Belt - Alt.; (1989-1987). 

598183C1 

©449447HD 

Belt - A.C.; W/39 5/8” Belt 
O.C. 

425892C1 

49390HD 

Belt - A.C.; W/43 5/8” Belt 
O.C. 

441695C1 

49430HD 

Idler Pulley; W/Flat Idler Pul¬ 
ley . 

3065000 

41173 


Idler Pulley; W/V-Ribbed Belt. 3062931 
Hose - Upper; W/O Low Flow Cool. (1990) 
Hose - Upper; W/O Low Flow Cool. 

(1989-1987). 

Hose - Lower - Eng. To Pipe; W/O Low 

Flow Cool. 

Hose - Lower - Pipe To Rad.; W/O Low 

Flow Cool. 

Hose - By Pass; (1987). 

Hose - Coolant Reservoir; (1990). 

Hose - Reservoir To Rad.; (1989-1987). 

5070 

1986-1977 

Belt - Fan; W/42 5/8" Belt 

O.C. (1986-1985). 

Belt - Fan; W/49 5/8" Belt 
O.C.; Preferred Belt 

(1986-1985). 

Belt - Fan; W/49 5/8" Belt 
O.C.; Optional Belt 

(1986-1985). 

Belt - Fan; W/52 1/8" Belt 

O.C. (1986-1985). 

Belt - Fan; W/53 5/8" Belt 

O.C. (1986-1985). 

Belt - Fan; Dec. 8, 1977 Thru 
Mar. 29. 1979 (1984-1983)... 

Belt - Fan; Mar. 30, 1979 & 

Newer (1984-1983). 

Belt - Fan; (1982-1980). 

Belt - Fan; Dec. 8, 1977 Thru 
Mar. 29, 1979 (1979-1977)... 

Belt - Fan; Mar. 30, 1979 & 

Newer (1979-1977). 

Belt - W.P.; W/4-Ribbed Belt; 

W/43 5/8" Belt O.C. 

(1986-1985). 

Belt - W.P.; W/4-Ribbed Belt; 

W/45 1/8" Belt O.C. 

(1986-1985). 

Belt - W.P.; W/6-Ribbed Belt 

(1986-1985). 

Belt - W.P.; W/V-Belt Drive 

(1984-1977). 

Belt - W.P.; W/V-Ribbed Belt 

Drive (1984-1977). 

Belt - Alt. 

Belt - A.C.; W/39 5/8” Belt 

O.C. (1986-1985). 

Belt - A.C.; W/43 5/8” Belt 

O.C. (1986-1985). 

Belt - A.C.; (1984-1977). 

Idler Pulley; W/Flat Idler Pul¬ 
ley (1986-1985). 

Idler Pulley; W/V-Ribbed Belt 

(1986-1985). 

Idler Pulley; W/2-Groove Pul¬ 
ley (1979-1977). 


482270C91 

488674C1 

488674C1 

575817C1 

1672800C1 

482271C91 

482274C91 

482274C91 

482271C91 

482274C91 


41174 
■0-2 1/4” I.D. 

©■>2 1/4” I.D. 

■0-2 1/2” I.D. 

■0-2 3/4” I.D. 
1 1/2” I.D. 
1” I.D. 

1” I.D. 


©TR28423 

2/TR28492PB 

©TR28492 

©TR28514 

©TR24530 

©TR28423 

©TR28445 

©TR28445 

©TR28423 

©TR28445 

4K040430HD 


3062620 

K040445 

217638 

4K060435HD 

215356 

©6596 

217638 

311175C2 

4K060435HD 

©449447HD 

425892C1 

49390HD 

441695C1 
78910R2 

49430HD 

TR28445 

3065000 

41173 

3062931 

41174 

3064920 

41129 


INTERNATIONAL/NAVISTAR 

- Continued 

CUMMINS 6-CYL 14.0 L DIESEL ENG. 

- Continued 

5070 - Continued 
1986-1977 - Continued 
Tensioner Pulley; W/Big Cam 
III Eng.; W/V-Ribbed Belt 

(1985). 3064919 

Tensioner Pulley - W.P.; 

W/V-Ribbed Belt 

(1981-1980). 3064919 

Hose - Upper; W/O Low Flow Cool. 

(1986-1985). 

Hose - Upper; (1981-1977). 

Hose - Lower - Eng. To Pipe; W/O Low 

Flow Cool. (1986-1985). 

Hose - Lower - Eng. To Pipe; (1981-1977). 

Hose - Lower - Pipe To Rad.; W/O Low 

Flow Cool. (1986-1985). 

Hose - Lower - Pipe To Rad.; (1981-1977). 

Hose - By Pass; (1986-1985). 

Hose - Reservoir To Rad.; (1986-1985). 

7070B 

1979-1975 


41111 


41111 

©■>2 1/4” I.D. 
©■>2 1/4” I.D. 

■0-2 1/2” I.D. 
■0-2 1/2” I.D. 

■0-2 3/4” I.D. 
■>2 3/4” I.D. 
1 1/2” I.D. 
1” I.D. 


Belt - Fan 

Older. 

Belt - Fan 


Dec. 5, 1977 & 


©TR28454 


W/Rockford Fan 


Clutch; Dec. 6, 1977 & 


Newer. 

. 489002C91 

©TR28463 

Belt - Fan; W/Schwitzer Fan 

Clutch; Dec. 6, 1977 & 

Newer. 


©TR28445 

Belt - W.P. 

. 217638 

4K060435HD 

Belt - Alt. 

. 354029C91 

©449476HD 

Belt - A.C. 

. 425892C1 

49390HD 

Idler Pulley; W/2-Groove Pul- 

ley. 

. 3064920 

41129 


Hose - Upper. 

Hose - Lower - Eng. To Pipe. 
Hose - Lower - Pipe To Rad.. 

8200 

1990 

Belt - Fan; W/Bendix Wes- 
tinghouse Compr.; Jun. 14, 

1989 & Newer. 

Belt - Fan; W/Bendix Wes- 
tinghouse Fan Clutch; Jun. 

13, 1989 & Older. 

Belt - Fan; W/Celect Eng.; 
W/Horton, Schwitzer Fan 

Clutch; Preferred Belt. 

Belt - Fan; W/Celect Eng.; 
W/Horton, Schwitzer Fan 

Clutch; Optional Belt. 

Belt - Fan; W/Kysor Fan 

Clutch; W/28" Fan Dia. 

Belt - Fan; W/Kysor Fan 

Clutch; W/30" Fan Dia. 

Belt - Fan; W/Step Timing 
Control Eng.; W/Horton, 
Schwitzer Fan Clutch; Pre¬ 
ferred Belt. 

Belt - Fan; W/Step Timing 
Control Eng.; W/Horton, 
Schwitzer Fan Clutch; Op¬ 
tional Belt. 

Belt - W.P.; W/4-Ribbed Belt.. 
Belt - W.P.; W/6-Ribbed Belt.. 

Belt - Alt. 

Belt - A.C. To Alt. 

Belt - A.C.; W/Eaton A.C. 

Compr.; W/R134 Coolant. 

Belt - A.C.; W/R12 Coolant; 
W/Eaton, Sanden, Tecum- 
seh, York A.C. Compr. 


479577C1 

1686803C1 

1686803C1 


©■>2 1/4” I.D. 
■>2 1/2” I.D. 
■0-2 3/4” I.D. 


©TR28545 

©TR28522 

2/TR28473PB 

©TR28473 

©TR28522 

©TR28514 


543042C1 

2/TR28480PB 

543042C1 

©TR28480 

3063024 

4K040425HD 

217638 

4K060435HD 

598183C1 

©449447HD 

178436 

TR22358 

441695C1 

49430HD 

196666R1 

49405HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durlon ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


INTERNATIONAL/NAVISTAR 

- Continued 

CUMMINS 6-CYL. 14.0 L DIESEL ENG. 

- Continued 

8200 - Continued 
1990 - Continued 
Idler Pulley; W/Flat Idler Pul¬ 
ley. 3065000 41173 

Idler Pulley; W/V-Ribbed Belt. 3062931 41174 

Hose - Upper - Eng. To Pipe. ->2 1/4” I.D. 

Hose - Upper - Pipe To Rad. ->2 1/2” I.D. 

Hose - Lower - Eng. To Pipe. -*2 1/2” I.D. 

Hose - Lower - Pipe To Rad. 21891 

8300 

1990-1988 

Belt - Fan; W/Bendix Wes- 
tinghouse Compr.; Jun. 14, 

1989 & Newer (1990). ©TR28545 

Belt - Fan; W/Bendix Wes- 
tinghouse Fan Clutch; Jun. 

13, 1989 & Older (1990). 479577C1 ©TR28522 

Belt - Fan; W/Celect Eng.; 

W/Horton, Schwitzer Fan 

Clutch; Preferred Belt (1990) 1686803C1 2/TR28473PB 

Belt - Fan; W/Celect Eng.; 

W/Horton, Schwitzer Fan 

Clutch; Optional Belt (1990). 1686803C1 ©TR28473 

Belt - Fan; W/Kysor Fan 
Clutch; W/28" Fan Dia. 

(1990). ©TR28522 

Belt - Fan; W/Kysor Fan 
Clutch; W/30" Fan Dia. 

(1990). ©TR28514 

Belt - Fan; W/Step Timing 
Control Eng.; W/Horton, 

Schwitzer Fan Clutch; Pre¬ 
ferred Belt (1990). 543042C1 2/TR28480PB 

Belt - Fan; W/Step Timing 
Control Eng.; W/Horton, 

Schwitzer Fan Clutch; Op¬ 
tional Belt (1990). 543042C1 ©TR28480 

Belt - Fan; (1989-1988). 479579C91 ©TR28522 

Belt - W.P.; W/4-Ribbed Belt.. 3063024 4K040425HD 

Belt - W.P.; W/6-Ribbed Belt.. 217638 *K060435HD 

Belt - Alt. 598183C1 ©449447HD 

Belt - A.C. To Alt.; (1990). 178436 TR22358 

Belt - A.C.; W/Eaton A.C. 

Compr.; W/R134 Coolant 

(1990). 441695C1 49430HD 

Belt - A.C.; W/R12 Coolant; 

W/Eaton, Sanden, Tecum- 
seh, York A.C. Compr. 

(1990). 196666R1 49405HD 

Belt - A.C.; (1989-1988). 441697C91 49430HD 

Idler Pulley; W/Flat Idler Pul¬ 
ley. 3065000 41173 

Idler Pulley; W/V-Ribbed Belt. 3062931 41174 

Hose - Upper - Eng. To Pipe. 2 1/4” I.D. 

Hose - Upper - Pipe To Rad. ^2 1/2” I.D. 

Hose - Lower - Eng. To Pipe. 2 1/2” I.D. 

Hose - Lower - Pipe To Rad. 21891 

9300 

1990-1988 

Belt - Fan; W/Bendix Fan 
Clutch; W/49" Belt O.C. 

(1990).L28493 TR28492 

Belt - Fan; W/Bendix Fan 
Clutch; W/51" Belt O.C. 

(1990). L28513 TR22514 

Belt - Fan; W/Horton, Kysor, 

Schwitzer Fan Clutch (1990) L28517 ©TR28514 

Belt - Fan; W/48" Belt O.C.; 

Preferred Belt (1988). 1686803C1 2/TR28473PB 

Belt - Fan; W/48" Belt O.C.; 

Optional Belt (1988). 1686803C1 ©TR28473 


INTERNATIONAL/NAVISTAR 

- Continued 


CUMMINS 6-CYL 14.0 

- Continued 

9300 - Continued 


L DIESEL ENG. 


1990-1988-Continued 
Belt - Fan; W/49 1/8" Belt 
O.C.; Preferred Belt (1988).. 543042C1 
Belt - Fan; W/49 1/8" Belt 
O.C.; Optional Belt (1988).... 543042C1 
Belt - Fan; W/50 1/8" Belt 
O.C.; Preferred Belt (1988).. 488674C91 
Belt - Fan; W/50 1/8" Belt 
O.C.; Optional Belt (1988).... 488674C91 
Belt - Fan; W/51 1/8" Belt 

O.C. (1988). 482145C1 

Belt - Fan; W/51 5/8" Belt 
O.C.; Preferred Belt (1988).. 479329C91 
Belt - Fan; W/51 5/8" Belt 
O.C.; Optional Belt (1988).... 479329C91 
Belt - Fan; W/52 5/8" Belt 

O.C. (1988). 575817C91 

Belt - Fan; W/53 5/8" Belt 

O.C. (1988). 479577C1 

Belt - Fan; W/55 5/8" Belt 

O.C. (1988). 128805HA 

Belt - Fan; W/57 1/8" Belt 

O.C. (1988). 1688196C1 

Belt - Fan; W/Bendix Wes- 
tinghouse Fan Clutch; Pre¬ 
ferred Belt (1988). 479331C91 

Belt - Fan; W/Bendix Wes- 
tinghouse Fan Clutch; Op¬ 
tional Belt (1988). 479331C91 

Belt - Fan; W/Evans Fan 

Clutch (1988). 575819C91 

Belt - Fan; W/Facet Fan 
Clutch; Preferred Belt (1988) 479331C91 
Belt - Fan; W/Facet Fan 
Clutch; Optional Belt (1988). 479331C91 
Belt - Fan; W/Horton Fan 

Clutch (1988). 575819C91 

Belt - Fan; W/Kysor Fan 
Clutch; Preferred Belt (1988) 479331C91 
Belt - Fan; W/Kysor Fan 
Clutch; Optional Belt (1988). 479331C91 
Belt - Fan; W/Rockford Fan 
Clutch; W/Big Cam IV Eng. 

(1988). 479579C91 

Belt - Fan; W/Rockford Fan 
Clutch; W/Cummins 
NTCC400, NTC475 Eng. 

(1988). 575819C91 

Belt - Fan; W/Viscous Fan 
Clutch; Preferred Belt (1988) 479331C91 
Belt - Fan; W/Viscous Fan 
Clutch; Optional Belt (1988). 479331C91 
Belt - W.P.; W/4-Ribbed Belt 
(1990).... 

Belt - W.P. 

(1990).... 

Belt - W.P.; W/43 3/8” Belt 

O.C. (1989-1988). 

Belt - W.P.; W/42 7/8” Belt 

O.C. (1988). 

Belt - W.P.; W/44 1/8" Belt 

O.C. (1988). 217638 

Belt - Fan & Hub; W/Bendix 
Fan Clutch; W/49 1/2" Belt 

O.C. (1989). 488676C91 

Belt - Fan & Hub; W/Bendix, 

Eaton, Schwitzer Fan 
Clutch; W/Big Cam IV Eng.; 

W/51 1/2" Belt O.C. (1989).. 479331C91 
Belt - Fan & Hub; W/Bendix, 

Schwitzer Fan Clutch; Pre¬ 
ferred Belt; W/51 1/2" Belt 
O.C. (1989). 479331C91 


W/6-Ribbed Belt 


2/TR28480PB 

©TR28480 

2/TR28492PB 

©TR28492 

©TR28498 

2/TR28510PB 

©TR28510 

©TR28514 

©TR28522 

©TR28550 

©TR28565 

2/TR28510PB 

©TR28510 

©TR28514 

2/TR28510PB 

©TR28510 

©TR28514 

2/TR28510PB 

©TR28510 

©TR28522 

©TR28514 

2/TR28510PB 

©TR28510 

*K040430HD 

4K060435HD 

4K040430HD 

*K040425HD 

4K060435HD 

©TR28492 

©TR28510 

2/TR28510PB 


© Two Required. © Six Required. 

® Three Required. ▲ Durion ® Silicone Hose Recommended. 

© Four Required. •*” Use Notched Belt Only. 

© Five Required. ^ Cut To Fit. 


Green Stripe 8 4-Ply Coolant Hose Recommended. 

Q Use Wire Inserted Green Stripe® Coolant Hose. 

♦ PowerBand® Belt May Work, Use Template To Check. 

* Standard Belt Also Available. See Inside Back Cover. 


230 






















































Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


INTERNATIONAL/NAVISTAR 

- Continued 

CUMMINS 6-CYL 14.0 L DIESEL ENG. 

- Continued 

9300 - Continued 
1990-1988 - Continued 
Belt - Fan & Hub; W/Bendix, 

Schwitzer Fan Clutch; Op¬ 
tional Belt; W/51 1/2" Belt 

O.C. (1989). 

Belt - Fan & Hub; W/Eaton, 

Schwitzer Fan Clutch; W/50" 

Belt O.C.; W/Big Cam III 

Eng. (1989). 

Belt - Fan & Hub; W/Facet 
Fan Clutch; W/Big Cam IV 

Eng. (1989). 

Belt - Fan & Hub; W/Horton 
Fan Clutch; W/Big Cam IV 
Eng.; W/52 1/2" Belt O.C. 

(1989). 

Belt - Fan & Hub; W/Kysor 
Fan Clutch; Preferred Belt 

(1989). 

Belt - Fan & Hub; W/Kysor 
Fan Clutch; Optional Belt 

(1989). 

Belt - Fan & Hub; 

W/Rockford Fan Clutch; 

W/Big Cam III Eng. (1989)... 

Belt - Fan & Hub; 

W/Rockford Fan Clutch; 

W/Big Cam IV Eng. (1989)... 

Belt - Alt.; (1990). 

Belt - Alt.; (1989). 

Belt - Alt.; W/42 3/8" Belt 

O.C. (1988). 

Belt - Alt.; W/44 3/8" Belt 

O.C. (1988). 

Belt - Alt.; W/45 1/8" Belt 

O.C. (1988). 

Belt - Alt.; W/46 3/8" Belt 

O.C. (1988). 

Belt - A.C. - Accy. To Com- 
pr.; W/Dual Comprs. (1988). 

Belt - A.C. - Compr. To Com- 
pr.; W/Dual Comprs. (1988). 

Belt - A.C.; (1990). 

Belt - A.C.; (1989). 

Belt - A.C.; W/40 7/8” Belt 

O.C. (1988). 

Belt - A.C.; W/41 3/8” Belt 

O.C. (1988). 

Belt - A.C.; W/Ogura A.C. 

Compr. (1988). 143441R2 

Belt - A.C.; W/Tecumseh, 

York A.C. Compr. (1988)... 

Idler Pulley; W/Flat Idler Pul¬ 
ley. 3065000 

Idler Pulley; W/V-Ribbed Belt. 3062931 
Hose - Upper; W/O Low Flow Cool. (1988) 

Hose - Upper - Eng. To Rad.; (1990). 

Hose - Upper - Eng. To Pipe; (1989). 

Hose - Upper - Pipe To Rad.; (1989). 

Hose - Upper - Rad. To Pipe; (1990). 

Hose - Lower; W/O Low Flow Cool. (1988) 

Hose - Lower - Eng. To Pipe; (1990). 

Hose - Lower - Eng. To Pipe; (1989). 

Hose - Lower - Pipe To Rad.; (1989). 

Hose - Lower - Rad. To Pipe; (1990). 

Hose - Oil Cooler; (1989). 

9370 
1987-1985 

Belt - Fan; W/49 3/4" Belt 
O.C.; Preferred Belt. 488674C1 


479331C91 

©TR28510 

488676C91 

©TR28492 

575819C91 

©TR28514 

575819C91 

©TR28514 

479331C91 

2/TR2851 

479331C91 

©TR28510 

586358C91 

©TR28498 

479579C91 

LI 7460 
447499C91 

©TR28522 

©49463HD 

49463HD 

1609082C91 

©49420HD 

398601C91 

©49440HD 

598183C1 

©449447HD 

447499C91 

©449463HD 

355719C91 

©449470HD 

597225C91 

LI 7405 
441697C91 

©49330HD 

49405HD 

©449430HD 

196666R1 

49405HD 

288202C2 

49412HD 


49420HD 


441697C91 ©449430HD 


41173 

41174 

©■>2 1/4” I.D. 

*2 1/4” I.D. 
©■>2 1/4” I.D. 
*2 1/4” I.D. 
*2 1/4” I.D. 
©■>2 1/2” I.D. 

*2 1/2” I.D. 
©■>2 1/2” I.D. 
*2 1/2” I.D. 
*2 1/2” I.D. 
1” I.D. 


2/TR28492PB 


INTERNATIONAL/NAVISTAR 

- Continued 

CUMMINS 6-CYL 14.0 L DIESEL ENG. 

- Continued 

9370 - Continued 


3065000 

3062931 


1987-1985 - Continued 
Belt - Fan; W/49 3/4" Belt 

O.C.; Optional Belt. 488674C1 

Belt - Fan; W/51 3/8" Belt 

O.C.; Preferred Belt. 479329C1 

Belt - Fan; W/51 3/8" Belt 

O.C.; Optional Belt. 479329C1 

Belt - W.P.; W/4-Ribbed Belt 

(1987). 3062620 

Belt - Alt.; W/45 1/8" Belt 

O.C.311175C2 

Belt - Alt.; W/46 5/8" Belt 

O.C. 

Belt - A.C.; W/43 5/8" Belt 

O.C. 441695C1 

Idler Pulley; W/Flat Idler Pul¬ 
ley . 

Idler Pulley; W/V-Ribbed Belt. 

Tensioner Pulley; W/Big Cam 
III Eng.; W/V-Ribbed Belt 

(1985). 3064919 

Hose - Upper; W/O Low Flow Cool. 

Hose - Lower; W/O Low Flow Cool. 

Hose - By Pass; W/Low Flow Cool. 

Hose - By Pass; W/O Low Flow Cool. 

9400 

1990 

Belt - Fan; W/Bendix Fan 

Clutch; W/49" Belt O.C. 

Belt - Fan; W/Bendix Fan 

Clutch; W/51" Belt O.C. 

Belt - Fan; W/Horton, Kysor, 

Schwitzer Fan Clutch. 

Belt - W.P.; W/4-Ribbed Belt.. 

Belt - W.P.; W/6-Ribbed Belt.. 

Belt - Alt... 

Belt - A.C.. 

Idler Pulley; W/Flat Idler Pul¬ 


ley.. 


L28493 

L28513 

L28517 


LI 7460 
LI 7405 


Idler Pulley; W/V-Ribbed Belt. 
Hose - Upper - Eng. To Rad.. 
Hose - Upper - Rad. To Pipe. 
Hose - Lower - Eng. To Pipe. 
Hose - Lower - Rad. To Pipe. 

9600 

1990-1989 

Belt - Fan; W/Bendix, Facet, 

Kysor Fan Clutch (1990). 

Belt - Fan; W/Evans, Horton, 
Rockford Fan Clutch (1990). 
Belt - Fan; W/51 1/2" Belt 
O.C.; W/Big Cam IV Eng.; 
W/Bendix Fan Clutch (1989) 
Belt - Fan; W/Big Cam III 
Eng.; W/Bendix Fan Clutch 

(1989). 

Belt - Fan; W/Big Cam IV 
Eng.; W/Evans, Horton Fan 

Clutch (1989). 

Belt - W.P.; W/4-Ribbed Belt 

(1990). 

Belt - W.P.; W/6-Ribbed Belt 

(1990). 

Belt - W.P.; W/42 7/8" Belt 

O.C. (1989). 

Belt - W.P.; W/43 3/8" Belt 

O.C. (1989). 

Belt - W.P.; W/44 1/8" Belt 
O.C. (1989). 


3065000 

3062931 


479331C91 
575819C91 

L28513 

L28493 

L22570 


217638 


©TR28492 

2/TR28510PB 

©TR28510 

K040445 

©449447HD 

©♦♦9463HD 

49430HD 

41173 

41174 


41111 

©■>2 1/4” I.D. 
©■>2 1/2” I.D. 
1 3/4” I.D. 
1 1/2” I.D. 


©TR28492 

©TR22514 

©TR28514 

4K040430HD 

4K060435HD 

©49463HD 

49405HD 

41173 

41174 
*2 1/4” I.D. 
■0-2 1/4” I.D. 
*2 1/2” I.D. 
■0-2 1/2” I.D. 


©TR28510 

©TR28514 

©TR22514 

©TR28492 

©TR22570 

4K040430HD 

4K060435HD 

4K040425HD 

4K040430HD 

4K060435HD 


© Two Required. © Six Required. 

® Three Required. ▲ Durion ® Silicone Hose Recommended. O 

© Four Required. •*” Use Notched Belt Only. ♦ 

© Five Required. ^ Cut To Fit. 4 


Green Stripe® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


INTERNATIONAL/NAVISTAR 

- Continued 

CUMMINS 6-CYL 14.0 L DIESEL ENG. 

- Continued 

9600 - Continued 
1990-1989 -Continued 
Belt - Alt.; W/100A, 115A, 

130A, 145A. Delco Alt. 


(1990). 

Belt - Alt.; W/80A., 85A.. 

LI 7460 

©49463HD 

90A., 105A. Delco Alt. 

(1990). 

LI 7445 

©49447HD 

Belt - Alt.; W/90A., 105A.. 



145A. Leece Neville Alt. 
(1990). 

LI 7460 

©49463HD 

Belt - Alt.; W/Electrodyne, 

Motorola 90A. Alt. (1990). 

Belt - Alt.; W/45" Belt O.C. 

LI 7445 

49447HD 

(1989). 

Belt - Alt.; W/46 1/2" Belt 

LI 7445 

49447HD 

O.C. (1989). 

LI 7460 

49463HD 

Belt - A.C.; (1990). 

Belt - A.C.; W/Delco A.C. 

LI 7432 

49435HD 

Compr. (1989). 

Belt - A.C.; W/Eaton A.C. 

LI 7421 

49420HD 

Compr.; W/York A.C. Com¬ 
pr. (1989). 

LI 7432 

49435HD 

Idler Pulley; W/Flat Idler Pul- 



ley. 

3065000 

41173 

Idler Pulley; W/V-Ribbed Belt. 

3062931 

41174 

Hose - Upper - Eng. To Pipe; (1990). 

*2 1/4” I.D. 

Hose - Upper - Eng. To Pipe; (1989). 

©*2 1/4” I.D. 

Hose - Upper - Rad. To Pipe. 


*2 1/4” I.D. 

Hose - Lower - Eng. To Pipe; (1990). 

*2 1/2” I.D. 

Hose - Lower - Eng. To Pipe; (1989). 

©*2 1/2” I.D. 

Hose - Lower - Rad. To Pipe. 


*2 1/2” I.D. 

Hose - By Pass; W/O Low Flow Cool. 


(1989). 


1 1/2” I.D. 


9700 

1990-1988 

Belt - Fan; W/Bendix, Facet, 

Kysor Fan Clutch (1990). 

Belt - Fan; W/Evans, Horton, 
Rockford Fan Clutch (1990). 
Belt - Fan; W/51 1/2" Belt 
O.C.; W/Big Cam IV Eng.; 
W/Bendix Fan Clutch 

(1989-1988). 

Belt - Fan; W/Big Cam III 
Eng.; W/Bendix Fan Clutch 

(1989-1988). 

Belt - Fan; W/Big Cam IV 
Eng.; W/Evans, Horton Fan 

Clutch (1989-1988). 

Belt - W.P.; W/4-Ribbed Belt 

(1990). 

Belt - W.P.; W/6-Ribbed Belt 

(1990). 

Belt - W.P.; W/42 7/8" Belt 

O.C. (1989-1988). 

Belt - W.P.; W/43 3/8" Belt 

O.C. (1989-1988). 

Belt - W.P.; W/44 1/8" Belt 

O.C. (1989-1988). 

Belt - Alt.; W/100A, 115A, 
130A, 145A. Delco Alt. 

(1990). 

Belt - Alt.; W/80A., 85A., 

90A., 105A. Delco Alt. 

(1990). 

Belt - Alt.; W/90A., 105A., 
145A. Leece Neville Alt. 

(1990). 

Belt - Alt.; W/Electrodyne, 

Motorola 90A. Alt. (1990). 

Belt - Alt.; W/45" Belt O.C. 
(1989-1988). 


479331C91 
575819C91 


L28513 


L28493 


L22570 


©TR28510 

©TR28514 


©TR22514 


©TR28492 


©TR22570 

4K040430HD 

♦K060435HD 

4K040425HD 

4K040430HD 


INTERNATIONAL/NAVISTAR 

- Continued 

CUMMINS 6-CYL. 14.0 L DIESEL ENG. 

- Continued 

9700 - Continued 
1990-1988-Continued 
Belt - Alt.; W/46 1/2" Belt 

O.C. (1989-1988). LI 7460 

Belt - A.C.; (1990). LI 7432 

Belt - A.C.; W/Delco A.C. 

Compr. (1989-1988). LI 7421 

Belt - A.C.; W/Eaton A.C. 

Compr.; W/York A.C. Com¬ 
pr. (1989-1988). LI 7432 

Idler Pulley; W/Flat Idler Pul¬ 
ley. 3065000 

Idler Pulley; W/V-Ribbed Belt. 3062931 

Hose - Upper - Eng. To Pipe; (1990). 

Hose - Upper - Eng. To Pipe; (1989-1988). 

Hose - Upper - Rad. To Pipe. 

Hose - Lower - Eng. To Pipe; (1990). 

Hose - Lower - Eng. To Pipe; (1989-1988). 

Hose - Lower - Rad. To Pipe. 

Hose - By Pass; W/O Low Flow Cool. 

(1989-1988). 

DETROIT DIESEL 4-53 DIESEL ENG. 

CO1630A; CO1730A; CO1830A 
1968 

Hose - Upper - Eng. To Pipe. 20206 

Hose - Upper - Pipe To Rad. 20882 

Hose - Lower - Eng. To Pipe. 20882(A,B) 

Hose - Lower - Pipe To Rad. 20206 

Hose - Heater. 5/8” I.D. 

DETROIT DIESEL 6-71 DIESEL ENG. 

F2070A 

1977-1974 


49463HD 

49435HD 

49420HD 


49435HD 

41173 

41174 
*2 1/4” I.D 

©■>2 1/4 
*21/4 
* 21/2 
©*2 1/2 
* 21/2 


I.D. 

I.D. 

I.D. 

I.D. 

I.D. 


1 1/2” I.D. 


Belt - Fan. 

Belt - Alt. 

Belt - Fan & A.C. 

Hose - Upper; (1976-1974). 

Hose - Lower - Eng. To Pipe; (1976-1974). 
Hose - Lower - Pipe To Rad.; (1976-1974). 
Hose - By Pass; (1976-1974). 

F2275; F2574 

1986-1978 


Belt 

Belt 

Belt 

Belt 


Fan. 480240C91 

Alt.; (1986-1985). 151529R2 

Alt.; (1984-1978). 437046C91 

A.C.; (1984-1978). 480083C91 

Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad.; (1986-1985) 
Hose - Upper - Pipe To Rad.; (1984-1978) 
Hose - Lower - Eng. To Pipe; (1986-1985) 
Lower - Eng. To Pipe; (1984-1978) 
Lower - Pipe To Rad.; (1986-1985) 
Hose - Lower - Pipe To Rad.; (1984-1978) 
Hose - By Pass; (1986-1985). 


Hose 

Hose 


©♦49540HD 
©7435 
4971OHD 
21131 

*2 1/2” I.D. 
s-=20682 
©1 3/4” I.D. 


©49625HD 
©7440 
©7435 
©49755HD 
*2” I.D. 

*2 1/2” I.D. 
*2 1/4” 

*2 1 / 2 ” 

*2 1/4” 

*2 3/4” 

*2 1 / 2 ” 

1 3/4” 


I.D. 

I.D. 

I.D. 

I.D. 

I.D. 

I.D. 


217638 

4K060435HD 

F2575 





1984-1982 





Belt - Fan. 

480240C91 

©49625HD 

LI 7460 

©49463HD 

Belt - Alt. 

437046C91 

©7435 



Belt - A.C. 

480083C91 

©49755HD 



Hose - Upper - Eng. To Pipe. 


*2” I.D. 

LI 7445 

©49447HD 

Hose - Upper - Pipe To Rad.. 


*2 1/4” I.D. 



Hose - Lower - Eng. To Pipe. 


*2 1/4” I.D. 



Hose - Lower - Pipe To Rad.. 


*2 1/2” I.D. 

LI 7460 

©♦9463HD 

F2674 



LI 7445 

*9447HD 

1986-1978 





Belt - Fan. 

480240C91 

©49625HD 

LI 7445 

*9447HD 

Belt - Alt.; (1986-1985). 

151529R2 

©7440 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. * Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

^ Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


- Continued 


- Continued 


DETROIT DIESEL 6-71 DIESEL ENG. 

- Continued 


DETROIT DIESEL 6-71 DIESEL ENG. 

- Continued 


F2674 - Continued 

1986-1978 - Continued 

Belt - Alt.; (1984-1978). 437046C91 

Belt - A.C.; (1984-1978). 480083C91 


Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad.; (1986-1985) 
Hose - Upper - Pipe To Rad.; (1984-1978) 
Hose - Lower - Eng. To Pipe; (1986-1985) 
Hose - Lower - Eng. To Pipe; (1984-1978) 
Hose - Lower - Pipe To Rad.; (1986-1985) 
Hose - Lower - Pipe To Rad.; (1984-1978) 


Hose - By Pass; (1986-1985). 

F4200; F4300 

1979-1976 

Belt - Alt. 151531R2 

F5070 

1986-1974 

Belt - Fan; (1986-1980). 

Belt - Fan; Feb. 24, 1975 & 

Older (1979-1974). 871314C91 

Belt - Fan; Feb. 25, 1975 & 

Newer (1979-1974). 

Belt - Alt.; W/75A. Alt. 

(1986-1985). 151529R2 

Belt - Alt.; Ser. No. 

CGB10001 & After 

(1984-1974). 285522C22 

Belt - Alt.; Ser. No. 

DGB10001 Thru DGB14753 

(1984-1974). 285522C22 

Belt - Alt.; Ser. No. 

DGB14753 & After 

(1984-1974). 151531R2 

Belt - Alt.; Ser. No. 

EGB10001 Thru EGB18965 

(1984-1974). 151531R2 

Belt - Alt.; Ser. No. 

EGB18966 & After 

(1984-1974). 437046C91 

Belt - Alt.; W/65A. Alt. 

(1977-1976). 65337C2 

Belt - Fan & A.C.; 

(1986-1985). 467860C1 

Belt - Fan & A.C.; 

(1983-1979). 467860C1 

Belt - Fan & A.C.; (1978). 465244C1 

Hose - Upper; (1984-1974). 

Hose - Lower - Eng. To Pipe; (1984-1974). 


Hose - Lower - Pipe To Rad.; (1984-1974). 
Hose - By Pass; (1984-1974). 

2070A 

1977-1974 

Belt - Fan. 

Belt - Alt. 

Belt - Fan & A.C. 

Hose - Upper; (1976-1974). 

Hose - Lower - Eng. To Pipe; (1976-1974). 
Hose - Lower - Pipe To Rad.; (1976-1974). 
Hose - By Pass; (1976-1974). 


2275 

1986-1978 

Belt - Fan. 480240C91 

Belt - Alt.; (1986-1985). 151529R2 

Belt - Alt.; (1984-1978). 437046C91 

Belt - A.C.; (1984-1978). 480083C91 


Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad.; (1986-1985). 
Hose - Upper - Pipe To Rad.; (1984-1978). 
Hose - Lower - Eng. To Pipe; (1986-1985). 


2275 - Continued 


@7435 
©49755HD 
*2” I.D. 

*2 1/2” I.D. 
*2 1/4” I.D. 
■0-2 1/2” I.D. 
■0-2 1/4” I.D. 
■0-2 3/4” I.D. 
*2 1/2” I.D. 
1 3/4” I.D. 


7450 


©49600HD 

©49560HD 

©49600HD 


1986- 1978 - Continued 

Hose - Lower - Eng. To Pipe; (1984-1978). ->2 1/4” I.D. 

Hose - Lower - Pipe To Rad.; (1986-1985). ->2 3/4” I.D. 

Hose - Lower - Pipe To Rad.; (1984-1978). v2 1/2” I.D. 

Hose - By Pass; (1986-1985). 1 3/4” I.D. 

2574 

1987- 1978 

Belt - Fan. 480240C91 ©49625HD 

Belt - Alt.; (1987-1985). 151529R2 @7440 

Belt - Alt.; (1984-1978). 437046C91 @7435 

Belt - A.C.; (1984-1978). 480083C91 ©49755HD 

Hose - Upper - Eng. To Pipe; (1986-1978). ■C-2” I.D. 

Hose - Upper - Pipe To Rad.; (1986-1985). &2 1/2” I.D. 

Hose - Upper - Pipe To Rad.; (1984-1978). ->2 1/4” I.D. 

Hose - Lower - Eng. To Pipe; (1986-1985). &2 1/2” I.D. 

Hose - Lower - Eng. To Pipe; (1984-1978). -t-2 1/4” I.D. 

Hose - Lower - Pipe To Rad.; (1986-1985). ^2 3/4” I.D. 

Hose - Lower - Pipe To Rad.; (1984-1978). v2 1/2” I.D. 

Hose - By Pass; (1986-1985). 1 3/4” I.D. 

2575; 2674 

1986-1978 


@7440 

@7435 

@7435 

@7450 

@7450 


Belt - Fan. 480240C91 : 49625HD 

Belt - Alt.; (1986-1985). 151529R2 @7440 

Belt - Alt.; (1984-1978). 437046C91 @7435 

Belt - A.C.; (1984-1978). 480083C91 ©49755HD 

Hose - Upper - Eng. To Pipe. ->2” I.D. 

Hose - Upper - Pipe To Rad.; (1986-1985). -*2 1/2” I.D. 

Hose - Upper - Pipe To Rad.; (1984-1978). 2 1/4” I.D. 

Hose - Lower - Eng. To Pipe; (1986-1985). 2 1/2” I.D. 

Hose - Lower - Eng. To Pipe; (1984-1978). -t-2 1/4” I.D. 

Hose - Lower - Pipe To Rad.; (1986-1985). ->2 3/4” I.D. 

Hose - Lower - Pipe To Rad.; (1984-1978). ->2 1/2” I.D. 

Hose - By Pass; (1986-1985). 1 3/4” I.D. 

4200; 4300 


©7435 


1979-1972 

Belt - Alt. 


©49375HD 

@9775 

©49755HD 
©9740 
©■>2” I.D. 

*2 1/4” I.D. 
■0-2 3/4” I.D. 
©1 3/4” I.D. 


©449540HD 
©7435 
4971OHD 
21131 

■0-2 M2" I.D. 
^20682 
@1 3/4” I.D. 


5070 

1986-1974 

Belt - Fan; (1986-1985). 

Belt - Fan; Feb. 24, 1975 & 

Older (1984-1983). 

Belt - Fan; Feb. 25, 1975 & 

Newer (1984-1983). 

Belt - Fan; (1982-1980). 

Belt - Fan; Feb. 24, 1975 & 

Older (1979-1974). 

Belt - Fan; Feb. 25, 1975 & 

Newer (1979-1974). 

Belt - Alt.; W/75A. Alt. 

(1986-1985). 

Belt - Alt.; Ser. No. 

CGB10001 & After 

(1984-1974). 

Belt - Alt.; Ser. No. 

DGB10001 Thru DGB14753 

(1984-1974). 

Belt - Alt.; Ser. No. 


©49625HD 
@7440 
@7435 
©49755HD 
*2” I.D. 

4-2 1/2” I.D. 
*2 1/4” I.D. 
■0-2 1/2” I.D. 


DGB14753 & After 

(1984-1974). 

Belt - Alt.; Ser. No. 

EGB10001 Thru EGB18965 

(1984-1974). 

Belt - Alt.; Ser. No. 
EGB18966 & After 

(1984-1974). 

Belt - Alt.; W/65A. Alt. 
(1977-1976). 


151531R2 

7450 

446707C1 

©49600HD 

871314C91 

©49560HD 


©49600HD 

©49600HD 

871314C91 

©49560HD 


©49600HD 

151529R2 

@7440 

285522C22 

@7435 

285522C22 

@7435 

151531R2 

@7450 

151531R2 

@7450 

437046C91 

@7435 

65337C2 

©49375HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


- Continued 


- Continued 


DETROIT DIESEL 6-71 DIESEL ENG. 

- Continued 

5070 - Continued 
1986-1974 - Continued 
Belt - Fan & A.C.; 

(1986-1985). 467860C1 @9775 

Belt - Fan & A.C.; 

(1983-1979). 467860C1 ©*9755HD 

Belt - Fan & A.C.; (1978). 465244C1 @9740 

Hose - Upper; (1984-1974). @->2” I.D. 

Hose - Lower - Eng. To Pipe; (1984-1974). -*2 1/4” I.D. 

Hose - Lower - Pipe To Rad.; (1984-1974). -V2 3/4” I.D. 

Hose - By Pass; (1984-1974). @1 3/4” I.D. 


DETROIT DIESEL 6V-53 DIESEL ENG. 


CO1950A 

1973 

Belt - W.P. 5139228 @7370 

Belt - Alt. @7375 

Belt - Air Brake Compr. @4*9463HD 

Hose - Upper - Eng. To Pipe. 1 3/4” I.D. 

Hose - Upper - Tank To Pipe. *20357 

Hose - Upper - Tank To Rad. 20882 

Hose - Lower - Eng. To Pipe. s^=21378 

Hose - Lower - Pipe To Rad. s-=20611 

Hose - By Pass. 1 1/8” I.D. 

CO1950B 


DETROIT DIESEL 6V-53 DIESEL ENG. 

- Continued 


COF1950B - Continued 
1979-1974 - Continued 
Belt - Alt.; W/65A., 80A., 
85A., 105A., 130A. Alt. 


(1979-1976). 873716C1 

Belt - Alt.; W/61A. Alt. 

(1975-1974). 

Belt - W.P. To Idler. 5139228 

Belt - Fan To Compr.; 

(1975-1974). 170481R2 

Belt - Air Brake Compr.; 

(1979-1976). 149635R2 


Hose - Upper; (1975-1974). 

Hose - Upper - Eng. To Tank; (1979-1976) 

Hose - Upper - Eng. To Pipe; (1979-1976). 
Hose - Upper - Pipe To Tank; (1979-1976) 
Hose - Upper - Tank To Rad.; (1979-1976) 

Hose - Lower; (1975-1974). 

Hose - Lower - Eng. To Pipe; (1979-1976). 
Hose - Lower - Pipe To Rad.; (1979-1976). 

Hose - By Pass; (1979-1976). 

Hose - By Pass; W/1 1/8" I.D. Hose 

(1975-1974). 

Hose - By Pass; W/1" I.D. Hose 
(1975-1974). 

FI 850 


@7375 

@7380 

@7370 

©♦♦9463HD 

@*9463HD 

a20882 

20226 

or 1 7/8” I.D. 
1 5/8” I.D. 
20226 
20882 
©*21378 
*20611 
:*21378 
1 1/8” I.D. 

1 1/8” I.D. 

1” I.D. 


1979-1974 

Belt - Alt.; W/37A., 55A., 

61 A., 62A. Alt. (1979-1976).. 323612C2 
Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt. 


(1979-1976). 873716C1 

Belt - Alt.; W/61A. Alt. 

(1975-1974). 

Belt - W.P. To Idler. 5139228 

Belt - Fan To Compr.; 

(1975-1974). 170481R2 

Belt - Air Brake Compr.; 

(1979-1976). 149635R2 


Hose - Upper; (1975-1974). 

Hose - Upper - Eng. To Tank; (1979-1976) 

Hose - Upper - Eng. To Pipe; (1979-1976). 
Hose - Upper - Pipe To Tank; (1979-1976) 
Hose - Upper - Tank To Rad.; (1979-1976) 

Hose - Lower; (1975-1974). 

Hose - Lower - Eng. To Pipe; (1979-1976). 
Hose - Lower - Pipe To Rad.; (1979-1976). 

Hose - By Pass; (1979-1976). 

Hose - By Pass; W/1 1/8" I.D. Hose 

(1975-1974). 

Hose - By Pass; W/1" I.D. Hose 
(1975-1974). 

COF1950A 

1973 

Belt - W.P. 5139228 

Belt - Alt. 

Belt - Air Brake Compr. 

Hose - Upper - Eng. To Pipe. 

Hose - Upper - Tank To Pipe. 

Hose - Upper - Tank To Rad. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

Hose - By Pass. 

COF1950B 

1979-1974 

Belt - Alt.; W/37A., 55A., 

61 A., 62A. Alt. (1979-1976).. 323612C2 


@7380 


@7375 

@7380 

@7370 

©♦♦9463HD 

©49463HD 

<320882 

20226 

or 1 7/8” I.D. 
1 5/8” I.D. 
20226 
20882 
©*21378 
*20611 
*21378 
1 1/8” I.D. 

1 1/8” I.D. 

1” I.D. 


©7370 
©7375 
©♦♦9463HD 
1 3/4” I.D. 
*20357 
20882 
*21378 
*20611 
1 1/8” I.D. 


1977-1973 

Belt - Fan. 

Belt - W.P. 

Belt - Alt. 

Hose - Upper - Left Side. 

Hose - Upper - Right Side. 

Hose - By Pass. 

Hose - Heater. 

F2050A 

1976-1966 

Belt - Fan. 

Belt - W.P. 5139228 

Belt - Alt. 429274C91 

Belt - Fan & P.S. 358311C91 

Hose - Upper - Left Side. 

Hose - Upper - Right Side. 

Hose - Lower. 

Hose - By Pass - Eng. Side. 

Hose - By Pass - Rad. Side. 

F5050 

1975-1974 


Belt - Fan. 

Belt - W.P. 5139228 

Belt - Alt.; Ser. No. 

CGB10001 & After. 408144C91 

Belt - Alt.; Ser. No. 


DGB10001 Thru DGB14753. 408144C91 
Belt - Alt.; Ser. No. 

DGB14754 & After. 

Belt - A.C. 435184C91 

Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

Hose - By Pass. 

1850 

1977-1973 

Belt - Fan. 

Belt - W.P. 


@7380 


Belt - Alt. 

Hose - Upper - Left Side... 
Hose - Upper - Right Side. 


@*9400HD 
@7370 
@7390 
25478 
25477 
1 1/8” I.D. 
5/8” I.D. 


©♦9440HD 
@7370 
@7390 
©♦♦9570HD 
25474 
25474 
26507 
1 1/8” I.D. 
1” I.D. 


©♦♦9500HD 

©7370 

©7405 

©7405 

12.7390 
©♦*961OHD 
1 5/8” I.D. 

1 3/4” I.D. 
2” I.D. 

2 1/2” I.D. 
1 1/8” I.D. 


@*9400HD 

©7370 

@7390 

25478 

25477 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

* Cut To Fit. * Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


- Continued 


- Continued 


DETROIT DIESEL 6V-53 DIESEL ENG. 

- Continued 

1850 - Continued 


DETROIT DIESEL 6V-92 DIESEL ENG. 

- Continued 

COF4070B - Continued 


1977-1973 - Continued 

Hose - By Pass. 

Hose - Heater. 

2050A 

1976-1966 

Belt - Fan. 

Belt - W.P. 5139228 

Belt - Alt. 429274C91 

Belt - Fan & P.S. 358311C91 

Hose - Upper - Left Side. 

Hose - Upper - Right Side. 

Hose - Lower. 

Hose - By Pass - Eng. Side. 

Hose - By Pass - Rad. Side. 

5050 

1975-1974 


Belt - Fan. 

Belt - W.P. 5139228 

Belt - Alt.; Ser. No. 

CGB10001 & After. 408144C91 

Belt - Alt.; Ser. No. 


DGB10001 Thru DGB14753. 408144C91 
Belt - Alt.; Ser. No. 

DGB14754 & After. 

Belt - A.C. 435184C91 

Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

Hose - By Pass. 


1 1/8” I.D. 
5/8” I.D. 


@*9440HD 
©7370 
©7390 
©♦*9570HD 
25474 
25474 
26507 
1 1/8” I.D. 
1” I.D. 


©♦*9500HD 

@7370 

©7405 

©7405 

@7390 
©♦*961OHD 
1 5/8” I.D. 

1 3/4” I.D. 
2” I.D. 

2 1/2” I.D. 
1 1/8” I.D. 


DETROIT DIESEL 6V-92 DIESEL ENG. 


1982-1977 - Continued 
Belt - Fan; W/56 1/8" Belt 

O.C. 361946C91 

Belt - Fan; W/57 5/8" Belt 

O.C.261710C2 

Belt - Alt. 361883C91 

Belt - A.C. 

Hose - Upper. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

Hose - By Pass; (1982-1980). 

Hose - Oil Cooler; (1982-1980). 

COF5870 

1985 

Belt - Fan. 529203C91 

Belt - Alt. 361883C91 

Belt - A.C. 150560R2 

Hose - Upper - Eng. To Pipe. 

Hose - Lower. 

Hose - By Pass. 

Hose - Oil Cooler. 

COF9670 

1988-1982 

Belt - Fan; W/63 5/8" Belt 

O.C. 5137906 

Belt - Fan; W/Detroit Diesel 

6V92TA, 6V92TAC Eng. 

Belt - Fan; W/Detroit Diesel 
6V92TTA, 6V92TTAC Eng... 

Belt - Alt. 


C04070B 

1982-1977 


Belt - Fan 
O.C. 

W/55 5/8" Belt 

. 229284R2 

Belt - Fan 
O.C. 

W/56 1/8" Belt 

. 361946C91 

Belt - Fan 
O.C. 

W/57 5/8" Belt 

. 261710C2 

Belt - Alt. 
Belt - A.C 

. 361883C91 



Hose - Upper. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

Hose - By Pass; (1982-1980). 

Hose - Oil Cooler; (1982-1980). 

CO9670 

1988-1982 

Belt - Fan; W/63 5/8" Belt 

O.C. 5137906 

Belt - Fan; W/Detroit Diesel 

6V92TA, 6V92TAC Eng. 

Belt - Fan; W/Detroit Diesel 
6V92TTA, 6V92TTAC Eng... 

Belt - Alt. 

Belt - A.C.311175C2 

Hose - Upper. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

Hose - By Pass. 

Hose - Oil Cooler. 

COF4070B 

1982-1977 

Belt - Fan; W/55 5/8" Belt 
O.C. 229284 R2 


©♦*9550HD 

©♦*9555HD 


Belt - A.C.311175C2 

Hose - Upper. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

Hose - By Pass. 

Hose - Oil Cooler. 


©♦*9570HD 
©♦*9313HD 
*9440HD 
©■>2 1/4” I.D. 
*2 3/4” I.D. 
*3 1/2” I.D. 
©1 3/4” I.D. 
or *2 3/8” I.D. 
*2 3/4” I.D. 


*9630HD 

*961 OHD 

©♦*9590HD 
©♦*9313HD 
*9447HD 
©■>2 1/4” I.D. 
*3” I.D. 

*2 1/2” I.D. 
©1 3/4” I.D. 
or *2 3/8” I.D. 
*2 3/4” I.D. 


©♦*9550HD 


F2275; F2574; F2575 

1988-1978 

Belt - Fan. 

Belt - Alt. 358330C91 

Belt - A.C. 358340C91 

Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

Hose - By Pass; W/1 1/4" I.D. Hose 

(1987-1985). 

Hose - By Pass; W/1 3/4" I.D. Hose 

(1987-1980). 

Hose - By Pass; W/2 3/8" I.D. Hose 

(1987-1980). 

Hose - By Pass; W/2 3/4" I.D. Hose 

(1982-1980). 

F2674 

1988-1978 

Belt - Fan. 

Belt - Alt. 358330C91 

Belt - A.C. 358340C91 

Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

Hose - By Pass; W/1 1/4" I.D. Hose 

(1987-1985). 

Hose - By Pass; W/1 3/4" I.D. Hose (1987) 


©♦*9555HD 

©♦*9570HD 
©♦*9313HD 
*9440HD 
©■>2 1/4” I.D. 
*2 3/4” I.D. 
*3 1/2” I.D. 
©1 3/4” I.D. 
or *2 3/8” I.D. 
*2 3/4” I.D. 


©*9605HD 
©♦*9313HD 
*9451 HD 
©■>2 1/4” I.D. 
©■>3” I.D. 

©1 3/4” I.D. 
or *2 3/8” I.D. 
■0-2 3/4” I.D. 


*9630HD 

*961 OHD 

©♦*9590HD 
©♦*9313HD 
*9447HD 
©■>2 1/4” I.D. 
*3” I.D. 

*2 1/2” I.D. 
©1 3/4” I.D. 
or *2 3/8” I.D. 
*2 3/4” I.D. 


@*9630HD 
@*9365HD 
©♦*9435HD 
©■>2 1/4” I.D. 
©■>2 1/2” I.D. 
*3” I.D. 

■0-2 3/4” I.D. 

1 1/4” I.D. 

@1 3/4” I.D. 

©■>2 3/8” I.D. 

©2 3/4” I.D. 


©*9630HD 
@*9365HD 
©♦*9435HD 
©■>2 1/4” I.D. 
©■>2 1/2” I.D. 
*3” I.D. 

*2 3/4” I.D. 

1 1/4” I.D. 
1 3/4” I.D. 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

* 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


INTERNATIONAL/NAVISTAR 

- Continued 

DETROIT DIESEL 6V-92 DIESEL ENG. 

- Continued 


F2674 - Continued 
1988-1978 - Continued 
Hose - By Pass; W/2 3/8" I.D. 

(1987-1980). 

Hose - By Pass; W/1 3/4" I.D. 

(1986-1980). 

Hose - By Pass; W/2 3/4" I.D. 
(1982-1980). 

F4200 

1979-1976 


Hose 

Hose 

Hose 


Belt - Fan 
Newer... 
Belt - Fan 


Apr. 6, 1981 & 


Dec. 5, 1977 & 
Older; W/Detroit Diesel 

6V92T, 6V92TT Eng. 

Belt - Fan; Dec. 5, 1977 & 
Older; W/Detroit Diesel 

6V92TTA Eng. 

Belt - Fan; Dec. 6, 1977 Thru 

Apr. 5, 1981. 

Belt - Alt. 

Belt - A.C. 

Hose - Upper. 

Hose - Lower - Eng. To Pipe. 
Hose - Lower - Pipe To Rad.. 

F4270 

1984-1980 

Belt - Fan; Apr. 6, 1981 & 

Newer (1984). 

Belt - Fan; Dec. 5, 1977 & 
Older; W/Detroit Diesel 
6V92T, 6V92TT Eng. (1984) 
Belt - Fan; Dec. 5, 1977 & 
Older; W/Detroit Diesel 

6V92TTA Eng. (1984). 

Belt - Fan; Dec. 6, 1977 Thru 

Apr. 5, 1981 (1984). 

Belt - Fan; (1983-1982). 

Belt - Fan; Apr. 5, 1981 & 

Older (1981-1980). 

Belt - Fan; Apr. 6, 1981 & 

Newer (1981-1980). 

Belt - Alt. 

Belt - A.C. 

Hose - Upper; (1981-1980). 

Hose - Lower - Eng. To Pipe; 
Hose - Lower - Pipe To Rad.; 

F4300 

1979-1976 


361946C91 
968645R21 

358323C91 

427412C91 
361883C91 


361946C91 


358323C91 

427412C91 
361946C91 


361946C91 

361883C91 


(1981-1980). 

(1981-1980). 


Belt - Fan 
Newer... 
Belt - Fan 


Apr. 6, 1981 & 


361946C91 
968645R21 


358323C91 

427412C91 
361883C91 


Dec. 5, 1977 & 

Older; W/Detroit Diesel 

6V92T, 6V92TT Eng. 

Belt - Fan; Dec. 5, 1977 & 

Older; W/Detroit Diesel 

6V92TTA Eng. 

Belt - Fan; Dec. 6, 1977 Thru 

Apr. 5, 1981. 

Belt - Alt. 

Belt - A.C. 

Hose - Upper. 

Hose - Lower - Eng. To Pipe.. 

Hose - Lower - Pipe To Rad... 

F5070 

1986-1976 

Belt - Fan. 

Belt - Alt. 

Hose - Upper; (1986-1983). 

Hose - Upper - Eng. To Pipe; (1981-1980). 


494532C91 

361883C91 


©■>2 3/8” I.D. 
©1 3/4” I.D. 
©2 3/4” I.D. 

©♦*9555HD 

©♦*9555HD 

©♦*9550HD 

©♦*9545HD 
©♦*9313HD 
♦9440HD 
©■>2 1/4” I.D. 
*3” I.D. 

*3 1/2” I.D. 

©♦*9555HD 


968645 R21 ©**9555HD 


©♦*9550HD 

©♦♦9545HD 

©♦*9555HD 


427412C91 @**9545HD 


©♦*9555HD 
©♦*9313HD 
*9440HD 
©■>2 1/4” I.D. 
*3” I.D. 

■>3 1/2” I.D. 


©♦*9555HD 


©♦*9555HD 


©♦*9550HD 

@**9545HD 
©♦*9313HD 
*9440HD 
©■>2 1/4” I.D. 
*3” I.D. 

■0-3 1/2” I.D. 


®*9600HD 
©*9313HD 
©■>2 1/4” I.D. 
©■>2 1/4” I.D. 


INTERNATIONAL/NAVISTAR 

- Continued 

DETROIT DIESEL 6V-92 DIESEL ENG. 

- Continued 

F5070 - Continued 
1986-1976 - Continued 

Hose - Upper - Pipe To Rad.; (1981-1980). ©->2 3/4” I.D. 

Hose - Lower; (1986-1983). @->3” I.D. 

Hose - Lower - Eng. To Pipe; (1981-1980). -X3” I.D. 

Hose - Lower - Pipe To Rad.; (1981-1980). *2 3/4” I.D. 

Hose - By Pass - Inlet; (1986-1983). ©1 3/4” I.D. 

Hose - By Pass - Outlet; (1986-1983). <r2 3/8” I.D. 

Hose - Oil Cooler; (1986-1983). * 2 3/4” I.D. 

2275; 2574; 2575 

1988-1978 

Belt - Fan. @*9630HD 

Belt - Alt. 358330C91 ©*9365HD 

Belt - A.C. 358340C91 @**9435HD 


Hose - Upper - Eng. To Pipe. 

©■>2 1/4” 

I.D. 

Hose - Upper - Pipe To Rad. 

@■>2 1/2” 

I.D. 

Hose - Lower - Eng. To Pipe. 

*3” I.D. 

Hose - Lower - Pipe To Rad. 

*2 3/4” 

I.D. 

Hose - By Pass; W/1 1/4" I.D. Hose 



(1987-1985). 

1 1/4” 

I.D. 

Hose - By Pass; W/1 3/4" I.D. Hose 



(1987-1980). 

©1 3/4” 

I.D. 

Hose - By Pass; W/2 3/8" I.D. Hose 



(1987-1980). 

©■>2 3/8” 

I.D. 

Hose - By Pass; W/2 3/4" I.D. Hose 



(1982-1980). 

©2 3/4” 

I.D. 


2674 

1988-1978 

Belt - Fan. 

Belt - Alt. 358330C91 


Belt - A.C. 

Hose - Upper ■ 
Hose - Upper • 
Hose - Lower ■ 


358340C91 


Eng. To Pipe.. 
Pipe To Rad... 
Eng. To Pipe.. 


Hose 


W/2 3/8" I.D. Hose 


W/2 3/4" I.D. Hose 


Hose - Lower - Pipe To Rad.. 

Hose - By Pass; W/1 1/4" I.D. Hose 

(1987-1985). 

Hose - By Pass; W/1 3/4" I.D. 

(1987-1981)., 

Hose - By Pass; 1 
(1987-1981)., 

Hose - By Pass; 1 

(1982-1981). 

4200 

1979-1976 

Belt - Fan; Apr. 6, 1981 & 

Newer. 361946C91 

Belt - Fan; Dec. 5, 1977 & 

Older; W/Detroit Diesel 

6V92T, 6V92TT Eng. 968645R21 

Belt - Fan; Dec. 5, 1977 & 

Older; W/Detroit Diesel 

6V92TTA Eng. 358323C91 

Belt - Fan; Dec. 6, 1977 Thru 

Apr. 5, 1981 . 427412C91 

Belt - Alt. 361883C91 

Belt - A.C. 

Hose - Upper. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

4270 

1984-1980 

Belt - Fan; Apr. 6, 1981 & 

Newer (1984-1983). 361946C91 

Belt - Fan; Dec. 5, 1977 & 

Older; W/Detroit Diesel 
6V92T, 6V92TT Eng. 

(1984-1983). 968645 R21 


@*9630HD 
©*9365HD 
©♦*9435HD 
©■>2 1/4” I.D. 
©■>2 1/2” I.D. 
*3” I.D. 

*2 3/4” I.D. 

1 1/4” I.D. 

©1 3/4” I.D. 

©■>2 3/8” I.D. 

©2 3/4” I.D. 


©♦*9555HD 


©♦*9555HD 


©♦*9550HD 

©♦*9545HD 
©♦*9313HD 
*9440HD 
©■>2 1/4” I.D. 
■>3” I.D. 

*3 1/2” I.D. 


©♦*9555HD 


©♦*9555HD 


© Two Required. © Six Required. 

® Three Required. ▲ Durion ® Silicone Hose Recommended. 

© Four Required. •*” Use Notched Belt Only. 

© Five Required. ^ Cut To Fit. 


Green Stripe 8 4-Ply Coolant Hose Recommended. 

Q Use Wire Inserted Green Stripe® Coolant Hose. 

♦ PowerBand® Belt May Work, Use Template To Check. 

* Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


INTERNATIONAL/NAVISTAR 

- Continued 

DETROIT DIESEL 6V-92 DIESEL ENG. 

- Continued 

4270 - Continued 
1984-1980 - Continued 
Belt - Fan; Dec. 5, 1977 & 

Older; W/Detroit Diesel 
6V92TTA Eng. (1984-1983).. 

Belt - Fan; Dec. 6, 1977 Thru 

Apr. 5, 1981 (1984-1983). 

Belt - Fan; (1982). 

Belt - Fan; Apr. 5, 1981 & 

Older (1981-1980). 

Belt - Fan; Apr. 6, 1981 & 

Newer (1981-1980). 

Belt - Alt. 

Belt - A.C. 

Hose - Upper; (1981-1980). 

Hose - Lower - Eng. To Pipe; 

Hose - Lower - Pipe To Rad.; 

Hose - By Pass; W/1 3/4" I.D. 

Hose - By Pass; W/2 3/4" I.D. 

Hose - By Pass; W/2 3/8" I.D. 

4300 

1979-1976 


358323C91 

427412C91 
361946C91 


©449550HD 

©449545HD 

©449555HD 


427412C91 ©449545HD 


361946C91 

361883C91 


(1981-1980). 
(1981-1980). 
Hose (1980) 
Hose (1980) 
Hose (1980) 


©449555HD 
©♦49313HD 
♦9440HD 
©■>2 1/4” I.D. 
4-3” I.D. 

4-3 1/2” I.D. 
©1 3/4” I.D. 
©2 3/4” I.D. 
©4-2 3/8” I.D. 


Belt - Fan 
Newer... 
Belt - Fan 


Apr. 6, 1981 & 

. 361946C91 

, Dec. 5, 1977 & 

Older; W/Detroit Diesel 

6V92T, 6V92TT Eng. 968645R21 

Belt - Fan; Dec. 5, 1977 & 

Older; W/Detroit Diesel 

6V92TTA Eng. 358323C91 

Belt - Fan; Dec. 6, 1977 Thru 

Apr. 5, 1981 . 427412C91 

Belt - Alt. 361883C91 

Belt - A.C. 

Hose - Upper. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

5000 

1988-1987 

Belt - Fan. 494532C91 

Belt - Alt. 361883C91 

Hose - Upper; (1987). 

Hose - Lower; (1987). 

Hose - By Pass - Inlet; (1987). 

Hose - By Pass - Outlet; (1987). 

Hose - Oil Cooler; (1987). 

5070 

■1976 

Fan. 

Alt. 

- Upper; (1986-1983) 

- Upper - Eng. To Pipe; 

- Upper - Pipe To Rad. 

- Lower; (1986-1983).... 

- Lower - Eng. To Pipe; 

- Lower - Pipe To Rad. 

- By Pass - Inlet; (1986-1983) 

- By Pass - Outlet; (1986-1983) 

- Oil Cooler; (1986-1983). 


1986 

Belt - 
Belt - 
Hose 
Hose 
Hose 
Hose 
Hose 
Hose 
Hose 
Hose 
Hose 

9300 

1988 

Belt - Fan; W/Horton Fan 
Clutch; W/63 1/2" Belt O.C. 
Belt - Fan; W/Horton, Kysor, 
Rockford Fan Clutch; W/60 


494532C91 

361883C91 


(1981-1980). 

(1981-1980). 


(1981-1980). 

(1981-1980). 


©449555HD 


©449555HD 


©449550HD 

©♦♦9545HD 
©♦♦9313HD 
♦9440HD 
©4-2 1/4” I.D. 
4-3” I.D. 

4-3 1/2” I.D. 


©49600HD 
©49313HD 
©4-2 1/4” I.D. 
@4-3” I.D. 

©1 3/4” I.D. 
4-2 3/8” I.D. 
4-2 3/4” I.D. 


©49600HD 
©49313HD 
©4-2 1/4” I.D. 
©4-2 1/4” I.D. 
©4-2 3/4” I.D. 
@4-3” I.D. 
4-3” I.D. 

4-2 3/4” I.D. 
©1 3/4” I.D. 
4-2 3/8” I.D. 
4-2 3/4” I.D. 


INTERNATIONAL/NAVISTAR 

- Continued 

DETROIT DIESEL 6V-92 DIESEL ENG 

- Continued 

9300 - Continued 
1988 - Continued 

Hose - Upper - Pipe To Rad. 


4-2 1/4” I.D. 
©4-3” I.D. 

©1 3/4” I.D. 
4-2 3/8” I.D. 
4-2 3/4” I.D. 


Belt ■ 
Belt - 
Belt ■ 
Belt ■ 


Hose - Lower.. 

Hose - By Pass - Inlet. 

Hose - By Pass - Outlet. 

Hose - Oil Cooler. 

9370 

1987-1977 

Belt - Fan; W/Horton Fan 
Clutch; W/63 1/2" Belt O.C. 

(1987-1985). 584681C91 

Belt - Fan; W/Horton, Kysor, 

Rockford Fan Clutch; W/60 
1/2" Belt O.C. (1987-1985)... 503691 Cl 

Belt - Fan; (1979-1977). 

Alt.; (1987). 361883C91 

Alt.; (1986-1985). 354029C91 

Alt.; (1979-1977). 361883C91 

A.C.; (1987-1985). 447499C91 

Belt - A.C.; (1979-1977). 447499C91 

Hose - Upper - Eng. To Pipe; (1987-1985). 

Hose - Upper - Pipe To Rad.; (1987-1985). 

Hose - Lower; (1987-1985). 

Hose - By Pass - Inlet; (1987-1985). 

Hose - By Pass - Outlet; (1987-1985). 

Hose - Oil Cooler; (1987-1985). 

DETROIT DIESEL 8V-71 DIESEL ENG. 

C04070B 

1982-1975 

Belt - Fan. 361946C91 

Belt - Alt. 361883C91 

A.C. 133758R2 

Upper; (1982-1977). 

Upper; (1975). 

Lower - Eng. To Pipe; (1982-1977). 

Hose - Lower - Eng. To Pipe; (1975). 

Hose - Lower - Pipe To Rad.; (1982-1977). 

Hose - Lower - Pipe To Rad.; (1975). 

By Pass - Inlet; (1977). 

By Pass - Outlet; (1977). 

Oil Cooler; (1977). 


Belt ■ 
Hose ■ 
Hose ■ 
Hose ■ 


Hose ■ 
Hose ■ 
Hose ■ 


49635HD 


49600HD 
©49600HD 
©449313HD 
49476HD 
©449313HD 
49463HD 
49463HD 
4-2 1/4” I.D. 
4-2 1/4” I.D. 
@4-3” I.D. 

©1 3/4” I.D. 
4-2 3/8” I.D. 
4-2 3/4” I.D. 


©449555HD 
©449313HD 
49440HD 
©4-2 1/4” I.D. 
©4-2 1/4” 

4-2 3/4” 

4-2 3/4” 

4-3 1/2” 

4-3 1/2” 

©1 3/4” 

4-2 3/8” 

4-2 3/8” 


I.D. 

I.D. 

I.D. 

I.D. 

I.D. 

I.D. 

I.D. 

I.D. 


CO9670 


1984-1982 

Belt - Fan. 


©449590HD 

Belt - Alt. 


©449313HD 

Belt - A.C. 

COF4070B 

. 311175C2 

49447HD 

1982-1975 

Belt - Fan. 

. 361946C91 

©449555HD 

Belt - Alt. 

. 361883C91 

©449313HD 

Belt - A.C. 

. 133758R2 

49440HD 


Hose - Upper; (1982-1977). ©4-2 1/4” I.D. 

Hose - Upper; (1975). ©4-2 1/4” I.D. 

Hose - Lower - Eng. To Pipe; (1982-1977). 4-2 3/4” I.D. 

Hose - Lower - Eng. To Pipe; (1975). 4-2 3/4” I.D. 

Hose - Lower - Pipe To Rad.; (1982-1977). 4-3 1/2” I.D. 


Belt - 
Hose ■ 


Upper - Eng. To Pipe.. 


. 584681C91 

49635HD 

Hose - Lower - Pipe To Rad.; (1975). 

Hose - By Pass - Inlet; (1977). 

Hose - By Pass - Outlet; (1977). 

Hose - Oil Cooler; (1977). 

4-3 1/2” I.D. 
©1 3/4” I.D. 
4-2 3/8” I.D. 
4-2 3/8” I.D. 

. 503691 Cl 

49600HD 

COF9670 

1984-1982 


. 354029C91 

49476HD 

Belt - Fan. 

©449590HD 

. 447499C91 

49463HD 

Belt - Alt. 

©449313HD 


4-2 1/4” I.D. 

Belt - A.C.311175C2 

49447HD 




© Two Required. © Six Required. 4- 

® Three Required. ▲ Durion ® Silicone Hose Recommended. O 

© Four Required. •*’ Use Notched Belt Only. 4 

© Five Required. ^ Cut To Fit. 4 


Green Stripe® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


- Continued 


- Continued 


DETROIT DIESEL 8V-71 DIESEL ENG. 

- Continued 

F2275; F2574; F2575; F2674 

1984-1979 


DETROIT DIESEL 8V-71 DIESEL ENG. 

- Continued 

F4300 - Continued 

1979-1975 - Continued 


Belt - Fan. 

Belt - Alt. 358330C91 

Belt - A.C. 358340C91 

Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

F4200 


@*9630HD 
@*9365HD 
©♦*9435HD 
©■>2 1/4” I.D. 
©■>2 1/2” I.D. 
*3” I.D. 

©2 3/4” I.D. 


1979-1975 

Belt - Fan; Apr. 5, 1981 & 

Older; W/28" Fan Dia. 427412C91 

Belt - Fan; Apr. 6, 1981 & 

Newer. 361946C91 

Belt - Fan; W/51 1/8" Belt 

O.C. 5126768 

Belt - Fan; W/53 5/8" Belt 

O.C. 5137637 

Belt - Alt. 361883C91 

Belt - A.C.; W/48 5/8” Belt 

O.C. 149636R2 

Belt - A.C.; W/52 1/8” Belt 

O.C.291019C2 

Belt - A.C.; W/Turbo. 441697C91 

Hose - Upper. 


Hose - Lower - Eng. To Pipe 
Hose - Lower - Pipe To Rad. 

Hose - By Pass - Inlet. 

Hose - By Pass - Outlet. 

Hose - Oil Cooler. 

F4270 

1984-1980 

Belt - Fan; Apr. 5, 1981 & 
Older; W/28" Fan Dia. 


(1984). 427412C91 

Belt - Fan; Apr. 6, 1981 & 

Newer (1984). 361946C91 

Belt - Fan; W/51 1/8" Belt 

O.C. 5126768 

Belt - Fan; W/53 5/8" Belt 

O.C. 5137637 

Belt - Fan; W/56" Belt O.C. 

(1983-1982). 361946C91 

Belt - Fan; Apr. 5, 1981 & 

Older; W/28" Fan Dia. 

(1981-1980). 427412C91 

Belt - Fan; Apr. 6, 1981 & 

Newer (1981-1980). 361946C91 

Belt - Alt. 361883C91 

Belt - A.C.; W/48 5/8" Belt 

O.C. 149636R2 

Belt - A.C.; W/52 1/8" Belt 

O.C.291019C2 

Belt - A.C.; W/Turbo. 441697C91 

Hose - Upper; (1981-1980). 


Hose - Lower - Eng. To Pipe; (1981-1980). 
Hose - Lower - Pipe To Rad.; (1981-1980). 
Hose - Oil Cooler; (1981-1980). 

F4300 


©♦*9545HD 

©♦*9555HD 

©*9505HD 

©♦*9530HD 
©♦*9313HD 

♦9480HD 

*9510HD 
©**9430HD 
©■>2 1/4” I.D. 
*2 3/4” I.D. 
*3” I.D. 

@1 3/4” I.D. 
*2 3/8” I.D. 
*2 3/8” I.D. 


©♦*9545HD 

©♦*9555HD 

©*9505HD 

©♦*9530HD 

©♦*9555HD 


©**9545HD 

©♦*9555HD 
©♦*9313HD 

*9480HD 

*9510HD 
©♦*9430HD 
©■>2 1/4” I.D. 
*2 3/4” I.D. 
*3” I.D. 

*2 3/8” I.D. 


1979-1975 


Belt - Fan; Apr. 5, 1981 & 
Older; W/28" Fan Dia. 

... 427412C91 

©♦*9545HD 

Belt - Fan; Apr. 6, 1981 & 
Newer. 

... 361946C91 

©♦*9555HD 

Belt - Fan; W/51 1/8" Belt 
O.C. 

... 5126768 

©*9505HD 

Belt - Fan; W/53 5/8" Belt 
O.C. 

... 5137637 

©♦*9530HD 

Belt - Alt. 

... 361883C91 

©♦*9313HD 


Belt - A.C.; W/48 5/8" Belt 


O.C. 

149636R2 

*9480HD 

Belt - A.C.; W/52 1/8" Belt 



O.C. 

291019C2 

*9510HD 

Belt - A.C.; W/Turbo. 

441697C91 

©♦*9430HD 

Hose - Upper. 


©■>2 1/4” I.D. 

Hose - Lower - Eng. To Pipe. 


■0-2 3/4” I.D. 

Hose - Lower - Pipe To Rad.. 


*3” I.D. 

Hose - By Pass - Inlet. 


©1 3/4” I.D. 

Hose - By Pass - Outlet. 


*2 3/8” I.D. 

Hose - Oil Cooler. 


*2 3/8” I.D. 

F5070 



1984-1974 



Belt - Fan; (1984-1982). 

498011C91 

©*9530HD 

Belt - Fan; (1981). 

359418C1 

©*9610HD 

Belt - Fan; (1980). 

498011C91 

©*9530HD 

Belt - Fan; Dec. 8, 1977 Thru 



Jul. 25, 1978 (1979-1974).... 

489740C91 

©*9550HD 

Belt - Fan; Jul. 26, 1978 & 



Newer (1979-1974). 

498011C91 

©*9530HD 

Belt - Alt.; (1984-1980). 

361883C91 

©♦*9313HD 

Belt - Alt.; Mar. 2, 1977 & 



Older (1979-1974). 

434916C91 

©*9305HD 

Belt - Alt.; Mar. 3, 1977 & 



Newer (1979-1974). 

361883C91 

©♦*9313HD 

Hose - Upper; (1981-1974). 


©■>2 1/4” I.D. 

Hose - Lower; (1981-1974). 


©■>2 3/4” I.D. 

Hose - By Pass - Inlet; (1981-1974). 

©1 3/4” I.D. 

Hose - By Pass - Outlet; (1981-1974). 

*2 3/8” I.D. 

Hose - Oil Cooler; (1981-1974). 

*2 3/8” I.D. 

F5070B 



1979-1974 



Hose - Upper. 


©■>2 1/4” I.D. 

Hose - Lower. 


©■>2 3/4” I.D. 

Hose - By Pass - Inlet. 


©1 3/4” I.D. 

Hose - By Pass - Outlet. 


*2 3/8” I.D. 

Hose - Oil Cooler. 


■*2 3/8” I.D. 

2275; 2574 



1984-1979 



Belt - Fan. 


©*9630HD 

Belt - Alt. 

358330C91 

©*9365HD 

Belt - A.C. 

358340C91 

©♦*9435HD 

Hose - Upper - Eng. To Pipe. 


©■>2 1/4” I.D. 

Hose - Upper - Pipe To Rad.. 


©■>2 1/2” I.D. 

Hose - Lower - Eng. To Pipe. 


*3” I.D. 

Hose - Lower - Pipe To Rad.. 


©2 3/4” I.D. 

2575 



1984-1979 



Belt - Fan. 


@*9630HD 

Belt - Alt. 

358330C91 

®*9365HD 

Belt - A.C. 

358340C91 

©♦*9435HD 

Hose - Upper - Eng. To Pipe; 

(1982). 

©■>2 1/4” I.D. 

Hose - Upper - Pipe To Rad.; 

(1982). 

©■>2 1/2” I.D. 

Hose - Lower - Eng. To Pipe; 

(1982). 

■0-3” I.D. 

Hose - Lower - Pipe To Rad.; 

(1982). 

©2 3/4” I.D. 

2674 



1984-1979 



Belt - Fan. 


®*9630HD 

Belt - Alt. 

358330C91 

©*9365HD 

Belt - A.C. 

358340C91 

©♦*9435HD 

Hose - Upper - Eng. To Pipe. 


©■>2 1/4” I.D. 

Hose - Upper - Pipe To Rad.. 


©■>2 1/2” I.D. 

Hose - Lower - Eng. To Pipe. 


■0-3” I.D. 

Hose - Lower - Pipe To Rad.. 


©2 3/4” I.D. 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

^ Cut To Fit. * Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


- Continued 


- Continued 


DETROIT DIESEL 8V-71 DIESEL ENG. 

- Continued 

4200 


DETROIT DIESEL 8V-71 DIESEL ENG. 

- Continued 

4300 - Continued 


1979-1975 

Belt - Fan; Apr. 5, 1981 & 

Older; W/28" Fan Dia. 427412C91 

Belt - Fan; Apr. 6, 1981 & 

Newer. 361946C91 

Belt - Fan; W/51 1/8" Belt 

O.C. 5126768 

Belt - Fan; W/53 5/8" Belt 

O.C. 5137637 

Belt - Alt. 361883C91 

Belt - A.C.; W/48 5/8" Belt 

O.C. 149636R2 

Belt - A.C.; W/52 1/8" Belt 

O.C.291019C2 

Belt - A.C.; W/Turbo. 441697C91 

Hose - Upper. 


Hose - Lower - Eng. To Pipe 
Hose - Lower - Pipe To Rad. 

Hose - By Pass - Inlet. 

Hose - By Pass - Outlet. 

Hose - Oil Cooler. 

4270 

1984-1980 

Belt - Fan; Apr. 5, 1981 & 
Older; W/28" Fan Dia. 


(1984-1983). 427412C91 

Belt - Fan; Apr. 6, 1981 & 

Newer (1984-1983). 361946C91 

Belt - Fan; W/51 1/8" Belt 

O.C. 5126768 

Belt - Fan; W/53 5/8" Belt 

O.C. 5137637 

Belt - Fan; W/56" Belt O.C. 

(1982). 361946C91 

Belt - Fan; Apr. 5, 1981 & 

Older; W/28" Fan Dia. 

(1981-1980). 427412C91 

Belt - Fan; Apr. 6, 1981 & 

Newer (1981-1980). 361946C91 

Belt - Alt. 361883C91 

Belt - A.C.; W/48 5/8" Belt 

O.C. 149636R2 

Belt - A.C.; W/52 1/8" Belt 

O.C.291019C2 

Belt - A.C.; W/Turbo. 441697C91 

Hose - Upper; (1981-1980). 


Hose - Lower - Eng. To Pipe; (1981-1980). 
Hose - Lower - Pipe To Rad.; (1981-1980). 
Hose - Oil Cooler; (1981-1980). 


4300 

1979-1975 

Belt - Fan; Apr. 5, 1981 & 

Older; W/28" Fan Dia. 427412C91 

Belt - Fan; Apr. 6, 1981 & 

Newer. 361946C91 

Belt - Fan; W/51 1/8" Belt 

O.C. 5126768 

Belt - Fan; W/53 5/8" Belt 

O.C. 5137637 

Belt - Alt. 361883C91 

Belt - A.C.; W/48 5/8" Belt 

O.C. 149636R2 

Belt - A.C.; W/52 1/8" Belt 

O.C.291019C2 

Belt - A.C.; W/Turbo. 441697C91 

Hose - Upper. 


Hose - Lower - Eng. To Pipe 
Hose - Lower - Pipe To Rad. 

Hose - By Pass - Inlet. 

Hose - By Pass - Outlet. 


©449545HD 

©449555HD 

©49505HD 

©449530HD 
©♦49313HD 

49480HD 

♦951OHD 
©♦49430HD 
©■>2 1/4” I.D. 
■0-2 3/4” I.D. 
*3” I.D. 

©1 3/4” I.D. 
*2 3/8” I.D. 
*2 3/8” I.D. 


1979-1975 - Continued 

Hose - Oil Cooler. 

5070 

1979-1974 

Belt - Fan; Dec. 8, 1977 Thru 

Jul. 25, 1978. 489740C91 

Belt - Fan; Jul. 26, 1978 & 

Newer. 498011C91 

Belt - Alt.; Mar. 2, 1977 & 

Older. 434916C91 

Belt - Alt.; Mar. 3, 1977 & 

Newer. 361883C91 

Hose - Upper. 

Hose - Lower. 

Hose - By Pass - Inlet. 

Hose - By Pass - Outlet. 

Hose - Oil Cooler. 

7070B 

1979-1974 

Hose - Upper. 

Hose - Lower. 

Hose - By Pass - Inlet. 

Hose - By Pass - Outlet. 

Hose - Oil Cooler. 


*2 3/8” I.D. 


©49550HD 

©49530HD 

©49305HD 

©♦49313HD 
©■>2 1/4” I.D. 
©■>2 3/4” I.D. 
©1 3/4” I.D. 
*2 3/8” I.D. 
*2 3/8” I.D. 


©■>2 1/4” I.D. 
©■>2 3/4” I.D. 
©1 3/4” I.D. 
■0-2 3/8” I.D. 
*2 3/8” I.D. 


©449545HD 

©449555HD 

©49505HD 

©♦49530HD 

©449555HD 


©♦49545HD 

©449555HD 
©449313HD 

49480HD 

4951OHD 
©♦49430HD 
©■>2 1/4” I.D. 
*2 3/4” I.D. 
■>3” I.D. 

*2 3/8” I.D. 


©449545HD 

©449555HD 

©49505HD 

©♦49530HD 
©449313HD 

49480HD 


DETROIT DIESEL 8V-92 DIESEL ENG. 


C04070B 

1979-1974 

Belt - Fan. 

Belt - Alt. 

Belt - A.C. 

Hose - Upper. 

Hose - Lower - Eng. To Pipe. 
Hose - Lower - Pipe To Rad.. 

Hose - By Pass - Inlet. 

Hose - By Pass - Outlet. 

Hose - Oil Cooler. 

361946C91 

361883C91 

©449555HD 
©449313HD 
49400HD 
©■>2 1/4” I.D. 
*2 3/4” I.D. 
*3 1/2” I.D. 
©1 3/4” I.D. 
*2 3/8” I.D. 
■*2 3/4” I.D. 

CO9670 



1986-1982 



Belt - Fan. 


©44961 OHD 

Belt - Alt. 

361883C91 

©449313HD 

Belt - P.S. 


©7475 

Belt - A.C. 

311175C2 

49447HD 

Hose - Upper. 


©■>2 1/4” I.D. 

Hose - Lower. 


©->3” I.D. 

Hose - By Pass - Inlet. 


©1 3/4” I.D. 

Hose - By Pass - Outlet. 


■D-2 3/8” I.D. 

Hose - Oil Cooler. 


■>2 3/4” I.D. 

COF4070B 



1979-1974 



Belt - Fan. 

361946C91 

©449555HD 

Belt - Alt. 

361883C91 

©449313HD 

Belt - A.C. 


49400HD 

Hose - Upper. 


©■>2 1/4” I.D. 

Hose - Lower - Eng. To Pipe. 


■>2 3/4” I.D. 

Hose - Lower - Pipe To Rad.. 


*3 1/2” I.D. 

Hose - By Pass - Inlet. 


©1 3/4” I.D. 

Hose - By Pass - Outlet. 


*2 3/8” I.D. 

Hose - Oil Cooler. 


■0-2 3/4” I.D. 

COF9670 




4951 OHD 
©449430HD 
©■>2 1/4” I.D. 
*2 3/4” I.D. 
*3” I.D. 

@1 3/4” I.D. 
*2 3/8” I.D. 


1988-1982 

Belt - Fan. 

Belt - Alt. 

Belt - P.S. 

Belt - A.C. 

Hose - Upper. 
Hose - Lower. 


361883C91 

311175C2 


©49630HD 
©449313HD 
©7475 
49447HD 
©■>2 1/4” I.D. 
©■>3” I.D. 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*’ Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


- Continued 


- Continued 


DETROIT DIESEL 8V-92 DIESEL ENG. 

- Continued 

COF9670 - Continued 


1988-1982 - Continued 

Hose - By Pass - Inlet. @1 3/4” I.D. 

Hose - By Pass - Outlet. 2 3/8” I.D. 

Hose - Oil Cooler. *2 3/4” I.D. 

F4200; F4300 

1979-1978 

Hose - Upper - Eng. To Pipe. ©->2 1/4” I.D. 

Hose - Upper - Pipe To Rad. ©->2 1/4” I.D. 

Hose - Lower - Eng. To Pipe. 4-3” I.D. 

Hose - Lower - Pipe To Rad. 4-3 1/2” I.D. 

Hose - By Pass - Inlet. ©1 3/4” I.D. 

Hose - By Pass - Outlet. 4-2 3/8” I.D. 

Hose - Oil Cooler. +2 3/4” I.D. 


F4370 


1984-1980 

Belt - Fan; (1984-1982). 

... 315221C2 

©♦*9545HD 

Belt - Fan; W/53 5/8" Belt 
O.C. (1981-1980). 

... 264757C2 

©♦*9530HD 

Belt - Fan; W/56 1/8" Belt 
O.C. (1981-1980). 

... 968645R2 

©♦*9555HD 

Belt - Alt. 

... 284583C2 

©♦*9313HD 

Belt - A.C. 

... 133758R2 

*9440HD 


Hose - Upper - Eng. To Pipe. 
Hose - Upper - Pipe To Rad.. 
Hose - Lower - Eng. To Pipe. 
Hose - Lower - Pipe To Rad.. 

Hose - By Pass - Inlet. 

Hose - By Pass - Outlet. 

Hose - Oil Cooler. 


D4-2 1/4” I.D. 
D4-2 1/4” I.D. 
-D-3” I.D. 

4-3 1/2” I.D. 
@1 3/4” I.D. 
*2 3/8” I.D. 
*2 3/4” I.D. 


F5070 

1982-1980 

Belt - Fan. 264757C2 

Belt - Alt. 

Belt - A.C. 150560R2 

Hose - Upper. 

Hose - Lower. 

Hose - By Pass - Inlet. 

Hose - By Pass - Outlet. 

Hose - Oil Cooler. 


©♦*9530HD 
©♦*9313HD 
*9451 HD 
©■>2 1/4” I.D. 
©■>3” I.D. 

@1 3/4” I.D. 
*2 3/8” I.D. 
*2 3/4” I.D. 


F9370 


1987-1985 

Belt - Fan. 446935C1 ©*9605HD 

Belt - Alt. 284583C2 ©**9313HD 

Belt - A.C. *9463HD 

Hose - Upper. ©->2 1/4” I.D. 

Hose - Lower. ©->3” I.D. 


DETROIT DIESEL 8V-92 DIESEL ENG. 


- Continued 

4370 - Continued 
1982-1980 - Continued 

Belt-A.C. 133758R2 *9440HD 

Hose - Upper - Eng. To Pipe. ©->2 1/4” I.D. 

Hose - Upper - Pipe To Rad . ©->2 1/4” I.D. 

Hose - Lower - Eng. To Pipe. 4-3” I.D. 

Hose - Lower - Pipe To Rad . 4-3 1/2” I.D. 

Hose - By Pass - Inlet. ©1 3/4” I.D. 

Hose - By Pass - Outlet. *2 3/8” I.D. 

Hose - Oil Cooler. 4-2 3/4” I.D. 


DETROIT DIESEL 12V-71 DIESEL ENG. 

COF4090A 

1971 


Belt - Fan. 5133762 

Belt - Alt.; W/61A. Alt. 284583C2 

Belt - A.C. 

Hose - Upper. 

Hose - Lower - Pipe To Rad. 

Hose - By Pass - Eng. Side; W/2 3/4" I.D. 

Hose. 

Hose - By Pass - Eng. Side; W/2" I.D. 

Hose. 

Hose - By Pass - Rad. Side. 

Hose - By Pass - Head. 

Hose - Heater; Molded Hose. 

Hose - Heater Inlet; Strt. Hose. 

Hose - Heater Outlet; Strt. Hose. 

F4200; F4300; 4200; 4300 

1972 


@*9540HD 
2/9313PB 
7420 

©■>2 1/2” I.D. 
4-3 1/2” I.D. 

*2 3/4” I.D. 

■4-2” I.D. 

1 1/4” I.D. 
4-2 3/4” I.D. 
1” I.D. 
3/4" I.D. 
5/8" I.D. 


Belt - Fan. 

Belt - Alt. 361883C91 

Belt - A.C.; W/43 5/8” Belt 

O.C. 441697C91 

Belt - A.C.; W/48 5/8” Belt 

O.C. 182715R2 

Hose - Upper. 

Hose - Lower. 

Hose - By Pass - Eng. Side; W/2 3/4" I.D. 

Hose. 

Hose - By Pass - Eng. Side; W/2" I.D. 

Hose. 

Hose - By Pass - Rad. Side. 

Hose - Heater. 


®*9600HD 
©♦*9313HD 

©♦*9430HD 

TR22474 
©4-2 1/2” I.D. 
@4-3 1/2” I.D. 

4-2 3/4” I.D. 

4-2” I.D. 

1” I.D. 
5/8” I.D. 


Hose - By Pass - Inlet. ©1 3/4” I.D. 

Hose - By Pass - Outlet. 4-2 3/8” I.D. 

Hose - Oil Cooler. 4-2 3/4” I.D. 

4200; 4300 

1979-1978 

Hose - Upper - Eng. To Pipe. ©4-2 1/4” I.D. 

Hose - Upper - Pipe To Rad . ©4-2 1/4” I.D. 

Hose - Lower - Eng. To Pipe. 4-3” I.D. 

Hose - Lower - Pipe To Rad . 4-3 1/2” I.D. 

Hose - By Pass - Inlet. ©1 3/4” I.D. 

Hose - By Pass - Outlet. 4-2 3/8” I.D. 

Hose - Oil Cooler. 4-2 3/4” I.D. 


4370 


1982-1980 

Belt - Fan; (1982). 

... 315221C2 

@**9545HD 

Belt - Fan; W/53 5/8" Belt 
O.C. (1981-1980). 

... 264757C2 

©♦*9530HD 

Belt - Fan; W/56 1/8" Belt 
O.C. (1981-1980). 

... 968645R2 

©♦*9555HD 

Belt - Alt. 

... 284583C2 

©♦*9313HD 


DETROIT DIESEL 6-CYL 11.1 L DIE¬ 
SEL ENG. 

8100; 8200; 8300 

1990 


Belt - Fan; W/Auto. Tensioner 1689582C1 
Belt - Fan; W/Man. Tensioner 2005147C1 


Belt - Alt. 284583C2 

Belt - A.C. 1689610C1 

Tensioner Assy. - Fan. 1687801C91 

Tensioner Assy. - A.C. 1687819C91 


Hose - Upper - Eng. To Pipe 
Hose - Upper - Pipe To Rad. 
Hose - Lower - Eng. To Pipe 
Hose - Lower - Pipe To Rad. 

Hose - By Pass. 

Hose - Coolant Reservoir. 

Hose - Oil Cooler. 


K100572 
K100563 
2/9313PB 
K060520 
38519 
38511 

4-2 1/2” I.D. 
4-2 1/2” I.D. 
21891 

4-2 1/2” I.D. 
1 3/4” I.D. 
1” I.D. 

4-2 3/4” I.D. 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 4- Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

^ Cut To Fit. * Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. Gates No. 


INTERNATIONAL/NAVISTAR 

- Continued 

DETROIT DIESEL 6-CYL 12.7 L DIE¬ 
SEL ENG. 

8100; 8200; 8300 
1990 


Belt - Fan; W/Auto. Tensioner 1689582C1 

Belt - Fan; W/Man. Tensioner 2005147C1 

Belt - Alt. 284583C2 

Belt - A.C. 2005148C1 

Tensioner Assy. - Fan. 1687801C91 

Tensioner Assy. - A.C. 1687819C91 

Flose - Upper - Eng. To Pipe. 

Flose - Upper - Pipe To Rad. 

Flose - Lower - Eng. To Pipe. 

Flose - Lower - Pipe To Rad. 

Flose - By Pass. 

Flose - Coolant Reservoir. 

Flose - Oil Cooler. 

K100572 

K100563 
2/9313PB 
4K060500HD 
38519 

38511 

*2 1/2” I.D. 
*2 1/2” I.D. 
21891 

*2 1/2” I.D. 

1 3/4” I.D. 

1” I.D. 

*2 3/4” I.D. 

INTERNATIONAL/NAVISTAR BD220 

ENG.; INTERNATIONAL/NAVISTAR 

BD240 ENG.; INTERNATION- 


AL/NAVISTAR BD264 ENG. 


A150; A160 

1961-1957 

Belt - Fan & Alt.; W/35A. Alt. 
(1958-1957). 

81572R2 

TR28437 

Belt - Fan & Gen.; 

(1958-1957). 

78910R1 

TR28445 

Belt - P.S.; W/Air Brakes 
(1958-1957). 

149635R1 

49463HD 

Belt - P.S.; W/Hyd. Brakes 
(1958-1957). 

181858R1 

9300 

Belt - Air Brake Compr.; 
(1958-1957). 

167115R1 

49400HD 

Flose - Upper. 


--=20557 

or 

26508 

Flose - Lower; W/2WD. 


s^20367 


or 

26509 

Flose - Lower; W/4WD. 


26510 

Flose - By Pass. 


20338 

AC150; AC 160 

1961-1957 

Belt - Fan & Alt.; W/35A. Alt. 
(1958-1957). 

81572R2 

TR28437 

Belt - Fan & Gen.; 

(1958-1957). 

78910R1 

TR28445 

Belt - P.S.; W/Air Brakes 
(1958-1957). 

149635R1 

49463HD 

Belt - P.S.; W/Hyd. Brakes 
(1958-1957). 

181858R1 

9300 

Belt - Air Brake Compr.; 
(1958-1957). 

167115R1 

49400HD 

Hose - Upper. 


20557 

or 

26509 

Hose - Lower. 


20367 

Hose - By Pass. 


20338 

ACF150; ACF160 
1958-1957 

Belt - Fan & Alt.; W/35A. Alt.. 

81572R2 

TR28437 

Belt - Fan & Gen. 

78910R1 

TR28445 

Belt - P.S.; W/Air Brakes. 

149635R1 

49463HD 

Belt - P.S.; W/Hyd. Brakes. 

181858R1 

9300 

Belt - Air Brake Compr. 

167115R1 

49400HD 

AM150; AM160; AMC150 

; AMC160 


1965-1957 

Belt - Fan & Alt.; W/37A, 

52A. Alt. 

254945C11 

©7512 

Belt - Fan & Alt.; W/60A. Alt.. 

861779R11 

49440HD 


Application 

Mfr. Part No. 

Gates No. 

INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR BD220 

ENG.; INTERNATIONAL/NAVISTAR 

BD240 ENG.; INTERNATION- 

AL/NAVISTAR BD264 ENG. 

- Continued 

AM150; AM160; AMC150 

AMC160- 

Continued 

1965-1957 - Continued 

Belt - Fan & Gen.; W/20A., 
25A. Alt. 

20594VA 

TR24449 

Belt - Fan & Gen.; W/30A., 

40A. Alt. 

81572R1 

TR28437 

Belt - Fan & Gen.; W/35A. 

Alt.; Chassis No. 29228 & 
Before. 

81572R1 

TR28437 

Belt - Fan & Gen.; W/35A. 

Alt.; Chassis No. 29229 & 
After. 

150560R11 

©♦49451 HD 

Belt - Fan & Gen.; W/50A. 

Alt. 

78910R1 

TR28445 

Belt - Fan & Gen.; W/50A. 
L.C.I. Alt. 

150560R11 

©449451 HD 

Belt - P.S. 


7350 

Hose - Upper. 


20206 

Hose - Lower. 


or 26508 
^=20367 

Hose - By Pass. 


or 26509 
20338 

B150; B160 

1961-1957 

Belt - Fan & Gen.; W/20A. 

Alt. (1961-1959). 

20594VA 

TR24449 

Belt - Fan & Gen.; W/30A., 
50A. Alt. (1961-1959). 

78910R1 

TR28445 

Belt - Fan & Gen.; W/35A. 

Alt. (1961-1959). 

81572R2 

TR28437 

Belt - P.S.; W/Air Brakes 
(1961-1959). 

149635R1 

49463HD 

Belt - P.S.; W/Hyd. Brakes 
(1961-1959). 

181858R1 

9300 

Belt - Air Brake Compr.; W/4 
Cu. Ft. Air Brake Compr. 
(1961-1959). 

201825R1 

49440HD 

Belt - Air Brake Compr.; W/O 
P.S. (1961-1959). 

115505HA 

TR22363 

Belt - Air Brake Compr.; 
W/P.S. (1961-1959). 

182715R1 

TR22474 

Hose - Upper. 


x20557 

Hose - Lower; W/2WD. 


or 26508 
s^20367 

Hose - Lower; W/4WD. 


or 26509 
26510 

Hose - By Pass. 


20338 

BC150; BC160 

1961-1957 

Belt - Fan & Gen.; W/20A. 

Alt. (1961-1959). 

20594VA 

TR24449 

Belt - Fan & Gen.; W/30A., 
50A. Alt. (1961-1959). 

78910R1 

TR28445 

Belt - Fan & Gen.; W/35A. 

Alt. (1961-1959). 

81572R2 

TR28437 

Belt - P.S.; W/Air Brakes 
(1961-1959). 

149635R1 

49463HD 

Belt - P.S.; W/Hyd. Brakes 
(1961-1959). 

181858R1 

9300 

Belt - Air Brake Compr.; W/4 
Cu. Ft. Air Brake Compr. 
(1961-1959). 

201825R1 

49440HD 

Belt - Air Brake Compr.; W/O 
P.S. (1961-1959). 

115505HA 

TR22363 

Belt - Air Brake Compr.; 
W/P.S. (1961-1959). 

182715R1 

TR22474 

Hose - Upper. 


20557 

Hose - Lower. 


or 26509 
20367 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Flose Recommended. O 
V Use Notched Belt Only. ♦ 

Cut To Fit. 4 


Green Stripe ® 4-Ply Coolant Flose Recommended. 

Use Wire Inserted Green Stripe® Coolant Flose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR BD220 
ENG.; INTERNATIONAL/NAVISTAR 
BD240 ENG.; INTERNATION¬ 
AL/NAVISTAR BD264 ENG. - Continued 

BC150; BC160 - Continued 
1961-1957 - Continued 
Hose - By Pass. 

C01600 


INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR BD220 
ENG.; INTERNATIONAL/NAVISTAR 
BD240 ENG.; INTERNATION¬ 
AL/NAVISTAR BD264 ENG. - Continued 

R170; R180; R184 - Continued 


20338 


1970-1962 

Belt - Fan & Alt. 

.... 151532R1 

@7512 

Belt - P.S.; Chassis No. 

C021726 & Before. 

.... 345587C1 

49375HD 

Belt - P.S.; Chassis No. 

C021727 & After. 

.... 864931R2 

49319HD 

Belt - Air Brake Compr. 

.... 201825R1 

49440HD 

Hose - Upper - Eng. To Pipe; Chassis No. 

SB, H. 

26508 


Hose - Upper - Tank To Rad. 

Hose - By Pass. 

Ml 500 

1970-1965 

Belt - Fan & Alt. 151532R1 

Belt - P.S. 864931R1 

Belt - A.P. 322549C1 

Hose - Upper. 

Hose - Lower. 

Hose - By Pass. 

Ml600; Ml700 


20882(B) 

20338 


@7512 
49319HD 
49330HD 
26509 
26509 
20338 


1955 - Continued 

Belt - P.S.; W/Hyd. Brakes. 115505HA 

Belt - Air Brake Compr. 115505HA 

RC160 

1958-1955 

Belt - Fan & Alt.; W/20A, 

25A., 40A., 45A., 50A. Alt. 

(1958). 81572R1 

Belt - Fan & Alt.; W/20A, 

25A., 40A., 45A., 50A. Alt. 

. 81572R1 

(1958). 78910R1 

W/20A., 

50A. Alt. 

. 81572R1 


(1956-1955). 

Belt - Fan & Gen. 
Belt - Fan & Gen. 
25A., 40A., 45A. 

(1957). 

Belt - Fan & Gen. 

(1956-1955). 

Belt - P.S. 


. 78910R1 

. 132058R1 

Belt - Air Brake Compr.81177HA 

Hose - Upper. 


or 


Hose - Lower. 

Hose - By Pass.. 


1970-1965 

Belt - Fan & Alt. 151532R1 

Belt - P.S. 864931R1 

Belt - A.P. 322549C1 

Hose - Upper. 

Hose - Lower. 

Hose - By Pass. 

MCI600; MCI700 

1970-1965 

Belt - Fan & Alt. 151532R1 

Belt - P.S. 864931R1 

Belt - A.P. 322549C1 

Hose - Upper. 

Hose - Lower. 

Hose - By Pass. 

R150; R160 

1958-1955 

Belt - Fan & Alt.; W/20A, 

25A., 40A., 45A., 50A. Alt.... 81572R1 

Belt - Fan & Gen. 78910R1 

Belt - P.S. 132058R1 

Belt - Air Brake Compr.81177HA 

Hose - Upper. 


Hose - Lower. 

Hose - By Pass. 

R170; R180; R184 

1955 

Belt - Fan & Alt.; W/50A, 

55A. Alt. 81572R1 

Belt - Fan & Gen. 78910R1 

Belt - P.S.; W/Air Brakes. 139021R1 


@7512 
49319HD 
49330HD 
26509 
26509 
20338 


@7512 
49319HD 
49330HD 
26509 
26511 
20338 


TR28437 
TR28445 
7350 
TR22416 
20206 
or 26508 
26509 
20338 


TR28437 

TR28445 

TR22495 


RM150 

1958-1955 

Belt - Fan & Alt.; W/20A, 

25A., 40A., 45A., 50A. Alt. 

(1958). 81572R1 

Belt - Fan & Alt.; W/20A, 

25A., 40A., 45A., 50A. Alt. 

(1956). 81572R1 

Belt - Fan & Gen.; (1958). 78910R1 

Belt - Fan & Gen.; W/20A., 

25A., 40A., 45A., 50A. Alt. 

(1957). 81572R1 

Belt - Fan & Gen.; (1956). 78910R1 

Belt - Fan & Gen.; W/20A., 

25A., 40A., 45A., 50A. Alt. 

(1955). 81572R1 

Belt - P.S. 132058R1 

Belt - Air Brake Compr.81177HA 

Hose - Upper. 


Hose - Lower. 

Hose - By Pass. 

S150; S160; SM150; SM160 

1958-1955 

Belt - Fan & Alt.; W/20A, 

25A., 40A., 45A., 50A. Alt.... 81572R1 

Belt - Fan & Gen. 78910R1 

Belt - P.S. 132058R1 

Belt - Air Brake Compr.81177HA 

Hose - Upper. 


Hose - Lower. 

Hose - By Pass.. 


TR22363 

TR22363 


TR28437 


TR28437 

TR28445 


TR28437 

TR28445 

7350 

TR22416 

20206 

26508 

26509 
20338 


1970-1965 



RF170 



Belt - Fan & Alt. 

. 151532R1 

@7512 

1955 



Belt - P.S. 

. 864931R1 

49319HD 

Belt - Fan & Alt.; W/50A, 



Belt - A.P. 

. 322549C1 

49330HD 

55A. Alt. 

.. 81572R1 

TR28437 

Hose - Upper. 


26509 

Belt - Fan & Gen. 

.. 78910R1 

TR28445 

Hose - Lower. 


26511 

Belt - P.S.; W/Air Brakes. 

.. 139021R1 

TR22495 

Hose - By Pass. 


20338 

Belt - P.S.; W/Hyd. Brakes... 

.. 115505HA 

TR22363 

MAI 500 



Belt - Air Brake Compr. 

.. 115505HA 

TR22363 


TR28437 


TR28437 

TR28445 


TR28437 

TR28445 


TR28437 

7350 

TR22416 

20206 

26508 

26509 
20338 


TR28437 

TR28445 

7350 

TR22416 

20206 

26508 

26509 
20338 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durlon® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. Gates No. 


INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR BD220 
ENG.; INTERNATIONAL/NAVISTAR 
BD240 ENG.; INTERNATION¬ 
AL/NAVISTAR BD264 ENG. - Continued 

1500A; 1500B; 1500C 

1968-1965 

Belt - Fan & Alt.; W/37A, 

52A. Alt. (1967-1965). 151532R1 ©7512 

Belt - Fan & Alt.; W/60A. Alt. 

(1967-1965). 861779R11 ©49440HD 

Belt - P.S.; (1967-1965). 133732R11 49360HD 

Hose - Upper; (1968-1966). 26504 

Hose - Lower; (1968-1966). 20457 

Hose - By Pass; (1968-1966). 20338 

1600; 1700 

1970-1962 

Belt - Fan & Alt.; W/37A, 

52A., 61 A., 62A. Alt. 151532R1 ©7512 

Belt - Fan & Alt.; W/60A. Alt.. 861779R11 ©49440HD 

Belt - P.S.; W/Air Brakes. 149636R1 49480HD 

Belt - P.S.; W/Hyd. Brakes. 864931R2 49319HD 

Belt - Air Brake Compr. 201825R1 49440HD 

Hose - Upper; (1967-1962). 26510 

Hose - Lower; (1967-1962). 20457 

Hose - By Pass; (1967-1962). 20338 

INTERNATIONAL/NAVISTAR BD269 
ENG.; INTERNATIONAL/NAVISTAR 
BD282 ENG.; INTERNATION¬ 
AL/NAVISTAR BD308 ENG. 

A170; AC170; ACF170; B170; B180; BC170 

1961-1957 

Belt - Fan & Gen.; W/35A., 


50A. Alt. 

83937HB 

TR32491 

Belt - P.S.; W/Air Brakes. 

182715R1 

TR22474 

Belt - P.S.; W/Hyd. Brakes. 

192077R1 

TR22380 

Belt - Air Brake Compr.; W/O 
P.S. 

115505HA 

TR22363 

Hose - Upper. 


26509 

Hose - Lower; W/X.C. 


26509 

Hose - By Pass. 


2” I.D. 

BC180 

1961-1957 

Belt - Fan & Gen.; W/35A., 
50A. Alt. 

83937HB 

TR32491 

Belt - P.S.; W/Air Brakes. 

182715R1 

TR22474 

Belt - P.S.; W/Hyd. Brakes. 

192077R1 

TR22380 

Belt - Air Brake Compr.; W/O 
P.S. 

115505HA 

TR22363 

BC1810 

1961-1957 

Hose - Upper. 


26509 

Hose - Lower; W/X.C. 


26509 

Hose - By Pass. 


2” I.D. 

BC1890; BCF170; BCF180; BCF1890 


1961-1957 

Belt - Fan & Gen.; W/35A., 
50A. Alt. 

83937HB 

TR32491 

Belt - P.S.; W/Air Brakes. 

182715R1 

TR22474 

Belt - P.S.; W/Hyd. Brakes. 

192077R1 

TR22380 

Belt - Air Brake Compr.; W/O 
P.S. 

115505HA 

TR22363 

Hose - Upper. 


26509 

Hose - Lower; W/X.C. 


26509 

Hose - By Pass. 


2” I.D. 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR BD269 
ENG.; INTERNATIONAL/NAVISTAR 
BD282 ENG.; INTERNATION¬ 
AL/NAVISTAR BD308 ENG. - Continued 

CO180-184 

1957-1956 

Belt - Fan & Gen.; W/40A., 

50A. Alt. 53934HA TR32491 

Belt - Air Brake Compr. 83816HA TR34467 

R170; R180-184; RC180; RF170; SI70; SI80-184 

1956-1955 

Belt - Fan & Alt.; W/50A, 


55A. Alt. 

.. 81572R1 

TR28437 

Belt - Fan & Gen. 

.. 78910R1 

TR28445 

Belt - P.S.; W/Air Brakes. 

.. 139021R1 

TR22495 

Belt - P.S.; W/Hyd. Brakes... 

.. 115505HA 

TR22363 

Belt - Air Brake Compr. 

.. 115505HA 

TR22363 

1600 

1970-1962 

Belt - Fan & Alt. 

.. 862880R11 

©449490HD 

Belt - P.S. 

.. 242269R1 

49405HD 

Belt - Air Brake Compr. 

.. 280210C1 

49540HD 

Hose - Upper. 


2” I.D. 

Hose - Lower. 


<20611 

Hose - By Pass. 


or 26509 

2” I.D. 

1700; 1800 

1970-1962 

Belt - Fan & Alt. 

.. 862880R11 

©449490HD 

Belt - P.S. 

.. 242269R1 

49405HD 

Belt - Air Brake Compr. 

.. 280210C1 

49540HD 

Hose - Upper. 


2” I.D. 

Hose - Lower; Exc. Model No. 1703, 1803. 

s-=20611 

Hose - Lower - Eng. To Pipe; Model No. 
1703, 1803. 

or 26509 

-<=20206 

Hose - Lower - Pipe To Rad.; Model No. 
1703, 1803. 

2” I.D. 

Hose - By Pass. 


2” I.D. 


INTERNATIONAL/NAVISTAR BG220 
ENG.; INTERNATIONAL/NAVISTAR 
BG241 ENG.; INTERNATION¬ 
AL/NAVISTAR BG265 ENG. 

A150; A160 

1961-1957 

Belt - Fan & Alt.; W/35A. Alt. 


(1958-1957). 

81572R2 

TR28437 

Belt - Fan & Gen.; 
(1958-1957). 

78910R1 

TR28445 

Belt - P.S.; W/Air Brakes 
(1958-1957). 

149635R1 

49463HD 

Belt - P.S.; W/Hyd. Brakes 
(1958-1957). 

181858R1 

9300 

Belt - Air Brake Compr.; 
(1958-1957). 

167115R1 

49400HD 

Hose - Upper. 


<20557 

Hose - Lower; W/2WD. 


or 26508 
^=20367 

Hose - Lower; W/4WD. 


or 26509 
26510 

Hose - By Pass. 


20338 

AC150; AC160 

1961-1957 

Belt - Fan & Alt.; W/35A. Alt. 
(1958-1957). 

81572R2 

TR28437 

Belt - Fan & Gen.; 
(1958-1957). 

78910R1 

TR28445 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
V Use Notched Belt Only. 
s< Cut To Fit. 


Q 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


- Continued 


- Continued 


INTERNATIONAL/NAVISTAR BG220 
ENG.; INTERNATIONAL/NAVISTAR 
BG241 ENG.; INTERNATION¬ 
AL/NAVISTAR BG265 ENG. - Continued 


INTERNATIONAL/NAVISTAR BG220 
ENG.; INTERNATIONAL/NAVISTAR 
BG241 ENG.; INTERNATION¬ 
AL/NAVISTAR BG265 ENG. - Continued 


AC150; AC160 - Continued 
1961-1957 - Continued 


B150; B160 - Continued 
1961-1957 - Continued 


Belt - P.S.; W/Air Brakes 


(1958-1957). 

149635R1 

49463HD 

Belt - P.S.; W/Hyd. Brakes 
(1958-1957). 

181858R1 

9300 

Belt - Air Brake Compr.; 
(1958-1957). 

167115R1 

49400HD 

Hose - Upper. 


20557 

Hose - Lower. 


or 26509 
20367 

Hose - By Pass. 


20338 

ACF150; ACF160 
1958-1957 

Belt - Fan & Alt.; W/35A. Alt.. 

81572R2 

TR28437 

Belt - Fan & Gen. 

78910R1 

TR28445 

Belt - P.S.; W/Air Brakes. 

149635R1 

49463HD 

Belt - P.S.; W/Hyd. Brakes. 

181858R1 

9300 

Belt - Air Brake Compr. 

167115R1 

49400HD 

AM150; AM160; AMC150 

AMC160 


1965-1957 

Belt - Fan & Alt.; W/37A, 

52A. Alt. 

254945C11 

©7512 

Belt - Fan & Alt.; W/60A. Alt.. 

861779R11 

49440HD 

Belt - Fan & Gen.; W/20A., 
25A. Alt. 

20594VA 

TR24449 

Belt - Fan & Gen.; W/30A., 

40A. Alt. 

81572R1 

TR28437 

Belt - Fan & Gen.; W/35A. 

Alt.; Chassis No. 29228 & 
Before. 

81572R1 

TR28437 

Belt - Fan & Gen.; W/35A. 

Alt.; Chassis No. 29229 & 
After. 

150560R11 

©449451 HD 

Belt - Fan & Gen.; W/50A. 

Alt... 

78910R1 

TR28445 

Belt - Fan & Gen.; W/50A. 
L.C.I. Alt. 

150560R11 

©449451 HD 

Belt - P.S. 


7350 

Hose - Upper. 


20206 

Hose - Lower. 


or 26508 
s-=20367 

Hose - By Pass. 


or 26509 
20338 

B150; B160 

1961-1957 

Belt - Fan & Gen.; W/20A. 

Alt. (1961-1959). 

20594VA 

TR24449 

Belt - Fan & Gen.; W/30A., 
50A. Alt. (1961-1959). 

78910R1 

TR28445 

Belt - Fan & Gen.; W/35A. 

Alt. (1961-1959). 

81572R2 

TR28437 

Belt - P.S.; W/Air Brakes 
(1961-1959). 

149635R1 

49463HD 

Belt - P.S.; W/Hyd. Brakes 
(1961-1959). 

181858R1 

9300 

Belt - Air Brake Compr.; W/4 
Cu. Ft. Air Brake Compr. 
(1961-1959). 

201825R1 

49440HD 

Belt - Air Brake Compr.; W/O 
P.S. (1961-1959). 

115505HA 

TR22363 

Belt - Air Brake Compr.; 
W/P.S. (1961-1959). 

182715R1 

TR22474 

Hose - Upper. 


-=20557 

Hose - Lower; W/2WD. 


or 26508 
^=20367 

Hose - Lower; W/4WD. 


or 26509 
26510 


Hose - By Pass. 

BC150; BC160 
1961-1957 

Belt - Fan & Gen.; W/20A. 

Alt. (1961-1959). 

Belt - Fan & Gen.; W/30A., 

50A. Alt. (1961-1959). 

Belt - Fan & Gen.; W/35A. 

Alt. (1961-1959). 

Belt - P.S.; W/Air Brakes 

(1961-1959). 

Belt - P.S.; W/Hyd. Brakes 

(1961-1959). 

Belt - Air Brake Compr.; W/4 
Cu. Ft. Air Brake Compr. 

(1961-1959). 

Belt - Air Brake Compr.; W/O 

P.S. (1961-1959). 

Belt - Air Brake Compr.; 

W/P.S. (1961-1959). 

Hose - Upper. 

Hose - Lower. 

Hose - By Pass. 

CO1600 


20338 


20594VA 

TR24449 

78910R1 

TR28445 

81572R2 

TR28437 

149635R1 

49463HD 

181858R1 

9300 

201825R1 

49440HD 

115505HA 

TR22363 

182715R1 

TR22474 


20557 
or 26509 
20367 
20338 


1970-1962 

Belt-Fan & Alt. 151532R1 ©7512 

Belt - P.S.; Chassis No. 

C021726 & Before. 345587C1 49375HD 

Belt - P.S.; Chassis No. 

C021727 & After. 864931R2 49319HD 

Belt - Air Brake Compr. 201825R1 49440HD 

Hose - Upper - Eng. To Pipe; Chassis No. 

SB, H. 26508 

Hose - Upper - Tank To Rad. 20882(B) 

Hose - By Pass. 20338 

Ml 500 


1970-1965 

Belt - Fan & Alt. 151532R1 

Belt - P.S. 864931R1 

Belt - A.P. 322549C1 

Hose - Upper. 

Hose - Lower. 

Hose - By Pass. 


Ml600; Ml700 


1970-1965 

Belt - Fan & Alt. 151532R1 

Belt - P.S. 864931R1 

Belt - A.P. 322549C1 


Hose - Upper.... 
Hose - Lower.... 
Hose - By Pass 

MAI 500 
1970-1965 


Belt - Fan & Alt. 151532R1 

Belt - P.S. 864931R1 

Belt - A.P. 322549C1 

Hose - Upper. 

Hose - Lower. 

Hose - By Pass. 


MCI600; MCI700 
1970-1965 

Belt - Fan & Alt. 151532R1 


©7512 
49319HD 
49330HD 
26509 
26509 
20338 


©7512 
49319HD 
49330HD 
26509 
26511 
20338 


©7512 
49319HD 
49330HD 
26509 
26509 
20338 


©7512 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. Gates No. Application 


Mfr. Part No. Gates No. 


INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR BG220 
ENG.; INTERNATIONAL/NAVISTAR 
BG241 ENG.; INTERNATION¬ 
AL/NAVISTAR BG265 ENG. - Continued 


MCI600; MCI700 - Continued 


1970-1965 - Continued 

Belt - P.S. 

864931R1 

49319HD 

Belt - A.P. 

322549C1 

49330HD 

Hose - Upper. 


26509 

Hose - Lower. 


26511 

Hose - By Pass. 


20338 

R150; R160 

1958-1955 

Belt - Fan & Alt.; W/20A, 
25A., 40A., 45A., 50A. Alt.. 

. 81572R1 

TR28437 

Belt - Fan & Gen. 

. 78910R1 

TR28445 

Belt - P.S. 

132058R1 

7350 

Belt - Air Brake Compr. 

81177HA 

TR22416 

Hose - Upper. 


20206 

Hose - Lower. 


or 26508 
26509 

Hose - By Pass. 


20338 

R170; R180; R184 

1955 

Belt - Fan & Alt.; W/50A, 
55A. Alt. 

. 81572R1 

TR28437 

Belt - Fan & Gen. 

. 78910R1 

TR28445 

Belt - P.S.; W/Air Brakes. 

139021R1 

TR22495 

Belt - P.S.; W/Hyd. Brakes... 

115505HA 

TR22363 

Belt - Air Brake Compr. 

115505HA 

TR22363 

RC160 

1958-1955 

Belt - Fan & Alt.; W/20A, 
25A., 40A., 45A., 50A. Alt. 
(1958). 

81572R1 

TR28437 

Belt - Fan & Alt.; W/20A, 
25A., 40A., 45A., 50A. Alt. 
(1956-1955). 

81572R1 

TR28437 

Belt - Fan & Gen.; (1958). 

. 78910R1 

TR28445 

Belt - Fan & Gen.; W/20A., 
25A., 40A., 45A., 50A. Alt. 
(1957). 

81572R1 

TR28437 

Belt - Fan & Gen.; 
(1956-1955). 

78910R1 

TR28445 

Belt - P.S. 

132058R1 

7350 

Belt - Air Brake Compr. 

. 81177HA 

TR22416 

Hose - Upper. 


20206 

Hose - Lower. 


or 26508 
26509 

Hose - By Pass. 


20338 

RF170 

1955 

Belt - Fan & Alt.; W/50A, 
55A. Alt. 

81572R1 

TR28437 

Belt - Fan & Gen. 

. 78910R1 

TR28445 

Belt - P.S.; W/Air Brakes. 

139021R1 

TR22495 

Belt - P.S.; W/Hyd. Brakes... 

115505HA 

TR22363 

Belt - Air Brake Compr. 

115505HA 

TR22363 

RM150 

1958-1955 

Belt - Fan & Alt.; W/20A, 
25A., 40A., 45A., 50A. Alt. 
(1958). 

81572R1 

TR28437 

Belt - Fan & Alt.; W/20A, 
25A., 40A., 45A., 50A. Alt. 
(1956). 

81572R1 

TR28437 

Belt - Fan & Gen.; (1958). 

. 78910R1 

TR28445 

Belt - Fan & Gen.; W/20A., 
25A., 40A., 45A., 50A. Alt. 
(1957). 

81572R1 

TR28437 


INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR BG220 
ENG.; INTERNATIONAL/NAVISTAR 
BG241 ENG.; INTERNATION¬ 
AL/NAVISTAR BG265 ENG. - Continued 

RM150 - Continued 
1958-1955 - Continued 

Belt - Fan & Gen.; (1956). 78910R1 TR28445 

Belt - Fan & Gen.; W/20A., 

25A., 40A., 45A., 50A. Alt. 

(1955). 81572R1 TR28437 

Belt - P.S. 132058R1 7350 

Belt - Air Brake Compr.81177HA TR22416 

Hose - Upper. 20206 

or 26508 

Hose - Lower. 26509 

Hose - By Pass. 20338 

SI50; S160; SM150; SM160 
1958-1955 

Belt - Fan & Alt.; W/20A, 

25A., 40A., 45A., 50A. Alt.... 81572R1 TR28437 

Belt - Fan & Gen. 78910R1 TR28445 

Belt-P.S. 132058R1 7350 

Belt - Air Brake Compr.81177HA TR22416 

Hose - Upper. 20206 

or 26508 

Hose - Lower. 26509 

Hose - By Pass. 20338 

1500A; 1500B; 1500C 
1968-1965 

Belt - Fan & Alt.; W/37A, 

52A. Alt. (1967-1965). 151532R1 ©7512 

Belt - Fan & Alt.; W/60A. Alt. 

(1967-1965). 861779R11 ©49440HD 

Belt - P.S.; (1967-1965). 133732R11 49360HD 

Hose - Upper; (1968-1966). 26504 

Hose - Lower; (1968-1966). 20457 

Hose - By Pass; (1968-1966). 20338 

1600; 1700 
1970-1962 

Belt - Fan & Alt.; W/37A, 

52A., 61 A., 62A. Alt. 151532R1 ©7512 

Belt - Fan & Alt.; W/60A. Alt.. 861779R11 ©49440HD 

Belt - P.S.; W/Air Brakes. 149636R1 49480HD 

Belt - P.S.; W/Hyd. Brakes. 864931R2 49319HD 

Belt - Air Brake Compr. 201825R1 49440HD 

Hose - Upper; (1967-1962). 26510 

Hose - Lower; (1967-1962). 20457 

Hose - By Pass; (1967-1962). 20338 

INTERNATIONAL/NAVISTAR D150 DIE¬ 
SEL ENG.; INTERNATIONAL/NAVISTAR 
D170 DIESEL ENG.; INTERNATION¬ 
AL/NAVISTAR D190 DIESEL ENG.; IN¬ 
TERNATIONAL/NAVISTAR D200 DIE¬ 
SEL ENG. 

CO1850B; CO1950B 
1979-1973 

Belt - W.P. 354029C91 

Belt - Alt.; W/Hyd. Brakes; 

Jun. 5, 1978 & Older. 

Belt - Ait.; W/Hyd. Brakes; 

Jun. 6, 1978 & Newer. 

Belt - Ait. & Air Brake Compr. 359003C91 

Belt - P.S.261710C2 

Hose - Upper - Pipe To Rad.; (1979). 

Hose - Lower - Pipe To Rad.; (1979). 


©449476HD 

<1.7630 

@7640 
@7695 
49570HD 
20882 
*2” I.D. 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR D150 DIE¬ 
SEL ENG.; INTERNATIONAL/NAVISTAR 
D170 DIESEL ENG.; INTERNATION¬ 
AL/NAVISTAR D190 DIESEL ENG.; IN¬ 
TERNATIONAL/NAVISTAR D200 DIE¬ 
SEL ENG. - Continued 

COF1950B 


1979-1972 

Belt - W.P.; (1976-1972). 

Belt - Alt.; W/Hyd. Brakes; 
Jun. 5, 1978 & Older 

(1976-1972). 

Belt - Alt.; W/Hyd. Brakes; 
Jun. 6, 1978 & Newer 

(1976-1972). 

Belt - Alt. & Air Brake Com- 

pr.; (1976-1972). 

Belt - P.S.; (1976-1972). 

Hose - Upper - Pipe To Rad.; 
Hose - Lower - Pipe To Rad.; 

FI 850 

1979-1971 

Belt - Fan. 

Belt - Alt.; W/Air Brakes; 
W/37A., 61A. Alt.; W/56 1/8" 

Belt O.C. (1979-1977). 

Belt - Alt.; W/Air Brakes; 
W/65A., 80A. Alt.; W/57 1/8" 

Belt O.C. (1979-1977). 

Belt - Alt.; W/Hyd. Brakes; 
W/37A., 61 A. Alt.; W/53 1/8" 

Belt O.C. (1979-1977). 

Belt - Alt.; W/Hyd. Brakes; 
W/65A., 80A. Alt.; W/54 5/8" 

Belt O.C. (1979-1977). 

Belt - Alt.; W/Air Brakes; 
W/37A., 61 A. Alt. 

(1976-1971). 

Belt - Alt.; W/Air Brakes; 
W/65A., 80A. Alt. 

(1976-1971). 

Belt - Alt.; W/Hyd. Brakes; 
W/37A., 61 A. Alt. 

(1976-1971). 

Belt - Alt.; W/Hyd. Brakes; 
W/65A., 80A. Alt. 
(1976-1971). 


354029C91 


359003C91 

261710C2 

(1979). 

(1979). 


354029C91 

354026C91 

354027C91 

354028C91 

354025C91 

354026C91 

354027C91 

354028C91 

354025C91 


FI 954 


©449476HD 

@7630 

@7640 

@7695 
49570HD 
20882 
*2” I.D. 

©449476HD 

@7555 

@7565 

@7525 

@7541 

@7555 

@7565 

@7525 

@7541 


Belt - P.S.; W/Air Brakes. 

.. 133732R2 

49360HD 

Belt - P.S.; W/Hyd. Brakes... 

.. 242270R2 

49380HD 

Belt - Air Brake Compr. To 
P.S.; (1976). 

.. 288202C2 

49412HD 

Belt - V.P. 

.. 315222C1 

49325HD 

Hose - Upper. 


^20970 

Hose - Lower. 


20530 


1979 

Belt - Fan. 355707C91 

©449520HD 

Belt - Alt.; W/42A., 61A. Alt.... 

©7535 

Belt - Alt.; W/65A., 80A. Alt.... 

©7555 

Belt - Alt. & Hyd. Brake 

Boost Pump; W/42A., 61A. 

Alt.; W/O P.S. 

©7545 

Belt - Alt. & Hyd. Brake 

Boost Pump; W/42A., 61A. 

Alt.; W/P.S. 

©7560 

Belt - Alt. & Hyd. Brake 

Boost Pump; W/65A., 80A. 

Alt.; W/O P.S. 

©7570 

Belt - Alt. & Hyd. Brake 

Boost Pump; W/65A., 80A. 

Alt.; W/P.S. 

©7575 


INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR D150 DIE¬ 
SEL ENG.; INTERNATIONAL/NAVISTAR 
D170 DIESEL ENG.; INTERNATION¬ 
AL/NAVISTAR D190 DIESEL ENG.; IN¬ 
TERNATIONAL/NAVISTAR D200 DIE¬ 
SEL ENG. - Continued 

FI 954 - Continued 
1979 - Continued 
Belt - Alt. & Air Brake Com- 


488539C91 


pr.; W/42A., 61A. Alt. 

Belt - Alt. & Air Brake Com- 

pr.; W/65A., 80A. Alt. 

Belt - P.S.; W/4WD. 

Belt - P.S.; W/Hyd. Brake 

Boost Pump; W/2WD. 491384C91 

Belt - P.S.; W/0 Hyd. Brake 

Boost Pump; W/2WD. 429274C91 

Hose - Upper; W/Single Hose. 

Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad. 

Hose - Lower. 

1650; 1750 

1979-1971 

Belt - Fan. 

Belt - Alt.; W/Air Brakes; 

W/37A., 61 A. Alt.; W/56 1/8" 

Belt O.C. (1979-1977). 354026C91 

Belt - Alt.; W/Air Brakes; 

W/65A., 80A. Alt.; W/57 1/8" 

Belt O.C. (1979-1977). 354027C91 

Belt - Alt.; W/Hyd. Brakes; 

W/37A., 61A. Alt.; W/53 1/8" 

Belt O.C. (1979-1977). 354028C91 

Belt - Alt.; W/Hyd. Brakes; 

W/65A., 80A. Alt.; W/54 5/8" 

Belt O.C. (1979-1977). 354025C91 

Belt - Alt.; W/Air Brakes; 

W/37A., 61A. Alt. 

(1976-1971). 354026C91 

Belt - Alt.; W/Air Brakes; 

W/65A., 80A. Alt. 

(1976-1971). 354027C91 

Belt - Alt.; W/Hyd. Brakes; 

W/37A., 61 A. Alt. 

(1976-1971). 354028C91 

Belt - Alt.; W/Hyd. Brakes; 

W/65A., 80A. Alt. 

(1976-1971). 354025C91 


1754 


@7560 

@7580 

@7350 

@7355 

@7390 
^21123 
*2 1/2” I.D. 
*2 1/2” I.D. 
21290 


354029C91 ©449476HD 


@7555 


@7565 


@7525 


@7541 


@7555 


@7565 


@7525 


@7541 


Belt - P.S.; W/Air Brakes. 

.. 133732R2 

49360HD 

Belt - P.S.; W/Hyd. Brakes... 

.. 242270R2 

49380HD 

Belt - Air Brake Compr. To 
P.S.; (1976). 

.. 288202C2 

49412HD 

Belt - V.P. 

.. 315222C1 

49325HD 

Hose - Upper. 


^20970 

Hose - Lower. 


20530 


1979 

Belt - Fan. 355707C91 

©449520HD 

Belt - Alt.; W/42A., 61A. Alt.... 

©7535 

Belt - Alt.; W/65A., 80A. Alt.... 

©7555 

Belt - Alt. & Hyd. Brake 

Boost Pump; W/42A., 61A. 

Alt.; W/O P.S. 

©7545 

Belt - Alt. & Hyd. Brake 

Boost Pump; W/42A., 61A. 

Alt.; W/P.S. 

©7560 

Belt - Alt. & Hyd. Brake 

Boost Pump; W/65A., 80A. 

Alt.; W/O P.S. 

©7570 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR D150 DIE¬ 
SEL ENG.; INTERNATIONAL/NAVISTAR 
D170 DIESEL ENG.; INTERNATION¬ 
AL/NAVISTAR D190 DIESEL ENG.; IN¬ 
TERNATIONAL/NAVISTAR D200 DIE¬ 
SEL ENG. - Continued 

1754 - Continued 
1979 - Continued 
Belt - Alt. & Hyd. Brake 
Boost Pump; W/65A., 80A. 

Alt.; W/P.S. ©7575 

Belt - Alt. & Air Brake Com- 

pr.; W/42A., 61A. Alt. ©7560 

Belt - Alt. & Air Brake Com- 

pr.; W/65A., 80A. Alt. ©7580 

Belt - P.S.; W/4WD. 488539C91 @7350 

Belt - P.S.; W/Hyd. Brake 

Boost Pump; W/2WD. 491384C91 @7355 

Belt - P.S.; W/O Hyd. Brake 

Boost Pump; W/2WD. 429274C91 @7390 

Hose - Upper; W/Single Hose. s<21123 

Hose - Upper - Eng. To Pipe. 2 1/2” I.D. 

Hose - Upper - Pipe To Rad. *2 1/2” I.D. 

Hose - Lower. 21290 

1850 

1979-1971 

Belt - Fan. 354029C91 ©449476HD 

Belt - Alt.; W/Air Brakes; 

W/37A., 61 A. Alt.; W/56 1/8" 

Belt O.C. (1979-1977). 354026C91 ©7555 

Belt - Alt.; W/Air Brakes; 

W/65A., 80A. Alt.; W/57 1/8“ 

Belt O.C. (1979-1977). 354027C91 ©7565 

Belt - Alt.; W/Hyd. Brakes; 

W/37A., 61 A. Alt.; W/53 1/8" 

Belt O.C. (1979-1977). 354028C91 ©7525 

Belt - Alt.; W/Hyd. Brakes; 

W/65A., 80A. Alt.; W/54 5/8" 

Belt O.C. (1979-1977). 354025C91 ©7541 

Belt - Alt.; W/Air Brakes; 

W/37A., 61A. Alt. 

(1976-1971). 354026C91 ©7555 

Belt - Alt.; W/Air Brakes; 

W/65A., 80A. Alt. 

(1976-1971). 354027C91 ©7565 

Belt - Alt.; W/Hyd. Brakes; 

W/37A., 61 A. Alt. 

(1976-1971). 354028C91 ©7525 

Belt - Alt.; W/Hyd. Brakes; 

W/65A., 80A. Alt. 

(1976-1971). 354025C91 ©7541 


Belt - P.S.; W/Air Brakes. 

. 133732R2 

49360HD 

Belt - P.S.; W/Hyd. Brakes.... 

. 242270R2 

49380HD 

Belt - Air Brake Compr. To 
P.S.; (1976). 

. 288202C2 

49412HD 

Belt - V.P. 

. 315222C1 

49325HD 

Hose - Upper. 


^20970 

Hose - Lower. 


20530 

1854; 1954; 1955; 2155 
1979 

Belt - Fan. 

. 355707C91 

©449520HD 

Belt - Alt.; W/42A., 61A. Alt... 


©7535 

Belt - Alt.; W/65A., 80A. Alt... 


©7555 


Belt - Alt. & Hyd. Brake 
Boost Pump; W/42A., 61A. 

Alt.; W/O P.S. @7545 

Belt - Alt. & Hyd. Brake 
Boost Pump; W/42A., 61A. 

Alt.; W/P.S. @7560 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR D150 DIE¬ 
SEL ENG.; INTERNATIONAL/NAVISTAR 
D170 DIESEL ENG.; INTERNATION¬ 
AL/NAVISTAR D190 DIESEL ENG.; IN¬ 
TERNATIONAL/NAVISTAR D200 DIE¬ 
SEL ENG. - Continued 

1854; 1954; 1955; 2155 - Continued 
1979 - Continued 
Belt - Alt. & Hyd. Brake 
Boost Pump; W/65A., 80A. 

Alt.; W/O P.S. ©7570 

Belt - Alt. & Hyd. Brake 
Boost Pump; W/65A., 80A. 

Alt.; W/P.S. ©7575 

Belt - Alt. & Air Brake Com- 

pr.; W/42A., 61A. Alt. ©7560 

Belt - Alt. & Air Brake Com- 

pr.; W/65A., 80A. Alt. ©7580 

Belt - P.S.; W/4WD. 488539C91 @7350 

Belt - P.S.; W/Hyd. Brake 

Boost Pump; W/2WD. 491384C91 @7355 

Belt - P.S.; W/O Hyd. Brake 

Boost Pump; W/2WD. 429274C91 ©7390 

Hose - Upper; W/Single Hose. s-<21123 

Hose - Upper - Eng. To Pipe. ->2 1/2” I.D. 

Hose - Upper - Pipe To Rad. &2 1/2” I.D. 

Hose - Lower. 21290 

INTERNATIONAL/NAVISTAR DT360 
DIESEL ENG. 

1754 
1989-1986 

Belt - Fan & Alt. 1810680C1 

Belt - A.C. 133758R2 

Belt - Fan & Air Brake Com- 

pr.; W/Belt Drive P.S. 673950C1 

Belt - Fan & Air Brake Com- 

pr.; W/Gear Drive P.S. 1803172C1 

Belt - V.P. 

Hose - Upper; (1989). 

Hose - Upper; (1988-1986). 

Hose - Lower; (1989). 

Hose - Lower; (1988-1986). 

Hose - By Pass. 

Hose - Heater Inlet. 

Hose - Heater Outlet. 

Hose - Reservoir To Rad. 

1854 
1988-1987 

Belt - Fan & Alt. 1810680C1 

Belt - A.C. 133758R2 

Belt - Fan & Air Brake Com- 

pr.; W/Belt Drive P.S. 673950C1 

Belt - Fan & Air Brake Com- 

pr.; W/Gear Drive P.S. 1803172C1 

Belt - V.P. 

Hose - Upper. 

Hose - Lower. 

Hose - By Pass. 

Hose - Heater Inlet. 

Hose - Heater Outlet. 

Hose - Reservoir To Rad. 

4700; 4800 
1990 

Belt - Fan & Alt.; W/69 1/2” 

Belt O.C.; Preferred Belt. 1810680C1 

Belt - Fan & Alt.; W/69 1/2” 

Belt O.C.; Optional Belt. 


©449690HD 

49440HD 

49495HD 

TR22770 

49490HD 

21765 
^21765 

21766 
s<21766 
s<20774 

3/4” I.D. 
5/8” I.D. 
1” I.D. 


©449690HD 

49440HD 

49495HD 

TR22770 
49490HD 
^21765 
^21766 
^20774 
3/4” I.D. 
5/8” I.D. 
1” I.D. 


2/9690PB 

©49690HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


■i- Green Stripe ® 4-Ply Coolant Hose Recommended. 

O Use Wire Inserted Green Stripe® Coolant Hose. 

♦ PowerBand® Belt May Work, Use Template To Check. 
4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


- Continued 


- Continued 


INTERNATIONAL/NAVISTAR DT360 
DIESEL ENG. - Continued 


INTERNATIONAL/NAVISTAR DT466 
DIESEL ENG. - Continued 


4700; 4800 - Continued 
1990 - Continued 


Belt - Fan & Alt.; W/70 1/2" 

Belt O.C.; Preferred Belt. 1812743C1 2/9700PB 

Belt - Fan & Alt.; W/70 1/2" 


Belt O.C.; Optional Belt. ©49700HD 

Belt - P.S. 673950C1 49495HD 

Belt - A.C.; W/41" Belt O.C.... L17411 49412HD 

Belt - A.C.; W/43 1/2" Belt 

O.C. 49435HD 

Belt - Fan & Air Brake Com- 

pr.; W/77 5/8" Belt O.C. TR22770 

Belt - Fan & Air Brake Com- 

pr.; W/79 5/8" Belt O.C. TR22792 

Hose - Upper. 21765 

Hose - Lower. 21842 

Hose - By Pass. 21258 

Hose - Heater Inlet. 3/4” I.D. 

Hose - Heater Outlet. 5/8” I.D. 

Hose - Coolant Reservoir. 1” I.D. 


CO1850B - Continued 
1986-1976 - Continued 
Hose - Lower - Oil Cooler To Pipe; 

(1985-1982). 

Hose - By Pass; (1986-1982). 

Hose - By Pass; (1981-1976). 

Hose - Reservoir To Rad.; (1986-1983) 
CO1950B 
1986-1976 

Belt - W.P. & Alt.; W/61A. Alt. 

Belt - W.P. & Alt.; W/65A., 


75A., 80A., 85A., 105A., 

130A, 145A. Alt. 

Belt - Air Brake Compr. 683492C1 

Belt - W.P. & Hyd. Pump; 

(1986-1985). 1513781 Cl 

Belt - V.P.; W/49 5/8" Belt 

O.C. 190502R2 

Belt - V.P.; W/51 5/8" Belt 
O.C. 396830R1 


INTERNATIONAL/NAVISTAR DT466 


DIESEL ENG. 

CO1750B 

1979-1976 

Hose - Upper - Eng. To Pipe. 

21987 

Hose - Upper - Pipe To Rad. 

20882 

Hose - Lower - Eng. To Pipe. 

■>2 1/2” l.l 

Hose - Lower - Pipe To Rad. 

21492 

Hose - By Pass. 

£<21942 

CO1850B 

1986-1976 

Belt - W.P. & Alt.; W/61A. Alt. 

©49720HD 

Belt - W.P. & Alt.; W/65A., 

75A., 80A., 85A., 105A., 

130A., 145A. Alt. 

©449700HD 

Belt - Air Brake Compr. 683492C1 

49525HD 

Belt - W.P. & Hyd. Pump; 

(1986-1985). 1513781 Cl 

49425HD 

Belt - V.P.; W/49 5/8" Belt 

O.C. 190502R2 

49490HD 

Belt - V.P.; W/51 5/8" Belt 

O.C. 396830R1 

49510HD 

Hose - Upper - Eng. To Pipe; W/Eng. Oil 
Cooler (1986-1982). 

£<21115 

Hose - Upper - Eng. To Pipe; W/O Oil 
Cooler (1986-1983). 

21297 

Hose - Upper - Eng. To Pipe; W/O Oil 
Cooler (1982). 

22177 

Hose - Upper - Eng. To Pipe; (1981-1976). 

21987 

Hose - Upper - Pipe To Rad.; W/Eng. Oil 
Cooler (1986). 

©22177 

Hose - Upper - Pipe To Rad.; W/O Oil 
Cooler (1986). 

20882 

Hose - Upper - Pipe To Rad.; W/Eng. Oil 
Cooler (1985-1983). 

£<22177 

Hose - Upper - Pipe To Rad.; W/Eng. Oil 
Cooler (1982). 

22177 


Hose - Upper - Eng. To Pipe; W/Eng. Oil 

Cooler (1986-1982). 

Hose - Upper - Eng. To Pipe; W/O Oil 

Cooler (1986-1983). 

Hose - Upper - Eng. To Pipe; W/O Oil 

Cooler (1982). 

Hose - Upper - Eng. To Pipe; (1981-1976). 
Hose - Upper - Pipe To Rad.; W/Eng. Oil 

Cooler (1986). 

Hose - Upper - Pipe To Rad.; W/O Oil 

Cooler (1986). 

Hose - Upper - Pipe To Rad.; W/Eng. Oil 

Cooler (1985-1983). 

Hose - Upper - Pipe To Rad.; W/Eng. Oil 

Cooler (1982). 

Hose - Upper - Pipe To Rad.; W/O Oil 

Cooler (1982). 

Hose - Upper - Pipe To Rad.; (1981-1976). 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad.; W/Eng. Oil 

Cooler (1986). 

Hose - Lower - Pipe To Rad.; W/O Oil 

Cooler (1986). 

Hose - Lower - Pipe To Rad.; W/Eng. Oil 

Cooler (1985-1983). 

Hose - Lower - Pipe To Rad.; W/O Oil 

Cooler (1985-1982). 

Hose - Lower - Pipe To Rad.; W/Eng. Oil 

Cooler (1982). 

Hose - Lower - Pipe To Rad.; (1981-1976). 
Hose - Lower - Pipe To Oil Cooler; 

(1986-1982). 

Hose - Lower - Oil Cooler To Pipe; 

(1985-1982). 

Hose - By Pass; (1986-1982). 

Hose - By Pass; (1981-1976). 

Hose - Reservoir To Rad.; (1986-1983). 

C04070B 

1979-1976 


Hose - Upper - Pipe To Rad.; W/O Oil 

Cooler (1982). 

Hose - Upper - Pipe To Rad.; (1981-1976). 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad.; (1986-1983). 
Hose - Lower - Pipe To Rad.; W/Eng. Oil 

Cooler (1982). 

Hose - Lower - Pipe To Rad.; W/O Oil 

Cooler (1982). 

Hose - Lower - Pipe To Rad.; (1981-1976). 
Hose - Lower - Pipe To Oil Cooler; 
(1986-1982). 


20882 

Belt - Fan & Alt. 

Belt - P.S. 

. 683549C1 

. 303674C1 

20882 

Belt - A.C. 

. 288202C2 

*2 1/2” I.D. 
21492 

21492 

Hose - Upper. 

Hose - Lower. 

Hose - By Pass. 

CO5370 


22177 

21492 

1979-1976 

Belt - Fan & Alt. 

. 683549C1 

Belt - P.S. 

. 303674C1 

£<21115 

Belt - A C. 

. 288202C2 



21297 
£<20808 
£<21942 
1” I.D. 


©49720HD 


©449700HD 

49525HD 

49425HD 

49490HD 

49510HD 

£<21115 

21297 

22177 

21987 

@22177 

20882 

£<22177 

22177 

20882 
20882 
*2 1/2” I.D. 

22177 

*2 1/4” I.D. 

*2 1/4” I.D. 

22177 

21492 

21492 

£<21115 

21297 
s-=20808 
£<21942 
1” I.D. 


©TR22664 
©449476HD 
49412HD 
@■>2 1/4” I.D. 
*2 3/4” I.D. 
£<20774 


©TR22664 


©449476HD 
49412HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

£< Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


- Continued 


- Continued 


INTERNATIONAL/NAVISTAR DT466 


DIESEL ENG. - Continued 

COF1950B 

1986-1976 

Belt - W.P. & Alt.; W/61A. Alt. ©49720HD 

Belt - W.P. & Alt.; W/65A., 

75A., 80A., 85A., 105A., 

130A, 145A. Alt. ©449700HD 

Belt - Air Brake Compr. 683492C1 49525HD 

Belt - W.P. & Hyd. Pump; 

(1986-1985). 1513781 Cl 49425HD 

Belt - V.P.; W/49 5/8" Belt 

O.C. 190502R2 49490HD 

Belt - V.P.; W/51 5/8" Belt 

O.C. 396830R1 *951OHD 

Hose - Upper - Eng. To Pipe; W/Eng. Oil 

Cooler (1986-1982). s<21115 

Hose - Upper - Eng. To Pipe; W/O Oil 

Cooler (1986-1983). 21297 

Hose - Upper - Eng. To Pipe; W/O Oil 

Cooler (1982). 22177 

Hose - Upper - Eng. To Pipe; (1981-1976). 21987 

Hose - Upper - Pipe To Rad.; W/Eng. Oil 

Cooler (1986). ©22177 

Hose - Upper - Pipe To Rad.; W/O Oil 

Cooler (1986). 20882 

Hose - Upper - Pipe To Rad.; W/Eng. Oil 

Cooler (1985-1983). ^<22177 

Hose - Upper - Pipe To Rad.; W/Eng. Oil 

Cooler (1982). 22177 

Hose - Upper - Pipe To Rad.; W/O Oil 

Cooler (1982). 20882 

Hose - Upper - Pipe To Rad.; (1981-1976). 20882 

Hose - Lower - Eng. To Pipe. *2 1/2” I.D. 

Hose - Lower - Pipe To Rad.; W/Eng. Oil 

Cooler (1986). 22177 

Hose - Lower - Pipe To Rad.; W/O Oil 

Cooler (1986). *2 1/4” I.D. 

Hose - Lower - Pipe To Rad.; W/Eng. Oil 

Cooler (1985-1983). ^-2 1/4” I.D. 

Hose - Lower - Pipe To Rad.; W/O Oil 

Cooler (1985-1982). 22177 

Hose - Lower - Pipe To Rad.; W/Eng. Oil 

Cooler (1982). 21492 

Hose - Lower - Pipe To Rad.; (1981-1976). 21492 

Hose - Lower - Pipe To Oil Cooler; 

(1986-1982). ^21115 

Hose - Lower - Oil Cooler To Pipe; 

(1985-1982). 21297 

Hose - By Pass; (1986-1982). <20808 

Hose - By Pass; (1981-1976). ^21942 

Hose - Reservoir To Rad.; (1986-1983). 1” I.D. 

COF5050 


1983-1975 

Belt - Fan & Alt.; (1983). 683549C1 ©TR22664 

Belt - Fan & Alt.; (1979-1975) 683549C1 ©TR22664 

Belt - Fan To P.S.; (1983). 303674C1 ©449476HD 

Belt - Fan To P.S.; 

(1979-1975). 303674C1 ©449476HD 

Belt - A.C.; (1983). 288202C2 *9412HD 

Belt - A.C.; (1979-1975). 288202C2 49412HD 

FI 850 

1978-1974 

Belt - Fan & Alt.; W/61A. Alt.. TR22625 

Belt - Fan & Alt.; W/65A, 


80A. Alt. 683789C91 TR22657 

Belt - P.S. 288202C2 49412HD 

Belt - V.P. TR22720 

Hose - Upper. ©->2 1/4” I.D. 


Hose - Lower; W/Metal Hood. 21134 


INTERNATIONAL/NAVISTAR DT466 


DIESEL ENG. - Continued 

FI 954 

1989-1979 


Belt - Fan & Alt.; W/48 1/8" 

Belt O.C. 

Belt - Fan & Alt.; W/65 1/4" 

Belt O.C. 

Belt - Fan & Alt.; W/69 1/2" 

Belt O.C. 

Belt - Fan & Alt.; W/70 1/4" 

Belt O.C. 

Belt - Fan & P.S. 

Belt - P.S. 

Belt - A.C. 

Belt - Fan To Air Brake Com- 

P r . 

Belt - Fan & Air Brake Com- 

pr. 

Belt - V.P. 


303674C1 ©449476HD 

©449650HD 

1810680C1 ©449690HD 

©449700HD 
689444C1 ©49745HD 

429274C91 @7390 

133758R2 49440HD 

49485HD 

1803172C1 TR22770 

190502R2 49490HD 


Hose - Upper; Mar. 8, 1981 & Newer 


(1989-1988). 21372 

or 26528 

Hose - Upper; (1987). 21372 

or 26528 


Hose - Upper; Mar. 8, 1981 & Newer 


(1986). 21372 

or 26528 

Hose - Upper; (1985-1982). 21372 

or 26528 


Hose - Upper; Mar. 8, 1981 & Newer 

(1981). 21372 

or 26528 

Hose - Upper; Mar. 8, 1981 & Newer 

(1979). 21372 

or 26528 

Hose - Upper - Eng. To Pipe; W/A.C.; 

Mar. 7, 1981 & Older (1989-1988). s<21135 

Hose - Upper - Eng. To Pipe; W/O A.C.; 

Mar. 7, 1981 & Older (1989-1988). *2 1/4” I.D. 

Hose - Upper - Eng. To Pipe; W/A.C.; 

Mar. 7, 1981 & Older (1986). <21135 

Hose - Upper - Eng. To Pipe; W/O A.C.; 

Mar. 7, 1981 & Older (1986). *2 1/4” I.D. 

Hose - Upper - Eng. To Pipe; W/A.C.; 

Mar. 7, 1981 & Older (1981). ^<21135 

Hose - Upper - Eng. To Pipe; W/O A.C.; 

Mar. 7, 1981 & Older (1981). *2 1/4” I.D. 

Hose - Upper - Eng. To Pipe; W/A.C. 

(1980). <21135 

Hose - Upper - Eng. To Pipe; W/O A.C. 

(1980). ->2 1/4” I.D. 

Hose - Upper - Eng. To Pipe; W/A.C.; 

Mar. 7, 1981 & Older (1979). ^<21135 

Hose - Upper - Eng. To Pipe; W/O A.C.; 

Mar. 7, 1981 & Older (1979). -:-2 1/4” I.D. 

Hose - Upper - Pipe To Rad.; Mar. 7, 

1981 & Older (1989-1988). -:-2 1/4” I.D. 

Hose - Upper - Pipe To Rad.; Mar. 7, 

1981 & Older (1986). ->2 1/4” I.D. 

Hose - Upper - Pipe To Rad.; Mar. 7, 

1981 & Older (1981). *2 1/4” I.D. 

Hose - Upper - Pipe To Rad.; (1980). *2 1/4” I.D. 

Hose - Upper - Pipe To Rad.; Mar. 7, 

1981 & Older (1979). *2 1/4” I.D. 

Hose - Lower; Double Dia. Hose; W/2 3/4" 

Offset. 21291 

Hose - Lower; Double Dia. Hose; W/3/4" 

Offset. 21766 

Hose - Lower; Single Dia. Hose. 21042 

Hose - By Pass. 21461 

F2050A 

1979-1975 

Belt - Fan. 683493C91 ©449545HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 
s< Cut To Fit. 


o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR DT466 
DIESEL ENG. - Continued 

F2050A - Continued 
1979-1975 - Continued 

Belt - Alt.; W/A.C. 

Belt- Fan & Alt.; W/OA.C.... 

Belt - Fan & A.C. 

Belt - Air Brake Compr. 

Hose - Upper. 

Hose - Lower - Eng. To Pipe 
Hose - Lower - Pipe To Rad. 

F2554 
1989-1975 

Belt - Fan & Alt.; W/69 5/8" 

Belt O.C. (1989-1987). 

Belt - Fan & Alt.; W/73 5/8" 

Belt O.C. (1989-1987). 

Belt - Fan & Alt.; W/42A, 

65A. Delco, 75A., 80A„ 

85A. Alt. (1986-1977). 

Belt - Fan & Alt.; W/65A. 

Leece Neville, 90A., 105A. 

Alt. (1986-1977). 

Belt - Fan & P.S.; 

(1989-1987). 

Belt - Fan & P.S.; 

(1986-1977). 

Belt - P.S.; (1986-1977). 

Belt - A.C.; (1989-1987). 

Belt - A.C.; (1986-1977). 

Belt - Fan & Air Brake Com¬ 
pr.; W/46 5/8" Belt O.C. 

(1989-1987). 

Belt - Fan & Air Brake Com¬ 
pr.; W/77" Belt O.C. 

(1989-1987). 

Belt - Air Brake Compr.; 

(1986-1985). 

Belt - Air Brake Compr.; Aug. 

2, 1978 & Newer 

(1984-1983). 

Belt - Air Brake Compr.; 

(1982-1980). 

Belt - Air Brake Compr.; Aug. 

2, 1978 & Newer 

(1979-1977). 

Hose - Upper - Eng. To Pipe 

Hose - Upper - Pipe To Rad. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

Hose - By Pass. 

F2654 
1989-1980 

Belt - Fan & Alt.; W/69 5/8" 

Belt O.C. (1989-1987). 1810680C1 

Belt - Fan & Alt.; W/73 5/8" 

Belt O.C. (1989-1987). 

Belt - Fan & Alt.; W/42A, 

65A. Delco, 75A., 80A„ 

85A. Alt. (1986-1980). 

Belt - Fan & Alt.; W/65A. 

Leece Neville, 90A., 105A. 

Alt. (1986-1980). 

Belt - Fan & P.S.; 

(1989-1987). 

Belt - Fan & P.S.; 

(1986-1980). 

Belt - P.S.; (1986-1980). 502560R2 

Belt - A.C.; (1989-1987). 288202C2 

Belt - A.C.; (1986-1980). 133758R2 

Belt - Fan & Air Brake Com¬ 
pr.; W/46 5/8" Belt O.C. 

(1989-1987). 


683789C1 


1807839C1 


169635R2 


*2 1/2” I.D. 
-=20530 
*2 3/4” I.D. 
21461 


©449690HD 

©49730HD 


©TR22657 


©449650HD 

©49730HD 

©49755HD 
©♦49451 HD 
♦9412HD 
49440HD 


49463HD 


INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR DT466 
DIESEL ENG. - Continued 

F2654 - Continued 


358311C91 

©449570HD 

Belt - Fan & Air Brake Com- 




©49680HD 

pr.; W/77" Belt O.C. 



358311C91 

49570HD 

(1989-1987). 

683457C1 

TR22770 

670363C1 

49525HD 

Belt - Air Brake Compr.; 




©■>2 1/4” I.D. 

(1986-1985). 

673950C1 

49495HD 


^20530 

Belt - Air Brake Compr.; Aug. 




21135 

2, 1978 & Newer 





(1984-1983). 

673950C1 

49495HD 



Belt - Air Brake Compr.; 





(1982-1980). 

673950C1 

49495HD 

1810680C1 

©449690HD 

Hose - Upper - Eng. To Pipe. 


*2 1/4” I.D. 



Hose - Upper - Pipe To Rad.. 


*2 1/2” I.D. 


©49730HD 

Hose - Lower - Eng. To Pipe. 


^20530 



Hose - Lower - Pipe To Rad.. 


4-2 3/4” I.D. 



Hose - By Pass. 


21461 

683789C1 

©TR22657 

F5050 





1986-1975 




©449650HD 

Belt - Fan & Alt.; (1986-1985) 


©449650HD 



Belt - Fan & Alt.; (1984-1975) 683549C1 

©TR22664 

1807839C1 

©49730HD 

Belt - Fan & P.S.; 





(1986-1985). 

689444C1 

©49745HD 


©49755HD 

Belt - Fan To P.S.; 



502560R2 

©449451 HD 

(1984-1975). 

303674C1 

©449476HD 

288202C2 

49412HD 

Belt - A.C.; (1984-1975). 

288202C2 

49412HD 

133758R2 

49440HD 

Belt - Air Brake Compr.; 





(1986-1985). 

673950C1 

49495HD 



Hose - Upper; (1986-1985). 


©4-2 1/4” I.D. 

169635R2 

49463HD 

Hose - Lower; (1986-1985). 


©4-2 3/4” I.D. 



Hose - By Pass; (1986-1985). 


21174 

683457C1 

TR22770 

1650; 1750 





1978-1974 



673950C1 

49495HD 

Belt - Fan & Alt.; W/61A. Alt.. 


TR22625 



Belt - Fan & Alt.; W/65A, 





80A. Alt. 

683789C91 

TR22657 

673950C1 

49495HD 

Belt - P.S. 

288202C2 

49412HD 



Belt - V.P. 


TR22720 

673950C1 

49495HD 

Hose - Upper. 


©4-2 1/4” I.D. 



Hose - Lower; W/Metal Hood. 


21134 

673950C1 

49495HD 

1754 




Belt - Fan & Alt. 

Belt O.C. 

Belt - Fan & Alt. 

Belt O.C. 

Belt - Fan & Alt. 

Belt O.C. 

Belt - Fan & Alt. 
Belt O.C. 


W/48 1/8" 


303674C1 


W/65 1/4" 


W/69 1/2" 


1810680C1 


W/70 1/4" 


Hose - Upper. 

Hose - Lower; W/Metal Hood.. 


©449476HD 

©449650HD 

©♦♦9690HD 

©449700HD 


Belt - Fan & P.S. 

689444C1 

©49745HD 

Belt - P.S. 

429274C91 

@7390 

Belt - A.C. 

133758R2 

49440HD 

Belt - Fan To Air Brake Com- 
P'. 


49485HD 

Belt - Fan & Air Brake Com- 
pr. 

1803172C1 

TR22770 

Belt - V.P. 

190502R2 

49490HD 

1850 

1978-1974 

Belt - Fan & Alt.; W/61A. Alt.. 


TR22625 

Belt - Fan & Alt.; W/65A, 

80A. Alt. 

683789C91 

TR22657 

Belt - P.S. 

288202C2 

49412HD 

Belt - V.P. 


TR22720 


©■>2 1/4” I.D. 
21134 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 4- 

▲ Durlon ® Silicone Hose Recommended. O 

V Use Notched Belt Only. ♦ 

Cut To Fit. 4 


Green Stripe * 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


INTERNATIONAL/NAVISTAR 

- Continued 


INTERNATIONAL/NAVISTAR DT466 

DIESEL ENG. - Continued 

1854 

1989-1979 

Belt - Fan & Alt.; W/48 1/8" 


Belt O.C. 

Belt - Fan & Alt.; W/65 1/4" 

303674C1 

©449476HD 

Belt O.C. 

Belt - Fan & Alt.; W/69 1/2" 


©449650HD 

Belt O.C. 

Belt - Fan & Alt.; W/70 1/4" 

1810680C1 

©449690HD 

Belt O.C. 


©449700HD 

Belt - Fan & P.S. 

689444C1 

©49745HD 

Belt - P.S. 

429274C91 

©.7390 

Belt - A.C. 

Belt - Fan To Air Brake Com- 

133758R2 

49440HD 

pr. 

Belt - Fan & Air Brake Com- 


49485HD 

pr. 

1803172C1 

TR22770 

Belt - V.P. 

190502R2 

49490HD 


Hose - Upper; Mar. 8, 1981 & Newer. 


Hose - Upper - Eng. To Pipe; W/A.C.; 

Mar. 7, 1981 & Older. 

Hose - Upper - Eng. To Pipe; W/O A.C.; 

Mar. 7, 1981 & Older. 

Hose - Upper - Pipe To Rad.; Mar. 7, 

1981 & Older. 

Hose - Lower; Double Dia. Hose; W/2 3/4" 

Offset. 

Hose - Lower; Double Dia. Hose; W/3/4" 

Offset. 

Hose - Lower; Single Dia. Hose. 

Hose - By Pass. 

1954 

1989-1979 


21372 

26528 

=<21135 

*2 1/4” I.D. 

*2 1/4” I.D. 

21291 

21766 

21042 

21461 


INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR DT466 
DIESEL ENG. - Continued 

1954 - Continued 
1989-1979 - Continued 

Hose - Upper - Eng. To Pipe; W/O A.C.; 

Mar. 7, 1981 & Older (1986). 

Hose - Upper - Eng. To Pipe; W/A.C.; 

Mar. 7, 1981 & Older (1981). 

Hose - Upper - Eng. To Pipe; W/O A.C.; 

Mar. 7, 1981 & Older (1981). 

Hose - Upper - Eng. To Pipe; W/A.C. 

(1980). 

Hose - Upper - Eng. To Pipe; W/O A.C. 

(1980). 

Hose - Upper - Eng. To Pipe; W/A.C.; 

Mar. 7, 1981 & Older (1979). 

Hose - Upper - Eng. To Pipe; W/O A.C.; 

Mar. 7, 1981 & Older (1979). 

Hose - Upper - Pipe To Rad.; Mar. 7, 

1981 & Older (1989-1988). 

Hose - Upper - Pipe To Rad.; Mar. 7, 

1981 & Older (1986). 

Hose - Upper - Pipe To Rad.; Mar. 7, 

1981 & Older (1981). 

Hose - Upper - Pipe To Rad.; (1980). 

Hose - Upper - Pipe To Rad.; Mar. 7, 

1981 & Older (1979). 

Hose - Lower; Double Dia. Hose; W/2 3/4" 

Offset. 

Hose - Lower; Double Dia. Hose; W/3/4" 

Offset. 

Hose - Lower; Single Dia. Hose. 

Hose - By Pass. 

1955 

1989-1979 

Belt - Fan & Alt.; W/48 1/8" 


*2 1/4” I.D. 

=<21135 

*2 1/4” I.D. 

=<21135 

■ 0-2 1/4” I.D. 

=<21135 

*2 1/4” I.D. 

*2 1/4” I.D. 

*2 1/4” I.D. 

*2 1/4” I.D. 
*2 1/4” I.D. 

*2 1/4” I.D. 

21291 

21766 

21042 

21461 


Belt - Fan & Alt.; W/48 1/8" 



Belt O.C. 

303674C1 

©449476HD 

Belt O.C. 

303674C1 

©449476HD 

Belt - Fan & Alt.; W/65 1/4" 



Belt - Fan & Alt.; W/65 1/4" 



Belt O.C. 


©449650HD 

Belt O.C. 


©449650HD 

Belt - Fan & Alt.; W/69 1/2" 



Belt - Fan & Alt.; W/69 1/2" 



Belt O.C. 

1810680C1 

©449690HD 

Belt O.C. 

1810680C1 

©449690HD 

Belt - Fan & Alt.; W/70 1/4" 



Belt - Fan & Alt.; W/70 1/4" 



Belt O.C. 


©449700HD 

Belt 0 C 


©449700HD 

Belt - Fan & P.S. 

689444C1 

©49745HD 

Belt - Fan & P.S. 

689444C1 

©49745HD 

Belt - P.S. 

429274C91 

<17390 

Belt - P.S. 

429274C91 

@7390 

Belt - A.C. 

133758R2 

49440HD 

Belt - A.C. 

133758R2 

49440HD 

Belt - Fan To Air Brake Com- 



Belt - Fan To Air Brake Com- 



pr. 


49485HD 

pr. 


49485HD 

Belt - Fan & Air Brake Com- 



Belt - Fan & Air Brake Com- 



pr. 

1803172C1 

TR22770 

pr. 

1803172C1 

TR22770 

Belt - V.P. 

190502R2 

49490HD 

Belt - V.P. 

190502R2 

49490HD 

Hose - Upper; Mar. 8, 1981 & Newer. 

21372 


Hose - Upper; Mar. 8, 1981 & Newer 
(1989-1988). 


Hose - Upper; (1987).. 


Hose - Upper; Mar. 8, 1981 & Newer 
(1986). 

Hose - Upper; (1985-1982). 


Hose - Upper; Mar. 8, 1981 & Newer 
(1981). 

Hose - Upper; Mar. 8, 1981 & Newer 
(1979). 

Hose - Upper - Eng. To Pipe; W/A.C.; 

Mar. 7, 1981 & Older (1989-1988). 

Hose - Upper - Eng. To Pipe; W/O A.C.; 

Mar. 7, 1981 & Older (1989-1988). 

Hose - Upper - Eng. To Pipe; W/A.C.; 
Mar. 7, 1981 & Older (1986). 


21372 

26528 

21372 

26528 

21372 

26528 

21372 

26528 

21372 

26528 

21372 

26528 

=■<21135 

*2 1/4” I.D. 

=<21135 


Hose - Upper - Eng. To Pipe; W/A.C.; 
Mar. 7, 1981 & Older. 


Hose - Upper - Eng. To Pipe; W/O A.C.; 
Mar. 7, 1981 & Older. 


Hose - Upper - Pipe To Rad.; Mar. 7, 

1981 & Older. 

Hose - Lower; Double Dia. Hose; W/2 3/4" 

Offset. 

Hose - Lower; Double Dia. Hose; W/3/4" 

Offset. 

Hose - Lower; Single Dia. Hose. 

Hose - By Pass. 

2050A 

1979-1975 

Belt - Fan. 683493C91 

Belt - Alt.; W/A.C. 358311C91 

Belt - Fan & Alt.; W/O A.C. 

Belt - Fan & A.C. 358311C91 

Belt - Air Brake Compr. 670363C1 

Hose - Upper. 


or 26528 

=<21135 

*2 1/4” I.D. 

*2 1/4” I.D. 

21291 

21766 
21042 
21461 


2»*9545HD 
©♦49570HD 
©49680HD 
49570HD 
49525HD 
©■>2 1/4” I.D. 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

=< Cut To Fit. 


o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


- Continued 


- Continued 


INTERNATIONAL/NAVISTAR DT466 
DIESEL ENG. - Continued 


INTERNATIONAL/NAVISTAR DT466 
DIESEL ENG. - Continued 


2050A - Continued 
1979-1975 - Continued 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

2100 

1978-1977 

Belt - Fan & Alt.; W/42A, 

65A. Delco, 75A., 80A„ 

85A. Alt. 683789C1 

Belt - Fan & Alt.; W/65A. 

Leece Neville, 90A., 105A. 

Alt. 

Belt - Fan & P.S. 


Belt - P.S. 502560R2 

Belt - A.C. 133758R2 

Belt - Air Brake Compr.; Aug. 

2, 1978 & Newer. 673950C1 


2155 

1989-1979 

Belt - Fan & Alt.; W/69 5/8" 

Belt O.C. (1989-1987). 1810680C1 

Belt - Fan & Alt.; W/73 5/8" 

Belt O.C. (1989-1987). 

Belt - Fan & Alt.; W/42A, 

65A. Delco, 75A., 80A„ 

85A. Alt. (1986-1979). 683789C1 

Belt - Fan & Alt.; W/65A. 

Leece Neville, 90A., 105A. 

Alt. (1986-1979). 

Belt - Fan & P.S.; 


(1989-1987). 1807839C1 

Belt - Fan & P.S.; 

(1986-1979). 

Belt - P.S.; (1986-1979). 502560R2 

Belt - A.C.; (1989-1987). 288202C2 

Belt - A.C.; (1986-1979). 133758R2 

Belt - Fan & Air Brake Com¬ 
pr.; W/46 5/8” Belt O.C. 

(1989-1987). 169635R2 

Belt - Fan & Air Brake Com¬ 
pr.; W/77" Belt O.C. 

(1989-1987). 683457C1 

Belt - Air Brake Compr.; Aug. 

2, 1978 & Newer 

(1986-1983). 673950C1 

Belt - Air Brake Compr.; 

(1982-1980). 673950C1 


Belt - Air Brake Compr.; Aug. 

2, 1978 & Newer (1979). 673950C1 

2200 

1979-1977 

Belt - Fan & Alt.; W/42A, 

65A. Delco, 75A., 80A„ 

85A. Alt. 683789C1 

Belt - Fan & Alt.; W/65A. 

Leece Neville, 90A., 105A. 

Alt. 

Belt - Fan & P.S. 


Belt - P.S. 502560R2 

Belt - A.C. 133758R2 

Belt - Air Brake Compr.; Aug. 

2, 1978 & Newer. 673950C1 

2554 

1990-1975 

Belt - Fan & Alt.; Preferred 

Belt (1990). 1810680C1 

Belt - Fan & Alt.; Optional 

Belt (1990). 

Belt - Fan & Alt.; W/69 5/8" 

Belt O.C. (1989-1987). 1810680C1 


-=20530 

21135 


©TR22657 


©♦♦9650HD 
©♦9755HD 
©♦49451 HD 
♦9440HD 

♦9495HD 


©♦♦9690HD 

©♦9730HD 

©TR22657 


©♦♦9650HD 

©♦9730HD 

©♦9755HD 
©♦♦9451 HD 
♦9412HD 
♦9440HD 

♦9463HD 

TR22770 

♦9495HD 


2554 - Continued 
1990-1975 - Continued 
Belt - Fan & Alt.; W/73 5/8" 

Belt O.C. (1989-1987). 

Belt - Fan & Alt.; W/42A, 

65A. Delco, 75A., 80A„ 

85A. Alt. (1986-1977). 

Belt - Fan & Alt.; W/65A. 

Leece Neville, 90A., 105A. 

Alt. (1986-1977). 

Belt - Fan & P.S.; 

(1989-1987). 

Belt - Fan & P.S.; 

(1986-1977). 

Belt - P.S.; (1986-1977). 

Belt - A.C.; W/41 7/8” Belt 

O.C. (1990). 

Belt - A.C.; W/42 1/2“ Belt 

O.C. (1990). 

Belt - A.C.; W/44" Belt O.C. 

(1990). 

Belt - A.C.; (1989-1987). 

Belt - A.C.; (1986-1977). 

Belt - Fan & Air Brake Com¬ 
pr.; (1990). 

Belt - Fan & Air Brake Com¬ 
pr.; W/46 5/8" Belt O.C. 

(1989-1987). 

Belt - Fan & Air Brake Com¬ 
pr.; W/77" Belt O.C. 

(1989-1987). 

Belt - Air Brake Compr.; 

W/Bendix TU-FL0550 Fan 

Clutch (1990). 

Belt - Air Brake Compr.; 

(1986-1979). 

Belt - Air Brake Compr.; Aug. 

2, 1978 & Newer (1978).. 

Hose - Upper; (1990). 

Hose - Upper - Eng. To Pipe; (1989-1975). 
Hose - Upper - Pipe To Rad.; (1989-1975). 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad.; (1990). 

Hose - Lower - Pipe To Rad.; (1989-1975). 

Hose - By Pass; (1989-1975). 

2654 


683789C1 


1807839C1 


502560R2 
288202C2 


288202C2 

133758R2 


169635R2 


683457C1 


673950C1 

673950C1 


©♦9730HD 


©TR22657 


©♦♦9650HD 

©♦9730HD 

©♦9755HD 
©♦♦9451 HD 

♦9412HD 

♦9420HD 

♦9435HD 
♦9412HD 
♦9440HD 


TR22770 


♦9463HD 


TR22770 


TR22485 

♦9495HD 

♦9495HD 
1/4” I.D. 
*2 1/4” I.D. 
*2 1/2” I.D. 
-=20530 
s<2 3/4” I.D. 
*2 3/4” I.D. 
21461 


♦9495HD 

♦9495HD 


©TR22657 


©♦♦9650HD 
©♦9755HD 
©♦♦9451 HD 
♦9440HD 

♦9495HD 


2/9690PB 

©♦9690HD 


1990-1975 

Belt - Fan & Alt.; Preferred 

Belt (1990). 

Belt - Fan & Alt.; Optional 

Belt (1990). 

Belt - Fan & Alt.; W/42A, 
65A. Delco, 75A., 80A„ 

85A. Alt. (1979-1977). 

Belt - Fan & Alt.; W/65A. 
Leece Neville, 90A., 105A. 

Alt. (1979-1977). 

Belt - Fan & P.S.; 

(1979-1977). 

Belt - P.S.; (1979-1977). 

Belt - A.C.; W/41 7/8" Belt 

O.C. (1990). 

Belt - A.C.; W/42 1/2“ Belt 

O.C. (1990). 

Belt - A.C.; W/44" Belt O.C. 

(1990). 

Belt - A.C.; (1979-1977). 

Belt - Fan & Air Brake Com¬ 
pr.; (1990). 

Belt - Air Brake Compr.; 
W/Bendix TU-FL0550 Fan 


©♦♦9690HD 


Clutch (1990). 


1810680C1 

683789C1 


502560R2 
288202C2 

133758R2 


2/9690PB 

©♦9690HD 

©TR22657 

©♦♦9650HD 

©♦9755HD 
©♦♦9451 HD 

♦9412HD 

♦9420HD 

♦9435HD 

♦9440HD 

TR22770 

TR22485 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

Cut To Fit. ♦ Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR DT466 
DIESEL ENG. - Continued 

2654 - Continued 
1990-1975 - Continued 
Belt - Air Brake Compr.; Aug. 

2, 1978 & Newer 


(1979-1977).. 



673950C1 

49495HD 

Hose ■ 

Upper; 

(1990). 



5x2 1/4” 

I.D. 

Hose ■ 

Upper ■ 

■ Eng. To 

Pipe; 

(1979-1975). 

*2 1/4” 

I.D. 

Hose ■ 

Upper ■ 

■ Pipe To 

Rad.; 

(1979-1975). 

-0-2 1/2” 

I.D. 

Hose ■ 

Lower ■ 

■ Eng. To 

Pipe., 


5x20530 


Hose ■ 

Lower ■ 

■ Pipe To 

Rad.; 

(1990). 

5x2 3/4” 

I.D. 

Hose ■ 

Lower ■ 

■ Pipe To 

Rad.; 

(1979-1975). 

*2 3/4” 

I.D. 

Hose ■ 

■ By Pass; (1979-1975).. 


21461 



4800 

1990 

Belt - Fan & Alt.; W/62A. Alt.; 

Preferred Belt. 

Belt - Fan & Alt.; W/62A. Alt.; 

Optional Belt. 

Belt - Fan & Alt.; W/O 62A., 

63A. Alt.; Preferred Belt. 

Belt - Fan & Alt.; W/O 62A., 

63A. Alt.; Optional Belt. 

Belt - A.C.; W/41" Belt O.C.... 
Belt - A.C.; W/43 1/2" Belt 

O.C. 

Belt - Fan & Air Brake Com¬ 
pr.; W/1 To 1 Fan Ratio. 

Belt - Fan & Air Brake Com¬ 
pr.; W/1.2 To 1 Fan Ratio.... 

Hose - Upper. 

Hose - Lower. 

Hose - By Pass. 

4900 


1812743C1 

1810680C1 

LI 7411 


Hose - Lower. 

Hose - By Pass. 

5000 

1987 

Belt - Fan & Alt. 

Belt - Fan & P.S. 

Belt - Air Brake Compr. 

Hose - Upper. 

Hose - Lower. 

Hose - By Pass. 

5050 

1986-1975 

Belt - Fan & Alt.; (1986-1985) 
Belt - Fan & Alt.; (1984-1975) 
Belt - Fan & P.S.; 

(1986-1985). 

Belt - Fan To P.S.; 

(1984-1975). 

Belt - A.C.; (1984-1975). 


689444C1 

673950C1 


683549C1 

689444C1 

303674C1 

288202C2 


2/9700PB 

49700HD 

2/9690PB 

©49690HD 

49412HD 

49435HD 

TR22770 

TR22792 

21765 

^22273 

sx20774 


1990 

Belt - Alt.; W/O 62A, 63A. 

Alt.. 

49690HD 

Belt - Fan & Alt.; W/69 1/2" 

Belt O.C.: Preferred Belt. 1810680C1 

2/9690PB 

Belt - Fan & Alt.; W/69 1/2" 

Belt O.C.; Optional Belt. 

©49690HD 

Belt - Fan & Alt.; W/70 1/2" 

Belt O.C. 

49700HD 

Belt - A.C.; W/41" Belt O.C.... L17411 

49412HD 

Belt - A.C.; W/43 1/2" Belt 

O.C. 

49435HD 

Belt - Fan & Air Brake Com¬ 
pr.; W/1 To 1 Fan Ratio. 

TR22770 

Belt - Fan & Air Brake Com¬ 
pr.; W/1.2 To 1 Fan Ratio.... 

TR22792 

Hose - Upper. 

21765 


s>«=22273 

5x20774 


©449650HD 
©49745HD 
49495HD 
©■>2 1/4” I.D. 
©■>2 3/4” I.D. 
21174 


©449650HD 

©TR22664 

©49745HD 

©449476HD 
49412HD 


INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR DT466 
DIESEL ENG. - Continued 

5050 - Continued 
1986-1975 - Continued 
Belt - Air Brake Compr.; 

(1986-1985). 673950C1 

Hose - Upper; (1986-1985). 

Hose - Lower; (1986-1985). 

Hose - By Pass; (1986-1977). 

7100 
1990 

Belt - Fan & Alt.; W/62A. Alt.; 

Preferred Belt. 1812743C1 

Belt - Fan & Alt.; W/62A. Alt.; 

Optional Belt. 

Belt - Fan & Alt.; W/O 62A., 

63A. Alt.; Preferred Belt. 1810680C1 

Belt - Fan & Alt.; W/O 62A., 

63A. Alt.; Optional Belt. 

Belt - A.C.; W/41" Belt O.C.... L17411 
Belt - A.C.; W/43 1/2" Belt 

O.C. 

Belt - Fan & Air Brake Com- 

P r . 

Hose - Upper. 

Hose - Lower. 

Hose - By Pass. 

8100 
1990 

Belt - Fan; W/69" Belt O.C. LI 7690 

Belt - Fan & Alt.; W/70" Belt 

O.C. LI 7701 

Belt - A.C.; W/41 1/2" Belt 

O.C. 

Belt - A.C.; W/44 1/2" Belt 

O.C. 

Hose - Upper - Eng. To Rad. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Rad. To Pipe. 

Hose - Heater Inlet. 

Hose - Heater Outlet. 

INTERNATIONAL/NAVISTAR DTA466 
DIESEL ENG.; INTERNATION¬ 
AL/NAVISTAR DTI466 DIESEL ENG. 

CO1750B 

1979-1976 

Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

Hose - By Pass. 

CO1850B; CO1950B 


49495HD 
©■>2 1/4” I.D. 
©■>2 3/4” I.D. 
21174 


2/9700PB 

49700HD 

2/9690PB 

©49690HD 
49412HD 

49435HD 

TR22770 

21765 

21842 

sx20774 

©49690HD 

©49700HD 

49412HD 

49435HD 
22101 
20530 
21891 
3/4" I.D. 
3/8" I.D. 


21987 
20882 
*2 1/2” I.D. 

21492 

5x21942 


1979-1976 

Belt - W.P. & Alt.; W/61A. Alt. 

©49720HD 

Belt - W.P. & Alt.; W/65A., 

75A., 80A., 85A., 105A., 

130A., 145A. Alt. 

©449700HD 

Belt - Air Brake Compr. 683492C1 

49525HD 

Belt - V.P.; W/49 5/8" Belt 

O.C. 190502R2 

49490HD 

Belt - V.P.; W/51 5/8" Belt 

O.C. 396830R1 

4951OHD 


Hose - Upper - Eng. To Pipe. 
Hose - Upper - Pipe To Rad.. 
Hose - Lower - Eng. To Pipe. 
Hose - Lower - Pipe To Rad.. 
Hose - By Pass. 


21987 
20882 
*2 1/2” I.D. 

21492 

sx21942 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only, 
sx Cut To Fit. 


o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 


253 














































































Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


- Continued 


- Continued 


INTERNATIONAL/NAVISTAR DTA466 
DIESEL ENG.; INTERNATION¬ 
AL/NAVISTAR DTI466 DIESEL ENG. 

- Continued 

C04070B 


INTERNATIONAL/NAVISTAR DTA466 
DIESEL ENG.; INTERNATION¬ 
AL/NAVISTAR DTI466 DIESEL ENG. 

- Continued 

FI 954 - Continued 


1979-1976 


Belt - Fan & Alt. 

Belt - P.S. 

Belt - A.C. 

683549C1 

303674C1 

288202C2 

©TR22664 
©♦♦9476HD 
♦9412HD 

Hose - Upper. 


@■>2 1/4” I.D. 

Hose - Lower. 


*2 3/4” I.D. 

Hose - By Pass. 


s<20774 

CO5370 

1979-1976 

Belt - Fan & Alt. 

683549C1 

©TR22664 

Belt - P.S. 

303674C1 

©♦♦9476HD 

Belt - A.C. 

288202C2 

♦9412HD 

COF1950B 

1979-1976 

Belt - W.P. & Alt.; W/61A. Alt. 


©♦9720HD 

Belt - W.P. & Alt.; W/65A., 
75A., 80A., 85A., 105A., 
130A., 145A. Alt. 


©♦♦9700HD 

Belt - Air Brake Compr. 

683492C1 

♦9525HD 

Belt - V.P.; W/49 5/8" Belt 

O.C. 

190502R2 

♦9490HD 

Belt - V.P.; W/51 5/8" Belt 

O.C. 

396830R1 

♦951OHD 

Hose - Upper - Eng. To Pipe. 


21987 

Hose - Upper - Pipe To Rad.. 


20882 

Hose - Lower - Eng. To Pipe. 


■>2 1/2” I.D. 

Hose - Lower - Pipe To Rad.. 


21492 

Hose - By Pass. 


^21942 

FI 850 

1978-1974 

Belt - Fan & Alt.; W/61A. Alt.. 


TR22625 

Belt - Fan & Alt.; W/65A, 

80A. Alt. 

683789C91 

TR22657 

Belt - P.S. 

288202C2 

♦9412HD 

Belt - V.P. 


TR22720 

Hose - Upper. 


©■>2 1/4” I.D. 

Hose - Lower; W/Metal Hood. 


21134 

FI 954 

1979 

Belt - Fan & Alt.; W/48 1/8" 
Belt O.C. 

303674C1 

©♦♦9476HD 

Belt - Fan & Alt.; W/65 1/4" 
Belt O.C. 


©♦♦9650HD 

Belt - Fan & Alt.; W/69 1/2" 
Belt O.C. 

1810680C1 

©♦♦9690HD 

Belt - Fan & Alt.; W/70 1/4" 
Belt O.C. 


©♦♦9700HD 

Belt - Fan & P.S. 

689444C1 

©♦9745HD 

Belt - P.S. 

429274C91 

a.7390 

Belt - A.C. 

133758R2 

♦9440HD 

Belt - Fan To Air Brake Com- 
pr. 


♦9485HD 

Belt - Fan & Air Brake Com- 
pr. 

1803172C1 

TR22770 

Belt - V.P. 

190502R2 

♦9490HD 

Hose - Upper; Mar. 8, 1981 & Newer. 

21372 


or 26528 

Hose - Upper - Eng. To Pipe; W/A.C.; 

Mar. 7, 1981 & Older. <21135 

Hose - Upper - Eng. To Pipe; W/O A.C.; 

Mar. 7, 1981 & Older. *2 1/4” I.D. 

Hose - Upper - Pipe To Rad.; Mar. 7, 

1981 & Older. *2 1/4” I.D. 


1979 - Continued 

Hose - Lower; Double Dia. Hose; W/3/4" 

Offset. 

Hose - Lower; Single Dia. Hose. 

Hose - By Pass. 

F2050A 


1979-1975 

Belt - Fan. 

Belt - Alt.; W/A.C. 

Belt - Fan & Alt.; W/O A.C. 

Belt - Fan & A.C. 

Belt - Air Brake Compr. 

Hose - Upper. 

Hose - Lower - Eng. To Pipe.. 
Hose - Lower - Pipe To Rad... 
F2554 
1978-1975 

Belt - Fan & Alt.; W/42A, 

65A. Delco, 75A., 80A„ 

85A. Alt. (1978-1977). 

Belt - Fan & Alt.; W/65A. 
Leece Neville, 90A., 105A. 

Alt. (1978-1977). 

Belt - Fan & P.S.; 

(1978-1977). 

Belt - P.S.; (1978-1977). 

Belt - A.C.; (1978-1977). 

Belt - Air Brake Compr.; Aug. 
2, 1978 & Newer 

(1978-1977). 

Hose - Upper - Eng. To Pipe. 
Hose - Upper - Pipe To Rad.. 
Hose - Lower - Eng. To Pipe. 
Hose - Lower - Pipe To Rad.. 
Hose - By Pass. 

1650; 1750; 1850 

1978-1974 

Belt - Fan & Alt.; W/61A. Alt.. 
Belt - Fan & Alt.; W/65A, 

80A. Alt. 

Belt - P.S. 

Belt - V.P. 


683493C91 
358311C91 

358311C91 
670363C1 


683789C1 


502560R2 
133758R2 


673950C1 


683789C91 

288202C2 


Hose - Upper. 

Hose - Lower; W/Metal Hood 

1854; 1954; 1955 

1979 


Belt - Fan & Alt. 

Belt O.C. 

Belt - Fan & Alt. 

Belt O.C. 

Belt - Fan & Alt. 

Belt O.C. 

Belt - Fan & Alt. 

Belt O.C. 

Belt - Fan & P.S. 

Belt - P.S. 

Belt - A.C. 


W/48 1/8" 


W/65 1/4" 
W/69 1/2" 
\Nm 1/4" 


Belt - Fan To Air Brake Com- 


pr. 

Belt - Fan & Air Brake Com- 

pr. 

Belt - V.P. 


303674C1 


1810680C1 


689444C1 

429274C91 

133758R2 


1803172C1 

190502R2 


Hose - Lower; Double Dia. Hose; W/2 3/4“ 
Offset. 


Hose - Upper; Mar. 8, 1981 & 


21291 


Newer 


21766 

21042 

21461 


©♦♦9545HD 
©♦♦9570HD 
©♦9680HD 
♦9570HD 
♦9525HD 
©■>2 1/4” I.D. 
<20530 
21135 


©TR22657 


©♦♦9650HD 

©♦9755HD 
©♦49451 HD 
♦9440HD 


♦9495HD 
*2 1/4” I.D. 
*2 1/2” I.D. 
<20530 
*2 3/4” I.D. 
21461 


TR22625 

TR22657 
♦9412HD 
TR22720 
©■>2 1/4” I.D. 
21134 


©♦♦9476HD 

©♦♦9650HD 

©♦♦9690HD 

©♦♦9700HD 

©♦9745HD 

@7390 

♦9440HD 

♦9485HD 

TR22770 
♦9490HD 
21372 
or 26528 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

Cut To Fit. ♦ Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


- Continued 


- Continued 


INTERNATIONAL/NAVISTAR DTA466 
DIESEL ENG.; INTERNATION¬ 
AL/NAVISTAR DTI466 DIESEL ENG. 

- Continued 


1854; 1954; 1955 - Continued 
1979 - Continued 

Hose - Upper - Eng. To Pipe; W/A.C.; 

Mar. 7, 1981 & Older. 

Hose - Upper - Eng. To Pipe; W/O A.C.; 

Mar. 7, 1981 & Older. 

Hose - Upper - Pipe To Rad.; Mar. 7, 

1981 & Older. 

Hose - Lower; Double Dia. Hose; W/2 3/4" 

Offset. 

Hose - Lower; Double Dia. Hose; W/3/4" 

Offset. 

Hose - Lower; Single Dia. Hose. 


Hose - By Pass. 

2050A 

1979-1975 

Belt - Fan. 683493C91 

Belt - Alt.; W/A.C. 358311C91 

Belt - Fan & Alt.; W/O A.C. 

Belt - Fan & A.C. 358311C91 

Belt - Air Brake Compr. 670363C1 

Hose - Upper. 


Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

2200 

1979-1977 

Belt - Fan & Alt.; W/42A, 

65A. Delco, 75A., 80A„ 

85A. Alt. 683789C1 

Belt - Fan & Alt.; W/65A. 

Leece Neville, 90A., 105A. 

Alt. 

Belt - Fan & P.S. 


Belt - P.S. 502560R2 

Belt - A.C. 133758R2 

Belt - Air Brake Compr.; Aug. 

2, 1978 & Newer. 673950C1 


^21135 

■>2 1/4” I.D. 

■>2 1/4” I.D. 

21291 

21766 

21042 

21461 


©449545HD 
©449570HD 
©49680HD 
49570HD 
49525HD 
©■>2 1/4” I.D. 
^20530 
21135 


©TR22657 


©449650HD 
©49755HD 
©♦49451 HD 
♦9440HD 

♦9495HD 


INTERNATIONAL/NAVISTAR DV462 
DIESEL ENG. 


INTERNATIONAL/NAVISTAR DV462 
DIESEL ENG. - Continued 


CO1750A - Continued 
1978-1965 - Continued 
Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; 

Nov. 1, 1972 & Older 

(1978-1971). 362887C91 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; 

Nov. 2, 1972 & Newer; 

W/Air Brakes (1978-1971).... 


Belt - Alt.; W). 

Belt - Alt.; W/75A., 145A. Alt.; 

W/Air Brakes. 359003C91 

Belt - Alt.; W/75A., 145A. Alt.; 

W/Hyd. Brakes. 355706C91 

Belt - Alt.; W/37A., 61A. Alt. 

(1970-1965). 339637C1 

Belt - Alt.; W/55A., 62A. Alt. 

(1970-1965). 359006C91 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt. 

(1970-1965). 362887C91 

Belt - P.S. 358319C91 

Belt - Air Brake Compr. 

Belt - V.P.; Jun. 27, 1974 & 

Older (1978-1971). 358319C91 

Belt - V.P.; Jun. 28, 1974 & 

Newer (1978-1971). 396830R1 

Belt - V.P.; (1970-1965). 358319C91 


Hose - Upper - Eng. To Pipe 
Hose - Upper - Pipe To Rad. 
Hose - Lower - Eng. To Pipe 


CO1750B 

1978-1973 

Belt - W.P. 354029C91 

Belt - Alt.; W/37A., 61A. Alt.; 

Jun. 13, 1974 & Newer; 

W/Air Brakes. 359001C91 

Belt - Alt.; W/37A., 61A. Alt.; 

Jun. 13, 1974 & Newer; 

W/Hyd. Brakes. 369723C91 

Belt - Alt.; W/37A., 61A. Alt.; 

Nov. 1, 1972 & Older. 339637C1 

Belt - Alt.; W/37A., 61A. Alt.; 

Nov. 2, 1972 Thru Jun. 12, 

1974. 


©7417 


<1.7695 

@7695 

@7695 

@7640 

©7405 

©7417 


©7417 

©449570HD 

©449590HD 

©449570HD 

♦9510HD 
©449570HD 
ix21302 
20882 
^21378 


©♦49476HD 

@7695 

@7630 

©7405 

@7695 


CO1750A 

1978-1965 

Belt - W.P. 354029C91 

Belt - Alt.; W/37A., 61A. Alt.; 

Jun. 13, 1974 & Newer; 

W/Air Brakes (1978-1971).... 359001C91 
Belt - Alt.; W/37A., 61A. Alt.; 

Jun. 13, 1974 & Newer; 

W/Hyd. Brakes (1978-1971). 369723C91 
Belt - Alt.; W/37A., 61A. Alt.; 

Nov. 1, 1972 & Older 


(1978-1971). 339637C1 

Belt - Alt.; W/37A., 61A. Alt.; 

Nov. 2, 1972 Thru Jun. 12, 

1974 (1978-1971). 

Belt - Alt.; W/55A., 62A. Alt.; 

Nov. 1, 1972 & Older 

(1978-1971). 359006C91 

Belt - Alt.; W/55A., 62A. Alt.; 

Nov. 2, 1972 & Newer 

(1978-1971). 

Belt - Alt.; W). 369723C91 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; Jun. 

6, 1978 & Newer; W/Hyd. 

Brakes (1978-1971). 355706C91 


©♦49476HD 

@7695 

@7630 

©7405 

@7695 

©7417 


Belt - Alt.; W/55A., 62A. Alt.; 

Nov. 1, 1972 & Older. 

Belt - Alt.; W/55A., 62A. Alt.; 

Nov. 2, 1972 & Newer. 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; Jun. 
13, 1974 Thru Jun. 5, 1978; 

W/Hyd. Brakes. 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; Jun. 
6, 1978 & Newer; W/Hyd. 

Brakes. 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; 

Nov. 1, 1972 & Older. 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; 

Nov. 2, 1972 & Newer; 

W/Air Brakes. 


@7695 

@7630 

@7640 


Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; 

Nov. 2, 1972 Thru Jun. 12, 

1974; W/Hyd. Brakes. 

Belt - Alt.; W/75A., 145A. Alt.; 

W/Air Brakes. 

Belt - Alt.; W/75A., 145A. Alt.; 
W/Hyd. Brakes. 


359006C91 

369723C91 

355706C91 

362887C91 


359003C91 

355706C91 


©7417 

@7695 

@7630 

<217640 

©7417 

<2.7695 

<1.7695 

<1.7695 

@7640 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

•*” Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

^ Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


- Continued 


- Continued 


INTERNATIONAL/NAVISTAR DV462 
DIESEL ENG. - Continued 

CO1750B - Continued 
1978-1973 - Continued 

Belt - P.S. 358319C91 ©449570HD 

Belt - Air Brake Compr. ©449590HD 

Belt - V.P.; Jun. 27, 1974 & 

Older. 358319C91 ©449570HD 

Belt - V.P.; Jun. 28, 1974 & 

Newer. 396830R1 4951OHD 

Hose - Upper - Eng. To Pipe. =<21302 

Hose - Upper - Pipe To Rad. 20882 

Hose - Lower - Eng. To Pipe. s^=21378 

CO1850A 

1978-1965 


INTERNATIONAL/NAVISTAR DV462 


DIESEL ENG. - Continued 


CO1850B 

1978-1973 

Belt - W.P. 

354029C91 

©449476HD 

Belt - Alt.; W/37A., 61A. Alt.; 
Jun. 13, 1974 & Newer; 
W/Air Brakes. 

359001C91 

<1.7695 

Belt - Alt.; W/37A., 61A. Alt.; 
Jun. 13, 1974 & Newer; 
W/Hyd. Brakes. 

369723C91 

@7630 

Belt - Alt.; W/37A., 61A. Alt.; 
Nov. 1, 1972 & Older. 

339637C1 

@7405 

Belt - Alt.; W/37A., 61A. Alt.; 
Nov. 2, 1972 Thru Jun. 12, 
1974. 


@7695 


Belt - W.P. 354029C91 

Belt - Alt.; W/37A., 61A. Alt.; 

Jun. 13, 1974 & Newer; 

W/Air Brakes (1978-1971).... 359001C91 
Belt - Alt.; W/37A., 61A. Alt.; 

Jun. 13, 1974 & Newer; 

W/Hyd. Brakes (1978-1971). 369723C91 
Belt - Alt.; W/37A., 61A. Alt.; 

Nov. 1, 1972 & Older 


(1978-1971). 339637C1 

Belt - Alt.; W/37A., 61A. Alt.; 

Nov. 2, 1972 Thru Jun. 12, 

1974 (1978-1971). 

Belt - Alt.; W/55A., 62A. Alt.; 

Nov. 1, 1972 & Older 

(1978-1971). 359006C91 

Belt - Alt.; W/55A., 62A. Alt.; 

Nov. 2, 1972 & Newer 

(1978-1971). 

Belt - Alt.; W). 369723C91 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; Jun. 

6, 1978 & Newer; W/Hyd. 

Brakes (1978-1971). 355706C91 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; 

Nov. 1, 1972 & Older 

(1978-1971). 362887C91 


Belt - Alt.; W/65A., 80A., 
85A., 105A., 130A. Alt.; 
Nov. 2, 1972 & Newer; 
W/Air Brakes (1978-1971) 


Belt - Alt.; W). 

Belt - Alt.; W/75A., 145A. Alt.; 

W/Air Brakes. 359003C91 

Belt - Alt.; W/75A., 145A. Alt.; 

W/Hyd. Brakes. 355706C91 

Belt - Alt.; W/37A., 61A. Alt. 

(1970-1965). 339637C1 

Belt - Alt.; W/55A., 62A. Alt. 

(1970-1965). 359006C91 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt. 

(1970-1965). 362887C91 

Belt - P.S. 358319C91 

Belt - Air Brake Compr. 

Belt - V.P.; Jun. 27, 1974 & 

Older (1978-1971). 358319C91 

Belt - V.P.; Jun. 28, 1974 & 

Newer (1978-1971). 396830R1 

Belt - V.P.; (1970-1965). 358319C91 


Hose - Upper - Eng. To Pipe; Nov. 1, 

1972 & Older. 

Hose - Upper - Pipe To Rad. 

Hose - Lower - Pipe To Rad.; Sept. 10, 

1973 & Newer. 

Hose - Lower - Pipe To Rad.; Sept. 9, 

1973 & Older. 


©♦49476HD 

<1.7695 

@7630 

@7405 

<1.7695 

@7417 

<1.7695 

@7630 

@7640 

@7417 

@7695 

<1.7695 

<1.7695 

@7640 

@7405 

@7417 


Belt - Alt.; W/55A., 62A. Alt.; 

Nov. 1, 1972 & Older. 359006C91 

Belt - Alt.; W/55A., 62A. Alt.; 

Nov. 2, 1972 & Newer. 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; Jun. 

13, 1974 Thru Jun. 5, 1978; 

W/Hyd. Brakes. 369723C91 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; Jun. 

6, 1978 & Newer; W/Hyd. 

Brakes. 355706C91 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; 

Nov. 1, 1972 & Older. 362887C91 


Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; 

Nov. 2, 1972 & Newer; 

W/Air Brakes. 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; 

Nov. 2, 1972 Thru Jun. 12, 

1974; W/Hyd. Brakes. 

Belt - Alt.; W/75A., 145A. Alt.; 

W/Air Brakes. 359003C91 

Belt - Alt.; W/75A., 145A. Alt.; 

W/Hyd. Brakes. 355706C91 

Belt - P.S. 358319C91 

Belt - Air Brake Compr. 

Belt - V.P.; Jun. 27, 1974 & 

Older. 358319C91 

Belt - V.P.; Jun. 28, 1974 & 

Newer. 396830R1 

Hose - Upper - Eng. To Pipe; Nov. 1, 

1972 & Older. 

Hose - Upper - Pipe To Rad. 

Hose - Lower - Pipe To Rad.; Sept. 10, 

1973 & Newer. 

Hose - Lower - Pipe To Rad.; Sept. 9, 

1973 & Older. 

CO1950A 


1978-1965 


@7417 

©♦49570HD 

©♦49590HD 

©♦49570HD 

*951OHD 
©♦49570HD 

=■<21302 

20882 

*2” I.D. 

=<21378 


Belt - W.P. 

Belt - Alt.; W/37A., 61A. Alt.; 
Jun. 13, 1974 & Newer; 
W/Air Brakes (1978-1971).... 
Belt - Alt.; W/37A., 61A. Alt.; 
Jun. 13, 1974 & Newer; 
W/Hyd. Brakes (1978-1971). 
Belt - Alt.; W/37A., 61A. Alt.; 
Nov. 1, 1972 & Older 

(1978-1971). 

Belt - Alt.; W/37A., 61A. Alt.; 
Nov. 2, 1972 Thru Jun. 12, 

1974 (1978-1971). 

Belt - Alt.; W/55A., 62A. Alt.; 
Nov. 1, 1972 & Older 
(1978-1971). 


354029C91 
359001C91 
369723C91 
339637C1 

359006C91 


@7417 

<1.7695 

@7630 

<1.7640 

@7417 

<1.7695 

@7695 

@7695 

@7640 

©♦49570HD 

©♦49590HD 

©♦49570HD 

*951OHD 

=<21302 

20882 

*2” I.D. 

=<21378 

©♦49476HD 

<1.7695 

<1.7630 

@7405 

<1.7695 

@7417 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durlon® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

•*” Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

=< Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


- Continued 


- Continued 


INTERNATIONAL/NAVISTAR DV462 
DIESEL ENG. - Continued 

CO1950A - Continued 


INTERNATIONAL/NAVISTAR DV462 
DIESEL ENG. - Continued 

CO1950B - Continued 


1978-1965 - Continued 
Belt - Alt.; W/55A., 62A. Alt.; 

Nov. 2, 1972 & Newer 

(1978-1971). 

Belt - Alt.; W). 369723C91 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; Jun. 

6, 1978 & Newer; W/Hyd. 

Brakes (1978-1971). 355706C91 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; 

Nov. 1, 1972 & Older 

(1978-1971). 362887C91 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; 

Nov. 2, 1972 & Newer; 

W/Air Brakes (1978-1971).... 


Belt - Alt.; W). 

Belt - Alt.; W/75A., 145A. Alt.; 

W/Air Brakes. 359003C91 

Belt - Alt.; W/75A., 145A. Alt.; 

W/Hyd. Brakes. 355706C91 

Belt - Alt.; W/37A., 61A. Alt. 

(1970-1965). 339637C1 

Belt - Alt.; W/55A., 62A. Alt. 

(1970-1965). 359006C91 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt. 

(1970-1965). 362887C91 

Belt - P.S. 358319C91 

Belt - Air Brake Compr. 

Belt - V.P.; Jun. 27, 1974 & 

Older (1978-1971). 358319C91 

Belt - V.P.; Jun. 28, 1974 & 

Newer (1978-1971). 396830R1 

Belt - V.P.; (1970-1965). 358319C91 


Hose - Upper - Eng. To Pipe; Nov. 1, 

1972 & Older. 

Hose - Upper - Pipe To Rad. 

Hose - Lower - Pipe To Rad.; Sept. 10, 

1973 & Newer. 

Hose - Lower - Pipe To Rad.; Sept. 9, 

1973 & Older. 

CO1950B 

1978-1973 

Belt - W.P. 354029C91 

Belt - Alt.; W/37A., 61A. Alt.; 

Jun. 13, 1974 & Newer; 

W/Air Brakes. 359001C91 

Belt - Alt.; W/37A., 61A. Alt.; 

Jun. 13, 1974 & Newer; 

W/Hyd. Brakes. 369723C91 

Belt - Alt.; W/37A., 61A. Alt.; 

Nov. 1, 1972 & Older. 339637C1 

Belt - Alt.; W/37A., 61A. Alt.; 

Nov. 2, 1972 Thru Jun. 12, 

1974 . 

Belt - Alt.; W/55A., 62A. Alt.; 

Nov. 1, 1972 & Older. 359006C91 

Belt - Alt.; W/55A., 62A. Alt.; 

Nov. 2, 1972 & Newer. 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; Jun. 

13, 1974 Thru Jun. 5, 1978; 


W/Hyd. Brakes. 369723C91 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; Jun. 

6, 1978 & Newer; W/Hyd. 

Brakes. 355706C91 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; 

Nov. 1, 1972 & Older. 362887C91 


<1.7695 

<1.7630 


<2.7640 


©7417 


<1.7695 

<1.7695 

<1.7695 

<1.7640 

©7405 

©7417 


©7417 

©♦49570HD 

©♦49590HD 

©♦49570HD 

*951OHD 
©♦49570HD 


1978-1973 - Continued 
Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; 

Nov. 2, 1972 & Newer; 

W/Air Brakes. 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; 

Nov. 2, 1972 Thru Jun. 12, 

1974; W/Hyd. Brakes. 

Belt - Alt.; W/75A., 145A. Alt.; 

W/Air Brakes. 359003C91 

Belt - Alt.; W/75A., 145A. Alt.; 

W/Hyd. Brakes. 355706C91 

Belt - P.S. 358319C91 

Belt - Air Brake Compr. 

Belt - V.P.; Jun. 27, 1974 & 

Older. 358319C91 

Belt - V.P.; Jun. 28, 1974 & 

Newer. 396830R1 

Hose - Upper - Eng. To Pipe; Nov. 1, 

1972 & Older. 

Hose - Upper - Pipe To Rad. 

Hose - Lower - Pipe To Rad.; Sept. 10, 

1973 & Newer. 

Hose - Lower - Pipe To Rad.; Sept. 9, 

1973 & Older. 

C04070A 

1970-1969 

Belt - Alt. 358215C1 

Hose - Upper - Right Side. 

Hose - Upper - Eng. To Pipe (Left Side).... 
Hose - Lower. 

COF1950A 

1978-1965 

Belt - W.P. 354029C91 


.*21302 

20882 

*2” I.D. 

*21378 

©♦49476HD 

@7695 

<1.7630 

©7405 

<1.7695 

©7417 

<1.7695 

<1.7630 

<1.7640 

©7417 


Belt - Alt.; W/37A., 61A. Alt.; 
Jun. 13, 1974 & Newer; 
W/Air Brakes (1978-1971).... 
Belt - Alt.; W/37A., 61A. Alt.; 
Jun. 13, 1974 & Newer; 
W/Hyd. Brakes (1978-1971). 
Belt - Alt.; W/37A., 61A. Alt.; 
Nov. 1, 1972 & Older 

(1978-1971). 

Belt - Alt.; W/37A., 61A. Alt.; 
Nov. 2, 1972 Thru Jun. 12, 

1974 (1978-1971). 

Belt - Alt.; W/55A., 62A. Alt.; 
Nov. 1, 1972 & Older 

(1978-1971). 

Belt - Alt.; W/55A., 62A. Alt.; 
Nov. 2, 1972 & Newer 

(1978-1971). 

Belt - Alt.; W). 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; Jun. 
6, 1978 & Newer; W/Hyd. 

Brakes (1978-1971). 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; 

Nov. 1, 1972 & Older 

(1978-1971). 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; 

Nov. 2, 1972 & Newer; 

W/Air Brakes (1978-1971).... 

Belt - Alt.; W). 

Belt - Alt.; W/75A., 145A. Alt.; 

W/Air Brakes. 

Belt - Alt.; W/75A., 145A. Alt.; 
W/Hyd. Brakes. 


359001C91 
369723C91 
339637C1 

359006C91 

369723C91 

355706C91 

362887C91 


359003C91 

355706C91 


@7695 

<1.7695 

<1.7695 

<1.7640 

©♦49570HD 

©♦49590HD 

©♦49570HD 

*951OHD 

*21302 

20882 

■>2” I.D. 

*21378 

7490 

©■>2 1/4” I.D. 

■frl 3/4” I.D. 
©■>2 3/4” I.D. 

©♦49476HD 

<1.7695 

@7630 

©7405 

@7695 

©7417 

<1.7695 

<1.7630 

<1.7640 

©7417 

<1.7695 

<1.7695 

<1.7695 

@7640 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

* Cut To Fit. 


o 

♦ 

4 


Green Stripe * 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


339637C1 

@7405 

359006C91 

@7417 

362887C91 
358319C91 

@7417 

©449570HD 

©449590HD 

358319C91 

©449570HD 

396830R1 
358319C91 

4951 OHD 
©449570HD 


s<21302 

20882 

■>2” I.D. 


INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR DV462 
DIESEL ENG. - Continued 

COF1950A - Continued 
1978-1965 - Continued 
Belt - Alt.; W/37A., 61A. Alt. 

(1970-1965). 

Belt - Alt.; W/55A., 62A. Alt. 

(1970-1965). 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt. 

(1970-1965). 

Belt - P.S. 

Belt - Air Brake Compr. 

Belt - V.P.; Jun. 27, 1974 & 

Older (1978-1971). 

Belt - V.P.; Jun. 28, 1974 & 

Newer (1978-1971). 

Belt - V.P.; (1970-1965). 

Hose - Upper - Eng. To Pipe; Nov. 1, 

1972 & Older. 

Hose - Upper - Pipe To Rad. 

Hose - Lower - Pipe To Rad.; Sept. 10, 

1973 & Newer. 

Hose - Lower - Pipe To Rad.; Sept. 9, 

1973 & Older. 

COF1950B 

1978-1973 

Belt - W.P. 

Belt - Alt.; W/37A., 61A. Alt, 

Jun. 13, 1974 & Newer; 

W/Air Brakes. 

Belt - Alt.; W/37A., 61A. Alt, 

Jun. 13, 1974 & Newer; 

W/Hyd. Brakes. 

Belt - Alt.; W/37A., 61A. Alt. 

Nov. 1, 1972 & Older. 339637C1 

Belt - Alt.; W/37A., 61A. Alt.; 

Nov. 2, 1972 Thru Jun. 12, 

1974 . 

Belt - Alt.; W/55A., 62A. Alt.; 

Nov. 1, 1972 & Older. 

Belt - Alt.; W/55A., 62A. Alt.; 

Nov. 2, 1972 & Newer. 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; Jun 
13, 1974 Thru Jun. 5, 1978; 

W/Hyd. Brakes. 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; Jun 
6, 1978 & Newer; W/Hyd. 

Brakes . 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; 

Nov. 1, 1972 & Older. 362887C91 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; 

Nov. 2, 1972 & Newer; 

W/Air Brakes. 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; 

Nov. 2, 1972 Thru Jun. 12, 

1974; W/Hyd. Brakes. 

Belt - Alt.; W/75A., 145A. Alt.; 

W/Air Brakes. 359003C91 

Belt - Alt.; W/75A., 145A. Alt.; 

W/Hyd. Brakes. 355706C91 

Belt - P.S. 358319C91 

Belt - Air Brake Compr. 

Belt - V.P.; Jun. 27, 1974 & 

Older. 358319C91 

Belt - V.P.; Jun, 28, 1974 & 

Newer. 396830R1 

Hose - Upper - Eng. To Pipe; Nov. 1, 

1972 & Older. 

Hose - Upper - Pipe To Rad. 


@7405 


@7695 


@7417 


@7695 


@7695 

@7695 

@7640 

©449570HD 

©449590HD 

©449570HD 

4951OHD 

^21302 

20882 


INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR DV462 
DIESEL ENG. - Continued 

COF1950B - Continued 
1978-1973 - Continued 
Hose - Lower - Pipe To Rad.; Sept. 10, 

1973 & Newer. 

Hose - Lower - Pipe To Rad.; Sept. 9, 

1973 & Older. 

COF4070A 
1970-1969 

Belt - Alt. 358215C1 

Hose - Upper - Right Side. 

Hose - Upper - Eng. To Pipe (Left Side).. 

Hose - Lower. 

D400; DC400; DCF400; DF400 
1975-1969 

Belt - Fan. 354029C91 

Belt - Alt. 354027C91 

Belt - P.S. 

Hose - Upper; (1970-1969). 

Hose - Lower; (1970-1969). 

FI 850 


Hose - Upper. 

Hose - Lower; W/Allison Trans... 
Hose - Lower; W/Man. Trans. 

FI91OA; F2010A; F2050A 


Hose - Upper.. 
Hose - Lower.. 

F5050 

1975 

Belt - Fan. 

Belt - Alt. 

Belt - P.S. 

Belt - A.C. 

M412CBE 

1975 

Belt - Fan. 

Belt - Alt. 

Belt - P.S. 

M623CBE 

1975 

Belt - Fan. 

Belt - Alt. 

Belt - P.S. 

Hose - Upper.. 
Hose - Lower.. 


354029C91 
354027C91 
358328C91 
315221C2 


354029C91 

354027C91 

133732R2 


354029C91 

354027C91 

133732R2 


*2” I.D. 
^21378 


7490 

@■>2 1/4” I.D. 

4-1 3/4” I.D. 
@4-2 3/4” I.D. 


49476HD 
@7565 
49463HD 
4-1 3/4” I.D. 
4-2 3/4” I.D. 



^21378 

1975 





Belt - Fan. 

354029C91 

©449476HD 



Belt - Alt.; W/37A., 61A. Alt.; 



354029C91 

©449476HD 

W/Air Brakes. 

354026C91 

@7555 



Belt - Alt.; W/37A., 61A. Alt.; 





W/Hyd. Brakes. 

354028C91 

@7525 

359001C91 

©>7695 

Belt - Alt.; W/65A., 80A. Alt.; 





W/Air Brakes. 

354027C91 

@7565 



Belt - Alt.; W/65A., 80A. Alt.; 



369723C91 

@7630 

W/Hyd. Brakes. 

354025C91 

@7541 


26531 

20206 

20530 




1975 



359006C91 

@7417 

Belt - Fan. 

.. 354029C91 

©449476HD 


@7695 

Belt - Alt.; W/A.C. 

.. 354026C91 

@7555 


Belt - Alt.; WO A.C. 

Belt - Alt. & Air Brake Com- 

.. 354025C91 

@7541 




pr.; W/A.C. 

.. 354030C91 

@7575 

369723C91 

@7630 

Belt - Alt. & Air Brake Com¬ 
pr.; WO A.C. 

.. 354027C91 

@7565 



Belt - P.S.; W/Air Brakes. 

.. 133732R2 

49360HD 



Belt - P.S.; W/Hyd. Brakes... 

.. 315222C1 

49330HD 

355706C91 

©>7640 

Belt - A.C.; W/Air Brakes. 

.. 270094C2 

49580HD 



Belt - A.C.; W/Hyd. Brakes... 

.. 315221C2 

49540HD 


@4-2 1/2” I.D. 
@4-2 5/8” I.D. 


©449476HD 

@7565 

©449463HD 

49540HD 


49476HD 

@7565 

49360HD 


49476HD 

@7565 

49360HD 

26530 

26530 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 4- Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

•*” Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

^ Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


- Continued 


- Continued 


INTERNATIONAL/NAVISTAR DV462 


DIESEL ENG. - Continued 

M6123CBE; M8234CBE 


1975 

Belt - Fan. 354029C91 49476HD 

Belt - Alt . 354027C91 @7565 

Belt - P.S. 133732R2 49360HD 


1650; 1750; 1850 

1975 


Hose - Upper. 26531 

Hose - Lower; W/Allison Trans. 20206 

Hose - Lower; W/Man. Trans. 20530 

1910A; 2010A 

1975 


Belt - Fan. 354029C91 ©449476HD 

Belt - Alt.; W/A.C. 354026C91 @7555 

Belt - Alt.; W/O A.C. 354025C91 @7541 


Belt - Alt. & Air Brake Com- 

pr.; W/A.C. 354030C91 @7575 

Belt - Alt. & Air Brake Com- 


pr.; W/O A.C. 354027C91 

Belt - P.S.; W/Air Brakes. 133732R2 

Belt - P.S.; W/Hyd. Brakes. 315222C1 

Belt - A.C.; W/Air Brakes. 270094C2 

Belt - A.C.; W/Hyd. Brakes. 315221C2 

Hose - Upper. 

Hose - Lower. 

2050A 

1975 

Hose - Upper. 

Hose - Lower. 


2110A 

1975 

Belt - Fan. 

Belt - Alt.; W/A.C. 

Belt - Alt.; W/O A.C. 

Belt - Alt. & Air Brake Com- 

pr.; W/A.C. 

Belt - Alt. & Air Brake Com- 

pr.; W/O A.C. 

Belt - P.S.; W/Air Brakes. 

Belt - P.S.; W/Hyd. Brakes.. 

Belt - A.C.; W/Air Brakes. 

Belt - A.C.; W/Hyd. Brakes.. 

Hose - Upper. 

Hose - Lower. 


@7565 
49360HD 
49330HD 
49580HD 
49540HD 
©■>2 1/2” I.D. 
©■>2 5/8” I.D. 


©■>2 1/2” I.D. 
©■>2 5/8” I.D. 


354029C91 

©449476HD 

354026C91 

©7555 

354025C91 

©7541 

354030C91 

©7575 

354027C91 

©7565 

133732R2 

49360HD 

315222C1 

49330HD 

270094C2 

49580HD 

315221C2 

49540HD 


©■>2 1/2” I.D. 
©■>2 5/8” I.D. 


INTERNATIONAL/NAVISTAR DV462B 
DIESEL ENG. - Continued 

CO1750A - Continued 


1978-1965 - Continued 
Belt - Alt.; W/55A., 62A. Alt.; 

Nov. 1, 1972 & Older 

(1978-1971). 359006C91 

Belt - Alt.; W/55A., 62A. Alt.; 

Nov. 2, 1972 & Newer 

(1978-1971). 

Belt - Alt.; W). 369723C91 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; Jun. 

6, 1978 & Newer; W/Hyd. 

Brakes (1978-1971). 355706C91 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; 

Nov. 1, 1972 & Older 

(1978-1971). 362887C91 


Belt - Alt.; W/65A., 80A., 
85A., 105A., 130A. Alt.; 
Nov. 2, 1972 & Newer; 
W/Air Brakes (1978-1971) 


Belt - Alt.; W). 

Belt - Alt.; W/75A., 145A. Alt.; 

W/Air Brakes. 359003C91 

Belt - Alt.; W/75A., 145A. Alt.; 

W/Hyd. Brakes. 355706C91 

Belt - Alt.; W/37A., 61A. Alt. 

(1970-1965). 339637C1 

Belt - Alt.; W/55A., 62A. Alt. 

(1970-1965). 359006C91 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt. 

(1970-1965). 362887C91 

Belt - P.S. 358319C91 

Belt - Air Brake Compr. 

Belt - V.P.; Jun. 27, 1974 & 

Older (1978-1971). 358319C91 

Belt - V.P.; Jun. 28, 1974 & 

Newer (1978-1971). 396830R1 

Belt - V.P.; (1970-1965). 358319C91 


Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad. 

Hose - Lower - Eng. To Pipe. 

CO1750B 

1978-1973 

Belt - W.P. 354029C91 


©7417 

©7695 

@7630 

<217640 


©7417 


@7695 

@7695 

@7695 

ili7640 

©7405 

©7417 


©7417 

©♦49570HD 

©♦49590HD 

©♦49570HD 

*951OHD 
©♦49570HD 
:x21302 
20882 
x21378 


©♦49476HD 


5050 

1975 

Belt - Fan. 354029C91 . ♦♦9476HD 

Belt - Alt . 354027C91 @7565 

Belt - P.S. 358328C91 . ♦♦9463HD 

Belt -A.C. 315221C2 49540HD 


INTERNATIONAL/NAVISTAR DV462B 
DIESEL ENG. 

CO1750A 

1978-1965 

Belt - W.P. 354029C91 ©449476HD 

Belt - Alt.; W/37A., 61A. Alt.; 

Jun. 13, 1974 & Newer; 

W/Air Brakes (1978-1971).... 359001C91 @7695 

Belt - Alt.; W/37A., 61A. Alt.; 

Jun. 13, 1974 & Newer; 

W/Hyd. Brakes (1978-1971). 369723C91 @7630 

Belt - Alt.; W/37A., 61A. Alt.; 

Nov. 1, 1972 & Older 

(1978-1971). 339637C1 @7405 

Belt - Alt.; W/37A., 61A. Alt.; 

Nov. 2, 1972 Thru Jun. 12, 

1974 (1978-1971). @7695 


Belt - Alt.; W/37A., 61A. Alt.; 

Jun. 13, 1974 & Newer; 

W/Air Brakes. 359001C91 @7695 

Belt - Alt.; W/37A., 61A. Alt.; 

Jun. 13, 1974 & Newer; 

W/Hyd. Brakes. 369723C91 @7630 

Belt - Alt.; W/37A., 61A. Alt.; 

Nov. 1, 1972 & Older. 339637C1 @7405 

Belt - Alt.; W/37A., 61A. Alt.; 

Nov. 2, 1972 Thru Jun. 12, 

1974. @7695 

Belt - Alt.; W/55A., 62A. Alt.; 

Nov. 1, 1972 & Older. 359006C91 @7417 

Belt - Alt.; W/55A., 62A. Alt.; 

Nov. 2, 1972 & Newer. @7695 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; Jun. 

13, 1974 Thru Jun. 5, 1978; 

W/Hyd. Brakes. 369723C91 @7630 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; Jun. 

6, 1978 & Newer; W/Hyd. 

Brakes. 355706C91 @7640 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; 

Nov. 1, 1972 & Older. 362887C91 ©7417 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only, 
x Cut To Fit. 


o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR DV462B 
DIESEL ENG. - Continued 

CO1750B - Continued 
1978-1973 - Continued 
Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; 

Nov. 2, 1972 & Newer; 

W/Air Brakes. @7695 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; 

Nov. 2, 1972 Thru Jun. 12, 

1974; W/Hyd. Brakes. @7695 

Belt - Alt.; W/75A., 145A. Alt.; 

W/Air Brakes. 359003C91 @7695 

Belt - Alt.; W/75A., 145A. Alt.; 

W/Hyd. Brakes. 355706C91 @7640 

Belt - P.S. 358319C91 ©449570HD 

Belt - Air Brake Compr. ©449590HD 

Belt - V.P.; Jun. 27, 1974 & 

Older. 358319C91 .♦♦9570HD 

Belt - V.P.; Jun. 28, 1974 & 

Newer. 396830R1 *951OHD 

Hose - Upper - Eng. To Pipe. s^21302 

Hose - Upper - Pipe To Rad. 20882 

Hose - Lower - Eng. To Pipe. s*=21378 

CO1850A 

1978-1965 

Belt - W.P. 354029C91 ©449476HD 

Belt - Alt.; W/37A., 61A. Alt.; 

Jun. 13, 1974 & Newer; 

W/Air Brakes (1978-1971).... 359001C91 @7695 

Belt - Alt.; W/37A., 61A. Alt.; 

Jun. 13, 1974 & Newer; 

W/Hyd. Brakes (1978-1971). 369723C91 @7630 

Belt - Alt.; W/37A., 61A. Alt.; 

Nov. 1, 1972 & Older 

(1978-1971). 339637C1 @7405 

Belt - Alt.; W/37A., 61A. Alt.; 

Nov. 2, 1972 Thru Jun. 12, 

1974 (1978-1971). @7695 

Belt - Alt.; W/55A., 62A. Alt.; 

Nov. 1, 1972 & Older 

(1978-1971). 359006C91 @7417 

Belt - Alt.; W/55A., 62A. Alt.; 

Nov. 2, 1972 & Newer 

(1978-1971). @7695 

Belt - Alt.; W). 369723C91 @7630 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; Jun. 

6, 1978 & Newer; W/Hyd. 

Brakes (1978-1971). 355706C91 @7640 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; 

Nov. 1, 1972 & Older 

(1978-1971). 362887C91 @7417 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; 

Nov. 2, 1972 & Newer; 

W/Air Brakes (1978-1971).... @7695 

Belt - Alt.; W). @7695 

Belt - Alt.; W/75A., 145A. Alt.; 

W/Air Brakes. 359003C91 @7695 

Belt - Alt.; W/75A., 145A. Alt.; 

W/Hyd. Brakes. 355706C91 @7640 

Belt - Alt.; W/37A., 61A. Alt. 

(1970-1965). 339637C1 @7405 

Belt - Alt.; W/55A., 62A. Alt. 

(1970-1965). 359006C91 @7417 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt. 

(1970-1965). 362887C91 @7417 

Belt - P.S. 358319C91 . ♦♦9570HD 

Belt - Air Brake Compr. ©449590HD 

Belt - V.P.; Jun. 27, 1974 & 

Older (1978-1971). 358319C91 ©449570HD 


INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR DV462B 
DIESEL ENG. - Continued 

CO1850A - Continued 
1978-1965 - Continued 
Belt - V.P.; Jun. 28, 1974 & 

Newer (1978-1971). 396830R1 

V.P.; (1970-1965). 358319C91 

Upper - Eng. To Pipe; Nov. 1, 


Belt 
Hose 

1972 & Older. 

Hose - Upper - Pipe To Rad. 

Hose - Lower - Pipe To Rad.; Sept. 10, 

1973 & Newer. 

Hose - Lower - Pipe To Rad.; Sept. 9, 

1973 & Older. 

CO1850B 

1978-1973 

Belt - W.P. 354029C91 

Belt - Alt.; W/37A., 61A. Alt.; 

Jun. 13, 1974 & Newer; 

W/Air Brakes. 359001C91 

Belt - Alt.; W/37A., 61A. Alt.; 

Jun. 13, 1974 & Newer; 

W/Hyd. Brakes. 369723C91 

Belt - Alt.; W/37A., 61A. Alt.; 

Nov. 1, 1972 & Older. 339637C1 

Belt - Alt.; W/37A., 61A. Alt.; 

Nov. 2, 1972 Thru Jun. 12, 

1974 . 

Belt - Alt.; W/55A., 62A. Alt.; 

Nov. 1, 1972 & Older. 359006C91 

Belt - Alt.; W/55A., 62A. Alt.; 

Nov. 2, 1972 & Newer. 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; Jun. 

13, 1974 Thru Jun. 5, 1978; 

W/Hyd. Brakes. 369723C91 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; Jun. 

6, 1978 & Newer; W/Hyd. 

Brakes. 355706C91 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; 

Nov. 1, 1972 & Older. 362887C91 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; 

Nov. 2, 1972 & Newer; 

W/Air Brakes. 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; 

Nov. 2, 1972 Thru Jun. 12, 

1974; W/Hyd. Brakes. 

Belt - Alt.; W/75A., 145A. Alt.; 

W/Air Brakes. 359003C91 

Belt - Alt.; W/75A., 145A. Alt.; 

W/Hyd. Brakes. 355706C91 

Belt - P.S. 358319C91 

Belt - Air Brake Compr. 

Belt - V.P.; Jun. 27, 1974 & 

Older. 358319C91 

Belt - V.P.; Jun. 28, 1974 & 

Newer. 396830R1 

Hose - Upper - Eng. To Pipe; Nov. 1, 

1972 & Older. 

Hose - Upper - Pipe To Rad. 

Hose - Lower - Pipe To Rad.; Sept. 10, 

1973 & Newer. 

Hose - Lower - Pipe To Rad.; Sept. 9, 

1973 & Older. 

CO1950A 

1978-1965 

Belt - W.P. 354029C91 

Belt - Alt.; W/37A., 61A. Alt.; 

Jun. 13, 1974 & Newer; 

W/Air Brakes (1978-1971).... 359001C91 


*951OHD 
©449570HD 


^21302 

20882 

*2” I.D. 

5^21378 


©449476HD 


@7695 


@7630 

@7405 


@7695 

@7417 


@7695 


@7630 


@7640 


@7417 


@7695 


@7695 

@7695 

@7640 

©449570HD 

©♦♦9590HD 

©449570HD 

4951OHD 

^21302 

20882 

*2” I.D. 

^21378 


©449476HD 


@7695 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durlon® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

•*” Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

^ Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


- Continued 


- Continued 


INTERNATIONAL/NAVISTAR DV462B 
DIESEL ENG. - Continued 


INTERNATIONAL/NAVISTAR DV462B 
DIESEL ENG. - Continued 


CO1950A - Continued 
1978-1965 - Continued 
Belt - Alt.; W/37A., 61A. Alt.; 

Jun. 13, 1974 & Newer; 

W/Hyd. Brakes (1978-1971). 369723C91 
Belt - Alt.; W/37A., 61A. Alt.; 

Nov. 1, 1972 & Older 


(1978-1971). 339637C1 

Belt - Alt.; W/37A., 61A. Alt.; 

Nov. 2, 1972 Thru Jun. 12, 

1974 (1978-1971). 

Belt - Alt.; W/55A., 62A. Alt.; 

Nov. 1, 1972 & Older 

(1978-1971). 359006C91 

Belt - Alt.; W/55A., 62A. Alt.; 

Nov. 2, 1972 & Newer 

(1978-1971). 

Belt - Alt.; W). 369723C91 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; Jun. 

6, 1978 & Newer; W/Hyd. 

Brakes (1978-1971). 355706C91 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; 

Nov. 1, 1972 & Older 

(1978-1971). 362887C91 


Belt - Alt.; W/65A., 80A., 
85A., 105A., 130A. Alt.; 
Nov. 2, 1972 & Newer; 
W/Air Brakes (1978-1971) 


Belt - Alt.; W). 

Belt - Alt.; W/75A., 145A. Alt.; 

W/Air Brakes. 359003C91 

Belt - Alt.; W/75A., 145A. Alt.; 

W/Hyd. Brakes. 355706C91 

Belt - Alt.; W/37A., 61A. Alt. 

(1970-1965). 339637C1 

Belt - Alt.; W/55A., 62A. Alt. 

(1970-1965). 359006C91 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt. 

(1970-1965). 362887C91 

Belt - P.S. 358319C91 

Belt - Air Brake Compr. 

Belt - V.P.; Jun. 27, 1974 & 

Older (1978-1971). 358319C91 

Belt - V.P.; Jun. 28, 1974 & 

Newer (1978-1971). 396830R1 

Belt - V.P.; (1970-1965). 358319C91 


Hose - Upper - Eng. To Pipe; Nov. 1, 

1972 & Older. 

Hose - Upper - Pipe To Rad. 

Hose - Lower - Pipe To Rad.; Sept. 10, 

1973 & Newer. 

Hose - Lower - Pipe To Rad.; Sept. 9, 


1973 & Older. 

CO1950B 

1978-1973 

Belt - W.P. 354029C91 

Belt - Alt.; W/37A., 61A. Alt.; 

Jun. 13, 1974 & Newer; 

W/Air Brakes. 359001C91 

Belt - Alt.; W/37A., 61A. Alt.; 

Jun. 13, 1974 & Newer; 

W/Hyd. Brakes. 369723C91 

Belt - Alt.; W/37A., 61A. Alt.; 

Nov. 1, 1972 & Older. 339637C1 

Belt - Alt.; W/37A., 61A. Alt.; 

Nov. 2, 1972 Thru Jun. 12, 

1974 . 

Belt - Alt.; W/55A., 62A. Alt.; 

Nov. 1, 1972 & Older. 359006C91 


CO1950B - Continued 


1978-1973 - Continued 


<1.7630 

©7405 

@7695 

©7417 

@7695 

@7630 

@7640 

©7417 

@7695 

@7695 

@7695 

@7640 

©7405 

©7417 

©7417 

©449570HD 

©449590HD 

©449570HD 

4951OHD 
©449570HD 


Belt - Alt.; W/55A., 62A. Alt.; 

Nov. 2, 1972 & Newer. 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; Jun. 

13, 1974 Thru Jun. 5, 1978; 

W/Hyd. Brakes. 369723C91 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; Jun. 

6, 1978 & Newer; W/Hyd. 

Brakes. 355706C91 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; 

Nov. 1, 1972 & Older. 362887C91 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; 

Nov. 2, 1972 & Newer; 

W/Air Brakes. 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; 

Nov. 2, 1972 Thru Jun. 12, 

1974; W/Hyd. Brakes. 

Belt - Alt.; W/75A., 145A. Alt.; 

W/Air Brakes. 359003C91 

Belt - Alt.; W/75A., 145A. Alt.; 

W/Hyd. Brakes. 355706C91 

Belt - P.S. 358319C91 

Belt - Air Brake Compr. 

Belt - V.P.; Jun. 27, 1974 & 

Older. 358319C91 

Belt - V.P.; Jun. 28, 1974 & 

Newer. 396830R1 

Hose - Upper - Eng. To Pipe; Nov. 1, 

1972 & Older. 

Hose - Upper - Pipe To Rad. 

Hose - Lower - Pipe To Rad.; Sept. 10, 

1973 & Newer. 

Hose - Lower - Pipe To Rad.; Sept. 9, 

1973 & Older. 

C04070A 

1970-1969 

Belt - Alt. 358215C1 

Hose - Upper - Right Side. 

Hose - Upper - Eng. To Pipe (Left Side).... 
Hose - Lower. 

COF1950A 

1978-1965 

Belt - W.P. 354029C91 


*21302 

20882 

*2” I.D. 

*21378 

©449476HD 

@7695 

@7630 

©7405 

©7695 

©7417 


Belt - Alt.; W/37A., 61A. Alt.; 
Jun. 13, 1974 & Newer; 
W/Air Brakes (1978-1971).... 
Belt - Alt.; W/37A., 61A. Alt.; 
Jun. 13, 1974 & Newer; 
W/Hyd. Brakes (1978-1971). 
Belt - Alt.; W/37A., 61A. Alt.; 
Nov. 1, 1972 & Older 

(1978-1971). 

Belt - Alt.; W/37A., 61A. Alt.; 
Nov. 2, 1972 Thru Jun. 12, 

1974 (1978-1971). 

Belt - Alt.; W/55A., 62A. Alt.; 
Nov. 1, 1972 & Older 

(1978-1971). 

Belt - Alt.; W/55A., 62A. Alt.; 
Nov. 2, 1972 & Newer 

(1978-1971). 

Belt - Alt.; W). 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; Jun. 
6, 1978 & Newer; W/Hyd. 
Brakes (1978-1971). 


359001C91 
369723C91 
339637C1 

359006C91 

369723C91 

355706C91 


@7695 

@7630 

@7640 

©7417 

@7695 

@7695 

@7695 

@7640 

©449570HD 

©449590HD 

©449570HD 

4951OHD 

<*21302 

20882 

-5-2” I.D. 

*21378 

7490 

©■>2 1/4” I.D. 

■frl 3/4” I.D. 
©■>2 3/4” I.D. 

©449476HD 

@7695 

@7630 

©7405 

@7695 

©7417 

@7695 

@7630 

@7640 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

* Cut To Fit. 


o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR DV462B 
DIESEL ENG. - Continued 

COF1950A - Continued 
1978-1965 - Continued 
Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; 

Nov. 1, 1972 & Older 

(1978-1971). 362887C91 ©7417 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; 

Nov. 2, 1972 & Newer; 

W/Air Brakes (1978-1971).... @7695 

Belt - Alt.; W). @7695 

Belt - Alt.; W/75A., 145A. Alt.; 

W/Air Brakes. 359003C91 @7695 

Belt - Alt.; W/75A., 145A. Alt.; 

W/Hyd. Brakes. 355706C91 @7640 

Belt - Alt.; W/37A., 61A. Alt. 

(1970-1965). 339637C1 ©7405 

Belt - Alt.; W/55A., 62A. Alt. 

(1970-1965). 359006C91 ©7417 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt. 

(1970-1965). 362887C91 ©7417 

Belt - P.S. 358319C91 ©449570HD 

Belt - Air Brake Compr. ©449590HD 

Belt - V.P.; Jun. 27, 1974 & 

Older (1978-1971). 358319C91 ©449570HD 

Belt - V.P.; Jun. 28, 1974 & 

Newer (1978-1971). 396830R1 49510HD 

Belt - V.P.; (1970-1965). 358319C91 ©449570HD 

Hose - Upper - Eng. To Pipe; Nov. 1, 

1972 & Older. ^21302 

Hose - Upper - Pipe To Rad. 20882 

Hose - Lower - Pipe To Rad.; Sept. 10, 

1973 & Newer. *2' I.D. 

Hose - Lower - Pipe To Rad.; Sept. 9, 

1973 & Older. ^<21378 

COF1950B 

1978-1973 

Belt - W.P. 354029C91 ©449476HD 

Belt - Alt.; W/37A., 61A. Alt.; 

Jun. 13, 1974 & Newer; 

W/Air Brakes. 359001C91 @7695 

Belt - Alt.; W/37A., 61A. Alt.; 

Jun. 13, 1974 & Newer; 

W/Hyd. Brakes. 369723C91 @7630 

Belt - Alt.; W/37A., 61A. Alt.; 

Nov. 1, 1972 & Older. 339637C1 ©7405 

Belt - Alt.; W/37A., 61A. Alt.; 

Nov. 2, 1972 Thru Jun. 12, 

1974 . @7695 

Belt - Alt.; W/55A., 62A. Alt.; 

Nov. 1, 1972 & Older. 359006C91 ©7417 

Belt - Alt.; W/55A., 62A. Alt.; 

Nov. 2, 1972 & Newer. @7695 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; Jun. 

13, 1974 Thru Jun. 5, 1978; 

W/Hyd. Brakes. 369723C91 @7630 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; Jun. 

6, 1978 & Newer; W/Hyd. 

Brakes. 355706C91 @7640 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; 

Nov. 1, 1972 & Older. 362887C91 ©7417 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; 

Nov. 2, 1972 & Newer; 

W/Air Brakes. @7695 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; 

Nov. 2, 1972 Thru Jun. 12, 

1974; W/Hyd. Brakes. @7695 


INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR DV462B 
DIESEL ENG. - Continued 

COF1950B - Continued 
1978-1973 - Continued 
Belt - Alt.; W/75A., 145A. Alt.; 

W/Air Brakes. 359003C91 

Belt - Alt.; W/75A., 145A. Alt.; 

W/Hyd. Brakes. 355706C91 

Belt - P.S. 358319C91 

Belt - Air Brake Compr. 

Belt - V.P.; Jun. 27, 1974 & 

Older. 358319C91 

Belt - V.P.; Jun. 28, 1974 & 

Newer. 396830R1 


Hose - Upper. 

Hose - Lower; W/Allison Trans. 

Hose - Lower; W/Man. Trans. 

FI91OA; F2010A; F2050A 
1974-1973 

Belt - Fan. 354029C91 

Belt - Alt.; W/A.C. 354026C91 

Belt - Alt.; W/0 A.C. 354025C91 

Belt - Alt. & Air Brake Com¬ 
pr.; W/A.C. 354030C91 


@7695 

@7640 

©449570HD 

©449590HD 

©449570HD 


4951OHD 


Hose - Upper - Eng. To Pipe; Nov. 1, 

1972 & Older. 

s-=21302 

Hose - Upper - Pipe To Rad. 


20882 

Hose - Lower - Pipe To Rad.; Sept. 10, 

1973 & Newer. 

*2” I.D. 

Hose - Lower - Pipe To Rad.; Sept. 9, 

1973 & Older. 

s-=21378 

COF4070A 

1970-1969 

Belt - Alt. 

358215C1 

7490 

Hose - Upper - Right Side. 


©■>2 1/4” I.D. 

Hose - Upper - Eng. To Pipe (Left Side).... 

■H 3/4” I.D. 

Hose - Lower. 


©■>2 3/4” I.D. 

D400 

1975-1969 

Belt - Fan; (1975-1972). 

354029C91 

49476HD 

Belt - Alt.; (1975-1972). 

354027C91 

©7565 

Belt - P.S.; (1975-1972). 


49463HD 

Hose - Upper; (1970-1969).... 


-5-1 3/4” I.D. 

Hose - Lower; (1970-1969).... 


*2 3/4” I.D. 

DC400; DCF400 
1974-1969 

Belt - Fan; (1974-1971). 

354029C91 

49476HD 

Belt-Alt.; (1974-1971). 

354027C91 

©7565 

Belt - P.S.; (1974-1971). 


49463HD 

Hose - Upper; (1970-1969).... 


■H 3/4” I.D. 

Hose - Lower; (1970-1969).... 


*2 3/4” I.D. 

DF400 

1974-1969 

Belt - Fan; (1974-1973). 

354029C91 

49476HD 

Belt - Alt.; (1974-1973). 

354027C91 

©7565 

Belt - P.S.; (1974-1973). 


49463HD 

Hose - Upper; (1970-1969).... 


■H 3/4” I.D. 

Hose - Lower; (1970-1969).... 


*2 3/4” I.D. 

FI 850 

1974-1973 

Belt - Fan. 

354029C91 

©449476HD 

Belt - Alt.; W/37A., 61A. Alt.; 
W/Air Brakes. 

354026C91 

©7555 

Belt - Alt.; W/37A., 61A. Alt.; 
W/Hyd. Brakes. 

354028C91 

©7525 

Belt - Alt.; W/65A., 80A. Alt.; 
W/Air Brakes. 

354027C91 

©7565 

Belt - Alt.; W/65A., 80A. Alt.; 
W/Hyd. Brakes. 

354025C91 

©7541 


26531 

20206 

20530 


©449476HD 

@7555 

@7541 

@7575 


© Two Required. © Six Required. 

® Three Required. ▲ Durion * Silicone Hose Recommended. 

© Four Required. •*” Use Notched Belt Only. 

© Five Required. ^ Cut To Fit. 


Green Stripe 8 4-Ply Coolant Hose Recommended. 

Q Use Wire Inserted Green Stripe® Coolant Hose. 

♦ PowerBand® Belt May Work, Use Template To Check. 
4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


- Continued 


- Continued 


INTERNATIONAL/NAVISTAR DV462B 
DIESEL ENG. - Continued 

FI910A; F2010A; F2050A - Continued 
1974-1973 - Continued 
Belt - Alt. & Air Brake Com- 


pr.; W/O A.C. 

354027C91 

@7565 

Belt - P.S.; W/Air Brakes. 

133732R2 

49360HD 

Belt - P.S.; W/Hyd. Brakes. 

315222C1 

49330HD 

Belt - A.C.; W/Air Brakes. 

270094C2 

49580HD 

Belt - A.C.; W/Hyd. Brakes. 

315221C2 

49540HD 

Hose - Upper. 


©■>2 1/2” l.l 

Hose - Lower. 


©■>2 5/8” l.l 

F5050 



1974-1973 



Belt - Fan. 

354029C91 

©449476HD 

Belt - Alt. 

354027C91 

©7565 

Belt - P.S. 

358328C91 

©449463HD 

Belt - A.C. 

315221C2 

49540HD 

M412CBE 



1974-1973 



Belt - Fan. 

354029C91 

49476HD 

Belt - Alt. 

354027C91 

©7565 

Belt - P.S. 

133732R2 

49360HD 

M623CBE 



1974-1973 



Belt - Fan. 

354029C91 

49476HD 

Belt - Alt. 

354027C91 

©7565 

Belt - P.S. 

133732R2 

49360HD 

Hose - Upper. 


26530 

Hose - Lower. 


26530 

M6123CBE; M8234CBE 



1974-1973 



Belt - Fan. 

354029C91 

49476HD 

Belt - Alt. 

354027C91 

©7565 

Belt - P.S. 

133732R2 

49360HD 

1650; 1750; 1850 



1974 



Belt - Fan. 

354029C91 

©449476HD 

Belt - Alt.; W/37A., 61A. Alt.; 



W/Air Brakes. 

354026C91 

©7555 

Belt - Alt.; W/37A., 61A. Alt.; 



W/Hyd. Brakes. 

354028C91 

©7525 

Belt - Alt.; W/65A., 80A. Alt.; 



W/Air Brakes. 

354027C91 

©7565 

Belt - Alt.; W/65A., 80A. Alt.; 



W/Hyd. Brakes. 

354025C91 

©7541 

Hose - Upper. 


26531 

Hose - Lower; W/Allison Trans. 

20206 

Hose - Lower; W/Man. Trans. 


20530 

1910A 



1975-1972 



Belt - Fan. 

354029C91 

©449476HD 

Belt - Alt.; W/A.C. 

354026C91 

©7555 

Belt - Alt.; W/O A.C. 

354025C91 

©7541 

Belt - Alt. & Air Brake Com- 



pr.; W/A.C. 

354030C91 

©7575 

Belt - Alt. & Air Brake Com- 



pr.; W/O A.C. 

354027C91 

©7565 

Belt - P.S.; W/Air Brakes. 

133732R2 

49360HD 

Belt - P.S.; W/Hyd. Brakes. 

315222C1 

49330HD 

Belt - A.C.; W/Air Brakes. 

270094C2 

49580HD 

Belt - A.C.; W/Hyd. Brakes. 

315221C2 

49540HD 

Hose - Upper. 


©■>2 1/2” l.l 

Hose - Lower. 


©■>2 5/8” l.l 

201OA 



1973-1972 



Belt - Fan. 

354029C91 

©449476HD 

Belt - Alt.; W/A.C. 

354026C91 

©7555 

Belt - Alt.; W/O A.C. 

354025C91 

©7541 


INTERNATIONAL/NAVISTAR DV462B 


DIESEL ENG. - Continued 


201 OA - Continued 
1973-1972 - Continued 

Belt - Alt. & Air Brake Com- 
pr.; W/A.C. 

. 354030C91 

©7575 

Belt - Alt. & Air Brake Com- 
pr.; W/O A.C. 

. 354027C91 

©7565 

Belt - P.S.; W/Air Brakes. 

. 133732R2 

49360HD 

Belt - P.S.; W/Hyd. Brakes... 

. 315222C1 

49330HD 

Belt - A.C.; W/Air Brakes. 

. 270094C2 

49580HD 

Belt - A.C.; W/Hyd. Brakes... 

. 315221C2 

49540HD 

Hose - Upper. 


©■>2 1/2” I.D. 

Hose - Lower. 


@■>2 5/8” I.D. 

2050A 

1975-1973 

Hose - Upper. 


©■>2 1/2” I.D. 

Hose - Lower. 


©■>2 5/8” I.D. 

211 OA 

1975-1973 

Belt - Fan. 

. 354029C91 

©449476HD 

Belt - Alt.; W/A.C. 

. 354026C91 

©7555 

Belt - Alt.; W/O A.C. 

. 354025C91 

©7541 

Belt - Alt. & Air Brake Com- 
pr.; W/A.C. 

. 354030C91 

©7575 

Belt - Alt. & Air Brake Com- 
pr.; W/O A.C. 

. 354027C91 

©7565 

Belt - P.S.; W/Air Brakes. 

. 133732R2 

49360HD 

Belt - P.S.; W/Hyd. Brakes... 

. 315222C1 

49330HD 

Belt - A.C.; W/Air Brakes. 

. 270094C2 

49580HD 

Belt - A.C.; W/Hyd. Brakes... 

. 315221C2 

49540HD 

Hose - Upper. 


©■>2 1/2” I.D. 

Hose - Lower. 


©■>2 5/8” I.D. 

5050 

1975-1973 

Belt - Fan. 

.. 354029C91 

©449476HD 

Belt - Alt. 

.. 354027C91 

©7565 

Belt - P.S. 

.. 358328C91 

©449463HD 

Belt - A.C. 

.. 315221C2 

49540HD 


INTERNATIONAL/NAVISTAR DV550 
DIESEL ENG. 

CO1750A 

1978-1965 

Belt - W.P. 354029C91 

Belt - Alt.; W/37A., 61A. Alt.; 

Jun. 13, 1974 & Newer; 

W/Air Brakes (1978-1971).... 359001C91 
Belt - Alt.; W/37A., 61A. Alt.; 

Jun. 13, 1974 & Newer; 

W/Hyd. Brakes (1978-1971). 369723C91 
Belt - Alt.; W/37A., 61A. Alt.; 

Nov. 1, 1972 & Older 

(1978-1971). 339637C1 

Belt - Alt.; W/37A., 61A. Alt.; 

Nov. 2, 1972 Thru Jun. 12, 

1974 (1978-1971). 

Belt - Alt.; W/55A., 62A. Alt.; 

Nov. 1, 1972 & Older 

(1978-1971). 359006C91 

Belt - Alt.; W/55A., 62A. Alt.; 

Nov. 2, 1972 & Newer 

(1978-1971). 

Belt - Alt.; W). 369723C91 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; Jun. 

6, 1978 & Newer; W/Hyd. 

Brakes (1978-1971). 355706C91 


©♦49476HD 

<1.7695 

@7630 

@7405 

@7695 

@7417 

@7695 

<1.7630 

@7640 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


- Continued 


- Continued 


INTERNATIONAL/NAVISTAR DV550 
DIESEL ENG. - Continued 


INTERNATIONAL/NAVISTAR DV550 
DIESEL ENG. - Continued 


CO1750A - Continued 
1978-1965 - Continued 
Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; 

Nov. 1, 1972 & Older 

(1978-1971). 362887C91 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; 

Nov. 2, 1972 & Newer; 

W/Air Brakes (1978-1971).... 


Belt - Alt.; W). 

Belt - Alt.; W/75A., 145A. Alt.; 

W/Air Brakes. 359003C91 

Belt - Alt.; W/75A., 145A. Alt.; 

W/Hyd. Brakes. 355706C91 

Belt - Alt.; W/37A., 61A. Alt. 

(1970-1965). 339637C1 

Belt - Alt.; W/55A., 62A. Alt. 

(1970-1965). 359006C91 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt. 

(1970-1965). 362887C91 

Belt - P.S. 358319C91 

Belt - Air Brake Compr. 

Belt - V.P.; Jun. 27, 1974 & 

Older (1978-1971). 358319C91 

Belt - V.P.; Jun. 28, 1974 & 

Newer (1978-1971). 396830R1 

Belt - V.P.; (1970-1965). 358319C91 


Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad. 

Hose - Lower - Eng. To Pipe. 

CO1750B 

1978-1973 

Belt - W.P. 354029C91 

Belt - Alt.; W/37A., 61A. Alt.; 

Jun. 13, 1974 & Newer; 

W/Air Brakes. 359001C91 

Belt - Alt.; W/37A., 61A. Alt.; 

Jun. 13, 1974 & Newer; 

W/Hyd. Brakes. 369723C91 

Belt - Alt.; W/37A., 61A. Alt.; 

Nov. 1, 1972 & Older. 339637C1 

Belt - Alt.; W/37A., 61A. Alt.; 

Nov. 2, 1972 Thru Jun. 12, 

1974. 

Belt - Alt.; W/55A., 62A. Alt.; 

Nov. 1, 1972 & Older. 359006C91 

Belt - Alt.; W/55A., 62A. Alt.; 

Nov. 2, 1972 & Newer. 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; Jun. 

13, 1974 Thru Jun. 5, 1978; 


W/Hyd. Brakes. 369723C91 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; Jun. 

6, 1978 & Newer; W/Hyd. 

Brakes. 355706C91 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; 

Nov. 1, 1972 & Older. 362887C91 


Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; 

Nov. 2, 1972 & Newer; 

W/Air Brakes. 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; 

Nov. 2, 1972 Thru Jun. 12, 

1974; W/Hyd. Brakes. 

Belt - Alt.; W/75A., 145A. Alt.; 

W/Air Brakes. 359003C91 

Belt - Alt.; W/75A., 145A. Alt.; 

W/Hyd. Brakes. 355706C91 


©7417 

<1.7695 

<1.7695 

<1.7695 


CO1750B - Continued 
1978-1973 - Continued 

Belt - P.S. 358319C91 

Belt - Air Brake Compr. 

Belt - V.P.; Jun. 27, 1974 & 

Older. 358319C91 

Belt - V.P.; Jun. 28, 1974 & 

Newer. 396830R1 

Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad. 

Hose - Lower - Eng. To Pipe. 

CO1850A 


<1.7640 

©7405 

©7417 


©7417 

©449570HD 

©449590HD 

©449570HD 

4951OHD 
©449570HD 
^21302 
20882 
^21378 


©449476HD 

<1.7695 

@7630 

©7405 

<1.7695 

©7417 

@7695 


<1.7630 


<1.7640 

©7417 


<1.7695 


1978-1965 

Belt - W.P. 354029C91 

Belt - Alt.; W/37A., 61A. Alt.; 

Jun. 13, 1974 & Newer; 

W/Air Brakes (1978-1971).... 359001C91 
Belt - Alt.; W/37A., 61A. Alt.; 

Jun. 13, 1974 & Newer; 

W/Hyd. Brakes (1978-1971). 369723C91 
Belt - Alt.; W/37A., 61A. Alt.; 

Nov. 1, 1972 & Older 


(1978-1971). 339637C1 

Belt - Alt.; W/37A., 61A. Alt.; 

Nov. 2, 1972 Thru Jun. 12, 

1974 (1978-1971). 

Belt - Alt.; W/55A., 62A. Alt.; 

Nov. 1, 1972 & Older 

(1978-1971). 359006C91 

Belt - Alt.; W/55A., 62A. Alt.; 

Nov. 2, 1972 & Newer 

(1978-1971). 

Belt - Alt.; W). 369723C91 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; Jun. 

6, 1978 & Newer; W/Hyd. 

Brakes (1978-1971). 355706C91 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; 

Nov. 1, 1972 & Older 

(1978-1971). 362887C91 


Belt - Alt.; W/65A., 80A., 
85A., 105A., 130A. Alt.; 
Nov. 2, 1972 & Newer; 
W/Air Brakes (1978-1971) 


Belt - Alt.; W). 

Belt - Alt.; W/75A., 145A. Alt.; 

W/Air Brakes. 359003C91 

Belt - Alt.; W/75A., 145A. Alt.; 

W/Hyd. Brakes. 355706C91 

Belt - Alt.; W/37A., 61A. Alt. 

(1970-1965). 339637C1 

Belt - Alt.; W/55A., 62A. Alt. 

(1970-1965). 359006C91 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt. 

(1970-1965). 362887C91 

Belt - P.S. 358319C91 

Belt - Air Brake Compr. 

Belt - V.P.; Jun. 27, 1974 & 

Older (1978-1971). 358319C91 

Belt - V.P.; Jun, 28, 1974 & 

Newer (1978-1971). 396830R1 

Belt - V.P.; (1970-1965). 358319C91 


Hose - Upper - Eng. To Pipe; Nov. 1, 
1972 & Older. 


<1.7695 

<1.7695 

@7640 


Hose - Upper - Pipe To Rad. 

Hose - Lower - Pipe To Rad.; Sept. 10, 

1973 & Newer. 

Hose - Lower - Pipe To Rad.; Sept. 9, 
1973 & Older. 


©449570HD 

©449590HD 

©449570HD 

4951OHD 
s^21302 
20882 
^21378 


©449476HD 

<1.7695 

@7630 

©7405 

<1.7695 

©7417 

<1.7695 

<1.7630 


<1.7640 


©7417 


@7695 

@7695 

@7695 

@7640 

©7405 

©7417 

©7417 

©449570HD 

©449590HD 

©449570HD 

4951OHD 
©449570HD 

^21302 

20882 

■4-2” I.D. 

s-<21378 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 4- Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durlon® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

•*” Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

^ Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


- Continued 


- Continued 


INTERNATIONAL/NAVISTAR DV550 
DIESEL ENG. - Continued 

CO1850B 


INTERNATIONAL/NAVISTAR DV550 
DIESEL ENG. - Continued 

CO1950A - Continued 


1978-1973 

Belt - W.P. 

Belt - Alt.; W/37A., 61A. Alt.; 
Jun. 13, 1974 & Newer; 

W/Air Brakes. 

Belt - Alt.; W/37A., 61A. Alt.; 
Jun. 13, 1974 & Newer; 

W/Hyd. Brakes. 

Belt - Alt.; W/37A., 61A. Alt.; 

Nov. 1, 1972 & Older. 

Belt - Alt.; W/37A., 61A. Alt.; 
Nov. 2, 1972 Thru Jun. 12, 

1974. 

Belt - Alt.; W/55A., 62A. Alt.; 

Nov. 1, 1972 & Older. 

Belt - Alt.; W/55A., 62A. Alt.; 

Nov. 2, 1972 & Newer. 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; Jun. 
13, 1974 Thru Jun. 5, 1978; 

W/Hyd. Brakes. 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; Jun. 
6, 1978 & Newer; W/Hyd. 

Brakes . 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; 

Nov. 1, 1972 & Older. 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; 

Nov. 2, 1972 & Newer; 

W/Air Brakes. 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; 

Nov. 2, 1972 Thru Jun. 12, 

1974; W/Hyd. Brakes. 

Belt - Alt.; W/75A., 145A. Alt.; 

W/Air Brakes. 

Belt - Alt.; W/75A., 145A. Alt.; 

W/Hyd. Brakes. 

Belt - P.S. 

Belt - Air Brake Compr. 

Belt - V.P.; Jun. 27, 1974 & 

Older. 

Belt - V.P.; Jun. 28, 1974 & 
Newer. 


354029C91 

359001C91 

369723C91 

339637C1 

359006C91 

369723C91 

355706C91 

362887C91 


359003C91 

355706C91 
358319C91 

358319C91 
396830R1 


Hose - Upper - Eng. To Pipe; Nov. 1, 
1972 & Older. 


Hose - Upper - Pipe To Rad. 

Hose - Lower - Pipe To Rad.; Sept. 10, 

1973 & Newer. 

Hose - Lower - Pipe To Rad.; Sept. 9, 
1973 & Older. 


CO1950A 


1978-1965 

Belt - W.P. 354029C91 

Belt - Alt.; W/37A., 61A. Alt.; 

Jun. 13, 1974 & Newer; 

W/Air Brakes (1978-1971).... 359001C91 
Belt - Alt.; W/37A., 61A. Alt.; 

Jun. 13, 1974 & Newer; 

W/Hyd. Brakes (1978-1971). 369723C91 
Belt - Alt.; W/37A., 61A. Alt.; 

Nov. 1, 1972 & Older 

(1978-1971). 339637C1 

Belt - Alt.; W/37A., 61A. Alt.; 

Nov. 2, 1972 Thru Jun. 12, 

1974 (1978-1971). 

Belt - Alt.; W/55A., 62A. Alt.; 

Nov. 1, 1972 & Older 

(1978-1971). 359006C91 


©♦49476HD 

<1.7695 

@7630 

@7405 

@7695 

@7417 

@7695 

@7630 

@7640 

@7417 

@7695 

@7695 

@7695 

@7640 

©♦49570HD 

©♦49590HD 

©♦49570HD 


1978-1965 - Continued 
Belt - Alt.; W/55A., 62A. Alt.; 

Nov. 2, 1972 & Newer 

(1978-1971). 

Belt - Alt.; W). 369723C91 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; Jun. 

6, 1978 & Newer; W/Hyd. 

Brakes (1978-1971). 355706C91 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; 

Nov. 1, 1972 & Older 

(1978-1971). 362887C91 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; 

Nov. 2, 1972 & Newer; 

W/Air Brakes (1978-1971).... 


Belt - Alt.; W). 

Belt - Alt.; W/75A., 145A. Alt.; 

W/Air Brakes. 359003C91 

Belt - Alt.; W/75A., 145A. Alt.; 

W/Hyd. Brakes. 355706C91 

Belt - Alt.; W/37A., 61A. Alt. 

(1970-1965). 339637C1 

Belt - Alt.; W/55A., 62A. Alt. 

(1970-1965). 359006C91 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt. 

(1970-1965). 362887C91 

Belt - P.S. 358319C91 

Belt - Air Brake Compr. 

Belt - V.P.; Jun. 27, 1974 & 

Older (1978-1971). 358319C91 

Belt - V.P.; Jun. 28, 1974 & 

Newer (1978-1971). 396830R1 

Belt - V.P.; (1970-1965). 358319C91 


Hose - Upper - Eng. To Pipe; Nov. 1, 

1972 & Older. 

Hose - Upper - Pipe To Rad. 

Hose - Lower - Pipe To Rad.; Sept. 10, 

1973 & Newer. 

Hose - Lower - Pipe To Rad.; Sept. 9, 

1973 & Older. 

CO1950B 


*951OHD 

s-=21302 

20882 

*2” I.D. 

<*21378 

©♦49476HD 

@7695 

@7630 

@7405 

@7695 


1978-1973 

Belt - W.P. 

Belt - Alt.; W/37A., 61A. Alt.; 
Jun. 13, 1974 & Newer; 

W/Air Brakes. 

Belt - Alt.; W/37A., 61A. Alt.; 
Jun. 13, 1974 & Newer; 

W/Hyd. Brakes. 

Belt - Alt.; W/37A., 61A. Alt.; 

Nov. 1, 1972 & Older. 

Belt - Alt.; W/37A., 61A. Alt.; 
Nov. 2, 1972 Thru Jun. 12, 

1974. 

Belt - Alt.; W/55A., 62A. Alt.; 

Nov. 1, 1972 & Older. 

Belt - Alt.; W/55A., 62A. Alt.; 

Nov. 2, 1972 & Newer. 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; Jun. 
13, 1974 Thru Jun. 5, 1978; 

W/Hyd. Brakes. 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; Jun. 
6, 1978 & Newer; W/Hyd. 
Brakes . 


@7417 


Belt - Alt.; W/65A., 80A., 
85A., 105A., 130A. Alt.; 
Nov. 1, 1972 & Older... 


354029C91 

359001C91 

369723C91 

339637C1 

359006C91 

369723C91 

355706C91 

362887C91 


@7695 

@7630 

<217640 

@7417 

<1.7695 

<1.7695 

<1.7695 

<1.7640 

@7405 

@7417 

@7417 

©♦49570HD 

©♦49590HD 

©♦49570HD 

*951OHD 
©♦49570HD 

*21302 

20882 

■4-2” I.D. 

*21378 

©♦49476HD 

@7695 

<2.7630 

@7405 

<1.7695 

@7417 

<1.7695 

<2.7630 

<1.7640 

@7417 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

* Cut To Fit. 


4- 

Q 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR DV550 
DIESEL ENG. - Continued 

CO1950B - Continued 
1978-1973 - Continued 
Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; 

Nov. 2, 1972 & Newer; 

W/Air Brakes. @7695 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; 

Nov. 2, 1972 Thru Jun. 12, 

1974; W/Hyd. Brakes. @7695 

Belt - Alt.; W/75A., 145A. Alt.; 

W/Air Brakes. 359003C91 @7695 

Belt - Alt.; W/75A., 145A. Alt.; 

W/Hyd. Brakes. 355706C91 @7640 

Belt - P.S. 358319C91 r**9570HD 

Belt - Air Brake Compr. @**9590HD 

Belt - V.P.; Jun. 27, 1974 & 

Older. 358319C91 @**9570HD 

Belt - V.P.; Jun. 28, 1974 & 

Newer. 396830R1 4951OHD 

Hose - Upper - Eng. To Pipe; Nov. 1, 

1972 & Older. s-=21302 

Hose - Upper - Pipe To Rad. 20882 

Hose - Lower - Pipe To Rad.; Sept. 10, 

1973 & Newer. *2' I.D. 

Hose - Lower - Pipe To Rad.; Sept. 9, 

1973 & Older. <21378 

C04070A 

1970-1969 

Belt - Alt. 358215C1 7490 

Hose - Upper - Right Side. @->2 1/4” I.D. 

Hose - Upper - Eng. To Pipe (Left Side).... ^-1 3/4” I.D. 

Hose - Lower. @->2 3/4” I.D. 

COF1950A 

1978-1965 

Belt - W.P. 354029C91 ©**9476HD 

Belt - Alt.; W/37A., 61A. Alt.; 

Jun. 13, 1974 & Newer; 

W/Air Brakes (1978-1971).... 359001C91 @7695 

Belt - Alt.; W/37A., 61A. Alt.; 

Jun. 13, 1974 & Newer; 

W/Hyd. Brakes (1978-1971). 369723C91 @7630 

Belt - Alt.; W/37A., 61A. Alt.; 

Nov. 1, 1972 & Older 

(1978-1971). 339637C1 @7405 

Belt - Alt.; W/37A., 61A. Alt.; 

Nov. 2, 1972 Thru Jun. 12, 

1974 (1978-1971). @7695 

Belt - Alt.; W/55A., 62A. Alt.; 

Nov. 1, 1972 & Older 

(1978-1971). 359006C91 @7417 

Belt - Alt.; W/55A., 62A. Alt.; 

Nov. 2, 1972 & Newer 

(1978-1971). @7695 

Belt - Alt.; W). 369723C91 @7630 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; Jun. 

6, 1978 & Newer; W/Hyd. 

Brakes (1978-1971). 355706C91 @7640 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; 

Nov. 1, 1972 & Older 

(1978-1971). 362887C91 @7417 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; 

Nov. 2, 1972 & Newer; 

W/Air Brakes (1978-1971).... @7695 

Belt - Alt.; W). @7695 

Belt - Alt.; W/75A., 145A. Alt.; 

W/Air Brakes. 359003C91 @7695 

Belt - Alt.; W/75A., 145A. Alt.; 

W/Hyd. Brakes. 355706C91 @7640 


339637C1 

©7405 

359006C91 

©7417 

362887C91 
358319C91 

©7417 

©**9570HD 

©♦♦9590HD 

358319C91 

©**9570HD 

396830R1 
358319C91 

*951OHD 
©**9570HD 


INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR DV550 
DIESEL ENG. - Continued 

COF1950A - Continued 
1978-1965 - Continued 
Belt - Alt.; W/37A., 61A. Alt. 

(1970-1965). 

Belt - Alt.; W/55A., 62A. Alt. 

(1970-1965). 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt. 

(1970-1965). 

Belt - P.S. 

Belt - Air Brake Compr. 

Belt - V.P.; Jun. 27, 1974 & 

Older (1978-1971). 

Belt - V.P.; Jun. 28, 1974 & 

Newer (1978-1971). 

Belt - V.P.; (1970-1965). 

Hose - Upper - Eng. To Pipe; Nov. 1, 

1972 & Older. 

Hose - Upper - Pipe To Rad. 

Hose - Lower - Pipe To Rad.; Sept. 10, 

1973 & Newer. 

Hose - Lower - Pipe To Rad.; Sept. 9, 

1973 & Older. 

COF1950B 

1978-1973 

Belt - W.P. 354029C91 

Belt - Alt.; W/37A., 61A. Alt.; 

Jun. 13, 1974 & Newer; 

W/Air Brakes. 359001C91 

Belt - Alt.; W/37A., 61A. Alt.; 

Jun. 13, 1974 & Newer; 

W/Hyd. Brakes. 369723C91 

Belt - Alt.; W/37A., 61A. Alt.; 

Nov. 1, 1972 & Older. 339637C1 

Belt - Alt.; W/37A., 61A. Alt.; 

Nov. 2, 1972 Thru Jun. 12, 

1974 . 

Belt - Alt.; W/55A., 62A. Alt.; 

Nov. 1, 1972 & Older. 359006C91 

Belt - Alt.; W/55A., 62A. Alt.; 

Nov. 2, 1972 & Newer. 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; Jun. 

13, 1974 Thru Jun. 5, 1978; 

W/Hyd. Brakes. 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; Jun 
6, 1978 & Newer; W/Hyd. 

Brakes . 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; 

Nov. 1, 1972 & Older. 362887C91 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; 

Nov. 2, 1972 & Newer; 

W/Air Brakes. 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; 

Nov. 2, 1972 Thru Jun. 12, 

1974; W/Hyd. Brakes. 

Belt - Alt.; W/75A., 145A. Alt.; 

W/Air Brakes. 359003C91 

Belt - Alt.; W/75A., 145A. Alt.; 

W/Hyd. Brakes. 355706C91 

Belt - P.S. 358319C91 

Belt - Air Brake Compr. 

Belt - V.P.; Jun. 27, 1974 & 

Older. 358319C91 

Belt - V.P.; Jun. 28, 1974 & 

Newer. 396830R1 

Hose - Upper - Eng. To Pipe; Nov. 1, 

1972 & Older. 

Hose - Upper - Pipe To Rad. 


369723C91 


355706C91 


s<21302 

20882 

-5-2” I.D. 

s<21378 


©**9476HD 


@7695 


@7630 

@7405 


@7695 

©7417 


@7695 


@7630 


@7640 


@7417 


@7695 


@7695 

@7695 

@7640 

©**9570HD 

@**9590HD 

©**9570HD 

*951OHD 

s<21302 

20882 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durlon® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

•*” Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

s< Cut To Fit. * Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


- Continued 


- Continued 


INTERNATIONAL/NAVISTAR DV550 
DIESEL ENG. - Continued 

COF1950B - Continued 
1978-1973 - Continued 
Hose - Lower - Pipe To Rad.; Sept. 10, 

1973 & Newer. 

Hose - Lower - Pipe To Rad.; Sept. 9, 

1973 & Older. 

COF4070A 
1970-1969 

Belt - Alt. 358215C1 

Hose - Upper - Right Side. 

Hose - Upper - Eng. To Pipe (Left Side).... 

Hose - Lower. 

D400; DC400; DCF400; DF400 
1977-1969 

Belt - Fan; (1977-1976). 354029C91 

Belt - Alt.; (1977-1976). 354027C91 

Belt - P.S.; (1977-1976). 

Hose - Upper; (1970-1969). 

Hose - Lower; (1970-1969). 

FI 850 
1977-1976 

Belt - Fan. 354029C91 

Belt - Alt.; W/37A., 61A. Alt.; 

W/Air Brakes. 354026C91 

Belt - Alt.; W/37A., 61A. Alt.; 

W/Hyd. Brakes. 354028C91 

Belt - Alt.; W/65A., 80A. Alt.; 

W/Air Brakes. 354027C91 

Belt - Alt.; W/65A., 80A. Alt.; 

W/Hyd. Brakes. 354025C91 

Hose - Upper. 

Hose - Lower; W/Allison Trans. 

Hose - Lower; W/Man. Trans. 

FI910A; F2010A; F2050A 
1977-1976 

Belt - Fan. 354029C91 

Belt - Alt.; W/A.C. 354026C91 

Belt - Alt.; W/O A.C. 354025C91 

Belt - Alt. & Air Brake Com- 

pr.; W/A.C. 354030C91 

Belt - Alt. & Air Brake Com- 

pr.; W/O A.C. 354027C91 

Belt - P.S.; W/Air Brakes. 133732R2 

Belt - P.S.; W/Hyd. Brakes. 315222C1 

Belt - A.C.; W/Air Brakes. 270094C2 

Belt - A.C.; W/Hyd. Brakes. 315221C2 

Hose - Upper. 

Hose - Lower. 

F5050 
1975-1973 

Belt - Fan. 354029C91 

Belt - Alt. 354027C91 

Belt - P.S. 358328C91 

Belt - A.C. 315221C2 

M412CBE 
1977-1976 

Belt - Fan. 354029C91 

Belt - Alt. 354027C91 

Belt - P.S. 133732R2 

M623CBE 
1977-1976 

Belt - Fan. 354029C91 

Belt - Alt. 354027C91 

Belt - P.S. 133732R2 

Hose - Upper. 

Hose - Lower. 


INTERNATIONAL/NAVISTAR DV550 


DIESEL ENG. - Continued 

M6123CBE; M8234CBE 

1977-1976 


Belt - Fan. 

354029C91 

49476HD 

Belt - Alt. 

354027C91 

©7565 

Belt - P.S. 

1650; 1750; 1850 
1977-1976 

133732R2 

49360HD 

Belt - Fan. 

Belt - Alt.; W/37A., 61A. Alt.; 

354029C91 

©449476HD 

W/Air Brakes. 

Belt - Alt.; W/37A., 61A. Alt.; 

354026C91 

©7555 

W/Hyd. Brakes. 

Belt - Alt.; W/65A., 80A. Alt.; 

354028C91 

©7525 

W/Air Brakes. 

Belt - Alt.; W/65A., 80A. Alt.; 

354027C91 

©7565 

W/Hyd. Brakes. 

354025C91 

©7541 

Hose - Upper. 


26531 

Hose - Lower; W/Allison Trans. 

20206 

Hose - Lower; W/Man. Trans. 

1910A; 201OA 

1977-1976 


20530 

Belt - Fan. 

354029C91 

©449476HD 

Belt - Alt.; W/A.C. 

354026C91 

©7555 

Belt - Alt.; W/O A.C. 

Belt - Alt. & Air Brake Com- 

354025C91 

©7541 

pr.; W/A.C. 

Belt - Alt. & Air Brake Com- 

354030C91 

©7575 

pr.; W/O A.C. 

354027C91 

©7565 

Belt - P.S.; W/Air Brakes. 

133732R2 

49360HD 

Belt - P.S.; W/Hyd. Brakes. 

315222C1 

49330HD 

Belt - A.C.; W/Air Brakes. 

270094C2 

49580HD 

Belt - A.C.; W/Hyd. Brakes. 

315221C2 

49540HD 

Hose - Upper. 


©■>2 1/2” I.D. 

Hose - Lower. 

2050A 

1977-1976 


@■>2 5/8” I.D. 

Hose - Upper. 


©■>2 1/2” I.D. 

Hose - Lower. 

211 OA 

1977-1976 


©■>2 5/8” I.D. 

Belt - Fan. 

354029C91 

©449476HD 

Belt - Alt.; W/A.C. 

354026C91 

©7555 

Belt - Alt.; W/O A.C. 

Belt - Alt. & Air Brake Com- 

354025C91 

©7541 

pr.; W/A.C. 

Belt - Alt. & Air Brake Com- 

354030C91 

©7575 

pr.; W/O A.C. 

354027C91 

©7565 

Belt - P.S.; W/Air Brakes. 

133732R2 

49360HD 

Belt - P.S.; W/Hyd. Brakes. 

315222C1 

49330HD 

Belt - A.C.; W/Air Brakes. 

270094C2 

49580HD 

Belt - A.C.; W/Hyd. Brakes. 

315221C2 

49540HD 

Hose - Upper. 


©■>2 1/2” I.D. 

Hose - Lower. 

5050 

1975-1973 


©■>2 5/8” I.D. 

Belt - Fan. 

354029C91 

©449476HD 

Belt - Alt. 

354027C91 

©7565 

Belt - P.S. 

358328C91 

©449463HD 

Belt - A.C. 

315221C2 

49540HD 


INTERNATIONAL/NAVISTAR DV550B 
DIESEL ENG. 

CO1750A 

1978-1965 

Belt - W.P. 354029C91 ©449476HD 


*2” I.D. 
=■<21378 


7490 

©■>2 1/4” I.D. 

■frl 3/4” I.D. 
©■>2 3/4” I.D. 


49476HD 
©7565 
49463HD 
*1 3/4” I.D. 
*2 3/4” I.D. 


©♦49476HD 

©7555 

©7525 

©7565 

©7541 

26531 

20206 

20530 


©♦49476HD 

©7555 

©7541 

©7575 

©7565 
49360HD 
49330HD 
49580HD 
49540HD 
©■>2 1/2” I.D. 
©■>2 5/8” I.D. 


©♦49476HD 

©7565 

©♦♦9463HD 

49540HD 


49476HD 

©7565 

49360HD 


49476HD 

©7565 

49360HD 

26530 

26530 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durlon ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

=< Cut To Fit. 


o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


- Continued 


- Continued 


INTERNATIONAL/NAVISTAR DV550B 
DIESEL ENG. - Continued 

CO1750A - Continued 


INTERNATIONAL/NAVISTAR DV550B 
DIESEL ENG. - Continued 

CO1750B - Continued 


1978-1965 - Continued 
Belt - Alt.; W/37A., 61A. Alt.; 

Jun. 13, 1974 & Newer; 

W/Air Brakes (1978-1971).... 359001C91 
Belt - Alt.; W/37A., 61A. Alt.; 

Jun. 13, 1974 & Newer; 

W/Hyd. Brakes (1978-1971). 369723C91 
Belt - Alt.; W/37A., 61A. Alt.; 

Nov. 1, 1972 & Older 


(1978-1971). 339637C1 

Belt - Alt.; W/37A., 61A. Alt.; 

Nov. 2, 1972 Thru Jun. 12, 

1974 (1978-1971). 

Belt - Alt.; W/55A., 62A. Alt.; 

Nov. 1, 1972 & Older 

(1978-1971). 359006C91 

Belt - Alt.; W/55A., 62A. Alt.; 

Nov. 2, 1972 & Newer 

(1978-1971). 

Belt - Alt.; W). 369723C91 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; Jun. 

6, 1978 & Newer; W/Hyd. 

Brakes (1978-1971). 355706C91 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; 

Nov. 1, 1972 & Older 

(1978-1971). 362887C91 


Belt - Alt.; W/65A., 80A., 
85A., 105A., 130A. Alt.; 
Nov. 2, 1972 & Newer; 
W/Air Brakes (1978-1971) 


Belt - Alt.; W). 

Belt - Alt.; W/75A., 145A. Alt.; 

W/Air Brakes. 359003C91 

Belt - Alt.; W/75A., 145A. Alt.; 

W/Hyd. Brakes. 355706C91 

Belt - Alt.; W/37A., 61A. Alt. 

(1970-1965). 339637C1 

Belt - Alt.; W/55A., 62A. Alt. 

(1970-1965). 359006C91 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt. 

(1970-1965). 362887C91 

Belt - P.S. 358319C91 

Belt - Air Brake Compr. 

Belt - V.P.; Jun. 27, 1974 & 

Older (1978-1971). 358319C91 

Belt - V.P.; Jun. 28, 1974 & 

Newer (1978-1971). 396830R1 

Belt - V.P.; (1970-1965). 358319C91 


Hose - Upper - Eng. To Pipe 
Hose - Upper - Pipe To Rad. 
Hose - Lower - Eng. To Pipe 


CO1750B 

1978-1973 

Belt - W.P. 354029C91 

Belt - Alt.; W/37A., 61A. Alt.; 

Jun. 13, 1974 & Newer; 

W/Air Brakes. 359001C91 

Belt - Alt.; W/37A., 61A. Alt.; 

Jun. 13, 1974 & Newer; 

W/Hyd. Brakes. 369723C91 

Belt - Alt.; W/37A., 61A. Alt.; 

Nov. 1, 1972 & Older. 339637C1 

Belt - Alt.; W/37A., 61A. Alt.; 

Nov. 2, 1972 Thru Jun. 12, 

1974. 

Belt - Alt.; W/55A., 62A. Alt.; 

Nov. 1, 1972 & Older. 359006C91 

Belt - Alt.; W/55A., 62A. Alt.; 

Nov. 2, 1972 & Newer. 


<1.7695 

@7630 

@7405 

@7695 

@7417 

@7695 

@7630 

@7640 

@7417 


1978-1973 - Continued 
Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; Jun. 
13, 1974 Thru Jun. 5, 1978; 


W/Hyd. Brakes. 

369723C91 

@7630 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; Jun. 
6, 1978 & Newer; W/Hyd. 
Brakes. 

355706C91 

@7640 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; 

Nov. 1, 1972 & Older. 

362887C91 

©7417 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; 

Nov. 2, 1972 & Newer; 

W/Air Brakes. 


<1<7695 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; 

Nov. 2, 1972 Thru Jun. 12, 
1974; W/Hyd. Brakes. 


<1.7695 

Belt - Alt.; W/75A., 145A. Alt.; 
W/Air Brakes. 

359003C91 

<1.7695 

Belt - Alt.; W/75A., 145A. Alt.; 
W/Hyd. Brakes. 

355706C91 

<1.7640 

Belt - P.S. 

358319C91 

©449570HD 

Belt - Air Brake Compr. 


©449590HD 

Belt - V.P.; Jun. 27, 1974 & 
Older. 

358319C91 

©449570HD 


@7695 

@7695 

@7695 

@7640 


Belt - V.P.; Jun. 28, 1974 & 

Newer. 

Hose - Upper - Eng. To Pipe 
Hose - Upper - Pipe To Rad. 
Hose - Lower - Eng. To Pipe 
CO1850A 
1978-1965 

Belt - W.P. 


@7405 

@7417 


@7417 

©449570HD 

©449590HD 

©449570HD 

4951OHD 
©449570HD 
^21302 
20882 
s<21378 


©449476HD 

@7695 

@7630 

@7405 

@7695 

@7417 

@7695 


Belt - Alt.; W/37A., 61A. Alt.; 
Jun. 13, 1974 & Newer; 
W/Air Brakes (1978-1971).... 
Belt - Alt.; W/37A., 61A. Alt.; 
Jun. 13, 1974 & Newer; 
W/Hyd. Brakes (1978-1971). 
Belt - Alt.; W/37A., 61A. Alt.; 
Nov. 1, 1972 & Older 

(1978-1971). 

Belt - Alt.; W/37A., 61A. Alt.; 
Nov. 2, 1972 Thru Jun. 12, 

1974 (1978-1971). 

Belt - Alt.; W/55A., 62A. Alt.; 
Nov. 1, 1972 & Older 

(1978-1971). 

Belt - Alt.; W/55A., 62A. Alt.; 
Nov. 2, 1972 & Newer 

(1978-1971). 

Belt - Alt.; W). 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; Jun. 
6, 1978 & Newer; W/Hyd. 

Brakes (1978-1971). 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; 

Nov. 1, 1972 & Older 

(1978-1971). 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; 

Nov. 2, 1972 & Newer; 

W/Air Brakes (1978-1971).... 

Belt - Alt.; W). 

Belt - Alt.; W/75A., 145A. Alt.; 

W/Air Brakes. 

Belt - Alt.; W/75A., 145A. Alt.; 
W/Hyd. Brakes. 


396830R1 

354029C91 
359001C91 
369723C91 
339637C1 

359006C91 

369723C91 

355706C91 

362887C91 


359003C91 

355706C91 


4951OHD 
^21302 
20882 
^21378 


©449476HD 

@7695 

@7630 

@7405 

@7695 

@7417 

@7695 

@7630 


@7640 

@7417 

@7695 

@7695 

@7695 

@7640 


© Two Required. 
© Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

•*” Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

^ Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


339637C1 

@7405 

359006C91 

@7417 

362887C91 
358319C91 

@7417 

©449570HD 

©449590HD 

358319C91 

©449570HD 

396830R1 
358319C91 

4951 OHD 
©449570HD 


INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR DV550B 
DIESEL ENG. - Continued 

CO1850A - Continued 
1978-1965 - Continued 
Belt - Alt.; W/37A., 61A. Alt. 

(1970-1965). 

Belt - Alt.; W/55A., 62A. Alt. 

(1970-1965). 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt. 

(1970-1965). 

Belt - P.S. 

Belt - Air Brake Compr. 

Belt - V.P.; Jun. 27, 1974 & 

Older (1978-1971). 

Belt - V.P.; Jun. 28, 1974 & 

Newer (1978-1971). 

Belt - V.P.; (1970-1965). 

Hose - Upper - Eng. To Pipe; Nov. 1, 

1972 & Older. 

Hose - Upper - Pipe To Rad. 

Hose - Lower - Pipe To Rad.; Sept. 10, 

1973 & Newer. 

Hose - Lower - Pipe To Rad.; Sept. 9, 

1973 & Older. 

CO1850B 

1978-1973 

Belt - W.P. 354029C91 

Belt - Alt.; W/37A., 61A. Alt.; 

Jun. 13, 1974 & Newer; 

W/Air Brakes. 359001C91 

Belt - Alt.; W/37A., 61A. Alt.; 

Jun. 13, 1974 & Newer; 

W/Hyd. Brakes. 369723C91 

Belt - Alt.; W/37A., 61A. Alt.; 

Nov. 1, 1972 & Older. 339637C1 

Belt - Alt.; W/37A., 61A. Alt.; 

Nov. 2, 1972 Thru Jun. 12, 

1974 . 

Belt - Alt.; W/55A., 62A. Alt.; 

Nov. 1, 1972 & Older. 359006C91 

Belt - Alt.; W/55A., 62A. Alt.; 

Nov. 2, 1972 & Newer. 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; Jun. 

13, 1974 Thru Jun. 5, 1978; 

W/Hyd. Brakes. 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; Jun 
6, 1978 & Newer; W/Hyd. 

Brakes . 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; 

Nov. 1, 1972 & Older. 362887C91 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; 

Nov. 2, 1972 & Newer; 

W/Air Brakes. 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; 

Nov. 2, 1972 Thru Jun. 12, 

1974; W/Hyd. Brakes. 

Belt - Alt.; W/75A., 145A. Alt.; 

W/Air Brakes. 359003C91 

Belt - Alt.; W/75A., 145A. Alt.; 

W/Hyd. Brakes. 355706C91 

Belt - P.S. 358319C91 

Belt - Air Brake Compr. 

Belt - V.P.; Jun. 27, 1974 & 

Older. 358319C91 

Belt - V.P.; Jun, 28, 1974 & 

Newer. 396830R1 

Hose - Upper - Eng. To Pipe; Nov. 1, 

1972 & Older. 

Hose - Upper - Pipe To Rad. 


369723C91 


355706C91 


s<21302 

20882 

■>2” I.D. 

^21378 


©449476HD 


@7695 


@7630 

@7405 


@7695 

@7417 


@7695 


@7630 


@7640 


@7417 


@7695 


@7695 

@7695 

@7640 

©449570HD 

©449590HD 

©449570HD 

4951OHD 

s<21302 

20882 


INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR DV550B 
DIESEL ENG. - Continued 

CO1850B - Continued 
1978-1973 - Continued 
Hose - Lower - Pipe To Rad.; Sept. 10, 

1973 & Newer. *2' I.D. 

Hose - Lower - Pipe To Rad.; Sept. 9, 

1973 & Older. ^21378 

CO1950A 

1978-1965 

Belt - W.P. 354029C91 ©449476HD 

Belt - Alt.; W/37A., 61A. Alt.; 

Jun. 13, 1974 & Newer; 

W/Air Brakes (1978-1971).... 359001C91 @7695 

Belt - Alt.; W/37A., 61A. Alt.; 

Jun. 13, 1974 & Newer; 

W/Hyd. Brakes (1978-1971). 369723C91 @7630 

Belt - Alt.; W/37A., 61A. Alt.; 

Nov. 1, 1972 & Older 

(1978-1971). 339637C1 @7405 

Belt - Alt.; W/37A., 61A. Alt.; 

Nov. 2, 1972 Thru Jun. 12, 

1974 (1978-1971). @7695 

Belt - Alt.; W/55A., 62A. Alt.; 

Nov. 1, 1972 & Older 

(1978-1971). 359006C91 @7417 

Belt - Alt.; W/55A., 62A. Alt.; 

Nov. 2, 1972 & Newer 

(1978-1971). @7695 

Belt - Alt.; W). 369723C91 @7630 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; Jun. 

6, 1978 & Newer; W/Hyd. 

Brakes (1978-1971). 355706C91 @7640 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; 

Nov. 1, 1972 & Older 

(1978-1971). 362887C91 @7417 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; 

Nov. 2, 1972 & Newer; 

W/Air Brakes (1978-1971).... @7695 

Belt - Alt.; W). @7695 

Belt - Alt.; W/75A., 145A. Alt.; 

W/Air Brakes. 359003C91 @7695 

Belt - Alt.; W/75A., 145A. Alt.; 

W/Hyd. Brakes. 355706C91 @7640 

Belt - Alt.; W/37A., 61A. Alt. 

(1970-1965). 339637C1 @7405 

Belt - Alt.; W/55A., 62A. Alt. 

(1970-1965). 359006C91 @7417 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt. 

(1970-1965). 362887C91 @7417 

Belt - P.S. 358319C91 ©449570HD 

Belt - Air Brake Compr. ©449590HD 

Belt - V.P.; Jun. 27, 1974 & 

Older (1978-1971). 358319C91 ©449570HD 

Belt - V.P.; Jun. 28, 1974 & 

Newer (1978-1971). 396830R1 4951 OHD 

Belt - V.P.; (1970-1965). 358319C91 ©449570HD 

Hose - Upper - Eng. To Pipe; Nov. 1, 

1972 & Older. ^21302 

Hose - Upper - Pipe To Rad. 20882 

Hose - Lower - Pipe To Rad.; Sept. 10, 

1973 & Newer. *2' I.D. 

Hose - Lower - Pipe To Rad.; Sept. 9, 

1973 & Older. <21378 

CO1950B 

1978-1973 

Belt - W.P. 354029C91 ©449476HD 

Belt - Alt.; W/37A., 61A. Alt.; 

Jun. 13, 1974 & Newer; 

W/Air Brakes. 359001C91 @7695 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 
s< Cut To Fit. 


o 

♦ 

4 


Green Stripe * 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


- Continued 


- Continued 


INTERNATIONAL/NAVISTAR DV550B 
DIESEL ENG. - Continued 

CO1950B - Continued 


INTERNATIONAL/NAVISTAR DV550B 
DIESEL ENG. - Continued 

COF1950A - Continued 


1978-1973 - Continued 
Belt - Alt.; W/37A., 61A. Alt.; 
Jun. 13, 1974 & Newer; 

W/Hyd. Brakes. 

Belt - Alt.; W/37A., 61A. Alt.; 

Nov. 1, 1972 & Older. 

Belt - Alt.; W/37A., 61A. Alt.; 
Nov. 2, 1972 Thru Jun. 12, 

1974. 

Belt - Alt.; W/55A., 62A. Alt.; 

Nov. 1, 1972 & Older. 

Belt - Alt.; W/55A., 62A. Alt.; 

Nov. 2, 1972 & Newer. 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; Jun. 
13, 1974 Thru Jun. 5, 1978; 

W/Hyd. Brakes. 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; Jun. 
6, 1978 & Newer; W/Hyd. 

Brakes . 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; 

Nov. 1, 1972 & Older. 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; 

Nov. 2, 1972 & Newer; 

W/Air Brakes. 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; 

Nov. 2, 1972 Thru Jun. 12, 

1974; W/Hyd. Brakes. 

Belt - Alt.; W/75A., 145A. Alt.; 

W/Air Brakes. 

Belt - Alt.; W/75A., 145A. Alt.; 

W/Hyd. Brakes. 

Belt - P.S. 

Belt - Air Brake Compr. 

Belt - V.P.; Jun. 27, 1974 & 

Older. 

Belt - V.P.; Jun. 28, 1974 & 
Newer. 


369723C91 

339637C1 


359006C91 


369723C91 

355706C91 

362887C91 


359003C91 

355706C91 
358319C91 

358319C91 
396830R1 


Hose - Upper - Eng. To Pipe; Nov. 1, 
1972 & Older. 


Hose - Upper - Pipe To Rad. 

Hose - Lower - Pipe To Rad.; Sept. 10, 

1973 & Newer. 

Hose - Lower - Pipe To Rad.; Sept. 9, 
1973 & Older. 


C04070A 

1970-1969 

Belt - Alt. 358215C1 


Hose - Upper - Right Side. 

Hose - Upper - Eng. To Pipe (Left Side).... 
Hose - Lower. 


COF1950A 


1978-1965 

Belt - W.P. 354029C91 

Belt - Alt.; W/37A., 61A. Alt.; 

Jun. 13, 1974 & Newer; 

W/Air Brakes (1978-1971).... 359001C91 
Belt - Alt.; W/37A., 61A. Alt.; 

Jun. 13, 1974 & Newer; 

W/Hyd. Brakes (1978-1971). 369723C91 
Belt - Alt.; W/37A., 61A. Alt.; 

Nov. 1, 1972 & Older 

(1978-1971). 339637C1 

Belt - Alt.; W/37A., 61A. Alt.; 

Nov. 2, 1972 Thru Jun. 12, 

1974 (1978-1971). 


<1.7630 

©7405 

<1.7695 

©7417 

@7695 

<1.7630 

<1.7640 

©7417 

@7695 

<1.7695 

<1.7695 

<1.7640 

©♦49570HD 

©♦49590HD 

©♦49570HD 

*951OHD 

=<21302 

20882 

■>2” I.D. 

=■<21378 

7490 

©■>2 1/4” I.D. 

■frl 3/4” I.D. 
©■>2 3/4” I.D. 

©♦*9476HD 


1978-1965 - Continued 
Belt - Alt.; W/55A., 62A. Alt.; 

Nov. 1, 1972 & Older 

(1978-1971). 359006C91 

Belt - Alt.; W/55A., 62A. Alt.; 

Nov. 2, 1972 & Newer 

(1978-1971). 

Belt - Alt.; W). 369723C91 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; Jun. 

6, 1978 & Newer; W/Hyd. 

Brakes (1978-1971). 355706C91 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; 

Nov. 1, 1972 & Older 

(1978-1971). 362887C91 


Belt - Alt.; W/65A., 80A., 
85A., 105A., 130A. Alt.; 
Nov. 2, 1972 & Newer; 
W/Air Brakes (1978-1971) 


Belt - Alt.; W). 

Belt - Alt.; W/75A., 145A. Alt.; 

W/Air Brakes. 359003C91 

Belt - Alt.; W/75A., 145A. Alt.; 

W/Hyd. Brakes. 355706C91 

Belt - Alt.; W/37A., 61A. Alt. 

(1970-1965). 339637C1 

Belt - Alt.; W/55A., 62A. Alt. 

(1970-1965). 359006C91 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt. 

(1970-1965). 362887C91 

Belt - P.S. 358319C91 

Belt - Air Brake Compr. 

Belt - V.P.; Jun. 27, 1974 & 

Older (1978-1971). 358319C91 

Belt - V.P.; Jun. 28, 1974 & 

Newer (1978-1971). 396830R1 

Belt - V.P.; (1970-1965). 358319C91 


Hose - Upper - Eng. To Pipe; Nov. 1, 

1972 & Older. 

Hose - Upper - Pipe To Rad. 

Hose - Lower - Pipe To Rad.; Sept. 10, 

1973 & Newer. 

Hose - Lower - Pipe To Rad.; Sept. 9, 


1973 & Older. 

COF1950B 

1978-1973 

Belt - W.P. 354029C91 

Belt - Alt.; W/37A., 61A. Alt.; 

Jun. 13, 1974 & Newer; 

W/Air Brakes. 359001C91 

Belt - Alt.; W/37A., 61A. Alt.; 

Jun. 13, 1974 & Newer; 

W/Hyd. Brakes. 369723C91 

Belt - Alt.; W/37A., 61A. Alt.; 

Nov. 1, 1972 & Older. 339637C1 

Belt - Alt.; W/37A., 61A. Alt.; 

Nov. 2, 1972 Thru Jun. 12, 

1974 . 


<1.7695 

Belt - Alt.; W/55A., 62A. Alt.; 
Nov. 1, 1972 & Older. 

Belt - Alt.; W/55A., 62A. Alt.; 

Nov. 2, 1972 & Newer. 

Belt - Alt.; W/65A., 80A., 

©7630 

85A., 105A., 130A. Alt.; Jun. 
13, 1974 Thru Jun. 5, 1978; 
W/Hyd. Brakes. 

©7405 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; Jun. 
6, 1978 & Newer; W/Hyd. 

<1.7695 

Brakes . 


359006C91 


369723C91 

355706C91 


©7417 

<1.7695 

@7630 

<1.7640 

©7417 

<1.7695 

@7695 

<1.7695 

<1.7640 

©7405 

©7417 

©7417 

©♦49570HD 

©♦*9590HD 

©♦49570HD 

*951OHD 
©♦*9570HD 

=<21302 

20882 

■>2” I.D. 

=<21378 

©♦*9476HD 

<1.7695 

<1.7630 

©7405 

©7695 

©7417 

<1.7695 

@7630 

@7640 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

•*” Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

=< Cut To Fit. * Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR DV550B 
DIESEL ENG. - Continued 

COF1950B - Continued 
1978-1973 - Continued 
Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; 

Nov. 1, 1972 & Older. 362887C91 ©7417 

Belt - Alt.; W/65A., 80A., 


85A., 105A., 130A. Alt.; 

Nov. 2, 1972 & Newer; 

W/Air Brakes. 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 130A. Alt.; 

Nov. 2, 1972 Thru Jun. 12, 

1974; W/Hyd. Brakes. 

Belt - Alt.; W/75A., 145A. Alt.; 

W/Air Brakes. 359003C91 

Belt - Alt.; W/75A., 145A. Alt.; 

W/Hyd. Brakes. 355706C91 

Belt - P.S. 358319C91 

Belt - Air Brake Compr. 

Belt - V.P.; Jun. 27, 1974 & 

Older. 358319C91 

Belt - V.P.; Jun. 28, 1974 & 

Newer. 396830R1 

Hose - Upper - Eng. To Pipe; Nov. 1, 

1972 & Older. 

Hose - Upper - Pipe To Rad. 

Hose - Lower - Pipe To Rad.; Sept. 10, 

1973 & Newer. 

Hose - Lower - Pipe To Rad.; Sept. 9, 

1973 & Older. 

COF4070A 

1970-1969 

Belt - Alt. 358215C1 

Hose - Upper - Right Side. 

Hose - Upper - Eng. To Pipe (Left Side).... 
Hose - Lower. 

D400 


FI 850 
1974-1973 

Belt - Fan. 

Belt - Alt.; W/37A., 61A. Alt.; 

W/Air Brakes. 354026C91 

Belt - Alt.; W/37A., 61A. Alt.; 

W/Hyd. Brakes. 354028C91 

Belt - Alt.; W/65A., 80A. Alt.; 

W/Air Brakes. 354027C91 

Belt - Alt.; W/65A., 80A. Alt.; 

W/Hyd. Brakes. 354025C91 

Hose - Upper. 


@7695 


@7695 

@7695 

@7640 

©♦*9570HD 

©♦49590HD 

©♦49570HD 

4951OHD 

^21302 

20882 

■>2” I.D. 

^21378 


7490 

@■>2 1/4” I.D. 

■frl 3/4” I.D. 
@■>2 3/4” I.D. 


1974-1969 



Belt - Fan; (1974-1973). 

. 354029C91 

49476HD 

Belt - Alt.; (1974-1973). 

. 354027C91 

@7565 

Belt - P.S.; (1974-1973). 


49463HD 

Hose - Upper; (1970-1969)... 


■4-1 3/4” I.D. 

Hose - Lower; (1970-1969)... 


4-2 3/4” I.D. 

DC400 



1974-1969 



Belt - Fan; (1974-1971). 

. 354029C91 

49476HD 

Belt-Alt.; (1974-1971). 

. 354027C91 

@7565 

Belt - P.S.; (1974-1971). 


49463HD 

Hose - Upper; (1970-1969)... 


4-1 3/4” I.D. 

Hose - Lower; (1970-1969)... 


4-2 3/4” I.D. 

DCF400; DF400 



1974-1969 



Belt - Fan; (1974-1973). 

. 354029C91 

49476HD 

Belt - Alt.; (1974-1973). 

. 354027C91 

@7565 

Belt - P.S.; (1974-1973). 


49463HD 

Hose - Upper; (1970-1969)... 


4-1 3/4” I.D. 

Hose - Lower; (1970-1969)... 


4-2 3/4” I.D. 


354029C91 ©449476HD 


@7555 


@7525 

@7565 

@7541 

26531 


INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR DV550B 
DIESEL ENG. - Continued 

FI 850 - Continued 
1974-1973 - Continued 

Hose - Lower; W/Allison Trans. 

Hose - Lower; W/Man. Trans. 

FI91OA; F2010A; F2050A 


Hose - Upper.. 
Hose - Lower.. 

F5050 


Hose - Upper. 

Hose - Lower. 

M6123CBE; M8234CBE 


20206 

20530 


1974-1973 

Belt - Fan. 

.. 354029C91 

©♦49476HD 

Belt - Alt.; W/A.C. 

.. 354026C91 

©7555 

Belt - Alt.; W/O A.C. 

.. 354025C91 

©7541 

Belt - Alt. & Air Brake Com¬ 
pr.; W/A.C. 

.. 354030C91 

©7575 

Belt - Alt. & Air Brake Com¬ 
pr.; W/O A.C. 

.. 354027C91 

©7565 

Belt - P.S.; W/Air Brakes. 

.. 133732R2 

49360HD 

Belt - P.S.; W/Hyd. Brakes... 

.. 315222C1 

49330HD 

Belt - A.C.; W/Air Brakes. 

.. 270094C2 

49580HD 

Belt - A.C.; W/Hyd. Brakes... 

.. 315221C2 

49540HD 


©■>2 1/2” I.D. 
©■>2 5/8” I.D. 


1974-1973 

Belt - Fan. 

Belt - Alt. 

Belt - P.S. 

. 354029C91 

. 354027C91 

. 358328C91 

©♦*9476HD 

©7565 

©♦*9463HD 

Belt - A.C. 

. 315221C2 

49540HD 

M412CBE 



1974-1973 



Belt - Fan. 

. 354029C91 

49476HD 

Belt - Alt. 

. 354027C91 

©7565 

Belt - P.S. 

. 133732R2 

49360HD 

M623CBE 



1974-1973 



Belt - Fan. 

. 354029C91 

49476HD 

Belt - Alt. 

. 354027C91 

©7565 

Belt - P.S. 

. 133732R2 

49360HD 


26530 

26530 


1974-1973 

Belt - Fan. 

354029C91 

49476HD 

Belt - Alt. 

354027C91 

©7565 

Belt - P.S. 

133732R2 

49360HD 

1650; 1750; 1850 
1974-1973 

Belt - Fan. 

354029C91 

©♦49476HD 

Belt - Alt.; W/37A., 61A. Alt.; 
W/Air Brakes. 

354026C91 

©7555 

Belt - Alt.; W/37A., 61A. Alt.; 
W/Hyd. Brakes. 

354028C91 

©7525 

Belt - Alt.; W/65A., 80A. Alt.; 
W/Air Brakes. 

354027C91 

©7565 

Belt - Alt.; W/65A., 80A. Alt.; 
W/Hyd. Brakes. 

354025C91 

©7541 

Hose - Upper. 


26531 

Hose - Lower; W/Allison Trans. 

20206 

Hose - Lower; W/Man. Trans. 


20530 

191 OA 

1975-1972 

Belt - Fan. 

354029C91 

©♦49476HD 

Belt - Alt.; W/A.C. 

354026C91 

©7555 

Belt - Alt.; W/O A.C. 

354025C91 

©7541 

Belt - Alt. & Air Brake Com¬ 
pr.; W/A.C. 

354030C91 

©7575 

Belt - Alt. & Air Brake Com¬ 
pr.; W/O A.C. 

354027C91 

©7565 

Belt - P.S.; W/Air Brakes. 

133732R2 

49360HD 

Belt - P.S.; W/Hyd. Brakes. 

315222C1 

49330HD 


© Two Required. © Six Required. 4- 

® Three Required. ▲ Durion ® Silicone Hose Recommended. O 

© Four Required. •*” Use Notched Belt Only. ♦ 

© Five Required. ^ Cut To Fit. 4 


Green Stripe® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


- Continued 


- Continued 


INTERNATIONAL/NAVISTAR DV550B 
DIESEL ENG. - Continued 

1910A - Continued 

1975-1972 - Continued 


Belt - A.C.; W/Air Brakes. 

.. 270094C2 

49580HD 

Belt - A.C.; W/Hyd. Brakes.... 

.. 315221C2 

49540HD 

Hose - Upper. 


@■>2 1/2” I.D. 

Hose - Lower. 

201OA 

1973-1972 


@■>2 5/8” I.D. 

Belt - Fan. 

. 354029C91 

©♦49476HD 

Belt - Alt.; W/A.C. 

. 354026C91 

@7555 

Belt - Alt.; WO A.C. 

Belt - Alt. & Air Brake Com- 

. 354025C91 

@7541 

pr.; W/A.C. 

Belt - Alt. & Air Brake Com- 

. 354030C91 

@7575 

pr.; W/O A.C. 

. 354027C91 

@7565 

Belt - P.S.; W/Air Brakes. 

. 133732R2 

49360HD 

Belt - P.S.; W/Hyd. Brakes... 

. 315222C1 

49330HD 

Belt - A.C.; W/Air Brakes. 

. 270094C2 

49580HD 

Belt - A.C.; W/Hyd. Brakes... 

. 315221C2 

49540HD 

Hose - Upper. 


@*2 1/2” I.D. 

Hose - Lower. 

2050A 

1975-1973 


@■>2 5/8” I.D. 

Hose - Upper. 


@■>2 1/2” I.D. 

Hose - Lower. 

2110A 

1975-1973 


@*2 5/8” I.D. 

Belt - Fan. 

. 354029C91 

©♦49476HD 

Belt - Alt.; W/A.C. 

. 354026C91 

@7555 

Belt - Alt.; W/O A.C. 

Belt - Alt. & Air Brake Com- 

. 354025C91 

@7541 

pr.; W/A.C. 

Belt - Alt. & Air Brake Com- 

. 354030C91 

@7575 

pr.; W/O A.C. 

. 354027C91 

@7565 

Belt - P.S.; W/Air Brakes. 

. 133732R2 

49360HD 

Belt - P.S.; W/Hyd. Brakes... 

. 315222C1 

49330HD 

Belt - A.C.; W/Air Brakes. 

. 270094C2 

49580HD 

Belt - A.C.; W/Hyd. Brakes... 

. 315221C2 

49540HD 

Hose - Upper. 


@■>2 1/2” I.D. 

Hose - Lower. 

5050 


@■>2 5/8” I.D. 


1975-1973 


Belt - Fan. 354029C91 ©449476HD 

Belt - Alt . 354027C91 @7565 

Belt - P.S. 358328C91 ©449463HD 

Belt - A.C. 315221C2 49540HD 


INTERNATIONAL/NAVISTAR DVT573 
DIESEL ENG.; INTERNATION¬ 
AL/NAVISTAR DVTI573 DIESEL ENG. 

C04070A; COF4070A 

1975-1971 


INTERNATIONAL/NAVISTAR DVT573 
DIESEL ENG.; INTERNATION¬ 
AL/NAVISTAR DVTI573 DIESEL ENG. 

- Continued 


DF400 

1975-1971 

Belt - Alt. 358215C1 7490 

Hose - Upper. *1 3/4” I.D. 

Hose - Lower. *2 3/4” I.D. 


INTERNATIONAL/NAVISTAR FTV549 
ENG.; INTERNATIONAL/NAVISTAR 
FTVS549 ENG. 

ACO190; AC0195; ACO200; ACO220; ACOF190; 
ACOF200 


1967-1956 

Belt - Fan. 

Belt - Gen. & Air Brake Com- 
pr.; W/30A. Gen.; W/B-W 

Air Brake Compr. 

Belt - Gen. & Air Brake Com¬ 
pr.; W/30A. Gen.; W/Wagner 

Air Brake Compr. 

Belt - Gen. & Air Brake Com¬ 
pr.; W/35A., 40A., 50A. 

Gen.; W/Wagner Air Brake 

Compr. 

Belt - Gen. & Air Brake Com¬ 
pr.; W/Air/Hyd. Brakes. 

Belt - Gen. & Air Brake Com¬ 
pr.; W/B-W 4 Cu. Ft. Air 

Brake Compr. 

Belt - Alt. & Air Brake Com¬ 
pr.; W/100A. Alt. 

Belt - Alt. & Air Brake Com¬ 
pr.; W/37A. Alt. 

Belt - Alt. & Air Brake Com¬ 
pr.; W/55A. Alt. 

Belt - P.S.; Chassis No. 

FA54335 & Before. 

Belt - P.S.; Chassis No. 
FA54336 & After. 


133500R11 

@TR22434 

149635R1 

49463HD 

170780R1 

49470HD 

149636R11 

©49480HD 

150560R1 

©♦49451 HD 

143441R1 

49420HD 

133732R1 

©49360HD 

256395C11 

©449463HD 

275301 Cl 1 

©♦49476HD 

167115R1 

49400HD 

143441R1 

49420HD 


Hose - Upper - Left Side; Chassis No. 
FA62559 & Before (1966-1957). 


^20046 
or 26501 


Hose - Upper - Left Side; Chassis No. FD, 

FA62560 & After (1966-1957). 26603 

Hose - Upper - Right Side; (1966-1957). ^=20046 

or 26502 

Hose - Lower; (1966-1957). ©2 5/8” I.D. 

Hose - By Pass; (1966-1957). ^20618 

CO1910A; CO1910B 

1979-1973 

Belt - W.P. 354029C91 ©449476HD 

Belt - Alt.; W/Air Brakes; 

W/37A., 55A., 61 A., 62A. 


Belt - Alt. 358215C1 

7490 


Hose - Upper - Right Side. 

@■>2 1/4” 

I.D. 

Hose - Upper - Eng. To Pipe (Left Side).... 

■H 3/4” 

I.D. 

Hose - Lower. 

@■>2 3/4” 

I.D. 

D400; DC400 



1975-1971 



Belt - Alt. 358215C1 

7490 


Hose - Upper. 

■H 3/4” 

I.D. 

Hose - Lower. 

*2 3/4” 

I.D. 

DCF400 



1975-1971 



Hose - Upper. 

■frl 3/4” 

I.D. 

Hose - Lower. 

*2 3/4” 

I.D. 


Alt. 

Belt - Alt.; W/Air Brakes; 
W/65A., 75A, 80A., 105A., 
130A. Alt.; Apr. 14, 1974 & 

Older. 

Belt - Alt.; W/Air Brakes; 
W/65A., 75A., 80A., 105A., 
130A. Alt.; Apr. 15, 1974 & 

Newer. 

Belt - Alt.; W/Hyd. Brakes; 
W/37A., 55A, 61 A., 62A. 

Alt. 

Belt - Alt.; W/Hyd. Brakes; 
W/65A., 80A., 105A., 130A. 
Alt. 


354029C91 

358326C91 

359003C91 

339637C1 

429274C91 


©♦49476HD 

©49480HD 

<1.7695 

7405 

@7390 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

•*” Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


- Continued 


- Continued 


INTERNATIONAL/NAVISTAR FTV549 
ENG.; INTERNATIONAL/NAVISTAR 
FTVS549 ENG. - Continued 


INTERNATIONAL/NAVISTAR FTV549 
ENG.; INTERNATIONAL/NAVISTAR 
FTVS549 ENG. - Continued 


CO1910A; COI91 OB - Continued 
1979-1973 - Continued 
Belt - P.S.; Ser. No. 

DCA15881 & Before. 

Belt - P.S.; Ser. No. 

DCA15882 & After. 

Belt - Air Brake Compr. 

Hose - Upper; W/X.C. 

Hose - Upper - Eng. To Pipe; W/Std. Cool. 
Hose - Upper - Pipe To Rad.; W/Std. Cool. 
Hose - Lower - Pipe To Cooler; W/Auto. 

Trans. 

Hose - Lower - Cooler To Rad.; W/Auto. 


Trans. 

CO4010 

1970-1965 

Belt - Fan. 303674C11 

Belt - Alt. & Air Brake Com¬ 
pr.; W/37A. Alt. 151538R21 

Belt - Alt. & Air Brake Com¬ 
pr.; W/55A., 62A. Alt. 285219C21 

Belt - P.S. 284453C1 

COF1910A; COF1910B 

1070.1070 

Belt - W.P. 354029C91 

Belt - Alt.; W/Air Brakes; 

W/37A., 55A., 61 A., 62A. 

Alt. 354029C91 

Belt - Alt.; W/Air Brakes; 

W/65A., 75A., 80A., 105A., 

130A. Alt.; Apr. 14, 1974 & 

Older. 358326C91 

Belt - Alt.; W/Air Brakes; 

W/65A., 75A., 80A., 105A., 

130A. Alt.; Apr. 15, 1974 & 

Newer. 359003C91 

Belt - Alt.; W/Hyd. Brakes; 

W/37A., 55A., 61 A., 62A. 

Alt. 339637C1 

Belt - Alt.; W/Hyd. Brakes; 

W/65A., 80A., 105A., 130A. 

Alt. 429274C91 


Belt - P.S.; Ser. No. 

DCA15881 & Before. 

Belt - P.S.; Ser. No. 

DCA15882 & After. 

Belt - Air Brake Compr. 

Hose - Upper; W/X.C. 

Hose - Upper - Eng. To Pipe; W/Std. Cool. 
Hose - Upper - Pipe To Rad.; W/Std. Cool. 
Hose - Lower - Pipe To Cooler; W/Auto. 

Trans. 

Hose - Lower - Cooler To Rad.; W/Auto. 


Trans. 

COF4010; COT4010 

1970-1965 

Belt - Fan. 303674C11 

Belt - Alt. & Air Brake Com¬ 
pr.; W/37A. Alt. 151538R21 

Belt - Alt. & Air Brake Com¬ 
pr.; W/55A., 62A. Alt. 285219C21 

Belt - P.S. 284453C1 


FI 800 

1977-1973 

Belt - Fan. 

Belt - Alt.; W/37A., 61A. Alt.... 359006C91 
Belt - Alt.; W/65A., 80A. Alt.... 151531R2 
Belt - Alt. & Air Brake Com¬ 
pr.; W/37A., 61A. Alt. 


*9520HD 

©♦*9555HD 

@7673 

21295 

s-<21302 

20882 

*2 1/2” I.D. 

20369 


©♦*9476HD 

@7530 

@7545 

*9490HD 


FI 800 - Continued 
1977-1973 - Continued 
Belt - Alt. & Air Brake Com¬ 


pr.; W/65A., 80A. Alt. 358344C91 

Belt - P.S. 358335C91 


Hose - Upper; (1974-1973), 
Hose - Lower; (1974-1973), 

FI91OA; F2010A 

1977-1968 

Belt - Fan. 


Belt - Alt.; W/37A. Alt. 359006C91 

Belt - Alt.; W/65A., 80A. Alt.... 151531R2 
Belt - Alt. & Air Brake Com¬ 
pr.; W/37A. Alt. 358997C91 

Belt - Alt. & Air Brake Com¬ 
pr.; W/65A., 80A. Alt. 358344C91 

Belt - P.S. 358335C91 

Belt - A.C. 358339C91 


Hose - Upper - Eng. To Pipe; (1977-1971). 
Hose - Upper - Pipe To Rad.; (1977-1971). 
Hose - Lower - Eng. To Pipe; (1977-1971). 
Hose - Lower - Pipe To Rad.; (1977-1971). 

F5010 


©♦*9476HD 

©♦*9476HD 


©*9480HD 


<©7695 


7405 


@7390 

*9520HD 

©♦*9555HD 
©7673 
21295 
^21302 
20882 

*2 1/2” I.D. 

20369 


1976-1973 

Belt - Fan. 354029C91 

Belt - Alt. & Air Brake Compr. 358344C91 

Belt - P.S. 

Belt - A.C. 358339C91 

M412CBE 

1970-1960 

Belt - Fan. 133500R11 

Belt - Alt.; W/100A. Alt. 150560R11 

Belt - Alt.; W/37A. Alt. 256346C11 

Belt - Alt.; W/55A., 60A., 62A. 

Alt. 243608 R11 

Belt - Alt. & Air Brake Com¬ 
pr.; W/37A. Alt. 243605R11 

Belt - Alt. & Air Brake Com¬ 
pr.; W/55A., 62A. Alt. 264975C11 

M612CAE; M613CAE; M623CAE 
1970-1960 

Belt - Fan. 133500R11 

Belt - Alt.; W/100A. Alt. 150560R11 

Belt - Alt.; W/37A. Alt. 256346C11 

Belt - Alt.; W/55A., 60A., 62A. 

Alt. 243608 R11 

Belt - Alt. & Air Brake Com¬ 
pr.; W/37A. Alt. 243605R11 

Belt - Alt. & Air Brake Com¬ 
pr.; W/55A., 62A. Alt. 264975C11 

Belt - P.S. 164550R11 

M623CBE 

1970-1960 


©♦*9476HD 

©7530 

©7545 

*9490HD 


©♦*9476HD 

©7417 

©7450 


Belt - Fan. 

Belt - Alt.; W/100A. Alt. 

Belt - Alt.; W/37A. Alt. 

Belt - Alt.; W/55A., 60A., 62A. 

Alt. 

Belt - Alt. & Air Brake Com¬ 
pr.; W/37A. Alt. 

Belt - Alt. & Air Brake Com¬ 
pr.; W/55A., 62A. Alt. 

Belt - P.S. 

M6123CAE 

1970-1960 

Belt - Fan. 


©7541 


Belt - Alt.; W/100A. Alt. 


133500R11 
150560R11 
256346C11 

243608 R11 

243605 R11 

264975C11 


133500R11 
150560R11 


©7560 

©♦*9490HD 

26531 

-=20530 


©♦*9476HD 

©7417 

©7450 

©7535 

©7560 
©♦*9490HD 
*9412HD 
*2 1/2” I.D. 
*2 1/2” I.D. 
*2 1/2” I.D. 
■ 0-2 1/2” I.D. 


©♦*9476HD 
@7560 
©♦*9590HD 
*9412HD 


©TR22434 
©♦*9451 HD 
@*9350HD 

©*9365HD 

©♦*9451 HD 

©♦*9463HD 


©TR22434 
©♦*9451 HD 
©*9350HD 

©♦9365HD 

©♦*9451 HD 

©♦*9463HD 

*9425HD 


©TR22434 
©♦*9451 HD 
©*9350HD 

@*9365HD 

©♦*9451 HD 

©♦*9463HD 

*9440HD 


©TR22434 
©♦*9451 HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

* 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR FTV549 
ENG.; INTERNATIONAL/NAVISTAR 
FTVS549 ENG. - Continued 

M6123CAE - Continued 
1970-1960 - Continued 

Belt - Alt.; W/37A. Alt. 

Belt - Alt.; W/55A., 60A., 62A. 

Alt. 

Belt - Alt. & Air Brake Com- 

pr.; W/37A. Alt. 

Belt - Alt. & Air Brake Com- 

pr.; W/55A., 62A. Alt. 

M6123CBE; MB623CBE; 

1970-1960 

Belt - Fan. 

Belt - Alt.; W/100A. Alt. 

Belt - Alt.; W/37A. Alt. 

Belt - Alt.; W/55A., 60A., 62A. 

Alt.. 

Belt - Alt. & Air Brake Com- 

pr.; W/37A. Alt. 

Belt - Alt. & Air Brake Com- 

pr.; W/55A., 62A. Alt. 

Belt - P.S. 

VI90; VI95; V200; V210 
1973-1965 

Belt - Fan. 

Belt - Alt.; W/37A. Alt. 

Belt - Alt.; W/55A., 60A., 

62A.. 105A. Alt. 

Belt - Alt. & Air Brake Com- 
pr.; W/37A., 60A., 105A. Alt. 

Belt - Alt. & Air Brake Com- 

pr.; W/55A., 62A. Alt. 

Belt - P.S.; Ser. No. FA54336 

& Before. 

Belt - P.S.; Ser. No. FA54337 

& After. 133758R1 

Hose - Upper. @26502 

Hose - By Pass; Molded Hose. @20618 

Hose - By Pass; Strt. Hose. 3/4" I.D. 

V220 

1973-1965 

Belt - Fan. 133500R11 ©TR22434 

Belt - Alt.; W/37A. Alt. 256346C11 ©49350HD 

Belt - Alt.; W/55A., 60A., 

62A., 105A. Alt. 243608R11 ©49365HD 

Belt - Alt. & Air Brake Com- 

pr.; W/37A., 60A., 105A. Alt. 243605R11 ©449451HD 

Belt - Alt. & Air Brake Com- 

pr.; W/55A., 62A. Alt. 264975C11 2 4*9463HD 

Belt - P.S.; Ser. No. FA54336 

& Before. 143441R1 49420HD 

Belt - P.S.; Ser. No. FA54337 
& After. 133758R1 49440HD 

VCO190; VC0200; VCO220 


256346C11 

©49350HD 

243608 R11 

©49365HD 

243605 R11 

©♦49451 HD 

264975C11 

MB6123CBE 

©449463HD 

133500R11 
150560R11 
256346C11 

©TR22434 
©449451 HD 
©49350HD 

243608 R11 

©49365HD 

243605 R11 

©449451 HD 

264975C11 

©449463HD 

49440HD 

133500R11 
256346C11 

©TR22434 

©49350HD 

243608 R11 

©49365HD 

243605 R11 

©♦49451 HD 

264975C11 

©449463HD 

143441R1 

49420HD 

133758R1 

49440HD 


INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR FTV549 
ENG.; INTERNATIONAL/NAVISTAR 
FTVS549 ENG. - Continued 

VCO190; VC0200; VCO220 - Continued 
1973-1965 - Continued 

Hose - Upper - Left Side; (1973-1971). ^20727 


Hose - Upper - Right Side; (1973-1971).. 


Hose - Lower; (1973-1971). 

Hose - By Pass; (1973-1971)., 

VCO405 
1968-1962 

Belt - Fan. 

Belt - Gen.; W/30A. Alt. 

Belt - Gen.; W/50A. Alt.; Ser. 

No. 7999 & Before. 

Belt - Gen.; W/50A. Alt.; Ser. 

No. 8000 & After. 

Belt - Alt. & Air Brake Com- 

pr.; W/37A., 105A. Alt. 

Belt - Alt. & Air Brake Com- 
pr.; W/55A., 60A., 62A. Alt... 

Belt - Alt. & Air Brake Com- 
pr.; W/60A. Alt.; W/B-W Air 

Brake Compr. 

Belt - Alt. & Air Brake Com¬ 
pr.; W/60A. Alt.; 

W/International/Navistar Air 

Brake Compr. 

Belt - Alt. & Air Brake Com¬ 
pr.; W/60A. Alt.; W/Wagner 

Air Brake Compr. 

Belt - Alt. & Air Brake Com¬ 
pr.; W/Air/Hyd. Brakes; 

W/37A., 105A. Alt. 

Belt - Alt. & Air Brake Com¬ 
pr.; W/Air/Hyd. Brakes; 

W/55A., 62A. Alt. 

Belt - P.S.; Chassis No. F. 

FA, FV. 133758R1 

Belt - P.S.; Chassis No. 

FD102890 & After. 

Belt - P.S.; Chassis No. 

FD26619 & Before. 133758R1 

Belt - P.S.; Chassis No. 

FD26620 Thru FD1028E 
Belt - P.S.; Chassis No. 

G165000 & After.311175C2 

Hose - Upper; Ser. No. 1687 & Before 

(1965-1962). 

Hose - Upper; Ser. No. 1688 & After 

(1965-1962). 

Hose - Lower; (1965-1962). 

Hose - By Pass; (1965-1962). 

VCOF190; VCOF200; VCOF220 


or 26603 
^20727 
or 26603 
2 5/8” I.D. 
^20618 


133500R11 

©TR22434 

49400HD 

150560R11 

©449451 HD 

149636R11 

©49480HD 

358329C91 

©49350HD 


©49365HD 

358332C91 

©♦49451 HD 

358332C91 

©449451 HD 

243606 R11 

©♦49470HD 

358332C91 

©♦49451 HD 

358324C91 

©449451 HD 

133758R1 

49440HD 

311175C2 

49447HD 

133758R1 

49440HD 

143441R2 

49420HD 

311175C2 

49447HD 


26511 

Q1 3/4" I.D. 
02 1/2” I.D. 
^20618 


1973-1965 

Belt - Fan. 

. 133500R11 

©TR22434 

1973-1965 

Belt - Fan. 

. 133500R11 

©TR22434 

Belt - Alt.; W/37A. Alt. 

. 256346C11 

©49350HD 

Belt - Alt.; W/37A. Alt. 

. 256346C11 

©49350HD 

Belt - Alt.; W/55A., 60A., 

62A 105A Alt 

243608R11 

©49365HD 

Belt - Alt.; W/55A., 60A., 

62A.. 105A. Alt. 

. 243608 R11 

©49365HD 

Belt - Alt. & Air Brake Com¬ 
pr.; W/37A. Alt. 


49455HD 

Belt - Alt. & Air Brake Com¬ 
pr.; W/37A. Alt. 


49455HD 

Belt - Alt. & Air Brake Com¬ 
pr.; W/55A., 62A. Alt.; Ser. 
No. FD38599 & Before. 

. 255188C1 

©7480 

Belt - Alt. & Air Brake Com¬ 
pr.; W/55A., 62A. Alt.; Ser. 
No. FD38599 & Before. 

. 255188C1 

©7480 

Belt - Alt. & Air Brake Com¬ 
pr.; W/55A., 62A. Alt.; Ser. 
No. FD38600 & After. 

. 275301 Cl 1 

©♦49476HD 

Belt - Alt. & Air Brake Com¬ 
pr.; W/55A., 62A. Alt.; Ser. 
No. FD38600 & After. 

. 275301 Cl 1 

©♦49476HD 

Belt - Alt. & Air Brake Com¬ 
pr.; W/60A. Alt. 

. 170780R11 

©♦49470HD 

Belt - Alt. & Air Brake Com¬ 
pr.; W/60A. Alt. 

. 170780R11 

©♦49470HD 

Belt - P.S. 

. 167115R1 

49400HD 

Belt - P.S. 

. 167115R1 

49400HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durlon® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

•*” Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

^ Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR FTV549 
ENG.; INTERNATIONAL/NAVISTAR 
FTVS549 ENG. - Continued 

VCOF190; VCOF200; VCOF220 - Continued 
1973-1965 - Continued 

Hose - Upper - Left Side; (1973-1971). ^20727 


Hose - Upper - Right Side; (1973-1971).. 


Hose - Lower; (1973-1971). 

Hose - By Pass; (1973-1971)., 

VCOF405; VCOT405 

1968-1962 

Belt - Fan. 

Belt - Gen.; W/30A. Alt. 

Belt - Gen.; W/50A. Alt.; Ser. 

No. 7999 & Before. 

Belt - Gen.; W/50A. Alt.; Ser. 

No. 8000 & After. 

Belt - Alt. & Air Brake Com- 

pr.; W/37A., 105A. Alt. 

Belt - Alt. & Air Brake Com- 
pr.; W/55A., 60A., 62A. Alt... 

Belt - Alt. & Air Brake Com- 
pr.; W/60A. Alt.; W/B-W Air 

Brake Compr. 

Belt - Alt. & Air Brake Com¬ 
pr.; W/60A. Alt.; 

W/International/Navistar Air 

Brake Compr. 

Belt - Alt. & Air Brake Com¬ 
pr.; W/60A. Alt.; W/Wagner 

Air Brake Compr. 

Belt - Alt. & Air Brake Com¬ 
pr.; W/Air/Hyd. Brakes; 

W/37A., 105A. Alt. 

Belt - Alt. & Air Brake Com¬ 
pr.; W/Air/Hyd. Brakes; 

W/55A., 62A. Alt. 

Belt - P.S.; Chassis No. F. 

FA, FV. 133758R1 

Belt - P.S.; Chassis No. 

FD102890 & After. 

Belt - P.S.; Chassis No. 

FD26619 & Before. 133758R1 

Belt - P.S.; Chassis No. 

FD26620 Thru FD1028E 
Belt - P.S.; Chassis No. 

G165000 & After.311175C2 

Hose - Upper; Ser. No. 1687 & Before 

(1965-1962). 

Hose - Upper; Ser. No. 1688 & After 

(1965-1962). 

Hose - Lower; (1965-1962). 

Hose - By Pass; (1965-1962). 

VF190; VF200; VF210 

1973-1965 

Belt - Fan. 133500R11 

Belt - Alt.; W/37A. Alt. 256346C11 

Belt - Alt.; W/55A., 60A., 

62A., 105A. Alt. 243608R11 

Belt - Alt. & Air Brake Com¬ 
pr.; W/37A., 60A., 105A. Alt. 

Belt - Alt. & Air Brake Com¬ 
pr.; W/55A., 62A. Alt. 

Belt - P.S.; Ser. No. FA54336 

& Before. 143441R1 

Belt - P.S.; Ser. No. FA54337 

& After. 133758R1 

Hose - Upper. 

Hose - By Pass; Molded Hose 
Hose - By Pass; Strt. Hose. 


or 26603 
^20727 
or 26603 
2 5/8” I.D. 
^20618 


133500R11 

©TR22434 

49400HD 

150560R11 

©449451 HD 

149636R11 

©49480HD 

358329C91 

©49350HD 


©49365HD 

358332C91 

©449451 HD 

358332C91 

©>♦49451 HD 

243606 R11 

©449470HD 

358332C91 

©449451 HD 

358324C91 

©♦49451 HD 

133758R1 

49440HD 

311175C2 

49447HD 

133758R1 

49440HD 

143441R2 

49420HD 

311175C2 

49447HD 


26511 

Q1 3/4” I.D. 
02 1/2” I.D. 
s-=20618 


©TR22434 

©49350HD 

©49365HD 


INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR FTV549 
ENG.; INTERNATIONAL/NAVISTAR 
FTVS549 ENG. - Continued 

1600; 1700; 1800; 1850 


1977-1973 

Belt - Fan. 

Belt - Alt.; W/37A., 61A. Alt.... 359006C91 
Belt - Alt.; W/65A., 80A. Alt.... 151531R2 
Belt - Alt. & Air Brake Com¬ 
pr.; W/37A., 61A. Alt. 

Belt - Alt. & Air Brake Com¬ 
pr.; W/65A., 80A. Alt. 358344C91 

Belt - P.S. 358335C91 

Hose - Upper; (1974-1973). 

Hose - Lower; (1974-1973). 

1910A; 201OA 

1977-1968 

Belt - Fan. 

Belt - Alt.; W/37A. Alt. 359006C91 

Belt - Alt.; W/65A., 80A. Alt.... 151531R2 
Belt - Alt. & Air Brake Com¬ 
pr.; W/37A. Alt. 358997C91 

Belt - Alt. & Air Brake Com¬ 
pr.; W/65A., 80A. Alt. 358344C91 

Belt - P.S. 358335C91 

Belt - A.C. 358339C91 

Hose - Upper - Eng. To Pipe; (1977-1971). 
Hose - Upper - Pipe To Rad.; (1977-1971). 
Hose - Lower - Eng. To Pipe; (1977-1971). 
Hose - Lower - Pipe To Rad.; (1977-1971). 
2110A 


©♦49476HD 

©7417 

@7450 

@7541 

@7560 

©449490HD 

26531 

^20530 


©♦49476HD 

©7417 

@7450 

@7535 

@7560 
©449490HD 
49412HD 
*2 1/2” I.D. 
*2 1/2” I.D. 
*2 1/2” I.D. 
*2 1/2” I.D. 


1977-1968 



Belt - Fan. 


©449476HD 

Belt - Alt.; W/37A. Alt. 

. 359006C91 

©7417 

Belt - Alt.; W/65A., 80A. Alt... 

. 151531R2 

©7450 

Belt - Alt. & Air Brake Com- 



pr.; W/37A. Alt. 

. 358997C91 

©7535 

Belt - Alt. & Air Brake Com- 



pr.; W/65A., 80A. Alt. 

. 358344C91 

©7560 

Belt - P.S. 

. 358335C91 

©449490HD 

Belt - A.C. 

. 358339C91 

49412HD 

5010 



1976-1973 



Belt - Fan. 

. 354029C91 

©449476HD 

Belt - Alt. & Air Brake Compr. 358344C91 

©7560 

Belt - P.S. 


©449590HD 

Belt - A.C. 

. 358339C91 

49412HD 


INTERNATIONAL/NAVISTAR MV404 
ENG. 

CO1710B; CO1810B; COF1810B 

1981-1979 


Belt - W.P. & Alt. 
75A., 80A., 85A. 
130A., 145A. Alt, 
Belt - W.P. & Alt, 

Brakes . 

Belt - W.P. & Alt, 
Brakes; W/37A. 


W/65A., 

105A., 


435184C91 


W/Air 


©♦4961OHD 
©449590HD 


W/Hyd. 
42A., 61A. 


243605 R11 

©449451 HD 

Alt. 

Belt - P.S. 

.. 355478C91 
.. 362887C91 

©7512 

7410 

264975C11 

©449463HD 

Belt - Air Brake Compr. 

Belt - A.P.; W/Air Brakes. 

.. 354030C91 

7575 

7330 

143441R1 

49420HD 

Belt - A.P.; W/Hyd. Brakes; 
W/O P.S. 

.. 362887C91 

7410 

133758R1 

49440HD 

Belt - A.P.; W/Hyd. Brakes; 
W/P.S. 

.. 355478C91 

7512 


©>26502 
@20618 
3/4” I.D. 


Hose - Upper - Eng. To Pipe.. 
Hose - Upper - Pipe To Rad... 
Hose - Lower - Pipe To Rad... 


21296 

20882 

20369 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR MV404 
ENG. - Continued 

FI 924 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR MV404 
ENG. - Continued 

1724 - Continued 


1981-1975 

Belt - Fan & Alt.; W/37A, 

42A. Alt.; W/O P.T.O. 

(1981-1977). 151532 R2 

Belt - Fan & Alt.; W/37A, 

42A. Alt.; W/P.T.O. 

(1981-1977). 

Belt - Fan & Alt.; W/65A, 

80A., 85A., 105A., 145A. 

Alt. (1981-1977). 510238C91 

Belt - Fan & P.S.; W/A.P.; 

W/Ross, Sheppard P.S. 

Pump (1981-1977). 395539R1 

Belt - Fan & P.S.; W/A.P.; 

W/Saginaw P.S. Pump 

(1981-1977). 446707C1 

Belt - Fan & P.S.; W/O A.P. 

(1981-1977). 

Belt - P.S.; (1981-1977). 446707C1 

Belt - P.S. & A.P.; W/Ross, 

Sheppard P.S. Pump 

(1981-1977). 465244C1 

Belt - P.S. & A.P.; 

W/Saginaw P.S. Pump 

(1981-1977). 

Belt - P.S. & A.C.; 

(1981-1977). 465244C1 


Belt - Air Brake Compr.; W/O 

P.T.O. (1981). 

Belt - Air Brake Compr.; 

W/P.T.O. (1981-1977). 

Belt - Air Brake Compr.; W/O 
P.T.O.; Jun. 19, 1980 & 

Older (1980). 

Belt - Air Brake Compr.; W/O 
P.T.O.; Jun. 20, 1980 & 

Newer (1980). 

Belt - Air Brake Compr.; W/O 

P.T.O. (1979-1977). 

Belt - A.P.; W/Air Brake Com¬ 
pr.; W/Calif. Emission Sys¬ 


tem (1981-1977). 132058R3 

Belt - A.P.; W/O Air Brake 
Compr.; W/Calif. Emission 

System (1981-1977). 468505C91 

Hose - Upper; (1981-1979). 


Hose - Upper; W/O Shutterstat; W/Allison 

Trans. (1978-1975). 

Hose - Upper; W/Shutterstat; W/Allison 

Trans. (1978-1975). 

Hose - Lower; (1981-1979). 

Hose - Lower; W/Allison Trans. 

(1978-1975). 

Hose - Lower; W/O Allison Trans. 

(1978-1975). 

1724 

1982-1975 

Belt - Fan & Alt.; W/37A, 

42A. Alt.; W/O P.T.O. 

(1982-1977). 151532 R2 

Belt - Fan & Alt.; W/37A, 

42A. Alt.; W/P.T.O. 

(1982-1977). 

Belt - Fan & Alt.; W/65A, 

80A., 85A., 105A., 145A. 

Alt. (1982-1977). 510238C91 

Belt - Fan & P.S.; W/A.P.; 

W/Ross, Sheppard P.S. 

Pump (1982-1977). 395539R1 

Belt - Fan & P.S.; W/A.P.; 

W/Saginaw P.S. Pump 
(1982-1977). 446707C1 


©7512 

©7580 

©7585 

49630HD 

49600HD 

*951OHD 
49600HD 

9740 

49720HD 
9740 
4961OHD 
4961OHD 

49570HD 

4961 OHD 
49570HD 


1982-1975 - Continued 
Belt - Fan & P.S.; W/O A.P. 


(1982-1977). 

Belt - P.S.; (1982-1977). 446707C1 

Belt - P.S. & A.P.; W/Ross, 

Sheppard P.S. Pump 

(1982-1977). 465244C1 

Belt - P.S. & A.P.; 

W/Saginaw P.S. Pump 

(1982-1977). 

Belt - P.S. & A.C.; 

(1982-1977). 465244C1 


Belt - Air Brake Compr.; W/O 

P.T.O. (1982-1981). 

Belt - Air Brake Compr.; 

W/P.T.O. (1982-1977). 

Belt - Air Brake Compr.; W/O 
P.T.O.; Jun. 19, 1980 & 

Older (1980). 

Belt - Air Brake Compr.; W/O 
P.T.O.; Jun. 20, 1980 & 

Newer (1980). 

Belt - Air Brake Compr.; W/O 

P.T.O. (1979-1977). 

Belt - A.P.; W/Air Brake Com¬ 
pr.; W/Calif. Emission Sys¬ 
tem (1982-1977). 132058R3 

Belt - A.P.; W/O Air Brake 
Compr.; W/Calif. Emission 

System (1982-1977). 468505C91 

Hose - Upper; (1982-1979). 

Hose - Upper; (1978-1975). 

Hose - Lower; (1982-1979). 

Hose - Lower; W/Allison Trans. 

(1978-1975). 

Hose - Lower; W/O Allison Trans. 

(1978-1975). 

1824 

1981-1975 


7350 

7490 

21289 

^21133 

21133 

21288 

21130 

21129 

©7512 

@7580 

@7585 

49630HD 


Belt - Fan & Alt.; W/37A, 

42A. Alt.; W/O P.T.O. 

(1981-1977). 

Belt - Fan & Alt.; W/37A, 

42A. Alt.; W/P.T.O. 

(1981-1977). 

Belt - Fan & Alt.; W/65A, 
80A., 85A., 105A., 145A. 

Alt. (1981-1977). 

Belt - Fan & P.S.; W/A.P.; 
W/Ross, Sheppard P.S. 

Pump (1981-1977). 

Belt - Fan & P.S.; W/A.P.; 
W/Saginaw P.S. Pump 

(1981-1977). 

Belt - Fan & P.S.; W/O A.P. 

(1981-1977). 

Belt - P.S.; (1981-1977). 

Belt - P.S. & A.P.; W/Ross, 
Sheppard P.S. Pump 

(1981-1977). 

Belt - P.S. & A.P.; 

W/Saginaw P.S. Pump 

(1981-1977). 

Belt - P.S. & A.C.; 

(1981-1977). 

Belt - Air Brake Compr.; W/O 

P.T.O. (1981). 

Belt - Air Brake Compr.; 

W/P.T.O. (1981-1977). 

Belt - Air Brake Compr.; W/O 
P.T.O.; Jun. 19, 1980 & 


49600HD Older (1980) 


151532R2 

510238C91 

395539R1 

446707C1 

446707C1 

465244C1 

465244C1 


4951 OHD 
49600HD 

9740 

49720HD 
9740 
4961 OHD 
4961 OHD 

49570HD 

4961 OHD 
49570HD 

7350 

7490 

21289 

^21133 

21288 

21130 

21129 

@7512 

@7580 

©7585 

49630HD 

49600HD 

4951 OHD 
49600HD 

9740 

49720HD 
9740 
4961 OHD 
4961 OHD 

49570HD 


© Two Required. © Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

® Three Required. ▲ Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

© Four Required. •*” Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

© Five Required. ^ Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR MV404 
ENG. - Continued 

1824 - Continued 
1981-1975 - Continued 
Belt - Air Brake Compr.; W/O 
P.T.O.; Jun. 20, 1980 & 


Newer (1980). 

4961 OHD 

Belt - Air Brake Compr.; W/O 

P.T.O. (1979-1977). 

49570HD 

Belt - A.P.; W/Air Brake Com¬ 
pr.; W/Calif. Emission Sys¬ 
tem (1981-1977). 132058R3 

7350 

Belt - A.P.; W/O Air Brake 

Compr.; W/Calif. Emission 

System (1981-1977). 468505C91 

7490 

Hose - Upper; (1981-1979). 

21289 

Hose - Upper; (1978). 

=<21132 

Hose - Upper; (1977-1975). 

=<21133 

Hose - Lower; (1981-1979). 

21288 

Hose - Lower; W/Allison Trans. 

(1978-1975). 

21130 

Hose - Lower; W/O Allison Trans. 

(1978-1975). 

21129 


1924 

1982-1975 

Belt - Fan & Alt.; W/37A, 

42A. Alt.; W/O P.T.O. 

(1982-1977). 151532 R2 

Belt - Fan & Alt.; W/37A, 

42A. Alt.; W/P.T.O. 

(1982-1977). 

Belt - Fan & Alt.; W/65A, 

80A., 85A.. 105A., 145A. 

Alt. (1982-1977). 510238C91 

Belt - Fan & P.S.; W/A.P.; 

W/Ross, Sheppard P.S. 

Pump (1982-1977). 395539R1 

Belt - Fan & P.S.; W/A.P.; 

W/Saginaw P.S. Pump 

(1982-1977). 446707C1 

Belt - Fan & P.S.; W/O A.P. 

(1982-1977). 

Belt - P.S.; (1982-1977). 446707C1 

Belt - P.S. & A.P.; W/Ross, 

Sheppard P.S. Pump 

(1982-1977). 465244C1 

Belt - P.S. & A.P.; 

W/Saginaw P.S. Pump 

(1982-1977). 

Belt - P.S. & A.C.; 

(1982-1977). 465244C1 

Belt - Air Brake Compr.; W/O 

P.T.O. (1982-1981). 

Belt - Air Brake Compr.; 

W/P.T.O. (1982-1977). 

Belt - Air Brake Compr.; W/O 
P.T.O.; Jun. 19, 1980 & 

Older (1980). 

Belt - Air Brake Compr.; W/O 
P.T.O.; Jun. 20, 1980 & 

Newer (1980). 

Belt - Air Brake Compr.; W/O 

P.T.O. (1979-1977). 

Belt - A.P.; W/Air Brake Com¬ 
pr.; W/Calif. Emission Sys¬ 
tem (1982-1977). 132058R3 

Belt - A.P.; W/O Air Brake 
Compr.; W/Calif. Emission 

System (1982-1977). 468505C91 

Hose - Upper; (1982-1979). 

Hose - Upper; W/O Shutterstat; W/Allison 

Trans. (1978-1975). 

Hose - Upper; W/Shutterstat; W/Allison 

Trans. (1978-1975). 

Hose - Lower; (1982-1979). 


@7512 


@7580 


@7585 


49630HD 


49600HD 

4951OHD 
49600HD 


9740 


49720HD 


9740 
4961 OHD 


4961 OHD 


49570HD 


4961 OHD 
49570HD 

7350 

7490 

21289 

=■<21133 

21133 

21288 


INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR MV404 
ENG. - Continued 

1924 - Continued 
1982-1975 - Continued 

Hose - Lower; W/Allison Trans. 

(1978-1975). 21130 

Hose - Lower; W/O Allison Trans. 

(1978-1975). 

1925 

1981-1980 

Belt - Fan & Alt.; W/37A, 

42A. Alt.; W/O P.T.O. 151532R2 

Belt - Fan & Alt.; W/37A, 

42A. Alt.; W/P.T.O. 

Belt - Fan & Alt.; W/65A, 

80A., 85A., 105A., 145A. 

Alt. 510238C91 

Belt - Fan & P.S.; W/A.P.; 

W/Ross, Sheppard P.S. 

Pump. 395539R1 

Belt - Fan & P.S.; W/A.P.; 

W/Saginaw P.S. Pump. 446707C1 

Belt - Fan & P.S.; W/O A.P.... 

Belt - P.S. 446707C1 

Belt - P.S. & A.P.; W/Ross, 

Sheppard P.S. Pump. 465244C1 

Belt - P.S. & A.P.; 

W/Saginaw P.S. Pump. 

Belt - P.S. & A.C. 465244C1 

Belt - Air Brake Compr.; W/O 
P.T.O.; Jun. 19, 1980 & 

Older. 

Belt - Air Brake Compr.; W/O 
P.T.O.; Jun. 20, 1980 & 

Newer. 

Belt - Air Brake Compr.; 

W/P.T.O. 

Belt - A.P.; W/Air Brake Com¬ 
pr.; W/Calif. Emission Sys¬ 
tem. 132058R3 

Belt - A.P.; W/O Air Brake 
Compr.; W/Calif. Emission 

System. 468505C91 

Hose - Upper. 

Hose - Lower. 

INTERNATIONAL/NAVISTAR MV446 
ENG. 

CO1710B 

1979 

Belt - W.P. & Alt.; W/65A., 

75A., 80A., 85A., 105A., 


21129 


@7512 

@7580 


@7585 


49630HD 

49600HD 
4951 OHD 
49600HD 

9740 

49720HD 

9740 


49570HD 


4961 OHD 
4961 OHD 


7350 


7490 

21289 

21288 


130A., 145A. Alt. 

435184C91 

©44961 OHD 

Belt - W.P. & Alt.; W/Air 
Brakes. 


©449590HD 

Belt - W.P. & Alt.; W/Hyd. 
Brakes; W/37A., 42A., 61A. 
Alt. 

355478C91 

@7512 

Belt - P.S. 

362887C91 

7410 

Belt - Air Brake Compr. 

354030C91 

7575 

Belt - A.P.; W/Air Brakes. 


7330 

Belt - A.P.; W/Hyd. Brakes; 
W/O P.S. 

362887C91 

7410 

Belt - A.P.; W/Hyd. Brakes; 
W/P.S. 

355478C91 

7512 

Hose - Upper - Eng. To Pipe. 


21296 

Hose - Upper - Pipe To Rad.. 


20882 

Hose - Lower - Pipe To Rad.. 


20369 


CO1810B; COF1810B 
1981-1979 

Belt - W.P. & Alt.; W/65A., 
75A., 80A., 85A., 105A., 
130A, 145A. Alt. 


435184C91 @44961 OHD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. Q 
•*” Use Notched Belt Only. 4 

=< Cut To Fit. 4 


Green Stripe * 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR MV446 
ENG. - Continued 

Continued 


CO1810B; COF1810B 

1981-1979 - Continued 
Belt - W.P. & Alt.; W/Air 

Rrpl/QQ 

Belt - W.P. & Alt.; W/Hyd. 
Brakes; W/37A., 42A., 61A. 


©449590HD 


Alt. 

Belt - P.S. 

355478C91 

362887C91 

@7512 

7410 

Belt - Air Brake Compr. 

354030C91 

7575 

Belt - A.P.; W/Air Brakes. 


7330 

Belt - A.P.; W/Hyd. Brakes; 
W/O P.S. 

362887C91 

7410 

Belt - A.P.; W/Hyd. Brakes; 
W/P.S. 

355478C91 

7512 

Hose - Upper - Eng. To Pipe. 


21296 

Hose - Upper - Pipe To Rad.. 


20882 

Hose - Lower - Pipe To Rad.. 


20369 


151532R2 


Pump 


FI 924 
1981-1975 

Belt - Fan & Alt.; W/37A, 

42A. Alt.; W/O P.T.O. 

(1981-1977). 

Belt - Fan & Alt.; W/37A, 

42A. Alt.; W/P.T.O. 

(1981-1977). 

Belt - Fan & Alt.; W/65A, 

80A., 85A.. 105A., 145A. 

Alt. (1981-1977). 510238C91 

Belt - Fan & P.S.; W/A.P.; 

W/Ross, Sheppard P.S. 

Pump (1981-1977). 395539R1 

Belt - Fan & P.S.; W/A.P.; 

W/Saginaw P.S. Pump 

(1981-1977). 446707C1 

Belt - Fan & P.S.; W/O A.P. 

(1981-1977). 

Belt - P.S.; (1981-1977). 446707C1 

Belt - P.S. & A.P.; W/Ross, 

Sheppard P.S. Pump 

(1981-1977). 

Belt - P.S. & A.P.; 

W/Saginaw P.S. I 

(1981-1977). 

Belt - P.S. & A.C.; 

(1981-1977). 

Belt - Air Brake Compr.; W/O 

P.T.O. (1981). 

Belt - Air Brake Compr.; 

W/P.T.O. (1981-1977). 

Belt - Air Brake Compr.; W/O 
P.T.O.; Jun. 19, 1980 & 

Older (1980). 

Belt - Air Brake Compr.; W/O 
P.T.O.; Jun. 20, 1980 & 

Newer (1980). 

Belt - Air Brake Compr.; W/O 

P.T.O. (1979-1977). 

Belt - A.P.; W/Air Brake Com¬ 
pr.; W/Calif. Emission Sys¬ 
tem (1981-1977). 132058R3 

Belt - A.P.; W/O Air Brake 
Compr.; W/Calif. Emission 

System (1981-1977). 468505C91 

Hose - Upper; (1981-1979). 

Hose - Upper; W/O Shutterstat; W/Allison 

Trans. (1978-1975). 

Hose - Upper; W/Shutterstat; W/Allison 

Trans. (1978-1975). 

Hose - Lower; (1981-1979). 

Hose - Lower; W/Allison Trans. 

(1978-1975). 

Hose - Lower; W/O Allison Trans. 
(1978-1975). 


465244C1 


465244C1 


@7512 


@7580 


@7585 


49630HD 


49600HD 

4951OHD 
49600HD 


9740 

49720HD 
9740 
4961OHD 
4961OHD 

49570HD 

4961 OHD 
49570HD 

7350 

7490 

21289 

=■<21133 

21133 

21288 

21130 

21129 


INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR MV446 
ENG. - Continued 

1724 

1979-1975 

Belt - Fan & Alt.; W/37A, 

42A. Alt.; W/O P.T.O. 

(1979-1977). 151532 R2 @7512 

Belt - Fan & Alt.; W/37A, 

42A. Alt.; W/P.T.O. 

(1979-1977). @7580 

Belt - Fan & Alt.; W/65A, 

80A., 85A., 105A., 145A. 

Alt. (1979-1977). 510238C91 @7585 

Belt - Fan & P.S.; W/A.P.; 

W/Ross, Sheppard P.S. 

Pump (1979-1977). 395539R1 49630HD 

Belt - Fan & P.S.; W/A.P.; 

W/Saginaw P.S. Pump 

(1979-1977). 446707C1 49600HD 

Belt - Fan & P.S.; W/O A.P. 

(1979-1977). 4951 OHD 

Belt - P.S.; (1979-1977). 446707C1 49600HD 

Belt - P.S. & A.P.; W/Ross, 

Sheppard P.S. Pump 

(1979-1977). 465244C1 9740 

Belt - P.S. & A.P.; 

W/Saginaw P.S. Pump 

(1979-1977). 49720HD 

Belt - P.S. & A.C.; 

(1979-1977). 465244C1 9740 

Belt - Air Brake Compr.; W/O 

P.T.O. (1979-1977). 49570HD 

Belt - Air Brake Compr.; 

W/P.T.O. (1979-1977). 49610HD 

Belt - A.P.; W/Air Brake Com¬ 
pr.; W/Calif. Emission Sys¬ 
tem (1979-1977). 132058R3 7350 

Belt - A.P.; W/O Air Brake 
Compr.; W/Calif. Emission 

System (1979-1977). 468505C91 7490 

Hose - Upper; (1979). 21289 

Hose - Upper; (1978-1975). =<21133 

Hose - Lower; (1979). 21288 

Hose - Lower; W/Allison Trans. 

(1978-1975). 21130 

Hose - Lower; W/O Allison Trans. 

(1978-1975). 21129 

1824 

1981-1975 

Belt - Fan & Alt.; W/37A, 

42A. Alt.; W/O P.T.O. 

(1981-1977). 151532 R2 @7512 

Belt - Fan & Alt.; W/37A, 

42A. Alt.; W/P.T.O. 

(1981-1977). @7580 

Belt - Fan & Alt.; W/65A, 

80A., 85A., 105A., 145A. 

Alt. (1981-1977). 510238C91 @7585 

Belt - Fan & P.S.; W/A.P.; 

W/Ross, Sheppard P.S. 

Pump (1981-1977). 395539R1 49630HD 

Belt - Fan & P.S.; W/A.P.; 

W/Saginaw P.S. Pump 

(1981-1977). 446707C1 49600HD 

Belt - Fan & P.S.; W/O A.P. 

(1981-1977). 4951 OHD 

Belt - P.S.; (1981-1977). 446707C1 49600HD 

Belt - P.S. & A.P.; W/Ross, 

Sheppard P.S. Pump 

(1981-1977). 465244C1 9740 

Belt - P.S. & A.P.; 

W/Saginaw P.S. Pump 

(1981-1977). 49720HD 

Belt - P.S. & A.C.; 

(1981-1977). 465244C1 9740 


© Two Required. © Six Required. 

® Three Required. ▲ Durion ® Silicone Hose Recommended. 

© Four Required. •*” Use Notched Belt Only. 

© Five Required. =< Cut To Fit. 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Q Use Wire Inserted Green Stripe® Coolant Hose. 

♦ PowerBand® Belt May Work, Use Template To Check. 
4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


- Continued 


- Continued 


INTERNATIONAL/NAVISTAR MV446 
ENG. - Continued 


INTERNATIONAL/NAVISTAR MV446 
ENG. - Continued 


1824 - Continued 

1981- 1975 - Continued 

Belt - Air Brake Compr.; W/O 

P.T.O. (1981-1980). 

Belt - Air Brake Compr.; 

W/P.T.O. (1981-1977). 

Belt - Air Brake Compr.; W/O 

P.T.O. (1979-1977). 

Belt - A.P.; W/Air Brake Com¬ 
pr.; W/Calif. Emission Sys¬ 
tem (1981-1977). 132058R3 

Belt - A.P.; W/O Air Brake 
Compr.; W/Calif. Emission 

System (1981-1977). 468505C91 

Hose - Upper; (1981-1979). 

Hose - Upper; (1978). 

Hose - Upper; (1977-1976). 

Hose - Upper; W/O Shutterstat; W/Allison 

Trans. (1975). 

Hose - Upper; W/O Shutterstat; W/O Alli¬ 
son Trans. (1975). 

Hose - Upper; W/Shutterstat; W/Allison 

Trans. (1975). 

Hose - Upper; W/Shutterstat; W/O Allison 

Trans. (1975). 

Hose - Lower; (1981-1979). 

Hose - Lower; W/Allison Trans. 

(1978-1975). 

Hose - Lower; W/O Allison Trans. 

(1978-1975). 

1924 

1982- 1975 

Belt - Fan & Alt.; W/37A, 

42A. Alt.; W/O P.T.O. 

(1982-1977). 151532 R2 

Belt - Fan & Alt.; W/37A, 

42A. Alt.; W/P.T.O. 

(1982-1977). 

Belt - Fan & Alt.; W/65A, 

80A., 85A., 105A., 145A. 

Alt. (1982-1977). 510238C91 

Belt - Fan & P.S.; W/A.P.; 

W/Ross, Sheppard P.S. 

Pump (1982-1977). 395539R1 

Belt - Fan & P.S.; W/A.P.; 

W/Saginaw P.S. Pump 

(1982-1977). 446707C1 

Belt - Fan & P.S.; W/O A.P. 

(1982-1977). 

Belt - P.S.; (1982-1977). 446707C1 

Belt - P.S. & A.P.; W/Ross, 

Sheppard P.S. Pump 

(1982-1977). 465244C1 

Belt - P.S. & A.P.; 

W/Saginaw P.S. Pump 

(1982-1977). 

Belt - P.S. & A.C.; 

(1982-1977). 465244C1 

Belt - Air Brake Compr.; W/O 

P.T.O. (1982-1981). 

Belt - Air Brake Compr.; 

W/P.T.O. (1982-1977). 

Belt - Air Brake Compr.; W/O 
P.T.O.; Jun. 19, 1980 & 

Older (1980). 

Belt - Air Brake Compr.; W/O 
P.T.O.; Jun. 20, 1980 & 

Newer (1980). 

Belt - Air Brake Compr.; W/O 

P.T.O. (1979-1977). 

Belt - A.P.; W/Air Brake Com¬ 
pr.; W/Calif. Emission Sys¬ 
tem (1982-1977). 132058R3 


4961OHD 
4961OHD 
49570HD 


7350 


7490 

21289 

=<21132 

=■<21133 

=<21133 

21132 

21133 

=<21132 

21288 

21130 

21129 


©7512 

©7580 

©7585 

49630HD 

49600HD 

4951 OHD 
49600HD 


1924 - Continued 
1982-1975 - Continued 
Belt - A.P.; W/O Air Brake 
Compr.; W/Calif. Emission 

System (1982-1977). 468505C91 

Hose - Upper; (1982-1979). 

Hose - Upper; W/O Shutterstat; W/Allison 

Trans. (1978-1975). 

Hose - Upper; W/Shutterstat; W/Allison 

Trans. (1978-1975). 

Hose - Lower; (1982-1979). 

Hose - Lower; W/Allison Trans. 

(1978-1975). 

Hose - Lower; W/O Allison Trans. 


(1978-1975). 

1925 

1981-1980 

Belt - Fan & Alt.; W/37A, 

42A. Alt.; W/O P.T.O. 151532R2 

Belt - Fan & Alt.; W/37A, 

42A. Alt.; W/P.T.O. 

Belt - Fan & Alt.; W/65A, 

80A., 85A., 105A., 145A. 

Alt. 510238C91 

Belt - Fan & P.S.; W/A.P.; 

W/Ross, Sheppard P.S. 

Pump. 395539R1 

Belt - Fan & P.S.; W/A.P.; 

W/Saginaw P.S. Pump. 446707C1 

Belt - Fan & P.S.; W/O A.P.... 

Belt - P.S. 446707C1 

Belt - P.S. & A.P.; W/Ross, 

Sheppard P.S. Pump. 465244C1 

Belt - P.S. & A.P.; 

W/Saginaw P.S. Pump. 

Belt - P.S. & A.C. 465244C1 


Belt - Air Brake Compr.; W/O 
P.T.O.; Jun. 19, 1980 & 

Older. 

Belt - Air Brake Compr.; W/O 
P.T.O.; Jun. 20, 1980 & 

Newer. 

Belt - Air Brake Compr.; 

W/P.T.O. 

Belt - A.P.; W/Air Brake Com¬ 
pr.; W/Calif. Emission Sys¬ 
tem. 132058R3 

Belt - A.P.; W/O Air Brake 
Compr.; W/Calif. Emission 

System. 468505C91 

Hose - Upper. 

Hose - Lower. 


7490 

21289 

=<21133 

21133 

21288 

21130 

21129 


©7512 

©7580 

©7585 

49630HD 

49600HD 
4951 OHD 
49600HD 

9740 

49720HD 

9740 

49570HD 

4961 OHD 
4961 OHD 

7350 


7490 

21289 

21288 


9740 

49720HD 
9740 
4961 OHD 
4961 OHD 

49570HD 

4961 OHD 


INTERNATIONAL/NAVISTAR RD372 
ENG.; INTERNATIONAL/NAVISTAR 
RD406 ENG.; INTERNATION¬ 
AL/NAVISTAR RD450 ENG. 

CO190; C0200 


1971-1970 

Belt - Fan; Early. 

135362R1 

<1.6926 

Belt - Fan & Alt.; W/37A. Alt.; 
Chassis No. FD61627 & Be¬ 
fore . 

193826R11 

©TR22508 

Belt - Fan & Alt.; W/37A. Alt.; 
Chassis No. FD61628 & Af¬ 
ter . 


©TR22514 


49570HD 

7350 


Belt - Fan & Alt.; W/52A, 

55A., 62A., 105A. Alt. 223794R11 

Belt - Fan & Alt.; W/60A. Alt.. 243604R11 
Belt - Fan & Gen. 87878HAX 


©TR22514 

©TR22517 

©TR22517 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

=< Cut To Fit. 


o 

♦ 

4 


Green Stripe * 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


- Continued 


- Continued 


INTERNATIONAL/NAVISTAR RD372 
ENG.; INTERNATIONAL/NAVISTAR 
RD406 ENG.; INTERNATION¬ 
AL/NAVISTAR RD450 ENG. - Continued 

CO190; CO200 - Continued 
1971-1970 - Continued 
Belt - P.S.; W/39 5/8" Belt 

O.C. 203987R2 TR22392 

Belt - P.S.; W/40 3/8" Belt 

O.C. 235182R2 TR24400 

Belt - P.S.; W/42 1/8" Belt 

O.C.81177HA TR22416 

Belt - Air Brake Compr. 8381 6HA TR34467 

CO220 

1971 


INTERNATIONAL/NAVISTAR RD372 
ENG.; INTERNATIONAL/NAVISTAR 
RD406 ENG.; INTERNATION¬ 
AL/NAVISTAR RD450 ENG. - Continued 

COF190 - Continued 
1971-1970 - Continued 
Belt - Fan & Alt.; W/37A. Alt.; 

Chassis No. FD61628 & Af¬ 
ter. ©TR22514 

Belt - Fan & Alt.; W/52A, 

55A., 62A., 105A. Alt. 223794R11 ©TR22514 

Belt - Fan & Alt.; W/60A. Alt.. 243604R11 ©TR22517 

Belt - Fan & Gen. 87878HAX ©TR22517 

Belt - P.S.; W/39 5/8" Belt 

O.C. 203987R2 TR22392 


Belt - Fan; Early. 135362R1 

Belt - Fan & Alt.; W/37A. Alt.; 

Chassis No. FD61627 & Be¬ 
fore. 193826R11 

Belt - Fan & Alt.; W/37A. Alt.; 

Chassis No. FD61628 & Af¬ 
ter . 

Belt - Fan & Alt.; W/52A, 

55A., 62A., 105A. Alt. 223794R11 

Belt - Fan & Alt.; W/60A. Alt.. 243604R11 


Belt - Fan & Gen. 87878HAX 

Belt - P.S.; W/39 5/8" Belt 

O.C. 203987R2 

Belt - P.S.; W/40 3/8" Belt 

O.C. 235182R2 

Belt - P.S.; W/42 1/8" Belt 

O.C.81177HA 

Belt - Air Brake Compr. 83816HA 

CO1910A 

1975-1969 

Belt - Fan & Alt. 280210C2 

Belt - P.S. 133732R2 

Belt - A.C.; W/0 P.S. 35974HBX 

Belt - A.C.; W/P.S. 214533R2 

Belt - Air Brake Compr. 


Flose - Upper - Eng. To Pipe; Chassis No 

C, CCA. 

Flose - Upper - Pipe To Rad.; Chassis No 

C, CCA. 

Flose - Lower - Enq. To Pipe; Chassis No 
C, CCA. 

Flose - Lower - Pipe To Rad.; Chassis No. 


C, CCA. 

CO1910B 

1975-1973 

Belt - Fan & Alt. 280210C2 

Belt - P.S. 133732R2 

Belt - A.C.; W/0 P.S. 35974HBX 

Belt - A.C.; W/P.S. 214533R2 


Belt - Air Brake Compr. 

Flose - Upper - Eng. To Pipe; Chassis No 

C, CCA. 

Flose - Upper - Pipe To Rad.; Chassis No 

C, CCA. 

Flose - Lower - Enq. To Pipe; Chassis No 
C, CCA. 

Flose - Lower - Pipe To Rad.; Chassis No 
C, CCA. 

COF190 

1971-1970 

Belt - Fan; Early. 135362R1 

Belt - Fan & Alt.; W/37A. Alt.; 

Chassis No. FD61627 & Be¬ 
fore. 193826R11 


@6926 


1TR22508 


@TR22514 

©TR22514 

©TR22517 

©TR22517 

TR22392 

TR24400 

TR22416 

TR34467 


2»*9540HD 

49360HD 

TR22517 

TR22461 

TR34467 

26522 


Belt - P.S.; W/40 3/8" Belt 

O.C. 235182R2 

Belt - P.S.; W/42 1/8" Belt 

O.C.81177HA 

Belt - Air Brake Compr. 83816HA 

COF220 

1971 

Belt - Fan; Early. 135362R1 

Belt - Fan & Alt.; W/37A. Alt.; 

Chassis No. FD61627 & Be¬ 
fore. ' 93826PM 


Belt - Fan & Alt.; W/37A. Alt.; 

Chassis No. FD61628 & Af¬ 
ter . 

Belt - Fan & Alt.; W/52A, 

55A., 62A., 105A. Alt. 223794R11 

Belt - Fan & Alt.; W/60A. Alt.. 243604R11 


Belt - Fan & Gen. 87878HAX 

Belt - P.S.; W/39 5/8" Belt 

O.C. 203987R2 

Belt - P.S.; W/40 3/8" Belt 

O.C. 235182R2 

Belt - P.S.; W/42 1/8" Belt 

O.C.81177HA 

Belt - Air Brake Compr. 83816HA 

COF1910A 

1975-1969 


20882 

^20845 
or 26515 

26509 


2»*9540HD 

49360HD 

TR22517 

TR22461 

TR34467 

26522 

20882 

^20845 
or 26515 

26509 


<16926 


Belt - Fan & Alt. 280210C2 

Belt - P.S. 133732R2 

Belt - A.C.; W/0 P.S. 35974HBX 

Belt - A.C.; W/P.S. 214533R2 


Belt - Air Brake Compr. 

Flose - Upper - Eng. To Pipe; Chassis No 

C, CCA. 

Flose - Upper - Pipe To Rad.; Chassis No 

C, CCA. 

Flose - Lower - Enq. To Pipe; Chassis No 
C, CCA. 

Flose - Lower - Pipe To Rad.; Chassis No. 


C, CCA. 

COF1910B 

1975-1973 

Belt - Fan & Alt. 280210C2 

Belt - P.S. 133732R2 

Belt - A.C.; W/0 P.S. 35974HBX 

Belt - A.C.; W/P.S. 214533R2 


Belt - Air Brake Compr. 

Flose - Upper - Eng. To Pipe; Chassis No 

C, CCA. 

Flose - Upper - Pipe To Rad.; Chassis No 

C, CCA. 

Flose - Lower - Enq. To Pipe; Chassis No 
C, CCA. 


1TR22508 


TR24400 

TR22416 

TR34467 


<16926 


1TR22508 


@TR22514 

©TR22514 

HTR22517 

©TR22517 

TR22392 

TR24400 

TR22416 

TR34467 


©♦49540HD 

49360HD 

TR22517 

TR22461 

TR34467 

26522 

20882 

^20845 
or 26515 

26509 


2»*9540HD 

49360HD 

TR22517 

TR22461 

TR34467 

26522 

20882 

s-=20845 
or 26515 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Flose Recommended. 

▲ Durlon® Silicone Flose Recommended. O Use Wire Inserted Green Stripe® Coolant Flose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR RD372 
ENG.; INTERNATIONAL/NAVISTAR 
RD406 ENG.; INTERNATION¬ 
AL/NAVISTAR RD450 ENG. - Continued 

COF1910B - Continued 
1975-1973 - Continued 
Hose - Lower - Pipe To Rad.; Chassis No. 


F1910A; A F2010A 
1977-1968 

Belt - Fan & Alt. 223794R2 

Belt - P.S. 240354R2 

Belt - A.C.; WO P.S. 214533R2 

Belt - A.C.; W/P.S. 35974HBX 

Belt - Air Brake Compr. 83816HA 

Belt - A.P.; W/28 1/8" Belt 

O.C. 448309C1 

Belt - A.P.; W/30 1/8" Belt 

O.C. 448310C1 

Hose - Upper. 

Hose - Lower. 

M412CBE; M613CAE 

1973-1963 

Belt - Fan & Alt.; W/55A. Alt.; 

W/Magnetic Fan 


26509 


©TR22514 

TR22336 

TR22461 

TR22517 

©TR34467 

7280 

7300 

2 1/2” I.D. 
2 1/8” I.D. 


(1973-1969). 

Belt - Fan & Alt.; W/55A, 
62A. Alt.; W/Std. Fan 

.... 264975C11 

©49455HD 

(1973-1969). 

.... 223794R11 

©TR22514 

Belt - P.S.; (1973-1969). 

Belt - Air Brake Compr.; 

.... 235182R1 

TR24400 

(1973-1969). 

.... 83816HA 

TR34467 

Hose - Upper; Chassis No. G1964662 & 



After. 3^=20420 

or 26509 

Hose - Lower; W/Allison Trans.; Chassis 

No. G1964622 & After. 20835 

Hose - Lower; W/O Allison Trans.; Chassis 
No. G1964622 & After. 26510 

M613CBE 

1973-1969 

Belt - Fan & Alt.; W/55A. Alt.; 

W/Magnetic Fan. 264975C11 ©49455HD 

Belt - Fan & Alt.; W/55A, 

62A. Alt.; W/Std. Fan. 223794R11 ©TR22514 

Belt - P.S. 235182R1 TR24400 

Belt - Air Brake Compr. 83816HA TR34467 

M623CAE 

1973-1963 

Belt - Fan & Alt.; W/55A. Alt.; 

W/Magnetic Fan 


(1973-1969). 

Belt - Fan & Alt.; W/55A, 
62A. Alt.; W/Std. Fan 

.... 264975C11 

©49455HD 

(1973-1969). 

.... 223794R11 

©TR22514 

Belt - P.S.; (1973-1969). 

Belt - Air Brake Compr.; 

.... 235182R1 

TR24400 

(1973-1969). 

.... 83816HA 

TR34467 

Hose - Upper; Chassis No. G1964662 & 



After.. 

Hose - Lower; W/Allison Trans.; Chassis 

No. G1964622 & After. 

Hose - Lower; W/O Allison Trans.; Chassis 
No. G1964622 & After. 

M623CBE 

1973-1969 

Belt - Fan & Alt.; W/55A. Alt.; 

W/Magnetic Fan. 264975C11 

Belt - Fan & Alt.; W/55A, 

62A. Alt.; W/Std. Fan. 223794R11 


s-=20420 

26509 

20835 

26510 


©49455HD 

©TR22514 


INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR RD372 
ENG.; INTERNATIONAL/NAVISTAR 
RD406 ENG.; INTERNATION¬ 
AL/NAVISTAR RD450 ENG. - Continued 

M623CBE - Continued 
1973-1969 - Continued 

Belt - P.S. 235182R1 

Belt - Air Brake Compr. 83816HA 

M6123CAE 

1973-1963 

Belt - Fan & Alt.; W/55A. Alt.; 

W/Magnetic Fan 

(1973-1969). 264975C11 

Belt - Fan & Alt.; W/55A, 

62A. Alt.; W/Std. Fan 

(1973-1969). 223794R11 

Belt - P.S.; (1973-1969). 235182R1 

Belt - Air Brake Compr.; 

(1973-1969). 83816HA 

Hose - Upper; Chassis No. G1964662 & 


TR24400 

TR34467 


©49455HD 


©TR22514 

TR24400 

TR34467 


After.. 


or 


Hose - Lower; W/Allison Trans.; Chassis 

No. G1964622 & After. 

Hose - Lower; W/O Allison Trans.; Chassis 
No. G1964622 & After. 

M6123CBE; M8234CBE; MB6123CBE 

1973-1969 

Belt - Fan & Alt.; W/55A. Alt.; 

W/Magnetic Fan. 264975C11 

Belt - Fan & Alt.; W/55A, 

62A. Alt.; W/Std. Fan. 223794R11 

Belt - P.S. 235182R1 

Belt - Air Brake Compr. 83816HA 

R185; R190; R200 
1971-1953 

Belt - Fan & Alt. 223794R11 

Belt - Fan & Gen. 87878HA 

Belt - P.S.; Chassis No. 

FA68164 & Before; W/34 

3/4" Belt O.C. 139136R1 

Belt - P.S.; Chassis No. 

FA68164 & Before; W/36 

3/8" Belt O.C. 223789R1 

Belt - Air Brake Compr.; W/7 
1/4 Cu. Ft. Air Brake Com¬ 
pr. 83816HA 

Belt - Air Brake Compr.; 

W/Wagner Compr. 92836HA 

Hose - Upper; Late FD Chassis. 

Hose - Upper; W/Rad. Shutters; Early FA 

Chassis. 

Hose - Lower; Early FA Chassis. 


or 


Hose - Lower; FR Chassis. 

Hose - Lower; Late FA, Early FD Chassis; 
W/Allison Trans. 

Hose - Lower; Late FA, Early FD Chassis; 
W/O Allison Trans. 

Hose - Lower; Late FD Chassis; W/O 


^20420 

26509 

20835 

26510 


©49455HD 

©TR22514 

TR24400 

TR34467 


©TR22514 

©TR22517 


TR22344 


TR22358 


TR34467 

TR32491 

26509 

23533 
2 1/8” I.D. 
^20835 
-=20835 

26524 
2 1/8” I.D. 

2 1/8” I.D. 
-=20835 


Front P.T.O. 


26509 

R210 



1971-1953 



Belt - Fan & Alt. 

.. 223794R11 

©TR22514 

Belt - Fan & Gen. 

.. 87878HA 

©TR22517 

Belt - P.S.; Chassis No. 



FA68164 & Before; W/34 



3/4" Belt O.C. 

.. 139136R1 

TR22344 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR RD372 
ENG.; INTERNATIONAL/NAVISTAR 
RD406 ENG.; INTERNATION¬ 
AL/NAVISTAR RD450 ENG. - Continued 

R210 - Continued 
1971-1953 - Continued 
Belt - P.S.; Chassis No. 

FA68164 & Before; W/36 

3/8" Belt O.C. 

Belt - Air Brake Compr.; W/7 
1/4 Cu. Ft. Air Brake Com- 

P r . 

Belt - Air Brake Compr.; 

W/Wagner Compr. 92836HA 

R220; R230; RF190; RF200; RF210; RF220; RF230 


INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR RD501 
ENG. - Continued 

CO190; CO200 - Continued 


1971-1970 - Continued 

Belt - Fan & Gen. 87878HAX 

Belt - P.S.; W/39 5/8" Belt 

O.C. 203987R2 

Belt - P.S.; W/40 3/8" Belt 


©TR22517 

TR22392 


223789R1 

TR22358 

Belt - P.S.; W/42 1/8" Belt 





O.C. 

... 81177HA 

TR22416 

83816HA 

TR34467 

Belt - Air Brake Compr. 

CO220 

... 83816HA 

TR34467 

92836HA 

TR32491 

1971 




1971-1953 

Belt - Fan & Alt. 

223794R11 

©TR22514 

Belt - Fan & Gen. 

87878HA 

©TR22517 

Belt - P.S.; Chassis No. 
FA68164 & Before; W/34 
3/4" Belt O.C. 

139136R1 

TR22344 

Belt - P.S.; Chassis No. 
FA68164 & Before; W/36 
3/8" Belt O.C. 

223789R1 

TR22358 

Belt - Air Brake Compr.; W/7 
1/4 Cu. Ft. Air Brake Com- 
P r . 

83816HA 

TR34467 

Belt - Air Brake Compr.; 
W/Wagner Compr. 

92836HA 

TR32491 

Hose - Upper; Late FD Chassis. 

26509 

Hose - Upper; W/Rad. Shutters; Early FA 
Chassis. 

23533 

Hose - Lower; Early FA Chassis. 

2 1/8” I.D. 


Hose - Lower; FR Chassis. 

Hose - Lower; Late FA, Early FD Chassis; 
W/Allison Trans. 

Hose - Lower; Late FA, Early FD Chassis; 
W/O Allison Trans. 

Hose - Lower; Late FD Chassis; W/O 
Front P.T.O. 

1910A; 2010A; 2110A 
1977-1968 

Belt - Fan & Alt. 

Belt - P.S. 

■ A.C.; W/O P.S. 

■ A.C.; W/P.S. 


or 3^20835 
-=20835 

26524 
2 1/8” I.D. 

2 1/8” I.D. 


Belt ■ 
Belt - 


s; W/O 

or s-^20835 

26509 

223794R2 

©TR22514 

240354R2 

TR22336 

214533R2 

TR22461 

35974HBX 

TR22517 

83816HA 

©TR34467 

448309C1 

7280 

448310C1 

7300 


2 1/2” I.D. 


2 1/8” I.D. 


Belt - Air Brake Compr. 83816HA 

Belt - A.P.; W/28 1/8" Belt 

O.C. 448309C1 

Belt - A.P.; W/30 1/8" Belt 

O.C. 448310C1 

Hose - Upper. 

Hose - Lower. 

INTERNATIONAL/NAVISTAR RD501 
ENG. 

CO190; CO200 
1971-1970 

Belt - Fan; Early. 135362R1 ©6926 


Belt - Fan & Alt.; W/37A. Alt.; 

Chassis No. FD61627 & Be¬ 
fore. 193826R11 

Belt - Fan & Alt.; W/37A. Alt.; 

Chassis No. FD61628 & Af¬ 
ter . 

Belt - Fan & Alt.; W/52A, 

55A., 62A.. 105A. Alt. 223794R11 

Belt - Fan & Alt.; W/60A. Alt.. 243604R11 


©TR22508 


©TR22514 

©TR22514 

©TR22517 


Belt - Fan; Early. 

Belt - Fan & Alt.; W/37A. Alt.; 
Chassis No. FD61627 & Be¬ 
fore . 

Belt - Fan & Alt.; W/37A. Alt.; 
Chassis No. FD61628 & Af¬ 
ter . 

Belt - Fan & Alt.; W/52A, 

55A., 62A., 105A. Alt. 

Belt - Fan & Alt.; W/60A. Alt.. 

Belt - Fan & Gen. 

Belt - P.S.; W/39 5/8" Belt 

O.C. 

Belt - P.S.; W/40 3/8" Belt 

O.C. 

Belt - P.S.; W/42 1/8" Belt 

O.C. 

Belt - Air Brake Compr. 

CO1910A 

1975-1969 

Belt - Fan & Alt. 

Belt - P.S. 

Belt - A.C.; W/O P.S. 

Belt - A.C.; W/P.S. 

Belt - Air Brake Compr. 

Hose - Upper - Eng. To Pipe; 

C, CCA. 

Hose - Upper - Pipe To Rad.; 

C, CCA. 

Hose - Lower - Enq. To Pipe; 
C, CCA. 


135362R1 

193826R11 


223794R11 
243604 R11 
87878HAX 

203987R2 

235182R2 

81177HA 
83816HA 


280210C2 
133732R2 
35974HBX 
214533R2 

Chassis No. 


Chassis No. 
Chassis No. 


Pipe To Rad.; Chassis No. 


Hose - Lower ■ 

C, CCA. 

CO1910B 

1975-1973 

Belt - Fan & Alt. 280210C2 

Belt - P.S. 133732R2 

Belt - A.C.; W/O P.S. 35974HBX 

Belt - A.C.; W/P.S. 214533R2 

Belt - Air Brake Compr. 

Hose - Upper - Eng. To Pipe; Chassis No. 

C, CCA. 

Hose - Upper - Pipe To Rad.; 

C, CCA. 


Hose - Lower - Enq. To Pipe; 
C, CCA. 


Chassis No. 
Chassis No. 


Hose - Lower - Pipe To Rad.; Chassis No. 
C, CCA. 

COF190 

1971-1970 

Belt - Fan; Early. 135362R1 

Belt - Fan & Alt.; W/37A. Alt.; 

Chassis No. FD61627 & Be¬ 
fore. 193826R11 


<1.6926 

©TR22508 

©TR22514 

©TR22514 

©TR22517 

©TR22517 

TR22392 

TR24400 

TR22416 

TR34467 


©♦49540HD 

49360HD 

TR22517 

TR22461 

TR34467 

26522 

20882 

^20845 
or 26515 

26509 


©♦49540HD 

49360HD 

TR22517 

TR22461 

TR34467 

26522 

20882 

^20845 
or 26515 

26509 


@6926 

©TR22508 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR RD501 
ENG. - Continued 

COF190 - Continued 
1971-1970 - Continued 
Belt - Fan & Alt.; W/37A. Alt.; 

Chassis No. FD61628 & Af¬ 
ter. ©TR22514 

Belt - Fan & Alt.; W/52A, 

55A., 62A., 105A. Alt. 223794R11 <1>TR22514 

Belt - Fan & Alt.; W/60A. Alt.. 243604R11 ©TR22517 

Belt - Fan & Gen. 87878HAX ©TR22517 

Belt - P.S.; W/39 5/8" Belt 

O.C. 203987R2 TR22392 

Belt - P.S.; W/40 3/8" Belt 

O.C. 235182R2 TR24400 

Belt - P.S.; W/42 1/8" Belt 

O.C.81177HA TR22416 

Belt - Air Brake Compr. 83816HA TR34467 

COF220 
1971 

Belt - Fan; Early. 

Belt - Fan & Alt.; W/37A. Alt.; 

Chassis No. FD61627 & Be¬ 
fore . 

Belt - Fan & Alt.; W/37A. Alt.; 

Chassis No. FD61628 & Af¬ 
ter . 

Belt - Fan & Alt.; W/52A, 

55A., 62A. 105A. Alt. 

Belt - Fan & Alt.; W/60A. Alt.. 

Belt - Fan & Gen. 

Belt - P.S.; W/39 5/8" Belt 

O.C. 

Belt - P.S.; W/40 3/8" Belt 

O.C. 

Belt - P.S.; W/42 1/8" Belt 

O.C. 

Belt - Air Brake Compr. 

COF1910A 
1975-1969 

Belt - Fan & Alt. 

Belt - P.S. 

Belt - A.C.; W/O P.S. 35974HBX TR22517 

Belt - A.C.; W/P.S. 214533R2 TR22461 

Belt - Air Brake Compr. TR34467 

Hose - Upper - Eng. To Pipe; Chassis No. 

C, CCA. 26522 

Hose - Upper - Pipe To Rad.; Chassis No. 

C, CCA. 20882 

Hose - Lower - Enq. To Pipe; Chassis No. 

C, CCA. 


Hose - Lower - Pipe To Rad.; Chassis No. 
C, CCA. 

COF1910B 

1975-1973 

Belt - Fan & Alt. 

Belt - P.S. 

Belt - A.C.; W/O P.S. 

Belt - A.C.; W/P.S. 

Belt - Air Brake Compr. 

Hose - Upper - Eng. To Pipe; 

C, CCA. 

Hose - Upper - Pipe To Rad.; Chassis No. 

C, CCA. 

Hose - Lower - Enq. To Pipe; Chassis No 
C, CCA. 


280210C2 
133732R2 
35974HBX 
214533R2 

Chassis No 


Hose - Lower - Pipe To Rad.; Chassis No. 
C, CCA. 


^20845 
or 26515 

26509 


©♦49540HD 

49360HD 

TR22517 

TR22461 

TR34467 

26522 

20882 

^20845 
or 26515 


INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR RD501 
ENG. - Continued 

FI91OA; F2010A 


1977-1968 

Belt - Fan & Alt. 

Belt - P.S. 

.. 223794R2 
.. 240354R2 

©TR22514 

TR22336 

Belt - A.C.; W/O P.S. 

.. 214533R2 

TR22461 

Belt - A.C.; W/P.S. 

.. 35974HBX 

TR22517 

Belt - Air Brake Compr. 

.. 83816HA 

©TR34467 

Belt - A.P.; W/28 1/8" Belt 
O.C. 

.. 448309C1 

7280 

Belt - A.P.; W/30 1/8" Belt 
O.C. 

.. 448310C1 

7300 


Hose - Upper; (1973-1968). 

Hose - Lower; (1973-1968). 

M412CBE; M613CAE 

1973-1963 

Belt - Fan & Alt.; W/55A. Alt.; 
W/Magnetic Fan 


2 1/2” I.D. 
2 1/8” I.D. 




(1973-1969). 

264975C11 

©49455HD 



Belt - Fan & Alt.; W/55A, 



135362R1 

<2.6926 

62A. Alt.; W/Std. Fan 





(1973-1969). 

223794R11 

©TR22514 



Belt - P.S.; (1973-1969). 

235182R1 

TR24400 

193826R11 

©TR22508 

Belt - Air Brake Compr.; 





(1973-1969). 

83816HA 

TR34467 



Hose - Upper; Chassis No. G1964662 & 



@TR22514 

After. 


s<20420 





or 26509 

223794R11 

©TR22514 

Hose - Lower; W/Allison Trans.; Chassis 


243604 R11 

©TR22517 

No. G1964622 & After. 


20835 

87878HAX 

©TR22517 

Hose - Lower; W/O Allison Trans.; Chassis 




No. G1964622 & After. 


26510 

203987R2 

TR22392 

M613CBE 





1973-1969 



235182R2 

TR24400 

Belt - Fan & Alt.; W/55A. Alt.; 





W/Magnetic Fan. 

264975C11 

©49455HD 

81177HA 

TR22416 

Belt - Fan & Alt.; W/55A, 



83816HA 

TR34467 

62A. Alt.; W/Std. Fan. 

223794R11 

2.TR22514 



Belt - P.S. 

235182R1 

TR24400 



Belt - Air Brake Compr. 

83816HA 

TR34467 

280210C2 

©449540HD 

M623CAE 



133732R2 

49360HD 

1973-1963 




26509 


Belt - Fan & Alt.; W/55A. Alt.; 

W/Magnetic Fan 

(1973-1969). 264975C11 ©49455HD 

Belt - Fan & Alt.; W/55A, 

62A. Alt.; W/Std. Fan 

(1973-1969). 223794R11 ©TR22514 

Belt - P.S.; (1973-1969). 235182R1 TR24400 

Belt - Air Brake Compr.; 

(1973-1969). 83816HA TR34467 

Hose - Upper; Chassis No. G1964662 & 

After. s-=20420 

or 26509 

Hose - Lower; W/Allison Trans.; Chassis 

No. G1964622 & After. 20835 

Hose - Lower; W/O Allison Trans.; Chassis 
No. G1964622 & After. 26510 

M623CBE 

1973-1969 

Belt - Fan & Alt.; W/55A. Alt.; 

W/Magnetic Fan. 264975C11 : 49455HD 

Belt - Fan & Alt.; W/55A, 

62A. Alt.; W/Std. Fan. 223794R11 ©TR22514 

Belt - P.S. 235182R1 TR24400 

Belt - Air Brake Compr. 83816HA TR34467 

M6123CAE 

1973-1963 

Belt - Fan & Alt.; W/55A. Alt.; 

W/Magnetic Fan 

(1973-1969). 264975C11 ©49455HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR RD501 
ENG. - Continued 

M6123CAE - Continued 
1973-1963 - Continued 
Belt - Fan & Alt.; W/55A, 

62A. Alt.; W/Std. Fan 

(1973-1969). 223794R11 ©TR22514 

Belt - P.S.; (1973-1969). 235182R1 TR24400 

Belt - Air Brake Compr.; 

(1973-1969). 83816HA TR34467 

Flose - Upper; Chassis No. G1964662 & 

After. s-=20420 

or 26509 

Flose - Lower; W/Allison Trans.; Chassis 

No. G1964622 & After. 20835 

Flose - Lower; W/O Allison Trans.; Chassis 
No. G1964622 & After. 26510 

M6123CBE; M8234CBE; MB6123CBE 

1973-1969 

Belt - Fan & Alt.; W/55A. Alt.; 

W/Magnetic Fan. 264975C11 D49455HD 

Belt - Fan & Alt.; W/55A, 

62A. Alt.; W/Std. Fan. 223794R11 ©TR22514 

Belt - P.S. 235182R1 TR24400 

Belt - Air Brake Compr. 83816HA TR34467 

R185; R190; R200 
1971-1970 

Belt - Fan & Alt. 223794R11 ©TR22514 

Belt - Fan & Gen. 87878HA ©TR22517 

Belt - P.S.; Chassis No. 

FA68164 & Before; W/34 

3/4" Belt O.C. 139136R1 TR22344 

Belt - P.S.; Chassis No. 

FA68164 & Before; W/36 

3/8" Belt O.C. 223789R1 TR22358 

Belt - Air Brake Compr.; W/7 
1/4 Cu. Ft. Air Brake Com¬ 
pr. 83816HA TR34467 

Belt - Air Brake Compr.; 

W/Wagner Compr. 92836HA TR32491 

Flose - Upper; Late FD Chassis. 26509 

Flose - Upper; W/Rad. Shutters; Early FA 

Chassis. 23533 

Flose - Lower; Early FA Chassis. 2 1/8” I.D. 

or s-^20835 

Flose - Lower; FR Chassis. s-^20835 

Flose - Lower; Late FA, Early FD Chassis; 

W/Allison Trans. 26524 

or 2 1/8” I.D. 

Flose - Lower; Late FA, Early FD Chassis; 

W/O Allison Trans. 2 1/8” I.D. 

or ^<20835 

Flose - Lower; Late FD Chassis; W/O 
Front P.T.0. 26509 

R210 


1971-1970 

Belt - Fan & Alt. 

223794R11 

©TR22514 

Belt - Fan & Gen. 

87878HA 

©TR22517 

Belt - P.S.; Chassis No. 
FA68164 & Before; W/34 
3/4" Belt O.C. 

139136R1 

TR22344 

Belt - P.S.; Chassis No. 
FA68164 & Before; W/36 
3/8" Belt O.C. 

223789R1 

TR22358 

Belt - Air Brake Compr.; W/7 
1/4 Cu. Ft. Air Brake Com- 
pr. 

83816HA 

TR34467 

Belt - Air Brake Compr.; 
W/Wagner Compr. 

92836HA 

TR32491 


R220; R230; RF190; RF200; RF210; RF220; RF230 
1971-1970 

Belt - Fan & Alt. 223794R11 ©TR22514 

Belt - Fan & Gen. 87878HA ©TR22517 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR RD501 
ENG. - Continued 

R220; R230; RF190; RF200; RF210; RF220; RF230 

- Continued 
1971-1970 - Continued 
Belt - P.S.; Chassis No. 

FA68164 & Before; W/34 

3/4” Belt O.C. 139136R1 TR22344 

Belt - P.S.; Chassis No. 

FA68164 & Before; W/36 

3/8" Belt O.C. 223789R1 TR22358 

Belt - Air Brake Compr.; W/7 
1/4 Cu. Ft. Air Brake Com¬ 
pr. 8381 6HA TR34467 

Belt - Air Brake Compr.; 

W/Wagner Compr. 92836HA TR32491 

Flose - Upper; Late FD Chassis. 26509 

Flose - Upper; W/Rad. Shutters; Early FA 

Chassis. 23533 

Flose - Lower; Early FA Chassis. 2 1/8” I.D. 

or s-^20835 

Flose - Lower; FR Chassis. s-<20835 

Flose - Lower; Late FA, Early FD Chassis; 

W/Allison Trans. 26524 

or 2 1/8” I.D. 

Flose - Lower; Late FA, Early FD Chassis; 

W/O Allison Trans. 2 1/8” I.D. 

or 3^20835 

Flose - Lower; Late FD Chassis; W/O 
Front P.T.0. 26509 

1910A; 2010A; 2110A 


1977-1968 

Belt - Fan & Alt. 

.. 223794R2 

©TR22514 

Belt - P.S. 

.. 240354R2 

TR22336 

Belt - A.C.; W/O P.S. 

.. 214533R2 

TR22461 

Belt - A.C.; W/P.S. 

.. 35974HBX 

TR22517 

Belt - Air Brake Compr. 

.. 83816HA 

©TR34467 

Belt - A.P.; W/28 1/8" Belt 
O.C.. 

.. 448309C1 

7280 

Belt - A.P.; W/30 1/8" Belt 
O.C. 

.. 448310C1 

7300 


Hose - Upper; (1973-1968). 2 1/2” I.D. 

Hose - Lower; (1973-1968). 2 1/8” I.D. 


INTERNATIONAL/NAVISTAR V-8 6.9 L 
DIESEL ENG. 

METRO II; 1452 SC; 1652 SC 
1988-1987 

Belt - Fan & Alt.; W/52 5/8" 

Belt O.C. 

Belt - Fan & Alt.; W/58 1/8" 

Belt O.C. 1803209C1 

Belt - Fan & P.S.; W/60 1/8" 

Belt O.C. 

Belt - Fan & P.S.; W/64 1/8" 

Belt O.C. 479217C1 

Hose - Upper. 

Hose - Lower. 

Hose - Reservoir To Rad. 

1654 
1988-1983 

Belt - Fan & Alt.; W/52 1/8" 

Belt O.C. 1803207C1 

Belt - Fan & Alt.; W/57 5/8" 

Belt O.C. 1803209C1 

Belt - Fan & P.S.; W/A.C. 

Belt - Fan & P.S.; W/O A.C... 479217C1 

Belt - P.S. & A.C. 

Belt - Air Brake Compr. 

Hose - Upper; (1988-1984). 

Hose - Lower; (1988-1984). 

Hose - Reservoir To Rad.; (1988-1984).... 


7520 

©7575 

©♦49590HD 

©49635HD 

21454 

21455 
1” I.D. 


@7520 

@7575 

49590HD 

©49635HD 

9740 

49560HD 

21454 

21455 
1” I.D. 


© Two Required. © Six Required. Green Stripe 8 4-Ply Coolant Hose Recommended. 

® Three Required. ▲ Durlon® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

© Four Required. V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

© Five Required. ^ Cut To Fit. * Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


- Continued 


- Continued 


INTERNATIONAL/NAVISTAR V-8 7.3 L 


DIESEL ENG. 

METRO II; 1452 SC 
1990-1988 

Belt - Fan & Alt.; W/52 5/8" 
Belt O.C. 


7520 

Belt - Fan & Alt.; W/58 1/8" 
Belt O.C. (1990). 

1803209C1 

7575 

Belt - Fan & Alt.; W/58 1/8" 
Belt O.C. (1989-1988). 

1803209C1 

©7575 

Belt - Fan & P.S.; W/60 1/8" 
Belt O.C.; Preferred Belt 
(1990). 


2/9590PB 

Belt - Fan & P.S.; W/60 1/8" 
Belt O.C.; Optional Belt 
(1990). 


©49590HD 

Belt - Fan & P.S.; W/64 1/8" 
Belt O.C. (1990). 

479217C1 

2/9640PB 

Belt - Fan & P.S.; W/60 1/8" 
Belt O.C. (1989-1988). 


©♦49590HD 

Belt - Fan & P.S.; W/64 1/8" 
Belt O.C. (1989-1988). 

479217C1 

©49635HD 

Hose - Upper. 


21454 

Hose - Lower. 


21455 

Hose - Coolant Reservoir; (1990). 

1” I.D. 

Hose - Reservoir To Rad.; (1989-1988). 

1” I.D. 

1652 SC 

1990-1988 

Belt - Fan & Alt.; W/52 5/8" 
Belt O.C. 


7520 

Belt - Fan & Alt.; W/58 1/8" 
Belt O.C. (1990). 

1803209C1 

7575 

Belt - Fan & Alt.; W/58 1/8" 
Belt O.C. (1989-1988). 

1803209C1 

©7575 

Belt - Fan & P.S.; W/60 1/8" 
Belt O.C.; Preferred Belt 
(1990). 


2/9590PB 

Belt - Fan & P.S.; W/60 1/8" 
Belt O.C.; Optional Belt 
(1990). 


©49590HD 

Belt - Fan & P.S.; W/64 1/8" 
Belt O.C. (1990). 

479217C1 

2/9640PB 

Belt - Fan & P.S.; W/60 1/8" 
Belt O.C. (1989-1988). 


©♦49590HD 

Belt - Fan & P.S.; W/64 1/8" 
Belt O.C. (1989-1988). 

479217C1 

©49635HD 

Hose - Upper; (1990). 


21454 

Hose - Upper; (1989). 


21896 

Hose - Upper; (1988). 


21454 

Hose - Lower; (1990). 


21455 

Hose - Lower; (1989). 


21893 

Hose - Lower; 1988 . 


21455 

Hose - Coolant Reservoir; (1990). 

1” I.D. 

Hose - Reservoir To Rad.; (1989-1988). 

1” I.D. 


1654 

1989-1988 

Belt - Fan & Alt.; W/52 1/8" 


Belt O.C. (1988). 

Belt - Fan & Alt.; W/57 5/8" 

1803207C1 

@7520 

Belt O.C. (1988). 

Belt - Fan & P.S.; W/A.C. 

1803209C1 

@7575 

(1988). 

Belt - Fan & P.S.; W/O A.C. 


49640HD 

(1988). 

479217C1 

©49635HD 

Belt - P.S. & A.C.; (1988). 

Belt - Air Brake Compr.; 


9740 

(1988). 


49560HD 

Hose - Upper. 


21454 

Hose - Lower. 


21455 

Hose - Reservoir To Rad. 

4600 

1990 


1” I.D. 

Belt - Fan & Alt.; W/A.C. 

. 1803209C1 

7575 


INTERNATIONAL/NAVISTAR V-8 7.3 L 
DIESEL ENG. - Continued 

4600 - Continued 


1990 - Continued 

Belt - Fan & Alt.; W/O A.C. 1803207C1 


Belt - Fan & P.S. 446950C1 

Belt - A.C. & P.S. 451555C1 

Hose - Upper. 

Hose - Lower. 


Hose - Heater Inlet. 

Hose - Heater Outlet. 

Hose - Coolant Reservoir 


7520 

49585HD 

*9720HD 

21454 

21455 
3/4" I.D. 
5/8" I.D. 
1” I.D. 


INTERNATIONAL/NAVISTAR V-8 9.0 L 
DIESEL ENG. 

CO1750B 

1986-1983 


Belt - Fan & W.P. . ♦♦9570HD 

Belt - Alt.; W/42A., 61A. Alt.... 333382C2 @7385 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 145A. Alt.; 

W/A.C. @7541 


Belt - Alt.; W/65A., 80A., 

85A., 105A., 145A. Alt.; 

W/O A.C. @7417 


Belt - P.S. 227725R2 

Belt - Air Brake Compr. 328657C2 

Hose - Upper - Eng. To Pipe; (1984-1983). 
Hose - Upper - Pipe To Rad.; (1984-1983). 
Hose - Lower - Pipe To Rad.; (1984-1983). 


7390 
@7590 
*2 1/2” I.D. 
20882 
*2” I.D. 


CO1850B; CO1950B 

1986-1980 

Belt - W.P.; (1981-1980). 

Belt - Fan & W.P.; 

(1986-1983). 

Belt - Alt.; W/42A., 61A. Alt. 

(1986-1983). 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 145A. Alt.; 

W/A.C. (1986-1983). 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 145A. Alt.; 

W/O A.C. (1986-1983). 

Belt - Alt.; W/Hyd. Brakes 

(1981-1980). 

Belt - Alt. & Air Brake Com¬ 
pr.; (1981-1980). 

Belt - P.S.; (1986-1983). 

Belt - P.S.; (1981-1980). 

Belt - Air Brake Compr.; 

(1986-1983). 

Hose - Upper - Eng. To Pipe 
Hose - Upper - Pipe To Rad. 
Hose - Upper - Pipe To Rad. 
Hose - Lower - Pipe To Rad. 
Hose - Lower - Pipe To Rad. 
COF1950B 
1986-1980 


354029C91 

©♦♦9476HD 


©♦49570HD 

333382C2 

@7385 


©7541 


@7417 


@7640 

359003C91 

@7695 

227725R2 

7390 

261710C2 

49570HD 

328657C2 

©7590 

(1984-1983). 

*2 1/2” I.D. 

(1984-1983). 

20882 

(1981-1980). 

20882 

(1984-1983). 

*2” I.D. 

(1981-1980). 

*2” I.D. 


Belt - W.P.; (1982-1980). 354029C91 ©♦*9476HD 

Belt - Fan & W.P.; 

(1986-1983). ©♦49570HD 

Belt - Alt.; W/42A., 61A. Alt. 

(1986-1983). 333382C2 @7385 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 145A. Alt.; 

W/A.C. (1986-1983). @7541 

Belt - Alt.; W/65A., 80A., 

85A., 105A., 145A. Alt.; 

W/O A.C. (1986-1983). @7417 

Belt - Alt.; W/Hyd. Brakes 

(1982-1980). @7640 


© Two Required. 
© Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
V Use Notched Belt Only. 

Cut To Fit. 


O 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


- Continued 


- Continued 


INTERNATIONAL/NAVISTAR V-8 9.0 L 
DIESEL ENG. - Continued 

COF1950B - Continued 
1986-1980 - Continued 
Belt - Alt. & Air Brake Com- 

pr.; (1982-1980). 359003C91 

Belt - P.S.; (1986-1983). 227725R2 

Belt - P.S.; (1982-1980). 261710C2 

Belt - Air Brake Compr.; 

(1986-1983). 328657C2 

Hose - Upper - Eng. To Pipe; (1984-1983). 

Hose - Upper - Pipe To Rad.; (1984-1980). 

Hose - Lower - Pipe To Rad.; (1984-1980). 

FI 954 

1982-1980 

Belt - Fan. 355707C91 

Belt - Alt.; W/42A., 61A. Alt.... 

Belt - Alt.; W/65A., 80A. Alt.... 

Belt - Alt. & Hyd. Brake 
Boost Pump; W/42A., 61A. 

Alt.; WO P.S. 

Belt - Alt. & Hyd. Brake 
Boost Pump; W/42A., 61A. 

Alt.; W/P.S. 

Belt - Alt. & Hyd. Brake 
Boost Pump; W/65A., 80A. 

Alt.; WO P.S. 

Belt - Alt. & Hyd. Brake 
Boost Pump; W/65A., 80A. 

Alt.; W/P.S. 

Belt - Alt. & Air Brake Com¬ 
pr.; W/42A., 61A. Alt. 

Belt - Alt. & Air Brake Com¬ 
pr.; W/65A., 80A. Alt. 

Belt - P.S.; W/4WD. 488539C91 

Belt - P.S.; W/Hyd. Brake 

Boost Pump; W/2WD. 491384C91 

Belt - P.S.; W/O Hyd. Brake 

Boost Pump; W/2WD. 429274C91 

Hose - Upper; W/Single Hose. 

Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad. 

Hose - Lower. 

1654 

1982-1981 

Belt - Fan. 355707C91 

Belt - Alt.; W/42A., 61A. Alt.... 

Belt - Alt.; W/65A., 80A. Alt.... 

Belt - Alt. & Hyd. Brake 
Boost Pump; W/42A., 61A. 

Alt.; W/O P.S. 

Belt - Alt. & Hyd. Brake 
Boost Pump; W/42A., 61A. 

Alt.; W/P.S. 

Belt - Alt. & Hyd. Brake 
Boost Pump; W/65A., 80A. 

Alt.; W/O P.S. 

Belt - Alt. & Hyd. Brake 
Boost Pump; W/65A., 80A. 

Alt.; W/P.S. 

Belt - Alt. & Air Brake Com¬ 
pr.; W/42A., 61A. Alt. 

Belt - Alt. & Air Brake Com¬ 
pr.; W/65A., 80A. Alt. 

Belt - P.S.; W/4WD. 488539C91 

Belt - P.S.; W/Hyd. Brake 

Boost Pump; W/2WD. 491384C91 

Belt - P.S.; W/O Hyd. Brake 

Boost Pump; W/2WD. 429274C91 

Hose - Upper; W/Single Hose. 

Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad. 

Hose - Lower. 


INTERNATIONAL/NAVISTAR V-8 9.0 L 
DIESEL ENG. - Continued 

1754 


1988-1980 

Belt - Fan; (1982-1980). 355707C91 

©449520HD 

Belt - Fan & W.P.; 

(1988-1983). 

©449570HD 

Belt - Alt.; (1988-1983). 132058R3 

©>7350 

Belt - Alt.; W/42A., 61A. Alt. 

(1982-1980). 

@7535 

Belt - Alt.; W/65A., 80A. Alt. 

(1982-1980). 

@7555 

Belt - Alt. & Hyd. Brake 

Boost Pump; W/42A., 61A. 

Alt.; W/O P.S. (1982-1980)... 

©7545 

Belt - Alt. & Hyd. Brake 

Boost Pump; W/42A., 61A. 

Alt.; W/P.S. (1982-1980). 

©7560 

Belt - Alt. & Hyd. Brake 

Boost Pump; W/65A., 80A. 

Alt.; W/O P.S. (1982-1980)... 

©7570 

Belt - Alt. & Hyd. Brake 

Boost Pump; W/65A., 80A. 

Alt.; W/P.S. (1982-1980). 

©7575 

Belt - Alt. & Air Brake Com¬ 
pr.; W/A.C. (1988-1983). 

@7640 

Belt - Alt. & Air Brake Com¬ 
pr.; W/42A., 61A. Alt. 

(1982-1980). 

©7560 

Belt - Alt. & Air Brake Com¬ 
pr.; W/65A., 80A. Alt. 

(1982-1980). 

©7580 

Belt - Fan, Alt. & A.C.; W/O 

Air Brake Compr. 

(1988-1983). 

©7480 

Belt - Fan, Alt. & Air Brake 

Compr.; (1988-1983). 489324C1 

©7485 

Belt - Fan, Alt. & V.P.; W/O 

A.C. (1988-1983). 

@7603 

Belt - Fan To Alt. & Air Brake 

Compr.; W/145A. Leece 

Neville Alt. (1987-1986). 

7580 

Belt - Fan To Alt. & Air Brake 

Compr.; W/O 145A. Leece 

Neville Alt. (1987-1986). 1806180C91 

©7585 

Belt - P.S.; W/Eaton P.S. 

Pump (1988-1983). 

©7530 

Belt - P.S.; W/Rexroth P.S. 

Pump (1988-1983). 

@7650 

Belt - P.S.; W/Saginaw P.S. 

Pump (1988-1983). 

©7500 

Belt - P.S.; W/4WD 

(1982-1980). 488539C91 

@7350 

Belt - P.S.; W/Hyd. Brake 

Boost Pump; W/2WD 

(1982-1980). 491384C91 

@7355 

Belt - P.S.; W/O Hyd. Brake 

Boost Pump; W/2WD 

(1982-1980). 429274C91 

@7390 

Belt - V.P.; (1988-1983). 864931R2 

49319HD 

Hose - Upper; (1988-1983). 

21452 

Hose - Upper; W/Single Hose (1982-1980). 

=<21123 

Hose - Upper - Eng. To Pipe; (1982-1980). 

■0-2 1/2” I.D. 

Hose - Upper - Pipe To Rad.; (1982-1980). 

*2 1/2” I.D. 

Hose - Lower. 

21290 

1854 

1988-1980 

Belt - Fan; (1981-1980). 355707C91 

©449520HD 

Belt - Fan & W.P.; 

(1988-1983). 

©449570HD 

Belt - Alt.; (1988-1983). 132058R3 

@7350 

Belt - Alt.; W/42A., 61A. Alt. 

(1981-1980). 

©7535 

Belt - Alt.; W/65A., 80A. Alt. 

(1981-1980). 

©7555 


@7695 

7390 

49570HD 

@7590 
*2 1/2” I.D. 
20882 
*2” I.D. 


©449520HD 

@7535 

@7555 


@7545 


@7560 


@7570 


@7575 

@7560 

@7580 

@7350 

@7355 

@7390 
=■<21123 
*2 1/2” I.D. 
*2 1/2” I.D. 
21290 


©449520HD 

@7535 

@7555 


@7545 


@7560 


@7570 


@7575 

@7560 

@7580 

@7350 

@7355 

@7390 
=<21123 
4-2 1/2” I.D. 
*2 1/2” I.D. 
21290 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durlon® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

=< Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR V-8 9.0 L 
DIESEL ENG. - Continued 

1854 - Continued 


489324C1 


1806180C91 


1988-1980 - Continued 
Belt - Alt. & Hyd. Brake 
Boost Pump; W/42A., 61A. 

Alt.; W/O P.S. (1981-1980)... 

Belt - Alt. & Hyd. Brake 
Boost Pump; W/42A., 61A. 

Alt.; W/P.S. (1981-1980). 

Belt - Alt. & Hyd. Brake 
Boost Pump; W/65A., 80A. 

Alt.; W/O P.S. (1981-1980)... 

Belt - Alt. & Hyd. Brake 
Boost Pump; W/65A., 80A. 

Alt.; W/P.S. (1981-1980). 

Belt - Alt. & Air Brake Com- 

pr.; W/A.C. (1988-1983). 

Belt - Alt. & Air Brake Com- 
pr.; W/42A., 61A. Alt. 

(1981-1980). 

Belt - Alt. & Air Brake Com- 
pr.; W/65A., 80A. Alt. 

(1981-1980). 

Belt - Fan, Alt. & A.C.; W/O 
Air Brake Compr. 

(1988-1983). 

Belt - Fan, Alt. & Air Brake 

Compr.; (1988-1983). 

Belt - Fan, Alt. & V.P.; W/O 

A.C. (1988-1983). 

Belt - Fan To Alt. & Air Brake 
Compr.; W/145A. Leece 

Neville Alt. (1987-1986). 

Belt - Fan To Alt. & Air Brake 
Compr.; W/O 145A. Leece 

Neville Alt. (1987-1986). 

Belt - P.S.; W/Eaton P.S. 

Pump (1988-1983). 

Belt - P.S.; W/Rexroth P.S. 

Pump (1988-1983). 

Belt - P.S.; W/Saginaw P.S. 

Pump (1988-1983). 

Belt - P.S.; W/4WD 

(1981-1980). 

Belt - P.S.; W/Hyd. Brake 
Boost Pump; W/2WD 

(1981-1980). 

Belt - P.S.; W/O Hyd. Brake 
Boost Pump; W/2WD 

(1981-1980). 

Belt - V.P.; (1988-1983). 

Hose - Upper; (1988-1983). 

Hose - Upper; W/Single Hose 
Hose - Upper - Eng. To Pipe; 

Hose - Upper - Pipe To Rad.; 

Hose - Lower; (1988-1983). 

Hose - Lower; (1981-1980). 

1954 

1984 

Belt - Fan & W.P. 

Belt - Alt. 132058R3 

Belt - Alt. & Air Brake Com¬ 
pr.; W/A.C. 

Belt - Fan, Alt. & A.C.; W/O 

Air Brake Compr. 

Belt - Fan, Alt. & Air Brake 

Compr. 489324C1 

Belt - Fan, Alt. & V.P.; W/O 
A C 

Beit - P S.; W/Eaion P.S.. 

Pump. 

Belt - P.S.; W/Rexroth P.S. 

Pump. 


488539C91 

491384C91 


429274C91 
864931R2 


(1981-1980) 

(1981-1980) 

(1981-1980) 


@7545 

@7560 

@7570 

@7575 

@7640 

@7560 

@7580 

@7480 

@7485 

@7603 

7580 

@7585 

@7530 

@7650 

@7500 

@7350 

@7355 


@7390 
49319HD 
21452 
^21123 
*2 1/2” I.D. 
*2 1/2” I.D. 
21290 
21290 


©449570HD 

@7350 

@7640 

@7480 

@7485 

@7603 

@7530 

@7650 


INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR V-8 9.0 L 
DIESEL ENG. - Continued 

1954 - Continued 
1984 - Continued 

Belt - P.S.; W/Saginaw P.S. 

Pump. @7500 

Belt - V.P. 864931R2 49319HD 

Hose - Upper. 21452 

Hose - Lower. 21290 

1955 

1982-1980 

Belt - Fan. 

Belt - Alt.; W/42A., 61A. Alt.... 

Belt - Alt.; W/65A., 80A. Alt.... 

Belt - Alt. & Hyd. Brake 
Boost Pump; W/42A., 61A. 

Alt.; W/O P.S. 

Belt - Alt. & Hyd. Brake 
Boost Pump; W/42A., 61A. 

Alt.; W/P.S. 

Belt - Alt. & Hyd. Brake 
Boost Pump; W/65A., 80A. 

Alt.; W/O P.S. 

Belt - Alt. & Hyd. Brake 
Boost Pump; W/65A., 80A. 

Alt.; W/P.S. 

Belt - Alt. & Air Brake Com¬ 
pr.; W/42A., 61A. Alt. 

Belt - Alt. & Air Brake Com¬ 
pr.; W/65A., 80A. Alt. 

Belt - P.S.; W/4WD. 

Belt - P.S.; W/Hyd. Brake 

Boost Pump; W/2WD. 

Belt - P.S.; W/O Hyd. Brake 

Boost Pump; W/2WD. 

Hose - Upper; W/Single Hose 
Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad.. 

Hose - Lower. 21290 

2155 
1980 

Belt - Fan. 

Belt - Alt.; W/42A., 61A. Alt.... 

Belt - Alt.; W/65A., 80A. Alt.... 

Belt - Alt. & Hyd. Brake 
Boost Pump; W/42A., 61A. 

Alt.; W/O P.S. 

Belt - Alt. & Hyd. Brake 
Boost Pump; W/42A., 61A. 

Alt.; W/P.S. 

Belt - Alt. & Hyd. Brake 
Boost Pump; W/65A., 80A. 

Alt.; W/O P.S. 

Belt - Alt. & Hyd. Brake 
Boost Pump; W/65A., 80A. 

Alt.; W/P.S. 

Belt - Alt. & Air Brake Com¬ 
pr.; W/42A., 61A. Alt. 

Belt - Alt. & Air Brake Com¬ 
pr.; W/65A., 80A. Alt. 

Belt - P.S.; W/4WD. 

Belt - P.S.; W/Hyd. Brake 

Boost Pump; W/2WD. 

Belt - P.S.; W/O Hyd. Brake 

Boost Pump; W/2WD. 

Hose - Upper; W/Single Hose 
Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad.. 

Hose - Lower. 21290 


355707C91 

©449520HD 

@7535 

©7555 


©7545 


©7560 


©7570 


©7575 


©7560 

488539C91 

©7580 

@7350 

491384C91 

@7355 

429274C91 

@7390 

^21123 


■*2 1/2” I.D. 


*2 1/2” I.D. 


355707C91 

©449520HD 

©7535 

©7555 


©7545 


©7560 


©7570 


©7575 


©7560 

488539C91 

©7580 

@7350 

491384C91 

<1.7355 

429274C91 

@7390 

3^=21123 


■>2 1/2” I.D. 


<r2 1/2” I.D. 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


- Continued 


- Continued 


INTERNATIONAL/NAVISTAR V266 ENG. 

AM 160; AM170; AMC160; AMC170 
1965-1959 

Belt - Fan & Alt.; W/37A, 

52A. Alt. 255266C11 

Belt - Fan & Alt.; W/55A, 

62A. Alt. 968815R11 

Belt - Fan & Alt.; W/60A. Alt.. 861409R11 
Belt - Fan & Gen.; W/20A., 

30A., 35A. Alt. 151533R11 

Belt - Fan & Gen.; W/50A. 

Alt. 151535R11 

Belt - P.S. 151529R2 

B150; B160 
1961-1959 

Belt - Fan & Alt.; W/105A. 

Alt. 276671C31 

Belt - Fan & Alt.; W/60A. Alt.. 861409R11 
Belt - Fan & Gen.; W/20A., 

30A., 35A. Alt. 151533R11 

Belt - Fan & Gen.; W/50A. 

Alt. 151535R11 

Belt - P.S.; Chassis No. 

FB12951 & Before. 151530R1 

Belt - P.S.; Chassis No. 

FBI 2952 & After. 151529R2 

Belt - P.S.; Chassis No. 

SB98230 & Before. 151530R1 

Belt - P.S.; Chassis No. 

SB98231 & After. 151529R2 

Belt - Air Brake Compr.; W/4 

Cu. Ft. Air Brake Compr. 151529R2 

Belt - Air Brake Compr.; W/7 
1/4 Cu. Ft. Air Cooled Air 

Brake Compr. 151532R1 

Belt - Air Brake Compr.; W/7 
1/4 Cu. Ft. Water Cooled 

Air Brake Compr. 151537R1 

Belt - Air Brake Compr.; W/9 
Cu. Ft. Air Cooled Air Brake 

Compr. 151537R1 

Belt - Air Brake Compr.; W/9 
Cu. Ft. Water Cooled Air 

Brake Compr. 151532R1 

Hose - Upper; Ser. No. 104299 & Before... 

or 

Hose - Upper; Ser. No. 104300 & After. 

Hose - Upper; W/4WD. 

or 

Hose - Lower; Ser. No. 104299 & Before... 

Hose - Lower; Ser. No. 104300 & After. 

Hose - Lower; W/4WD. 

Hose - By Pass; Ser. No. 104299 & Be¬ 
fore . 

Hose - By Pass; Ser. No. 104300 & After.. 

BC150; BC160 
1961-1959 

Belt - Fan & Alt.; W/105A. 

Alt. 276671C31 

Belt - Fan & Alt.; W/60A. Alt.. 861409R11 
Belt - Fan & Gen.; W/20A., 

30A.. 35A. Alt. 151533R11 

Belt - Fan & Gen.; W/50A. 

Alt. 151535R11 

Belt - P.S.; Chassis No. 

FB12951 & Before. 151530R1 

Belt - P.S.; Chassis No. 

FBI 2952 & After. 151529R2 

Belt - P.S.; Chassis No. 

SB98230 & Before. 151530R1 

Belt - P.S.; Chassis No. 

SB98231 & After. 151529R2 

Belt - Air Brake Compr.; W/4 
Cu. Ft. Air Brake Compr. 151529R2 


INTERNATIONAL/NAVISTAR V266 ENG. 

- Continued 

BC150; BC160 - Continued 
1961-1959 - Continued 
Belt - Air Brake Compr.; W/7 
1/4 Cu. Ft. Air Cooled Air 


Brake Compr. 

151532R1 

7512 

Belt - Air Brake Compr.; W/7 
1/4 Cu. Ft. Water Cooled 

Air Brake Compr. 

151537R1 

7490 

Belt - Air Brake Compr.; W/9 
Cu. Ft. Air Cooled Air Brake 
Compr. 

151537R1 

7490 

Belt - Air Brake Compr.; W/9 
Cu. Ft. Water Cooled Air 
Brake Compr. 

151532R1 

7512 

Cl 50; Cl 500 

1966-1961 

Belt - Fan & Alt. 

255266C11 

©7640 

Belt - P.S. 

225532R1 

7430 

Hose - Upper; Ser. No. 104299 & Before... 

20458 

Hose - Lower; W/O Trans. Oil Cooler. 

20459 

Hose - By Pass; Ser. No. 104299 & Be¬ 
fore . 

or 26521 

1 3/4” I.D. 


Hose - By Pass; Ser. No. 104300 & After.. s-<20357 

CO1610A 

1979-1962 

Belt - W.P. & Alt.; W/Air 


Brakes; W/37A., 61A. Alt. 369715C91 


©7603 

Belt - W.P. & Alt.; W/Air 



Brakes; W/62A. Alt. 369725C91 


@7619 

Belt - W.P. & Alt.; W/Hyd. 



Brakes; W/37A.. 61A. Alt. 291451C2 


7603 

Belt - W.P. & Alt.; W/Hyd. 



Brakes; W/62A. Alt. 


7650 

Belt - P.S. 897538R2 


7405 

Belt - Air Brake Compr. 897511R2 


7525 

Hose - Upper - Eng. To Pipe; (1979-1971). 


21287 


or 

26524 

Hose - Upper - Pipe To Rad.; (1979-1971). 


20882 

Hose - Upper - Tank To Rad.; (1970-1962) 


20882(B) 

Hose - Lower - Eng. To Pipe; W/Air 



Brakes (1979-1971). 


2” I.D. 

Hose - Lower - Eng. To Pipe; W/Hyd. 



Brakes (1979-1971). 


21294 

Hose - Lower - Eng. To Pipe; (1970-1962). 


2 1/4” I.D. 

Hose - Lower - Pipe To Rad.; (1979-1971). 


2 1/4” I.D. 

Hose - Lower - Pipe To Rad.; (1970-1962). 


^20611 


or 

26509 

Hose - By Pass. 


^20357 

Hose - Eng. To Tank; (1970-1962). 


20523 

CO1610B 



1979-1973 



Belt - W.P. & Alt.; W/Air 



Brakes; W/37A.. 61A. Alt. 369715C91 


©7603 

Belt - W.P. & Alt.; W/Air 



Brakes; W/62A. Alt. 369725C91 


@7619 

Belt - W.P. & Alt.; W/Hyd. 



Brakes; W/37A.. 61A. Alt. 291451C2 


7603 

Belt - W.P. & Alt.; W/Hyd. 



Brakes; W/62A. Alt. 


7650 

Belt - P.S. 897538R2 


7405 

Belt - Air Brake Compr. 897511R2 


7525 

Hose - Upper - Eng. To Pipe. 


21287 


or 

26524 

Hose - Upper - Pipe To Rad. 


20882 

Hose - Lower - Eng. To Pipe; W/Air 



Brakes . 


2” I.D. 

Hose - Lower - Eng. To Pipe; W/Hyd. 



Brakes . 


21294 

Hose - Lower - Pipe To Rad. 


2 1/4” I.D. 


Hose - By Pass. ^<20357 


ili7640 

©7650 

@7673 

©7673 

@7695 

7440 


©7650 

@7673 

©7673 

@7695 

7417 

7440 

7417 

7440 

7440 


7512 


7490 


7490 


7512 

20397 

26522 

26523 
20397 
26522 

^20401 

20401 

20401 

1 3/4” I.D. 
^20357 


©7650 

@7673 

@7673 

@7695 

7417 

7440 

7417 

7440 

7440 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR V266 ENG. 

- Continued 

CO1710A 

1979-1962 

Belt - W.P. & Alt.; W/Air 


Brakes; W/37A., 61A. Alt.... 

.. 369715C91 

@7603 

Belt - W.P. & Alt.; W/Air 

Brakes; W/62A. Alt. 

.. 369725C91 

@7619 

Belt - W.P. & Alt.; W/Hyd. 

Brakes; W/37A., 61A. Alt.... 

.. 291451C2 

7603 

Belt - W.P. & Alt.; W/Hyd. 

Brakes; W/62A. Alt. 


7650 

Belt - P.S. 

.. 897538R2 

7405 

Belt - Air Brake Compr. 

.. 897511R2 

7525 


INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR V266 ENG. 

- Continued 

CO1810A - Continued 
1979-1962 - Continued 

Hose - By Pass. 

Hose - Eng. To Tank; (1970-1962).. 

CO1810B 

1070.1070 

Belt - W.P. & Alt.; W/Air 


^20357 

20523 


Hose - Upper - Eng. To Pipe; (1979-1971). 

Hose - Upper - Pipe To Rad.; (1979-1971). 
Hose - Upper - Tank To Rad.; (1970-1962) 
Hose - Lower - Eng. To Pipe; W/Air 

Brakes (1979-1971). 

Hose - Lower - Eng. To Pipe; W/Hyd. 

Brakes (1979-1971). 

Hose - Lower - Eng. To Pipe; (1970-1962). 
Hose - Lower - Pipe To Rad.; (1979-1971). 
Hose - Lower - Pipe To Rad.; (1970-1962). 

Hose - By Pass. 

Hose - Eng. To Tank; (1970-1962). 

CO1710B 

1979-1973 


21287 

26524 

20882 

20882(B) 

2” I.D. 

21294 
2 1/4” I.D. 
2 1/4” I.D. 
^20611 
26509 
^20357 
20523 


Brakes; W/37A., 61A. Alt.... 

.. 369715C91 

@7603 

Belt - W.P. & Alt.; W/Air 

Brakes; W/62A. Alt. 

.. 369725C91 

@7619 

Belt - W.P. & Alt.; W/Hyd. 

Brakes; W/37A., 61A. Alt.... 

.. 291451C2 

7603 

Belt - W.P. & Alt.; W/Hyd. 

Brakes; W/62A. Alt. 


7650 

Belt - P.S. 

.. 897538R2 

7405 

Belt - Air Brake Compr. 

.. 897511R2 

7525 


Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad. 

Hose - Lower - Eng. To Pipe; W/Air 

Brakes . 

Hose - Lower - Eng. To Pipe; W/Hyd. 

Brakes . 

Hose - Lower - Pipe To Rad. 

Hose - By Pass. 

COF1810A 

1979-1962 

Belt - W.P. & Alt.; W/Air 


21287 

26524 

20882 

2” I.D. 

21294 
2 1/4” I.D. 
^20357 


Belt - W.P. & Alt.; W/Air 



Brakes; W/37A., 61A. Alt.... 

.. 369715C91 

@7603 

Brakes; W/37A., 61A. Alt.... 

.. 369715C91 

@7603 

Belt - W.P. & Alt.; W/Air 



Belt - W.P. & Alt.; W/Air 



Brakes; W/62A. Alt. 

.. 369725C91 

@7619 

Brakes; W/62A. Alt. 

.. 369725C91 

@7619 

Belt - W.P. & Alt.; W/Hyd. 



Belt - W.P. & Alt.; W/Hyd. 



Brakes; W/37A., 61A. Alt.... 

.. 291451C2 

7603 

Brakes; W/37A., 61A. Alt.... 

.. 291451C2 

7603 

Belt - W.P. & Alt.; W/Hyd. 



Belt - W.P. & Alt.; W/Hyd. 



Brakes; W/62A. Alt. 


7650 

Brakes; W/62A. Alt. 


7650 

Belt - P.S. 

.. 897538R2 

7405 

Belt - P.S. 

.. 897538R2 

7405 

Belt - Air Brake Compr. 

.. 897511R2 

7525 

Belt - Air Brake Compr. 

.. 897511R2 

7525 

Hose - Upper - Eng. To Pipe; (1979-1971). 

21287 


Hose - Upper - Eng. To Pipe.. 


Pipe To Rad.. 
Eng. To Pipe; 


Hose - Upper 
Hose - Lower 

Brakes . 

Hose - Lower 

Brakes . 

Hose - Lower - Pipe To Rad 


W/Air 


Eng. To Pipe; W/Hyd. 


Hose - By Pass 

CO1810A 

1979-1962 

Belt - W.P. & Alt.; W/Air 

Brakes; W/37A., 61A. Alt. 369715C91 

Belt - W.P. & Alt.; W/Air 

Brakes; W/62A. Alt. 369725C91 

Belt - W.P. & Alt.; W/Hyd. 

Brakes; W/37A., 61A. Alt. 291451C2 

Belt - W.P. & Alt.; W/Hyd. 

Brakes; W/62A. Alt. 

Belt - P.S. 897538R2 

Belt - Air Brake Compr. 897511R2 

Hose - Upper - Eng. To Pipe; (1979-1971). 

Hose - Upper - Pipe To Rad.; (1979-1971). 
Hose - Upper - Tank To Rad.; (1970-1962) 
Hose - Lower - Eng. To Pipe; W/Air 

Brakes (1979-1971). 

Hose - Lower - Eng. To Pipe; W/Hyd. 

Brakes (1979-1971). 

Hose - Lower - Eng. To Pipe; (1970-1962). 
Hose - Lower - Pipe To Rad.; (1979-1971). 
Hose - Lower - Pipe To Rad.; (1970-1962). 


21287 

26524 

20882 

2” I.D. 

21294 
2 1/4” I.D. 
^20357 


@7603 

@7619 

7603 

7650 

7405 

7525 

21287 

26524 

20882 

20882(B) 

2” I.D. 

21294 
2 1/4” I.D. 
2 1/4” I.D. 
^20611 
26509 


Hose - Upper - Pipe To Rad.; (1979-1971). 
Hose - Upper - Tank To Rad.; (1970-1962) 
Hose - Lower - Eng. To Pipe; W/Air 

Brakes (1979-1971). 

Hose - Lower - Eng. To Pipe; W/Hyd. 

Brakes (1979-1971). 

Hose - Lower - Eng. To Pipe; (1970-1962). 
Hose - Lower - Pipe To Rad.; (1979-1971). 
Hose - Lower - Pipe To Rad.; (1970-1962). 

Hose - By Pass. 

Hose - Eng. To Tank; (1970-1962). 

COF1810B 

1Q7Q-1079 

Belt - W.P. & Alt.; W/Air 

Brakes; W/37A., 61A. Alt. 369715C91 

Belt - W.P. & Alt.; W/Air 

Brakes; W/62A. Alt. 369725C91 

Belt - W.P. & Alt.; W/Hyd. 

Brakes; W/37A., 61A. Alt. 291451C2 

Belt - W.P. & Alt.; W/Hyd. 

Brakes; W/62A. Alt. 

Belt - P.S. 897538R2 

Belt - Air Brake Compr. 897511R2 

Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad. 

Hose - Lower - Eng. To Pipe; W/Air 

Brakes . 

Hose - Lower - Eng. To Pipe; W/Hyd. 

Brakes . 

Hose - Lower - Pipe To Rad. 


26524 

20882 

20882(B) 

2” I.D. 

21294 
2 1/4” I.D. 
2 1/4” I.D. 
^20611 
26509 
^20357 
20523 


<1.7603 

©7619 

7603 

7650 
7405 
7525 
21287 
or 26524 
20882 

2” I.D. 

21294 
2 1/4” I.D. 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR V266 ENG. 

- Continued 

COF1810B - Continued 
1979-1973 - Continued 

Hose - By Pass. s-<20357 

COF1819A 

1979-1962 

Belt - W.P. & Alt.; W/Air 


Brakes; W/37A., 61A. Alt.... 

.. 369715C91 

@7603 

Belt - W.P. & Alt.; W/Air 
Brakes; W/62A. Alt. 

.. 369725C91 

©7619 

Belt - W.P. & Alt.; W/Hyd. 
Brakes; W/37A., 61A. Alt.... 

.. 291451C2 

7603 

Belt - W.P. & Alt.; W/Hyd. 
Brakes; W/62A. Alt. 


7650 

Belt - P.S. 

.. 897538R2 

7405 

Belt - Air Brake Compr. 

.. 897511R2 

7525 

D1500 

1966-1961 

Belt - Fan & Alt. 

.. 255266C11 

©7640 

Belt - P.S. 

.. 225532R1 

7430 

Hose - Upper; Ser. No. 104299 & Before... 

20458 

Hose - Lower; W/O Trans. Oil Cooler. 

20459 

Hose - By Pass; Ser. No. 104299 & Be¬ 
fore . 

or 26521 

1 3/4” I.D. 


Hose - By Pass; Ser. No. 104300 & After.. 

FI 700; FI 800 

1977-1962 

Belt - Fan & Alt.; W/37A, 

52A., 61A. Alt.; C, G, H 

Chassis (1977-1965). 

Belt - Fan & Alt.; W/37A, 

52A., 61A. Alt.; FD, SB 

Chassis (1977-1965). 255266C3 

Belt - Fan & Alt.; W/55A, 

62A. Alt.; C, G, H Chassis 

(1977-1965). 369725C91 

Belt - Fan & Alt.; W/55A, 

62A. Alt.; FD, SB Chassis 

(1977-1965). 358998C91 

Belt - P.S.; W/2WD 

(1977-1965). 151529R2 

Belt - P.S.; W/4WD 

(1977-1965). 151531R2 

Belt - Air Brake Compr.; 

(1977-1965). 236572R2 

Hose - Upper; W/O Rad. Shutters; 

W/Metaf Hood. 

Hose - Upper; W/Rad. Shutters; W/Metal 

Hood. 

Hose - Lower; W/Man. Trans. 

Hose - Lower - Enq. To Pipe; W/Auto. 

Trans. 

Hose - By Pass. 

Ml600; Ml700; MC1600; MC1700 

1973-1965 

Belt - Fan & Alt.; W/Std. 

Cool. (1970-1965). 

Belt - Fan & Alt.; W/X.C. 

(1970-1965). 

Belt - P.S.; (1970-1965). 

Hose - Upper. 

Hose - Lower. 

Hose - By Pass. 

1500A; 1500B; 1500C; 1500D 

1970-1966 

Belt - Fan & Alt.; W/Dual 

Belts (1970-1969). 369715C91 

Belt - Fan & Alt.; W/Single 
Belt (1970-1969). 


^20357 


@7603 


@7640 


@7619 


@7650 

7440 

7450 

7460 

20493 

26515 

21308 

20532 

^20357 


7597 

@7597 

@7585 

26517 

26516 

^20357 


@7603 

7603 


INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR V266 ENG. 

- Continued 

1500A; 1500B; 1500C; 1500D - Continued 
1970-1966 - Continued 
Belt - Fan & Alt.; W/32A. Alt. 

(1968-1966). 277255C2 7575 

Belt - Fan & Alt.; W/37A, 

52A. Alt. (1968-1966). 255266C21 @7640 

Belt - Fan & Alt.; W/55A, 

62A. Alt. (1968-1966). 968815R21 @7650 

Belt - P.S.; (1968-1966). 225532R2 7430 

Belt - Fan To P.S.; W/43 1/8" 

Belt O.C. (1970-1969). 225532R2 7430 

Belt - Fan To P.S.; W/44 1/8" 

Belt O.C. (1970-1969). 151529R2 7440 

Belt - A.C.291019C2 *951OHD 

Hose - Upper; (1970-1969). 20639 

Hose - Upper; (1968-1966). 20572 

Hose - Lower; W/LPG (1970-1969). 2” I.D. 

Hose - Lower; W/O LPG (1970-1969). 26515 

Hose - Lower; W/Man. Trans. (1968-1966). 20459 

Hose - By Pass. s«20357 

1600 

1977-1962 

Belt - Fan & Alt.; W/37A, 

52A., 61A. Alt.; C, G, H 

Chassis (1977-1965). @7603 

Belt - Fan & Alt.; W/37A, 

52A., 61A. Alt.; FD, SB 

Chassis (1977-1965). 255266C3 @7640 

Belt - Fan & Alt.; W/55A, 

62A. Alt.; C, G, H Chassis 

(1977-1965). 369725C91 @7619 

Belt - Fan & Alt.; W/55A, 

62A. Alt.; FD, SB Chassis 

(1977-1965). 358998C91 @7650 

Belt - P.S.; W/2WD 

(1977-1965). 151529R2 7440 

Belt - P.S.; W/4WD 

(1977-1965). 151531R2 7450 

Belt - Air Brake Compr.; 

(1977-1965). 236572R2 7460 

Hose - Upper; W/O Rad. Shutters; 

W/Metaf Hood. 20493 

Hose - Upper; W/Rad. Shutters; W/Metal 

Hood. 26515 

Hose - Lower; W/Man. Trans. 21308 

Hose - Lower - Eng. To Pipe; W/Auto. 

Trans. 20532 

Hose - By Pass. s-=20357 

1700 

1977-1962 

Belt - Fan & Alt.; W/37A, 

52A., 61A. Alt.; C, G, H 

Chassis (1977-1965). @7603 

Belt - Fan & Alt.; W/37A, 

52A., 61A. Alt.; FD, SB 

Chassis (1977-1965). 255266C3 @7640 

Belt - Fan & Alt.; W/55A, 

62A. Alt.; C, G, H Chassis 

(1977-1965). 369725C91 @7619 

Belt - Fan & Alt.; W/55A, 

62A. Alt.; FD, SB Chassis 

(1977-1965). 358998C91 @7650 

Belt - Fan & Alt.; W/37A, 

52A. Alt. (1964-1962). 255266C11 @7640 

Belt - Fan & Alt.; W/55A, 

62A. Alt. (1964-1962). 968815R11 @7650 

Belt - Fan & Alt.; W/60A. Alt. 

(1964-1962). 151533R11 @7673 

Belt - P.S.; W/2WD 

(1977-1965). 151529R2 7440 

Belt - P.S.; W/4WD 

(1977-1965). 151531R2 7450 


© Two Required. © Six Required. 

® Three Required. ▲ Durion ® Silicone Hose Recommended. 

© Four Required. •*” Use Notched Belt Only. 

© Five Required. ^ Cut To Fit. 


Green Stripe 8 4-Ply Coolant Hose Recommended. 

Q Use Wire Inserted Green Stripe® Coolant Hose. 

♦ PowerBand® Belt May Work, Use Template To Check. 

* Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


- Continued 


- Continued 


INTERNATIONAL/NAVISTAR V266 ENG. 

- Continued 


INTERNATIONAL/NAVISTAR V304 ENG. 

- Continued 


1700 - Continued 


B150; B160 - Continued 


1977-1962 - Continued 

Belt - P.S.; (1964-1962). 151529R1 

7440 

Belt - Air Brake Compr.; 

(1977-1965). 236572R2 

7460 

Belt - Air Brake Compr.; 

W/Air/Hyd. Brakes 

(1964-1962). 151531R1 

7450 

Hose - Upper; W/O Rad. Shutters; 

W/Metal Hood. 

20493 

Hose - Upper; W/Rad. Shutters; W/Metal 
Hood. 

26515 

Hose - Lower; W/Man. Trans. 

21308 

Hose - Lower - Enq. To Pipe; W/Auto. 

Trans. 

20532 

Hose - By Pass. 

^20357 


1800; 1890 


1977-1962 

Belt - Fan & Alt.; W/37A, 
52A., 61A. Alt.; C, G, H 

Chassis (1977-1965). 

Belt - Fan & Alt.; W/37A, 
52A., 61A. Alt.; FD, SB 


Chassis (1977-1965). 255266C3 

Belt - Fan & Alt.; W/55A, 

62A. Alt.; C, G, H Chassis 

(1977-1965). 369725C91 

Belt - Fan & Alt.; W/55A, 

62A. Alt.; FD, SB Chassis 

(1977-1965). 358998C91 

Belt - P.S.; W/2WD 

(1977-1965). 151529R2 

Belt - P.S.; W/4WD 

(1977-1965). 151531R2 

Belt - Air Brake Compr.; 

(1977-1965). 236572R2 


Hose - Upper; W/O Rad. Shutters; 

W/Metaf Hood. 

Hose - Upper; W/Rad. Shutters; W/Metal 

Hood. 

Hose - Lower; W/Man. Trans. 

Hose - Lower - Enq. To Pipe; W/Auto. 

Trans. 

Hose - By Pass. 


@7603 

@7640 

@7619 

@7650 

7440 

7450 

7460 

20493 

26515 

21308 

20532 

^20357 


INTERNATIONAL/NAVISTAR V304 ENG. 

AM 160; AM170; AMC160; AMC170 

1965-1959 

Belt - Fan & Alt.; W/37A, 

52A. Alt. 255266C11 @7640 

Belt - Fan & Alt.; W/55A, 

62A. Alt. 968815R11 @7650 

Belt - Fan & Alt.; W/60A. Alt.. 861409R11 @7673 

Belt - Fan & Gen.; W/20A., 

30A., 35A. Alt. 151533R11 @7673 

Belt - Fan & Gen.; W/50A. 

Alt. 151535R11 @7695 

Belt - P.S. 151529R2 7440 

B150; B160 

1961-1959 

Belt - Fan & Alt.; W/105A. 

Alt. 276671C31 @7650 

Belt - Fan & Alt.; W/60A. Alt.. 861409R11 @7673 

Belt - Fan & Gen.; W/20A., 

30A., 35A. Alt. 151533R11 @7673 

Belt - Fan & Gen.; W/50A. 

Alt. 151535R11 @7695 

Belt - P.S.; Chassis No. 


1961-1959 - Continued 
Belt - P.S.; Chassis No. 

SB98230 & Before. 151530R1 

Belt - P.S.; Chassis No. 

SB98231 & After. 151529R2 

Belt - Air Brake Compr.; W/4 

Cu. Ft. Air Brake Compr. 151529R2 

Belt - Air Brake Compr.; W/7 
1/4 Cu. Ft. Air Cooled Air 

Brake Compr. 151532R1 

Belt - Air Brake Compr.; W/7 
1/4 Cu. Ft. Water Cooled 

Air Brake Compr. 151537R1 

Belt - Air Brake Compr.; W/9 
Cu. Ft. Air Cooled Air Brake 

Compr. 151537R1 

Belt - Air Brake Compr.; W/9 
Cu. Ft. Water Cooled Air 
Brake Compr. 151532R1 


Hose - Upper; Ser. No. 104299 & Before... 

Hose - Upper; Ser. No. 104300 & After. 

Hose - Upper; W/4WD. 

Hose - Lower; Ser. No. 104299 & Before... 

Hose - Lower; Ser. No. 104300 & After. 

Hose - Lower; W/4WD. 

Hose - By Pass; Ser. No. 104299 & Be¬ 
fore . 

Hose - By Pass; Ser. No. 104300 & After.. 


BC150; BC160 

1961-1959 

Belt - Fan & Alt.; W/105A. 

Alt. 276671C31 

Belt - Fan & Alt.; W/60A. Alt.. 861409R11 
Belt - Fan & Gen.; W/20A., 

30A.. 35A. Alt. 151533R11 

Belt - Fan & Gen.; W/50A. 

Alt. 151535R11 

Belt - P.S.; Chassis No. 

FB12951 & Before. 151530R1 

Belt - P.S.; Chassis No. 

FBI 2952 & After. 151529R2 

Belt - P.S.; Chassis No. 

SB98230 & Before. 151530R1 

Belt - P.S.; Chassis No. 

SB98231 & After. 151529R2 

Belt - Air Brake Compr.; W/4 

Cu. Ft. Air Brake Compr. 151529R2 

Belt - Air Brake Compr.; W/7 
1/4 Cu. Ft. Air Cooled Air 

Brake Compr. 151532R1 

Belt - Air Brake Compr.; W/7 
1/4 Cu. Ft. Water Cooled 

Air Brake Compr. 151537R1 

Belt - Air Brake Compr.; W/9 
Cu. Ft. Air Cooled Air Brake 

Compr. 151537R1 

Belt - Air Brake Compr.; W/9 
Cu. Ft. Water Cooled Air 
Brake Compr. 151532R1 

Cl 50; Cl 500 

1966-1961 

Belt - Fan & Alt. 255266C11 

Belt - P.S. 225532R1 


Hose - Upper; Ser. No. 104299 & Before... 
Hose - Lower; W/O Trans. Oil Cooler. 


FB12951 & Before. 151530R1 

Belt - P.S.; Chassis No. 

FBI 2952 & After. 151529R2 


7417 

7440 


Hose - By Pass; Ser. No. 104299 & Be¬ 
fore . 

Hose - By Pass; Ser. No. 104300 & After.. 


7417 

7440 

7440 

7512 

7490 

7490 


7512 
20397 
or 26522 
26523 
20397 
or 26522 
^20401 
20401 
20401 

1 3/4” I.D. 
^20357 


@7650 

@7673 

©7673 

<1.7695 

7417 

7440 

7417 

7440 

7440 

7512 

7490 

7490 

7512 


@7640 

7430 

20458 

20459 
or 26521 

1 3/4” I.D. 
^20357 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR V304 ENG. 

- Continued 

CO1610A 

1979-1962 

Belt - W.P. & Alt.; W/Air 


Brakes; W/37A., 61A. Alt.... 

.. 369715C91 

@7603 

Belt - W.P. & Alt.; W/Air 

Brakes; W/62A. Alt. 

.. 369725C91 

@7619 

Belt - W.P. & Alt.; W/Hyd. 

Brakes; W/37A., 61A. Alt.... 

.. 291451C2 

7603 

Belt - W.P. & Alt.; W/Hyd. 

Brakes; W/62A. Alt. 


7650 

Belt - P.S. 

.. 897538R2 

7405 

Belt - Air Brake Compr. 

.. 897511R2 

7525 


INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR V304 ENG. 

- Continued 

CO1710A - Continued 
1979-1962 - Continued 

Hose - By Pass. 

Hose - Eng. To Tank; (1970-1962).. 

CO1710B 

1Q7Q.1Q7T 

Belt - W.P. & Alt.; W/Air 


^20357 

20523 


Hose - Upper - Eng. To Pipe; (1979-1971). 

Hose - Upper - Pipe To Rad.; (1979-1971). 
Hose - Upper - Tank To Rad.; (1970-1962) 
Hose - Lower - Eng. To Pipe; W/Air 

Brakes (1979-1971). 

Hose - Lower - Eng. To Pipe; W/Hyd. 

Brakes (1979-1971). 

Hose - Lower - Eng. To Pipe; (1970-1962). 
Hose - Lower - Pipe To Rad.; (1979-1971). 
Hose - Lower - Pipe To Rad.; (1970-1962). 

Hose - By Pass. 

Hose - Eng. To Tank; (1970-1962). 

CO1610B 

1979-1973 


21287 

26524 

20882 

20882(B) 

2” I.D. 

21294 
2 1/4” I.D. 
2 1/4” I.D. 
^20611 
26509 
^20357 
20523 


Brakes; W/37A., 61A. Alt.... 

.. 369715C91 

@7603 

Belt - W.P. & Alt.; W/Air 

Brakes; W/62A. Alt. 

.. 369725C91 

@7619 

Belt - W.P. & Alt.; W/Hyd. 

Brakes; W/37A., 61A. Alt.... 

.. 291451C2 

7603 

Belt - W.P. & Alt.; W/Hyd. 

Brakes; W/62A. Alt. 


7650 

Belt - P.S. 

.. 897538R2 

7405 

Belt - Air Brake Compr. 

.. 897511R2 

7525 


Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad. 

Hose - Lower - Eng. To Pipe; W/Air 

Brakes . 

Hose - Lower - Eng. To Pipe; W/Hyd. 

Brakes . 

Hose - Lower - Pipe To Rad. 

Hose - By Pass. 

CO1810A 

1979-1962 

Belt - W.P. & Alt.; W/Air 


21287 

26524 

20882 

2” I.D. 

21294 
2 1/4” I.D. 
^20357 


Belt - W.P. & Alt.; W/Air 



Brakes; W/37A., 61A. Alt.... 

.. 369715C91 

@7603 

Brakes; W/37A., 61A. Alt.... 

.. 369715C91 

@7603 

Belt - W.P. & Alt.; W/Air 



Belt - W.P. & Alt.; W/Air 



Brakes; W/62A. Alt. 

.. 369725C91 

@7619 

Brakes; W/62A. Alt. 

.. 369725C91 

@7619 

Belt - W.P. & Alt.; W/Hyd. 



Belt - W.P. & Alt.; W/Hyd. 



Brakes; W/37A., 61A. Alt.... 

.. 291451C2 

7603 

Brakes; W/37A., 61A. Alt.... 

.. 291451C2 

7603 

Belt - W.P. & Alt.; W/Hyd. 



Belt - W.P. & Alt.; W/Hyd. 



Brakes; W/62A. Alt. 


7650 

Brakes; W/62A. Alt. 


7650 

Belt - P.S. 

.. 897538R2 

7405 

Belt - P.S. 

.. 897538R2 

7405 

Belt - Air Brake Compr. 

.. 897511R2 

7525 

Belt - Air Brake Compr. 

.. 897511R2 

7525 

Hose - Upper - Eng. To Pipe; (1979-1971). 

21287 


Hose - Upper - Eng. To Pipe.. 


Pipe To Rad.. 
Eng. To Pipe; 


Hose - Upper 
Hose - Lower 

Brakes . 

Hose - Lower 

Brakes . 

Hose - Lower - Pipe To Rad 


W/Air 


Eng. To Pipe; W/Hyd. 


Hose - By Pass 

CO1710A 

1979-1962 

Belt - W.P. & Alt.; W/Air 

Brakes; W/37A., 61A. Alt. 369715C91 

Belt - W.P. & Alt.; W/Air 

Brakes; W/62A. Alt. 369725C91 

Belt - W.P. & Alt.; W/Hyd. 

Brakes; W/37A., 61A. Alt. 291451C2 

Belt - W.P. & Alt.; W/Hyd. 

Brakes; W/62A. Alt. 

Belt - P.S. 897538R2 

Belt - Air Brake Compr. 897511R2 

Hose - Upper - Eng. To Pipe; (1979-1971). 

Hose - Upper - Pipe To Rad.; (1979-1971). 
Hose - Upper - Tank To Rad.; (1970-1962) 
Hose - Lower - Eng. To Pipe; W/Air 

Brakes (1979-1971). 

Hose - Lower - Eng. To Pipe; W/Hyd. 

Brakes (1979-1971). 

Hose - Lower - Eng. To Pipe; (1970-1962). 
Hose - Lower - Pipe To Rad.; (1979-1971). 
Hose - Lower - Pipe To Rad.; (1970-1962). 


21287 

26524 

20882 

2” I.D. 

21294 
2 1/4” I.D. 
^20357 


@7603 

@7619 

7603 

7650 

7405 

7525 

21287 

26524 

20882 

20882(B) 

2” I.D. 

21294 
2 1/4” I.D. 
2 1/4” I.D. 
^20611 
26509 


Hose - Upper - Pipe To Rad.; (1979-1971). 
Hose - Upper - Tank To Rad.; (1970-1962) 
Hose - Lower - Eng. To Pipe; W/Air 

Brakes (1979-1971). 

Hose - Lower - Eng. To Pipe; W/Hyd. 

Brakes (1979-1971). 

Hose - Lower - Eng. To Pipe; (1970-1962). 
Hose - Lower - Pipe To Rad.; (1979-1971). 
Hose - Lower - Pipe To Rad.; (1970-1962). 

Hose - By Pass. 

Hose - Eng. To Tank; (1970-1962). 

CO1810B 

1 q7q.1 q79 

Belt - W.P. & Alt.; W/Air 

Brakes; W/37A., 61A. Alt. 369715C91 

Belt - W.P. & Alt.; W/Air 

Brakes; W/62A. Alt. 369725C91 

Belt - W.P. & Alt.; W/Hyd. 

Brakes; W/37A., 61A. Alt. 291451C2 

Belt - W.P. & Alt.; W/Hyd. 

Brakes; W/62A. Alt. 

Belt - P.S. 897538R2 

Belt - Air Brake Compr. 897511R2 

Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad. 

Hose - Lower - Eng. To Pipe; W/Air 

Brakes . 

Hose - Lower - Eng. To Pipe; W/Hyd. 

Brakes . 

Hose - Lower - Pipe To Rad. 


26524 

20882 

20882(B) 

2” I.D. 

21294 
2 1/4” I.D. 
2 1/4” I.D. 
^20611 
26509 
^20357 
20523 


<1.7603 

©7619 

7603 

7650 
7405 
7525 
21287 
or 26524 
20882 

2” I.D. 

21294 
2 1/4” I.D. 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

^ Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


- Continued 


- Continued 


INTERNATIONAL/NAVISTAR V304 ENG. 

- Continued 

CO1810B - Continued 
1979-1973 - Continued 

Hose - By Pass. ^<20357 

COF1810A 

1979-1962 

Belt - W.P. & Alt.; W/Air 


Brakes; W/37A.. 61A. Alt. 369715C91 


@7603 

Belt - W.P. & Alt.; W/Air 



Brakes; W/62A. Alt. 369725C91 


@7619 

Belt - W.P. & Alt.; W/Hyd. 



Brakes; W/37A.. 61A. Alt. 291451C2 


7603 

Belt - W.P. & Alt.; W/Hyd. 



Brakes; W/62A. Alt. 


7650 

Belt - P.S. 897538R2 


7405 

Belt - Air Brake Compr. 897511R2 


7525 

Hose - Upper - Eng. To Pipe; (1979-1971). 


21287 


or 

26524 

Hose - Upper - Pipe To Rad.; (1979-1971). 


20882 

Hose - Upper - Tank To Rad.; (1970-1962) 


20882(B) 

Hose - Lower - Eng. To Pipe; W/Air 



Brakes (1979-1971). 


2” I.D. 

Hose - Lower - Eng. To Pipe; W/Hyd. 



Brakes (1979-1971). 


21294 

Hose - Lower - Eng. To Pipe; (1970-1962). 


2 1/4” I.D. 

Hose - Lower - Pipe To Rad.; (1979-1971). 


2 1/4” I.D. 

Hose - Lower - Pipe To Rad.; (1970-1962). 


-=20611 


or 

26509 

Hose - By Pass. 


^20357 

Hose - Eng. To Tank; (1970-1962). 


20523 

COF1810B 



1979-1973 



Belt - W.P. & Alt.; W/Air 



Brakes; W/37A.. 61A. Alt. 369715C91 


<27603 

Belt - W.P. & Alt.; W/Air 



Brakes; W/62A. Alt. 369725C91 


@7619 

Belt - W.P. & Alt.; W/Hyd. 



Brakes; W/37A.. 61A. Alt. 291451C2 


7603 

Belt - W.P. & Alt.; W/Hyd. 



Brakes; W/62A. Alt. 


7650 

Belt - P.S. 897538R2 


7405 

Belt - Air Brake Compr. 897511R2 


7525 

Hose - Upper - Eng. To Pipe. 


21287 


or 

26524 

Hose - Upper - Pipe To Rad. 


20882 

Hose - Lower - Eng. To Pipe; W/Air 



Brakes . 


2” I.D. 

Hose - Lower - Eng. To Pipe; W/Hyd. 



Brakes . 


21294 

Hose - Lower - Pipe To Rad. 


2 1/4” I.D. 


Hose - By Pass. s«20357 

COF1819A 

1979-1962 

Belt - W.P. & Alt.; W/Air 


Brakes; W/37A., 61A. Alt.... 

.. 369715C91 

@7603 

Belt - W.P. & Alt.; W/Air 



Brakes; W/62A. Alt. 

.. 369725C91 

@7619 

Belt - W.P. & Alt.; W/Hyd. 



Brakes; W/37A., 61A. Alt.... 

.. 291451C2 

7603 

Belt - W.P. & Alt.; W/Hyd. 



Brakes; W/62A. Alt. 


7650 

Belt - P.S. 

.. 897538R2 

7405 

Belt - Air Brake Compr. 

.. 897511R2 

7525 

D1500 



1966-1961 



Belt - Fan & Alt. 

.. 255266C11 

@7640 

Belt - P.S. 

.. 225532R1 

7430 

Hose - Upper; Ser. No. 104299 & Before... 

20458 

Hose - Lower; W/O Trans. Oil Cooler. 

20459 



or 26521 


INTERNATIONAL/NAVISTAR V304 ENG. 

- Continued 

D1500 - Continued 

1966-1961 - Continued 


Hose - By Pass; Ser. No. 104299 & Be- 


fore. 


1 3/4” I.D. 

Hose - By Pass; Ser. No. 104300 & After.. 

^20357 

FI 700; FI 800 



1977-1962 



Belt - Fan & Alt.; W/37A, 



52A., 61A. Alt.; C, G, H 



Chassis (1977-1965). 


@7603 

Belt - Fan & Alt.; W/37A, 



52A., 61A. Alt.; FD, SB 



Chassis (1977-1965). 

255266C3 

@7640 

Belt - Fan & Alt.; W/55A, 



62A. Alt.; C, G, H Chassis 



(1977-1965). 

369725C91 

@7619 

Belt - Fan & Alt.; W/55A, 



62A. Alt.; FD, SB Chassis 



(1977-1965). 

358998C91 

@7650 

Belt - P.S.; W/2WD 



(1977-1965). 

151529R2 

7440 

Belt - P.S.; W/4WD 



(1977-1965). 

151531R2 

7450 

Belt - Air Brake Compr.; 



(1977-1965). 

236572R2 

7460 

Belt - Air Brake Compr.; 



W/Air/Hyd. Brakes 



(1964-1962). 

151531R1 

7450 

Hose - Upper; W/O Rad. Shutters; 


W/Metal Hood. 


20493 

Hose - Upper; W/Rad. Shutters; W/Metal 


Hood. 


26515 

Hose - Lower; W/Man. Trans. 


21308 

Hose - Lower - Eng. To Pipe; W/Auto. 


Trans. 


20532 

Hose - By Pass. 


^20357 

Ml600; Ml700; MC1600; 

MCI 700 


1973-1965 



Belt - Fan & Alt.; W/Std. 



Cool. (1970-1965). 


7597 

Belt - Fan & Alt.; W/X.C. 



(1970-1965). 


@7597 

Belt - P.S.; (1970-1965). 


@7585 

Hose - Upper. 


26517 

Hose - Lower. 


26516 

Hose - By Pass. 


^20357 

1500A; 1500B; 1500C; 1500D 


1970-1966 



Belt - Fan & Alt.; W/Dual 



Belts (1970-1969). 

369715C91 

@7603 

Belt - Fan & Alt.; W/Single 



Belt (1970-1969). 


7603 

Belt - Fan & Alt.; W/32A. Alt. 



(1968-1966). 

277255C2 

7575 

Belt - Fan & Alt.; W/37A, 



52A. Alt. (1968-1966). 

255266C21 

@7640 

Belt - Fan & Alt.; W/55A, 



62A. Alt. (1968-1966). 

968815R21 

@7650 

Belt - P.S.; (1968-1966). 

225532R2 

7430 

Belt - Fan To P.S.; W/43 1/8" 



Belt O.C. (1970-1969). 

225532R2 

7430 

Belt - Fan To P.S.; W/44 1/8" 



Belt O.C. (1970-1969). 

151529R2 

7440 

Belt - A.C. 

291019C2 

4951OHD 

Hose - Upper; (1970-1969). 


20639 

Hose - Upper; (1968-1966). 


20572 

Hose - Lower; W/LPG (1970-1969). 

2” I.D. 

Hose - Lower; W/O LPG (1970-1969). 

26515 

Hose - Lower; W/Man. Trans. (1968-1966). 

20459 

Hose - By Pass. 


s-=20357 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


- Continued 


INTERNATIONAL/NAVISTAR V304 ENG. 

- Continued 


1600 

1977-1962 

Belt - Fan & Alt.; W/37A, 
52A., 61A. Alt.; C, G, H 

Chassis (1977-1965). 

Belt - Fan & Alt.; W/37A, 
52A., 61A. Alt.; FD, SB 


Chassis (1977-1965). 255266C3 

Belt - Fan & Alt.; W/55A, 

62A. Alt.; C, G, H Chassis 

(1977-1965). 369725C91 

Belt - Fan & Alt.; W/55A, 

62A. Alt.; FD, SB Chassis 

(1977-1965). 358998C91 

Belt - P.S.; W/2WD 

(1977-1965). 151529R2 

Belt - P.S.; W/4WD 

(1977-1965). 151531R2 

Belt - Air Brake Compr.; 

(1977-1965). 236572R2 

Belt - Air Brake Compr.; 

W/Air/Hyd. Brakes 

(1964-1962). 151531R1 


Hose - Upper; W/O Rad. Shutters; 

W/Metal Hood. 

Hose - Upper; W/Rad. Shutters; W/Metal 

Hood. 

Hose - Lower; W/Man. Trans. 

Hose - Lower - Enq. To Pipe; W/Auto. 

Trans. 

Hose - By Pass. 

1700 

1977-1962 

Belt - Fan & Alt.; W/37A, 

52A., 61A. Alt.; C, G, H 

Chassis (1977-1965). 

Belt - Fan & Alt.; W/37A, 

52A., 61A. Alt.; FD, SB 


Chassis (1977-1965). 255266C3 

Belt - Fan & Alt.; W/55A, 

62A. Alt.; C, G, H Chassis 

(1977-1965). 369725C91 

Belt - Fan & Alt.; W/55A, 

62A. Alt.; FD, SB Chassis 

(1977-1965). 358998C91 

Belt - Fan & Alt.; W/37A, 

52A. Alt. (1964-1962). 255266C11 

Belt - Fan & Alt.; W/55A, 

62A. Alt. (1964-1962). 968815R11 


Belt - Fan & Alt.; W/60A. Alt. 


(1964-1962). 151533R11 

Belt - P.S.; W/2WD 

(1977-1965). 151529R2 

Belt - P.S.; W/4WD 

(1977-1965). 151531R2 

Belt - P.S.; (1964-1962). 151529R1 

Belt - Air Brake Compr.; 

(1977-1965). 236572R2 

Belt - Air Brake Compr.; 

W/Air/Hyd. Brakes 

(1964-1962). 151531R1 


Hose - Upper; W/O Rad. Shutters; 

W/Metal Hood. 

Hose - Upper; W/Rad. Shutters; W/Metal 

Hood. 

Hose - Lower; W/Man. Trans. 

Hose - Lower - Enq. To Pipe; W/Auto. 

Trans. 

Hose - By Pass. 


@7603 

@7640 

@7619 

@7650 

7440 

7450 

7460 

7450 

20493 

26515 

21308 

20532 

^20357 


@7603 

@7640 

@7619 

@7650 

@7640 

@7650 

@7673 

7440 

7450 

7440 

7460 

7450 

20493 

26515 

21308 

20532 

^20357 


- Continued 


INTERNATIONAL/NAVISTAR V304 ENG. 

- Continued 

1800; 1890 


1977-1962 

Belt - Fan & Alt.; W/37A, 
52A., 61A. Alt.; C, G, H 

Chassis (1977-1965). 

Belt - Fan & Alt.; W/37A, 
52A., 61A. Alt.; FD, SB 


Chassis (1977-1965). 255266C3 

Belt - Fan & Alt.; W/55A, 

62A. Alt.; C, G, H Chassis 

(1977-1965). 369725C91 

Belt - Fan & Alt.; W/55A, 

62A. Alt.; FD, SB Chassis 

(1977-1965). 358998C91 

Belt - P.S.; W/2WD 

(1977-1965). 151529R2 

Belt - P.S.; W/4WD 

(1977-1965). 151531R2 

Belt - Air Brake Compr.; 

(1977-1965). 236572R2 

Belt - Air Brake Compr.; 

W/Air/Hyd. Brakes 

(1964-1962). 151531R1 


Hose - Upper; W/O Rad. Shutters; 

W/Metal Hood. 

Hose - Upper; W/Rad. Shutters; W/Metal 

Hood. 

Hose - Lower; W/Man. Trans. 

Hose - Lower - Enq. To Pipe; W/Auto. 

Trans. 

Hose - By Pass. 


@7603 

@7640 

@7619 

@7650 

7440 

7450 

7460 

7450 

20493 

26515 

21308 

20532 

^20357 


INTERNATIONAL/NAVISTAR V345 ENG. 

BINDER 1600 


1979-1962 

Belt - Fan & Alt.; W/105A., 

145A. Alt. (1979). 

Belt - Fan & Alt.; W/42A, 

61 A., 65A., 80A., 85A. Alt. 
(1979). 

369722C1 

255266C2 

7630 

7640 

Belt - Fan & Alt.; W/37A, 
52A., 61A. Alt.; C, G, H 
Chassis; W/O P.T.O. 
(1978-1962). 

373457C91 

@7612 

Belt - Fan & Alt.; W/37A, 
52A., 61A. Alt.; C, G, H 
Chassis; W/P.T.O. 
(1978-1962). 

968815R11 

@7650 

Belt - Fan & Alt.; W/37A, 
52A., 61A. Alt.; FD, SB 
Chassis (1978-1962). 

968815R1 

@7650 

Belt - Fan & Alt.; W/37A, 

61 A. Alt.; W/O P.T.O. ; 
W/Hyd. Brakes; W/O X.C. 
(1978-1971). 

373456C11 

7612 

Belt - Fan & Alt.; W/55A, 

62A. Alt.; C, G, H Chassis 
(1978-1962). 

369723C91 

@7630 

Belt - Fan & Alt.; W/55A, 

62A. Alt.; FD, SB Chassis 
(1978-1962). 

361975C91 

@7673 

Belt - Fan & Alt.; W/60A. Alt. 
(1978-1962). 

359009C91 

@7680 

Belt - Fan & AIL; W/65A, 
80A., 105A., 145A. Alt.; 

W/O P.T.O. (1978-1962). 


@7630 

Belt - Fan & Alt.; W/65A, 
80A., 105A., 145A. Alt.; 
W/P.T.O. (1978-1962). 

361975C91 

@7673 

Belt - Fan & Alt.; W/37A, 

61 A. Alt.; W/O P.T.O.; W/O 
Air Brakes; W/O X.C. 
(1970-1962). 

373456C11 

7612 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

^ Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR V345 ENG. 

- Continued 

BINDER 1600 - Continued 
1979-1962 - Continued 
Belt - Fan & Gen.; W/20A. 

Alt. (1970-1962). 151534R11 @7680 

Belt - Fan & Gen.; W/30A. 

Alt. (1970-1962). 224638R11 @7695 

Belt - Fan & Gen.; W/35A. 

Alt. (1970-1962). 151535R11 @7695 

Belt - Fan & Gen.; W/50A. 

Alt. (1970-1962). 151536R11 @7715 

Belt - P.S.; (1979). 967907R2 7565 

Belt - P.S.; W/2WD 

(1978-1962). 7460 

Belt - P.S.; W/4WD 

(1978-1962). 285522C2 7435 

Belt - A.C.; (1979). 284453C2 49495HD 

Belt - Air Brake Compr. 227703R2 7475 

Belt - A.P.: W/Air Brakes; 

W/Gov. (1979). 182048R1 7360 

Belt - A.P.; W/Air Brakes; 

WO Gov. (1979). 333382C2 7385 

Belt - A.P.: W/Hyd. Brakes; 

W/Gov. 323612C2 7380 

Belt - A.P.: W/Hyd. Brakes; 

W/O Gov. 282989C2 7410 

Belt - A.P.; W/Air Brakes; 

W/Gov. (1978-1962). 388139C1 7330 

Belt - A.P.; W/Air Brakes; 

W/O Gov. (1978-1962). 256062C1 7340 

BINDER 1624 


1979-1962 

Hose - Upper; (1979). 

21293 

Hose - Upper; W/O Rad. Shutters; 

W/Metal Hood (1978-1962). 

or 26516 

20493 

Hose - Upper; W/Rad. Shutters; W/Metal 
Hood (1978-1962). 

26515 

Hose - Lower; (1979). 

21292 

Hose - Lower; W/Man. Trans. (1978-1962). 

or 26527 
21308 

Hose - Lower - Eng. To Pipe; W/Auto. 
Trans. (1978-1962). 

20532 

Hose - By Pass. 

£-=20357 


BINDER 1700 


1979-1962 

Belt - Fan & Alt.; W/105A., 


145A. Alt. (1979). 

Belt - Fan & Alt.; W/42A, 

61 A., 65A., 80A., 85A. Alt. 
(1979). 

. 369722C1 

. 255266C2 

7630 

7640 

Belt - Fan & Alt.; W/37A, 
52A., 61A. Alt.; C, G, H 
Chassis; W/O P.T.O. 
(1978-1962). 

. 373457C91 

©7612 

Belt - Fan & Alt.; W/37A, 
52A., 61A. Alt.; C, G, H 
Chassis; W/P.T.O. 
(1978-1962). 

. 968815R11 

@7650 

Belt - Fan & Alt.; W/37A, 
52A., 61A. Alt.; FD, SB 
Chassis (1978-1962). 

. 968815R1 

@7650 

Belt - Fan & Alt.; W/37A, 

61 A. Alt.; W/O P.T.O.; 
W/Hyd. Brakes; W/O X.C. 
(1978-1971). 

. 373456C11 

7612 

Belt - Fan & Alt.; W/55A, 
62A. Alt.; C, G, H Chassis 
(1978-1962). 

. 369723C91 

@7630 

Belt - Fan & Alt.; W/55A, 
62A. Alt.; FD, SB Chassis 
(1978-1962). 

. 361975C91 

@7673 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR V345 ENG. 

- Continued 

BINDER 1700 - Continued 


1979-1962 - Continued 
Belt - Fan & Alt.; W/60A. Alt. 


(1978-1962). 

359009C91 

@7680 

Belt - Fan & Alt.; W/65A, 
80A., 105A., 145A. Alt.; 

W/O P.T.O. (1978-1962). 


@7630 

Belt - Fan & Alt.; W/65A, 
80A., 105A., 145A. Alt.; 
W/P.T.O. (1978-1962). 

361975C91 

@7673 

Belt - Fan & Alt.; W/37A, 

61 A. Alt.; W/O P.T.O.; W/O 
Air Brakes; W/O X.C. 
(1970-1962). 

373456C11 

7612 

Belt - Fan & Gen.; W/20A. 

Alt. (1970-1962). 

151534R11 

@7680 

Belt - Fan & Gen.; W/30A. 

Alt. (1970-1962). 

224638 R11 

@7695 

Belt - Fan & Gen.; W/35A. 

Alt. (1970-1962). 

151535R11 

@7695 

Belt - Fan & Gen.; W/50A. 

Alt. (1970-1962). 

151536R11 

©7715 

Belt - P.S.; (1979). 

967907R2 

7565 

Belt - P.S.; W/2WD 
(1978-1962). 


7460 

Belt - P.S.; W/4WD 
(1978-1962). 

285522C2 

7435 

Belt - A.C.; (1979). 

284453C2 

49495HD 

Belt - Air Brake Compr. 

227703R2 

7475 

Belt - A.P.; W/Air Brakes; 
W/Gov. (1979). 

182048R1 

7360 

Belt - A.P.; W/Air Brakes; 

W/O Gov. (1979). 

333382C2 

7385 

Belt - A.P.; W/Hyd. Brakes; 
W/Gov. 

323612C2 

7380 

Belt - A.P.; W/Hyd. Brakes; 
W/O Gov. 

282989C2 

7410 

Belt - A.P.; W/Air Brakes; 
W/Gov. (1978-1962). 

388139C1 

7330 

Belt - A.P.; W/Air Brakes; 

W/O Gov. (1978-1962). 

256062C1 

7340 


BINDER 1724 


1979-1962 

Hose - Upper; (1979). 

21293 

Hose - Upper; W/O Rad. Shutters; 

W/Metal Hood (1978-1962). 

or 26516 

20493 

Hose - Upper; W/Rad. Shutters; W/Metal 
Hood (1978-1962). 

26515 

Hose - Lower; (1979). 

21292 

Hose - Lower; W/Man. Trans. (1978-1962). 

or 26527 
21308 

Hose - Lower - Eng. To Pipe; W/Auto. 
Trans. (1978-1962). 

20532 

Hose - By Pass. 

£-=20357 


BINDER 1800 
1979-1962 

Belt - Fan & Alt.; W/105A.. 


145A. Alt. (1979). 

Belt - Fan & Alt.; W/42A, 

. 369722C1 

7630 

61 A., 65A., 80A., 85A. Alt. 
(1979). 

. 255266C2 

7640 

Belt - Fan & Alt.; W/37A, 



52A., 61A. Alt.; C, G, H 
Chassis; W/O P.T.O. 
(1978-1962). 

. 373457C91 

©7612 

Belt - Fan & Alt.; W/37A, 



52A., 61A. Alt.; C, G, H 
Chassis; W/P.T.O. 
(1978-1962). 

. 968815R11 

@7650 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durlon ® Silicone Hose Recommended. 
V Use Notched Belt Only. 

Cut To Fit. 


O 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


- Continued 


- Continued 


INTERNATIONAL/NAVISTAR V345 ENG. 

- Continued 

BINDER 1800 - Continued 


1979-1962 - Continued 
Belt - Fan & Alt.; W/37A, 
52A., 61A. Alt.; FD, SB 


Chassis (1978-1962). 

968815R1 

@7650 

Belt - Fan & Alt.; W/37A, 

61 A. Alt.; W/O P.T.O.; 
W/Hyd. Brakes; W/O X.C. 
(1978-1971). 

373456C11 

7612 

Belt - Fan & Alt.; W/55A, 

62A. Alt.; C, G, H Chassis 
(1978-1962). 

369723C91 

@7630 

Belt - Fan & Alt.; W/55A, 

62A. Alt.; FD, SB Chassis 
(1978-1962). 

361975C91 

@7673 

Belt - Fan & Alt.; W/60A. Alt. 
(1978-1962). 

359009C91 

@7680 

Belt - Fan & Alt.; W/65A, 
80A., 105A., 145A. Alt.; 

W/O P.T.O. (1978-1962). 

Belt - Fan & Alt.; W/65A, 
80A., 105A., 145A. Alt.; 
W/P.T.O. (1978-1962). 

361975C91 

@7630 

@7673 

Belt - Fan & Alt.; W/37A, 

61 A. Alt.; W/O P.T.O.; W/O 
Air Brakes; W/O X.C. 
(1970-1962). 

373456C11 

7612 

Belt - Fan & Gen.; W/20A. 

Alt. (1970-1962). 

151534R11 

@7680 

Belt - Fan & Gen.; W/30A. 

Alt. (1970-1962). 

224638 R11 

@7695 

Belt - Fan & Gen.; W/35A. 

Alt. (1970-1962). 

151535R11 

@7695 

Belt - Fan & Gen.; W/50A. 

Alt. (1970-1962). 

151536R11 

@7715 

Belt - P.S.; (1979). 

967907R2 

7565 

Belt - P.S.; W/2WD 

(1978-1962). 

Belt - P.S.; W/4WD 
(1978-1962). 

285522C2 

7460 

7435 

Belt - A.C.; (1979). 

284453C2 

49495HD 

Belt - Air Brake Compr. 

227703R2 

7475 

Belt - A.P.; W/Air Brakes; 
W/Gov. (1979). 

182048R1 

7360 

Belt - A.P.; W/Air Brakes; 

W/O Gov. (1979). 

333382C2 

7385 

Belt - A.P.; W/Hyd. Brakes; 
W/Gov. 

323612C2 

7380 

Belt - A.P.; W/Hyd. Brakes; 
W/O Gov. 

282989C2 

7410 

Belt - A.P.; W/Air Brakes; 
W/Gov. (1978-1962). 

388139C1 

7330 

Belt - A.P.; W/Air Brakes; 

W/O Gov. (1978-1962). 

256062C1 

7340 

BINDER 1824 

1979-1962 

Hose - Upper; (1979). 


21293 

Hose - Upper; W/O Rad. Shutters; 

W/Metal Hood (1978-1962). 

or 26516 

20493 

Hose - Upper; W/Rad. Shutters; W/Metal 
Hood (1978-1962). 

26515 

Hose - Lower; (1979). 


21292 

Hose - Lower; W/Man. Trans. (1978-1962). 

or 26527 
21308 

Hose - Lower - Eng. To Pipe; W/Auto. 
Trans. (1978-1962). 

20532 

Hose - By Pass. 


^20357 


INTERNATIONAL/NAVISTAR V345 ENG. 

- Continued 

CO1610A 


1979-1965 


Belt - W.P. & Alt.; W/37A., 

61 A. Alt.; W/Calif. Emission 

System (1979-1969). 

Belt - W.P. & Alt.; W/37A., 

61 A. Alt.; W/O Calif. Emis¬ 
sion System (1979-1969). 

Belt - W.P. & Alt.; W/62A. Alt. 

(1979-1969). 

Belt - W.P. & Alt.; W/65A., 
80A., 85A.. 105A., 130A, 

145A. Alt. (1979-1969). 

Belt - P.S.; (1979-1969). 

Belt - Air Brake Compr.; 

(1979-1969). 

Belt - A.P.; (1979-1969). 


355706C91 

373456C1 

369723C91 


355706C91 
897538R2 


358348C91 


@7640 

@7612 

@7630 


@7640 

7405 

@7535 

7500 


Hose - Upper - Eng. To Pipe; (1979-1971). 


21287 


or 

26524 

Hose - Upper - Eng. To Pipe; (1970-1965). 


20523 


or 

26515 

Hose - Upper - Pipe To Rad.; (1979-1971). 


20882 

Hose - Upper - Tank To Rad.; (1970-1965) 


20882(B) 

Hose - Lower - Eng. To Pipe; W/Air 

Brakes (1979). 


q 

CM 

* 

Hose - Lower - Eng. To Pipe; W/Hyd. 

Brakes (1979). 


21294 

or 

26510 

Hose - Lower - Eng. To Pipe; (1978-1971). 


*2 1/4” I.D. 

Hose - Lower - Eng. To Pipe; W/O Allison 
Trans. (1970-1965). 


*2 1/4” I.D. 

Hose - Lower - Pipe To Rad.; (1979). 


■>2 1/4” I.D. 

Hose - Lower - Pipe To Rad.; (1978-1971). 


^20611 

Hose - Lower - Pipe To Rad.; Molded 

Hose (1970-1965). 


^20611 

Hose - Lower - Pipe To Rad.; Strt. Hose 
(1970-1965). 


2” I.D. 

Hose - By Pass; (1979-1971). 


^20357 


CO1610B 

1984-1973 

Belt - W.P. & Alt.; W/62A., 
75A. Alt.; W/O Calif. Emis¬ 
sion System (1984-1981).... 
Belt - W.P. & Alt.; W/65A., 
80A., 85A., 105A., 130A., 
145A. Alt. 


369722C1 

255266C3 


@7630 

@7640 


Belt - W.P. & Alt.; W/75A. 

Alt.; W/O Calif. Emission 

System (1984-1981). 

Belt - W.P. & Alt.; W/Air 
Brakes; W/Integral Regula¬ 
tor; W/37A., 61A. Alt.; W/O 
Calif. Emission System 

(1984-1981). 373456C1 

Belt - W.P. & Alt.; W/Hyd. 

Brakes; W/Integral Regula¬ 
tor; W/37A., 61A. Alt.; W/O 
Calif. Emission System 

(1984-1981). 

Belt - W.P. & Alt.; W/Integral 
Regulator; W/Calif. Emission 


System (1984-1981). 255266C3 

Belt - W.P. & Alt.; W/37A., 

61 A. Alt.; W/Calif. Emission 

System (1980-1973). 355706C91 

Belt - W.P. & Alt.; W/37A., 

61 A. Alt.; W/O Calif. Emis¬ 
sion System (1980-1973). 373456C1 


Belt - W.P. & Alt.; W/62A. Alt. 

(1980-1973). 369723C91 

Belt - P.S.; W/42 5/8" Belt 
O.C. (1984-1981). 143441R2 


@7650 

@7612 

7612 

@7640 

@7640 

@7612 

@7630 

©49420HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR INTERNATIONAL/NAVISTAR 

- Continued - Continued 


INTERNATIONAL/NAVISTAR V345 ENG. 

- Continued 

CO1610B - Continued 
1984-1973 - Continued 
Belt - P.S.; W/41 1/8" Belt 

O.C. (1982). 408144C1 7405 

Belt - P.S.; W/41 5/8" Belt 

O.C. (1982). 282989C2 7410 

Belt - P.S.; (1980-1973). 897538R2 7405 

Belt - Air Brake Compr. 316302C1 @7535 

Belt - A.P.; W/Dual A.P.; 

W/Calif. Emission System 

(1984-1981). 968814R3 7673 

Belt - A.P.; W/Gov. 

(1984-1981). 231983 R2 7500 

Belt - A.P.; W/O Gov. 

(1984-1981). 433130C1 7520 

Belt - A.P.; (1980-1973). 358348C91 7500 

Hose - Upper - Eng. To Pipe; (1984-1983). 21287 

Hose - Upper - Eng. To Pipe; W/Allison 

Trans. (1982). 20882 

Hose - Upper - Eng. To Pipe; W/O Allison 

Trans. (1982). 21287 

or 26524 

Hose - Upper - Eng. To Pipe; (1981-1973). 21287 

or 26524 

Hose - Upper - Pipe To Rad.; W/O Allison 

Trans. (1984-1983). 20882 

Hose - Upper - Pipe To Rad.; (1982-1973). 20882 

Hose - Lower - Eng. To Pipe; W/O Allison 

Trans. (1984-1983). 4-2 1/4 ' I.D. 

Hose - Lower - Eng. To Pipe; (1982). 4-2 1/4” I.D. 

Hose - Lower - Eng. To Pipe; W/Air 

Brakes (1981-1979). ■4-2” I.D. 

Hose - Lower - Eng. To Pipe; W/Hyd. 

Brakes (1981-1979). 21294 

or 26510 

Hose - Lower - Eng. To Pipe; (1978-1973). 4-2 1/4” I.D. 

Hose - Lower - Pipe To Rad.; W/Allison 
Auto. Trans.; W/2" I.D. Hose (1984-1983). 4-2” I.D. 

Hose - Lower - Pipe To Rad.; W/Allison 
Trans.; W/2 1/4" I.D. Hose (1984-1983).... 4-2 1/4” I.D. 

Hose - Lower - Pipe To Rad.; W/Allison 

Trans.; W/O H.D. Cool. (1984-1982). s<21378 

Hose - Lower - Pipe To Rad.; W/O Allison 

Trans.; W/Air Brakes (1984-1983). 4-2” I.D. 

Hose - Lower - Pipe To Rad.; W/O Allison 

Trans.; W/Hyd. Brakes (1984-1983). s<21378 

Hose - Lower - Pipe To Rad.; W/O Allison 

Trans.; W/Hyd. Brakes (1982). ^<21378 

or 26508 

Hose - Lower - Pipe To Rad.; (1981-1979). 4-2 1/4” I.D. 

Hose - Lower - Pipe To Rad.; (1978-1973). ^<20611 

Hose - By Pass; (1982-1973). ^20357 

CO1710A 

1979-1965 

Belt - W.P. & Alt.; W/37A., 

61 A. Alt.; W/Calif. Emission 


System (1979-1969). 

Belt - W.P. & Alt.; W/37A., 

61 A. Alt.; W/O Calif. Emis- 

355706C91 

@7640 

sion System (1979-1969). 

Belt - W.P. & Alt.; W/62A. Alt. 

373456C1 

@7612 

(1979-1969). 

Belt - W.P. & Alt.; W/65A., 
80A„ 85A., 105A., 130A., 

369723C91 

<1.7630 

145A. Alt. (1979-1969). 

355706C91 

@7640 

Belt - P.S.; (1979-1969). 

Belt - Air Brake Compr.; 

897538R2 

7405 

(1979-1969). 


@7535 

Belt - A.P.; (1979-1969). 

358348C91 

7500 

Hose - Upper - Eng. To Pipe; (1979-1971). 

21287 
or 26524 


INTERNATIONAL/NAVISTAR V345 ENG. 


- Continued 

CO1710A - Continued 
1979-1965 - Continued 

Hose - Upper - Eng. To Pipe; (1970-1965). 20523 

or 26515 

Hose - Upper - Pipe To Rad.; (1979-1971). 20882 

Hose - Upper - Tank To Rad.; (1970-1965) 20882(B) 

Hose - Lower - Eng. To Pipe; W/Air 

Brakes (1979). 4-2” I.D. 

Hose - Lower - Eng. To Pipe; W/Hyd. 

Brakes (1979). 21294 

or 26510 

Hose - Lower - Eng. To Pipe; (1978-1971). 4-2 1/4” I.D. 

Hose - Lower - Eng. To Pipe; W/O Allison 

Trans. (1970-1965). 4-2 1/4” I.D. 

Hose - Lower - Pipe To Rad.; (1979). 4-2 1/4” I.D. 

Hose - Lower - Pipe To Rad.; (1978-1971). s-<20611 

Hose - Lower - Pipe To Rad.; Molded 

Hose (1970-1965). <20611 

Hose - Lower - Pipe To Rad.; Strt. Hose 

(1970-1965). 2” I.D. 

Hose - By Pass; (1979-1971). ^20357 

CO1710B 

1984-1973 

Belt - W.P. & Alt.; W/62A., 

75A. Alt.; W/O Calif. Emis¬ 
sion System (1984-1982). 369722C1 @7630 


Belt - W.P. & Alt.; W/65A., 

80A., 85A., 105A., 130A., 

145A. Alt. (1984-1982). 255266C3 @7640 

Belt - W.P. & Alt.; W/75A. 

Alt.; W/O Calif. Emission 

System (1984-1982). @7650 

Belt - W.P. & Alt.; W/Air 
Brakes; W/Integral Regula¬ 
tor; W/37A., 61A. Alt.; W/O 
Calif. Emission System 

(1984-1982). 373456C1 @7612 

Belt - W.P. & Alt.; W/Hyd. 

Brakes; W/Integral Regula¬ 
tor; W/37A., 61A. Alt.; W/O 
Calif. Emission System 

(1984-1982). 7612 

Belt - W.P. & Alt.; W/Integral 
Regulator; W/Calif. Emission 

System (1984-1982). 255266C3 @7640 

Belt - W.P. & Alt.; W/37A., 

61 A. Alt.; W/Calif. Emission 

System (1979-1973). 355706C91 @7640 

Belt - W.P. & Alt.; W/37A., 

61 A. Alt.; W/O Calif. Emis¬ 
sion System (1979-1973). 373456C1 @7612 

Belt - W.P. & Alt.; W/62A. Alt. 

(1979-1973). 369723C91 @7630 

Belt - W.P. & Alt.; W/65A., 

80A., 85A., 105A., 130A., 

145A. Alt. (1979-1973). 355706C91 @7640 

Belt - P.S.; W/42 5/8" Belt 

O.C. (1984-1982). 143441R2 ©49420HD 

Belt - P.S.; W/41 1/8" Belt 

O.C. (1982). 408144C1 7405 

Belt - P.S.; W/41 5/8" Belt 

O.C. (1982). 282989C2 7410 

Belt - P.S.; (1979-1973). 897538R2 7405 

Belt - Air Brake Compr.; 

(1984-1982). 316302C1 @7535 

Belt - Air Brake Compr.; 

(1979-1973). @7535 

Belt - A.P.; W/Dual A.P.; 

W/Calif. Emission System 

(1984-1982). 968814R3 7673 

Belt - A.P.; W/Gov. 

(1984-1982). 231983 R2 7500 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

Cut To Fit. 


4- 

Q 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR V345 ENG. 

- Continued 

CO1710B - Continued 
1984-1973 - Continued 
Belt - A.P.; W/O Gov. 

(1984-1982). 433130C1 

Belt - A.P.; (1979-1973). 358348C91 

Hose - Upper - Eng. To Pipe; (1984-1983). 

Hose - Upper - Eng. To Pipe; W/Allison 

Trans. (1982). 

Hose - Upper - Eng. To Pipe; W/O Allison 
Trans. (1982). 


7520 

7500 

21287 

20882 


Hose - Upper - Eng. To Pipe; (1979-1973). 

Hose - Upper - Pipe To Rad.; W/O Allison 

Trans. (1984-1983). 

Hose - Upper - Pipe To Rad.; (1982). 

Hose - Upper - Pipe To Rad.; (1979-1973). 
Hose - Lower - Eng. To Pipe; W/O Allison 

Trans. (1984-1983). 

Hose - Lower - Eng. To Pipe; (1982). 

Hose - Lower - Eng. To Pipe; W/Air 

Brakes (1979). 

Hose - Lower - Eng. To Pipe; W/Hyd. 
Brakes (1979). 

Hose - Lower - Eng. To Pipe; (1978-1973). 
Hose - Lower - Pipe To Rad.; W/Allison 
Auto. Trans.; W/2" I.D. Hose (1984-1983). 
Hose - Lower - Pipe To Rad.; W/Allison 
Trans.; W/2 1/4" I.D. Hose (1984-1983).... 
Hose - Lower - Pipe To Rad.; W/Allison 

Trans.; W/O H.D. Cool. (1984-1982). 

Hose - Lower - Pipe To Rad.; W/O Allison 

Trans.; W/Air Brakes (1984-1983). 

Hose - Lower - Pipe To Rad.; W/O Allison 

Trans.; W/Hyd. Brakes (1984-1983). 

Hose - Lower - Pipe To Rad.; W/O Allison 
Trans.; W/Hyd. Brakes (1982). 

Hose - Lower - Pipe To Rad.; (1979). 

Hose - Lower - Pipe To Rad.; (1978-1973). 

Hose - By Pass; (1982). 

Hose - By Pass; (1979-1973). 

CO1810A 

1979-1965 

Belt - W.P. & Alt.; W/37A., 

61 A. Alt.; W/Calif. Emission 

System (1979-1969). 

Belt - W.P. & Alt.; W/37A., 

61 A. Alt.; W/O Calif. Emis¬ 
sion System (1979-1969). 

Belt - W.P. & Alt.; W/62A. Alt. 

(1979-1969). 

Belt - W.P. & Alt.; W/65A., 

80A., 85A.. 105A., 130A., 

145A. Alt. (1979-1969). 

Belt - P.S.; (1979-1969). 897538R2 

Belt - Air Brake Compr.; 

(1979-1969). 

Belt - A.P.; (1979-1969). 358348C91 

Hose - Upper - Eng. To Pipe; (1979-1971). 

Hose - Upper - Eng. To Pipe; (1970-1965). 

Hose - Upper - Pipe To Rad.; (1979-1971). 
Hose - Upper - Tank To Rad.; (1970-1965) 
Hose - Lower - Eng. To Pipe; W/Air 

Brakes (1979). 

Hose - Lower - Eng. To Pipe; W/Hyd. 
Brakes (1979). 

Hose - Lower - Eng. To Pipe; (1978-1971). 


21287 

26524 

21287 

26524 

20882 

20882 

20882 

*2 1/4” I.D. 
*2 1/4” I.D. 

*2” I.D. 

21294 
26510 
*2 1/4” I.D. 

*2” I.D. 

*2 1/4” I.D. 

^<21378 

■4-2” I.D. 

s<21378 

^21378 
26508 
4-2 1/4” I.D. 
^20611 
^20357 
^20357 


7405 

@7535 

7500 

21287 

26524 

20523 

26515 

20882 

20882(B) 

4-2” I.D. 

21294 
26510 
4-2 1/4” I.D. 


(1979). 

(1978-1971). 

Molded 


Strt. Hose 


INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR V345 ENG. 

- Continued 

CO1810A - Continued 
1979-1965 - Continued 
Hose - Lower - Eng. To Pipe; W/O Allison 

Trans. (1970-1965). 

Hose - Lower - Pipe To Rad.; 

Hose - Lower - Pipe To Rad. 

Hose - Lower - Pipe To Rad. 

Hose (1970-1965). 

Hose - Lower - Pipe To Rad. 

(1970-1965). 

Hose - By Pass; (1979-1971).. 

CO1810B 

1Q7Q-1079 

Belt - W.P. & Alt.; W/37A., 

61 A. Alt.; W/Calif. Emission 

System. 

Belt - W.P. & Alt.; W/37A., 

61 A. Alt.; W/O Calif. Emis¬ 
sion System. 

Belt - W.P. & Alt.; W/62A. Alt. 

Belt - W.P. & Alt.; W/65A., 

80A., 85A., 105A., 130A., 

145A. Alt. 

Belt - P.S. 

Belt - Air Brake Compr. 

Belt - A.P. 

Hose - Upper - Eng. To Pipe.. 


355706C91 


373456C1 

369723C91 


355706C91 
897538R2 

358348C91 


4-2 1/4” I.D. 
4-2 1/4” I.D. 
^20611 

^20611 

2” I.D. 
^20357 


@7640 


@7612 

@7630 


Hose - Upper - Pipe To Rad. 

Hose - Lower - Eng. To Pipe; W/Air 

Brakes (1979). 

Hose - Lower - Eng. To Pipe; W/Hyd. 
Brakes (1979). 


Hose - Lower - Eng. To Pipe; 
Hose - Lower - Pipe To Rad. 
Hose - Lower - Pipe To Rad. 
Hose - By Pass. 

COF1810A 

1979-1965 

Belt - W.P. & Alt.; W/37A., 

61 A. Alt.; W/Calif. Emission 


(1978-1973). 

(1979). 

(1978-1973). 


@7640 
7405 
@7535 
7500 
21287 
or 26524 
20882 

4-2” I.D. 

21294 
or 26510 
4-2 1/4” I.D. 
4-2 1/4” I.D. 
^20611 
^20357 




System (1979-1969). 

Belt - W.P. & Alt.; W/37A., 

355706C91 

@7640 



61 A. Alt.; W/O Calif. Emis¬ 
sion System (1979-1969). 

373456C1 

@7612 

355706C91 

@7640 

Belt - W.P. & Alt.; W/62A. Alt. 

(1979-1969). 

Belt - W.P. & Alt.; W/65A., 

369723C91 

@7630 




373456C1 

@7612 

80A., 85A., 105A., 130A., 

145A. Alt. (1979-1969). 

355706C91 

@7640 

369723C91 

@7630 

Belt - P.S.; (1979-1969). 

Belt - Air Brake Compr.; 

897538R2 

7405 



(1979-1969). 


@7535 

355706C91 

@7640 

Belt - A.P.; (1979-1969). 

358348C91 

7500 


Hose - Upper - Eng. To Pipe; (1979-1971). 

Hose - Upper - Eng. To Pipe; (1970-1965). 

Hose - Upper - Pipe To Rad.; (1979-1971). 
Hose - Upper - Tank To Rad.; (1970-1965) 
Hose - Lower - Eng. To Pipe; W/Air 

Brakes (1979). 

Hose - Lower - Eng. To Pipe; W/Hyd. 
Brakes (1979). 

Hose - Lower - Eng. To Pipe; (1978-1971). 
Hose - Lower - Eng. To Pipe; W/O Allison 

Trans. (1970-1965). 

Hose - Lower - Pipe To Rad.; (1979). 

Hose - Lower - Pipe To Rad.; (1978-1971). 


21287 

26524 

20523 

26515 

20882 

20882(B) 

4-2” I.D. 

21294 
26510 
4-2 1/4” I.D. 

4-2 1/4” I.D. 
4-2 1/4” I.D. 
^20611 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 4- Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR V345 ENG. 

- Continued 

COF1810A - Continued 
1979-1965 - Continued 
Hose - Lower - Pipe To Rad.; Molded 

Hose (1970-1965). 

Hose - Lower - Pipe To Rad.; Strt. Hose 

(1970-1965). 

Hose - By Pass; (1979-1971). 

COF1810B 

1070.107? 

Belt - W.P. & Alt.; W/37A., 

61 A. Alt.; W/Calif. Emission 

System. 355706C91 

Belt - W.P. & Alt.; W/37A., 

61 A. Alt.; W/O Calif. Emis¬ 
sion System. 373456C1 

Belt - W.P. & Alt.; W/62A. Alt. 369723C91 
Belt - W.P. & Alt.; W/65A., 

80A., 85A.. 105A., 130A„ 

145A. Alt. 355706C91 

Belt - P.S. 897538R2 

Belt - Air Brake Compr. 

Belt - A.P. 358348C91 

Hose - Upper - Eng. To Pipe. 


^20611 

2" I.D. 
^20357 


@7640 


@7612 

@7630 


Hose - Upper - Pipe To Rad. 

Hose - Lower - Eng. To Pipe; W/Air 

Brakes (1979). 

Hose - Lower - Eng. To Pipe; W/Hyd. 
Brakes (1979). 

Hose - Lower - Eng. To Pipe; (1978-1973). 

Hose - Lower - Pipe To Rad.; (1979). 

Hose - Lower - Pipe To Rad.; (1978-1973). 
Hose - By Pass. 

FI 700; FI 800; LOADSTAR 1500 

1979-1962 

Belt - Fan & Alt.; W/105A., 

145A. Alt. (1979). 369722C1 

Belt - Fan & Alt.; W/42A, 

61 A., 65A., 80A., 85A. Alt. 

(1979). 255266C2 

Belt - Fan & Alt.; W/37A, 

52A., 61A. Alt.; C, G, H 
Chassis; W/O P.T.O. 

(1978-1962). 373457C91 

Belt - Fan & Alt.; W/37A, 

52A., 61A. Alt.; C, G, H 
Chassis; W/P.T.O. 

(1978-1962). 968815R11 

Belt - Fan & Alt.; W/37A, 

52A., 61A. Alt.; FD, SB 

Chassis (1978-1962). 968815R1 

Belt - Fan & Alt.; W/37A, 

61 A. Alt.; W/O P.T.O.; 

W/Hyd. Brakes; W/O X.C. 

(1978-1971). 

Belt - Fan & Alt.; W/55A, 

62A. Alt.; C, G, H Chassis 

(1978-1962). 

Belt - Fan & Alt.; W/55A, 

62A. Alt.; FD, SB Chassis 

(1978-1962). 

Belt - Fan & Alt.; W/60A. Alt. 

(1978-1962). 

Belt - Fan & Alt.; W/65A, 

80A., 105A., 145A. Alt.; 

W/O P.T.O. (1978-1962). 

Belt - Fan & Alt.; W/65A, 

80A., 105A., 145A. Alt.; 


@7640 

7405 

@7535 

7500 

21287 

26524 

20882 

■>2” I.D. 

21294 
26510 
4-2 1/4” I.D. 
*2 1/4” I.D. 
^20611 
^20357 


7630 


7640 


@7612 


@7650 


@7650 


INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR V345 ENG. 

- Continued 

FI 700; FI 800; LOADSTAR 1500 - Continued 
1979-1962 - Continued 
Belt - Fan & Alt.; W/37A, 

61 A. Alt.; W/O P.T.O.; W/O 
Air Brakes; W/O X.C. 


(1970-1962). 

.. 373456C11 

7612 

Belt - Fan & Gen.; W/20A. 
Alt. (1970-1962). 

.. 151534R11 

@7680 

Belt - Fan & Gen.; W/30A. 
Alt. (1970-1962). 

.. 224638R11 

@7695 

Belt - Fan & Gen.; W/35A. 
Alt. (1970-1962). 

.. 151535R11 

@7695 

Belt - Fan & Gen.; W/50A. 
Alt. (1970-1962). 

.. 151536R11 

©7715 

Belt - P.S.; (1979). 

.. 967907R2 

7565 

Belt - P.S.; W/2WD 
(1978-1962). 


7460 

Belt - P.S.; W/4WD 
(1978-1962). 

.. 285522C2 

7435 


Belt - A.C.; (1979). 284453C2 

Belt - Air Brake Compr. 227703R2 

Belt - A.P.: W/Air Brakes; 

W/Gov. (1979). 182048R1 

Belt - A.P.; W/Air Brakes; 

W/O Gov. (1979). 

Belt - A.P.; W/Hyd. Brakes; 

W/Gov. 

Belt - A.P.: W/Hyd. Brakes; 

W/O Gov. 

Belt - A.P.; W/Air Brakes; 

W/Gov. (1978-1962). 388139C1 

Belt - A.P.; W/Air Brakes; 

W/O Gov. (1978-1962). 256062C1 

Hose - Upper; (1979). 


333382C2 
323612C2 
282989C2 


Hose - Upper; W/O Rad. Shutters; 

W/Metal Hood (1978-1962). 

Hose - Upper; W/Rad. Shutters; W/Metal 

Hood (1978-1962). 

Hose - Lower; (1979). 


Hose - Lower; W/Man. Trans. (1978-1962). 
Hose - Lower - Eng. To Pipe; W/Auto. 

Trans. (1978-1962). 

Hose - By Pass. 

Ml600; Ml700; MC1600; MC1700 

1973-1965 

Belt - Fan & Alt.; W/37A, 

52A., 61A. Alt. (1970-1965).. 968815R3 

Belt - P.S.; (1970-1965). 291451C2 

Hose - Upper. 

Hose - Lower. 

Hose - By Pass. 

1624 
1982-1979 
Belt 


49495HD 

7475 

7360 

7385 

7380 

7410 

7330 

7340 
21293 
or 26516 

20493 

26515 
21292 
or 26527 
21308 

20532 

^20357 


@7650 

7603 

26517 

26516 

^20357 




145A. Alt. (1982). 

369722C1 

@7630 

373456C11 

7612 

Belt - Fan & Alt.; W/42A, 





61 A., 65A., 80A., 85A. Alt. 





(1982). 

255266C3 

@7640 

369723C91 

@7630 

Belt - Fan & Alt.; W/145A. 





Alt. (1981-1979). 

369723C91 

@7630 



Belt - Fan & Alt.; W/42A., 



361975C91 

@7673 

61 A., 65A., 80A., 105A. Alt. 





(1981-1979). 

255266C3 

€7640 

359009C91 

@7680 

Belt - P.S.; W/41 1/8" Belt 





O.C. (1982). 

408144C1 

7405 



Belt - P.S.; W/41 5/8" Belt 




@7630 

O.C. (1982). 

282989C2 

7410 



Belt - P.S.; (1981-1979). 

967907R2 

€7565 



Belt - A.C.; (1982). 

284453C2 

49495HD 

361975C91 

@7673 

Belt - A.C.; (1981-1979). 


49490HD 


© Two Required. © Six Required. 4- 

® Three Required. ▲ Durion ® Silicone Hose Recommended. Q 

© Four Required. •*” Use Notched Belt Only. ♦ 

© Five Required. ^ Cut To Fit. 4 


Green Stripe® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


- Continued 


- Continued 


INTERNATIONAL/NAVISTAR V345 ENG. 

- Continued 

1624 - Continued 


INTERNATIONAL/NAVISTAR V345 ENG. 

- Continued 

1724; 1824 - Continued 


1982-1979 - Continued 
Belt - Air Brake Compr.; 

(1982). 227703R2 

Belt - Air Brake Compr.; 

(1981-1979). 359007C91 

Belt - A.P.; W/O Calif. Emis¬ 
sion System; W/Air Brakes; 

W/Gov. (1982). 182048R1 

Belt - A.P.; W/O Calif. Emis¬ 
sion System; W/Air Brakes; 

W/O Gov. (1982). 333382C2 

Belt - A.P.; W/O Calif. Emis¬ 
sion System; W/Hyd. 

Brakes; W/Gov. (1982). 323612C2 

Belt - A.P.; W/O Calif. Emis¬ 
sion System; W/Hyd. 

Brakes; W/O Gov. (1982). 282989C2 

Belt - A.P.; (1981-1979). 282989C2 

Belt - A.P. - Left Side; 

W/Calif. Emission System 

(1982). 255810R2 

Belt - A.P. - Right Side; 

W/Calif. Emission System 

(1982). 149636R2 

Hose - Upper; (1982-1980). 


Hose - Lower; (1982-1980). 


Hose - By Pass; (1982-1980). 

1703 

1979 

Belt - Fan & Alt.; W/145A. 

Alt. 369723C91 

Belt - Fan & Alt.; W/42A, 

61 A., 65A., 80A., 105A. Alt.. 255266C3 

Belt - P.S. 967907R2 

Belt - A.C. 

Belt - Air Brake Compr. 359007C91 

Belt - A.P. 282989C2 


1724; 1824 
1984-1979 

Belt - Fan & Alt.; W/105A., 

145A. Alt. (1984-1982). 369722C1 

Belt - Fan & Alt.; W/42A, 

61 A., 65A., 80A., 85A. Alt. 


(1984-1982). 255266C3 

Belt - Fan & Alt.; W/145A. 

Alt. (1981-1979). 369723C91 

Belt - Fan & Alt.; W/42A, 

61 A., 65A., 80A., 105A. Alt. 

(1981-1979). 255266C3 

Belt - P.S.; (1984-1983). 967907R2 

Belt - P.S.; W/41 1/8" Belt 

O.C. (1982). 408144C1 

Belt - P.S.; W/41 5/8" Belt 

O.C. (1982). 282989C2 

Belt - P.S.; (1981-1979). 967907R2 

Belt - A.C.; (1984-1982). 284453C2 

Belt - A.C.; (1981-1979). 

Belt - Air Brake Compr.; 

(1984-1982). 227703R2 

Belt - Air Brake Compr.; 

(1981-1979). 359007C91 

Belt - A.P.; W/O Calif. Emis¬ 
sion System; W/Air Brakes; 

W/Gov. (1984-1982). 182048R1 

Belt - A.P.; W/O Calif. Emis¬ 
sion System; W/Air Brakes; 

W/O Gov. (1984-1982). 333382C2 


7475 

7480 

7360 

7385 

7380 

7410 

7410 

7390 


49480HD 
21293 
or 26516 
21292 
or 26527 
^20357 


1984-1979 - Continued 
Belt - A.P.; W/O Calif. Emis¬ 
sion System; W/Hyd. 

Brakes; W/Gov. (1984-1982) 323612C2 
Belt - A.P.; W/O Calif. Emis¬ 


sion System; W/Hyd. 

Brakes; W/O Gov. 

(1984-1982). 282989C2 

Belt - A.P.; (1981-1979). 282989C2 

Belt - A.P. - Left Side; 

W/Calif. Emission System 

(1984-1982). 255810R2 

Belt - A.P. - Right Side; 

W/Calif. Emission System 

(1984-1982). 149636R2 

Hose - Upper; (1984-1980). 


Hose - Lower; (1984-1980). 


Hose - By Pass; (1984-1980). 

1924 

1979 

Belt - Fan & Alt.; W/145A. 

Alt. 369723C91 

Belt - Fan & Alt.; W/42A, 

61 A., 65A., 80A., 105A. Alt.. 255266C3 

Belt - P.S. 967907R2 

Belt - A.C. 

Belt - Air Brake Compr. 359007C91 

Belt - A.P. 282989C2 


7380 


7410 

7410 


7390 


49480HD 
21293 
or 26516 
21292 
or 26527 
^20357 


@7630 

@7640 

@7565 

49490HD 

7480 

7410 


INTERNATIONAL/NAVISTAR V392 ENG. 


@7630 


BINDER 1600 
1979-1962 


@7640 

@7565 

49490HD 

7480 

7410 


@7630 


@7640 

@7630 


@7640 

7565 

7405 

7410 

@7565 

49495HD 

49490HD 

7475 

7480 


7360 


7385 


Belt - Fan & Alt.; W/105A., 

145A. Alt. (1979). 

Belt - Fan & Alt.; W/42A, 

61 A., 65A., 80A., 85A. Alt. 

(1979). 

Belt - Fan & Alt.; W/37A, 
52A., 61A. Alt.; C, G, H 
Chassis; W/O P.T.O. 

(1978-1962). 

Belt - Fan & Alt.; W/37A, 
52A., 61A. Alt.; C, G, H 
Chassis; W/P.T.O. 

(1978-1962). 

Belt - Fan & Alt.; W/37A, 
52A., 61A. Alt.; FD, SB 

Chassis (1978-1962). 

Belt - Fan & Alt.; W/37A, 

61 A. Alt.; W/O P.T.O.; 
W/Hyd. Brakes; W/O X.C. 

(1978-1971). 

Belt - Fan & Alt.; W/55A, 
62A. Alt.; C, G, H Chassis 

(1978-1962). 

Belt - Fan & Alt.; W/55A, 
62A. Alt.; FD, SB Chassis 

(1978-1962). 

Belt - Fan & Alt.; W/60A. Alt. 

(1978-1962). 

Belt - Fan & Alt.; W/65A, 
80A., 105A., 145A. Alt.; 

W/O P.T.O. (1978-1962). 

Belt - Fan & Alt.; W/65A, 
80A., 105A., 145A. Alt.; 

W/P.T.O. (1978-1962). 

Belt - Fan & Alt.; W/37A, 

61 A. Alt.; W/O P.T.O.; W/O 
Air Brakes; W/O X.C. 
(1970-1962). 


369722C1 

255266C2 

373457C91 

968815R11 

968815R1 

373456C11 

369723C91 

361975C91 

359009C91 

361975C91 

373456C11 


7630 

7640 

@7612 

@7650 

<1.7650 

7612 

@7630 

@7673 

@7680 

@7630 

@7673 

7612 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR V392 ENG. 

- Continued 

BINDER 1600 - Continued 
1979-1962 - Continued 
Belt - Fan & Gen.; W/20A. 

Alt. (1970-1962). 151534R11 @7680 

Belt - Fan & Gen.; W/30A. 

Alt. (1970-1962). 224638R11 @7695 

Belt - Fan & Gen.; W/35A. 

Alt. (1970-1962). 151535R11 @7695 

Belt - Fan & Gen.; W/50A. 

Alt. (1970-1962). 151536R11 @7715 

Belt - P.S.; (1979). 967907R2 7565 

Belt - P.S.; W/2WD 

(1978-1962). 7460 

Belt - P.S.; W/4WD 

(1978-1962). 285522C2 7435 

Belt - A.C.; (1979). 284453C2 49495HD 

Belt - Air Brake Compr. 227703R2 7475 

Belt - A.P.: W/Air Brakes; 

W/Gov. (1979). 182048R1 7360 

Belt - A.P.; W/Air Brakes; 

WO Gov. (1979). 333382C2 7385 

Belt - A.P.: W/Hyd. Brakes; 

W/Gov. 323612C2 7380 

Belt - A.P.: W/Hyd. Brakes; 

W/O Gov. 282989C2 7410 

Belt - A.P.; W/Air Brakes; 

W/Gov. (1978-1962). 388139C1 7330 

Belt - A.P.; W/Air Brakes; 

W/O Gov. (1978-1962). 256062C1 7340 

BINDER 1624 


1979-1962 

Hose - Upper; (1979). 

21293 

Hose - Upper; W/O Rad. Shutters; 

W/Metal Hood (1978-1962). 

or 26516 

20493 

Hose - Upper; W/Rad. Shutters; W/Metal 
Hood (1978-1962). 

26515 

Hose - Lower; (1979). 

21292 

Hose - Lower; W/Man. Trans. (1978-1962). 

or 26527 
21308 

Hose - Lower - Eng. To Pipe; W/Auto. 
Trans. (1978-1962). 

20532 

Hose - By Pass. 

£-=20357 


BINDER 1700 


1979-1962 

Belt - Fan & Alt.; W/105A., 


145A. Alt. (1979). 

Belt - Fan & Alt.; W/42A, 

61 A., 65A., 80A., 85A. Alt. 
(1979). 

. 369722C1 

. 255266C2 

7630 

7640 

Belt - Fan & Alt.; W/37A, 
52A., 61A. Alt.; C, G, H 
Chassis; W/O P.T.O. 
(1978-1962). 

. 373457C91 

©7612 

Belt - Fan & Alt.; W/37A, 
52A., 61A. Alt.; C, G, H 
Chassis; W/P.T.O. 
(1978-1962). 

. 968815R11 

@7650 

Belt - Fan & Alt.; W/37A, 
52A., 61A. Alt.; FD, SB 
Chassis (1978-1962). 

. 968815R1 

@7650 

Belt - Fan & Alt.; W/37A, 

61 A. Alt.; W/O P.T.O.; 
W/Hyd. Brakes; W/O X.C. 
(1978-1971). 

. 373456C11 

7612 

Belt - Fan & Alt.; W/55A, 
62A. Alt.; C, G, H Chassis 
(1978-1962). 

. 369723C91 

@7630 

Belt - Fan & Alt.; W/55A, 
62A. Alt.; FD, SB Chassis 
(1978-1962). 

. 361975C91 

@7673 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR V392 ENG. 

- Continued 

BINDER 1700 - Continued 


1979-1962 - Continued 
Belt - Fan & Alt.; W/60A. Alt. 


(1978-1962). 

359009C91 

@7680 

Belt - Fan & Alt.; W/65A, 
80A., 105A., 145A. Alt.; 

W/O P.T.O. (1978-1962). 


@7630 

Belt - Fan & Alt.; W/65A, 
80A., 105A., 145A. Alt.; 
W/P.T.O. (1978-1962). 

361975C91 

@7673 

Belt - Fan & Alt.; W/37A, 

61 A. Alt.; W/O P.T.O.; W/O 
Air Brakes; W/O X.C. 
(1970-1962). 

373456C11 

7612 

Belt - Fan & Gen.; W/20A. 

Alt. (1970-1962). 

151534R11 

@7680 

Belt - Fan & Gen.; W/30A. 

Alt. (1970-1962). 

224638 R11 

@7695 

Belt - Fan & Gen.; W/35A. 

Alt. (1970-1962). 

151535R11 

@7695 

Belt - Fan & Gen.; W/50A. 

Alt. (1970-1962). 

151536R11 

©7715 

Belt - P.S.; (1979). 

967907R2 

7565 

Belt - P.S.; W/2WD 
(1978-1962). 


7460 

Belt - P.S.; W/4WD 
(1978-1962). 

285522C2 

7435 

Belt - A.C.; (1979). 

284453C2 

49495HD 

Belt - Air Brake Compr. 

227703R2 

7475 

Belt - A.P.; W/Air Brakes; 
W/Gov. (1979). 

182048R1 

7360 

Belt - A.P.; W/Air Brakes; 

W/O Gov. (1979). 

333382C2 

7385 

Belt - A.P.; W/Hyd. Brakes; 
W/Gov. 

323612C2 

7380 

Belt - A.P.; W/Hyd. Brakes; 
W/O Gov. 

282989C2 

7410 

Belt - A.P.; W/Air Brakes; 
W/Gov. (1978-1962). 

388139C1 

7330 

Belt - A.P.; W/Air Brakes; 

W/O Gov. (1978-1962). 

256062C1 

7340 


BINDER 1724 


1979-1962 

Hose - Upper; (1979). 

21293 

Hose - Upper; W/O Rad. Shutters; 

W/Metal Hood (1978-1962). 

or 26516 

20493 

Hose - Upper; W/Rad. Shutters; W/Metal 
Hood (1978-1962). 

26515 

Hose - Lower; (1979). 

21292 

Hose - Lower; W/Man. Trans. (1978-1962). 

or 26527 
21308 

Hose - Lower - Eng. To Pipe; W/Auto. 
Trans. (1978-1962). 

20532 

Hose - By Pass. 

£-=20357 


BINDER 1800 
1979-1962 

Belt - Fan & Alt.; W/105A.. 


145A. Alt. (1979). 

Belt - Fan & Alt.; W/42A, 

. 369722C1 

7630 

61 A., 65A., 80A., 85A. Alt. 
(1979). 

. 255266C2 

7640 

Belt - Fan & Alt.; W/37A, 



52A., 61A. Alt.; C, G, H 
Chassis; W/O P.T.O. 
(1978-1962). 

. 373457C91 

©7612 

Belt - Fan & Alt.; W/37A, 



52A., 61A. Alt.; C, G, H 
Chassis; W/P.T.O. 
(1978-1962). 

. 968815R11 

@7650 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durlon ® Silicone Hose Recommended. 
V Use Notched Belt Only. 

Cut To Fit. 


O 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


- Continued 


- Continued 


INTERNATIONAL/NAVISTAR V392 ENG. 

- Continued 

BINDER 1800 - Continued 


1979-1962 - Continued 
Belt - Fan & Alt.; W/37A, 
52A., 61A. Alt.; FD, SB 


Chassis (1978-1962). 

968815R1 

@7650 

Belt - Fan & Alt.; W/37A, 

61 A. Alt.; W/O P.T.O.; 
W/Hyd. Brakes; W/O X.C. 
(1978-1971). 

373456C11 

7612 

Belt - Fan & Alt.; W/55A, 

62A. Alt.; C, G, H Chassis 
(1978-1962). 

369723C91 

@7630 

Belt - Fan & Alt.; W/55A, 

62A. Alt.; FD, SB Chassis 
(1978-1962). 

361975C91 

@7673 

Belt - Fan & Alt.; W/60A. Alt. 
(1978-1962). 

359009C91 

@7680 

Belt - Fan & Alt.; W/65A, 
80A., 105A., 145A. Alt.; 

W/O P.T.O. (1978-1962). 

Belt - Fan & Alt.; W/65A, 
80A., 105A., 145A. Alt.; 
W/P.T.O. (1978-1962). 

361975C91 

@7630 

@7673 

Belt - Fan & Alt.; W/37A, 

61 A. Alt.; W/O P.T.O.; W/O 
Air Brakes; W/O X.C. 
(1970-1962). 

373456C11 

7612 

Belt - Fan & Gen.; W/20A. 

Alt. (1970-1962). 

151534R11 

@7680 

Belt - Fan & Gen.; W/30A. 

Alt. (1970-1962). 

224638 R11 

@7695 

Belt - Fan & Gen.; W/35A. 

Alt. (1970-1962). 

151535R11 

@7695 

Belt - Fan & Gen.; W/50A. 

Alt. (1970-1962). 

151536R11 

@7715 

Belt - P.S.; (1979). 

967907R2 

7565 

Belt - P.S.; W/2WD 

(1978-1962). 

Belt - P.S.; W/4WD 
(1978-1962). 

285522C2 

7460 

7435 

Belt - A.C.; (1979). 

284453C2 

49495HD 

Belt - Air Brake Compr. 

227703R2 

7475 

Belt - A.P.; W/Air Brakes; 
W/Gov. (1979). 

182048R1 

7360 

Belt - A.P.; W/Air Brakes; 

W/O Gov. (1979). 

333382C2 

7385 

Belt - A.P.; W/Hyd. Brakes; 
W/Gov. 

323612C2 

7380 

Belt - A.P.; W/Hyd. Brakes; 
W/O Gov. 

282989C2 

7410 

Belt - A.P.; W/Air Brakes; 
W/Gov. (1978-1962). 

388139C1 

7330 

Belt - A.P.; W/Air Brakes; 

W/O Gov. (1978-1962). 

256062C1 

7340 

BINDER 1824 

1979-1962 

Hose - Upper; (1979). 


21293 

Hose - Upper; W/O Rad. Shutters; 

W/Metal Hood (1978-1962). 

or 26516 

20493 

Hose - Upper; W/Rad. Shutters; W/Metal 
Hood (1978-1962). 

26515 

Hose - Lower; (1979). 


21292 

Hose - Lower; W/Man. Trans. (1978-1962). 

or 26527 
21308 

Hose - Lower - Eng. To Pipe; W/Auto. 
Trans. (1978-1962). 

20532 

Hose - By Pass. 


^20357 


INTERNATIONAL/NAVISTAR V392 ENG. 

- Continued 

CO1610A 


1979-1965 


Belt - W.P. & Alt.; W/37A., 

61 A. Alt.; W/Calif. Emission 

System (1979-1969). 

Belt - W.P. & Alt.; W/37A., 

61 A. Alt.; W/O Calif. Emis¬ 
sion System (1979-1969). 

Belt - W.P. & Alt.; W/62A. Alt. 

(1979-1969). 

Belt - W.P. & Alt.; W/65A., 
80A., 85A.. 105A., 130A, 

145A. Alt. (1979-1969). 

Belt - P.S.; (1979-1969). 

Belt - Air Brake Compr.; 

(1979-1969). 

Belt - A.P.; (1979-1969). 


355706C91 

373456C1 

369723C91 


355706C91 
897538R2 


358348C91 


@7640 

@7612 

@7630 


@7640 

7405 

@7535 

7500 


Hose - Upper - Eng. To Pipe; (1979-1971). 


21287 


or 

26524 

Hose - Upper - Eng. To Pipe; (1970-1965). 


20523 


or 

26515 

Hose - Upper - Pipe To Rad.; (1979-1971). 


20882 

Hose - Upper - Tank To Rad.; (1970-1965) 


20882(B) 

Hose - Lower - Eng. To Pipe; W/Air 

Brakes (1979). 


q 

CM 

* 

Hose - Lower - Eng. To Pipe; W/Hyd. 

Brakes (1979). 


21294 

or 

26510 

Hose - Lower - Eng. To Pipe; (1978-1971). 


*2 1/4” I.D. 

Hose - Lower - Eng. To Pipe; W/O Allison 
Trans. (1970-1965). 


*2 1/4” I.D. 

Hose - Lower - Pipe To Rad.; (1979). 


■>2 1/4” I.D. 

Hose - Lower - Pipe To Rad.; (1978-1971). 


^20611 

Hose - Lower - Pipe To Rad.; Molded 

Hose (1970-1965). 


^20611 

Hose - Lower - Pipe To Rad.; Strt. Hose 
(1970-1965). 


2” I.D. 

Hose - By Pass; (1979-1971). 


^20357 


CO1610B 

1984-1973 

Belt - W.P. & Alt.; W/62A., 
75A. Alt.; W/O Calif. Emis¬ 
sion System (1984-1981).... 
Belt - W.P. & Alt.; W/65A., 
80A., 85A., 105A., 130A., 
145A. Alt. 


369722C1 

255266C3 


@7630 

@7640 


Belt - W.P. & Alt.; W/75A. 

Alt.; W/O Calif. Emission 

System (1984-1981). 

Belt - W.P. & Alt.; W/Air 
Brakes; W/Integral Regula¬ 
tor; W/37A., 61A. Alt.; W/O 
Calif. Emission System 

(1984-1981). 373456C1 

Belt - W.P. & Alt.; W/Hyd. 

Brakes; W/Integral Regula¬ 
tor; W/37A., 61A. Alt.; W/O 
Calif. Emission System 

(1984-1981). 

Belt - W.P. & Alt.; W/Integral 
Regulator; W/Calif. Emission 


System (1984-1981). 255266C3 

Belt - W.P. & Alt.; W/37A., 

61 A. Alt.; W/Calif. Emission 

System (1980-1973). 355706C91 

Belt - W.P. & Alt.; W/37A., 

61 A. Alt.; W/O Calif. Emis¬ 
sion System (1980-1973). 373456C1 


Belt - W.P. & Alt.; W/62A. Alt. 

(1980-1973). 369723C91 

Belt - P.S.; W/42 5/8" Belt 
O.C. (1984-1981). 143441R2 


@7650 

@7612 

7612 

@7640 

@7640 

@7612 

@7630 

©49420HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR INTERNATIONAL/NAVISTAR 

- Continued - Continued 


INTERNATIONAL/NAVISTAR V392 ENG. 

- Continued 

CO1610B - Continued 
1984-1973 - Continued 
Belt - P.S.; W/41 1/8" Belt 

O.C. (1982). 408144C1 7405 

Belt - P.S.; W/41 5/8" Belt 

O.C. (1982). 282989C2 7410 

Belt - P.S.; (1980-1973). 897538R2 7405 

Belt - Air Brake Compr. 316302C1 @7535 

Belt - A.P.; W/Dual A.P.; 

W/Calif. Emission System 

(1984-1981). 968814R3 7673 

Belt - A.P.; W/Gov. 

(1984-1981). 231983 R2 7500 

Belt - A.P.; W/O Gov. 

(1984-1981). 433130C1 7520 

Belt - A.P.; (1980-1973). 358348C91 7500 

Hose - Upper - Eng. To Pipe; (1984-1983). 21287 

Hose - Upper - Eng. To Pipe; W/Allison 

Trans. (1982). 20882 

Hose - Upper - Eng. To Pipe; W/O Allison 

Trans. (1982). 21287 

or 26524 

Hose - Upper - Eng. To Pipe; (1981-1973). 21287 

or 26524 

Hose - Upper - Pipe To Rad.; W/O Allison 

Trans. (1984-1983). 20882 

Hose - Upper - Pipe To Rad.; (1982-1973). 20882 

Hose - Lower - Eng. To Pipe; W/O Allison 

Trans. (1984-1983). 4-2 1/4 ' I.D. 

Hose - Lower - Eng. To Pipe; (1982). 4-2 1/4” I.D. 

Hose - Lower - Eng. To Pipe; W/Air 

Brakes (1981-1979). ■4-2” I.D. 

Hose - Lower - Eng. To Pipe; W/Hyd. 

Brakes (1981-1979). 21294 

or 26510 

Hose - Lower - Eng. To Pipe; (1978-1973). 4-2 1/4” I.D. 

Hose - Lower - Pipe To Rad.; W/Allison 
Auto. Trans.; W/2" I.D. Hose (1984-1983). 4-2” I.D. 

Hose - Lower - Pipe To Rad.; W/Allison 
Trans.; W/2 1/4" I.D. Hose (1984-1983).... 4-2 1/4” I.D. 

Hose - Lower - Pipe To Rad.; W/Allison 

Trans.; W/O H.D. Cool. (1984-1982). s<21378 

Hose - Lower - Pipe To Rad.; W/O Allison 

Trans.; W/Air Brakes (1984-1983). 4-2” I.D. 

Hose - Lower - Pipe To Rad.; W/O Allison 

Trans.; W/Hyd. Brakes (1984-1983). s<21378 

Hose - Lower - Pipe To Rad.; W/O Allison 

Trans.; W/Hyd. Brakes (1982). ^<21378 

or 26508 

Hose - Lower - Pipe To Rad.; (1981-1979). 4-2 1/4” I.D. 

Hose - Lower - Pipe To Rad.; (1978-1973). ^<20611 

Hose - By Pass; (1982-1973). ^20357 

CO1710A 

1979-1965 

Belt - W.P. & Alt.; W/37A., 

61 A. Alt.; W/Calif. Emission 


System (1979-1969). 

Belt - W.P. & Alt.; W/37A., 

61 A. Alt.; W/O Calif. Emis- 

355706C91 

@7640 

sion System (1979-1969). 

Belt - W.P. & Alt.; W/62A. Alt. 

373456C1 

@7612 

(1979-1969). 

Belt - W.P. & Alt.; W/65A., 
80A„ 85A., 105A., 130A., 

369723C91 

<1.7630 

145A. Alt. (1979-1969). 

355706C91 

@7640 

Belt - P.S.; (1979-1969). 

Belt - Air Brake Compr.; 

897538R2 

7405 

(1979-1969). 


@7535 

Belt - A.P.; (1979-1969). 

358348C91 

7500 

Hose - Upper - Eng. To Pipe; (1979-1971). 

21287 
or 26524 


INTERNATIONAL/NAVISTAR V392 ENG. 


- Continued 

CO1710A - Continued 
1979-1965 - Continued 

Hose - Upper - Eng. To Pipe; (1970-1965). 20523 

or 26515 

Hose - Upper - Pipe To Rad.; (1979-1971). 20882 

Hose - Upper - Tank To Rad.; (1970-1965) 20882(B) 

Hose - Lower - Eng. To Pipe; W/Air 

Brakes (1979). 4-2” I.D. 

Hose - Lower - Eng. To Pipe; W/Hyd. 

Brakes (1979). 21294 

or 26510 

Hose - Lower - Eng. To Pipe; (1978-1971). 4-2 1/4” I.D. 

Hose - Lower - Eng. To Pipe; W/O Allison 

Trans. (1970-1965). 4-2 1/4” I.D. 

Hose - Lower - Pipe To Rad.; (1979). 4-2 1/4” I.D. 

Hose - Lower - Pipe To Rad.; (1978-1971). s-<20611 

Hose - Lower - Pipe To Rad.; Molded 

Hose (1970-1965). <20611 

Hose - Lower - Pipe To Rad.; Strt. Hose 

(1970-1965). 2” I.D. 

Hose - By Pass; (1979-1971). ^20357 

CO1710B 

1984-1973 

Belt - W.P. & Alt.; W/62A., 

75A. Alt.; W/O Calif. Emis¬ 
sion System (1984-1982). 369722C1 @7630 


Belt - W.P. & Alt.; W/65A., 

80A., 85A., 105A., 130A., 

145A. Alt. (1984-1982). 255266C3 @7640 

Belt - W.P. & Alt.; W/75A. 

Alt.; W/O Calif. Emission 

System (1984-1982). @7650 

Belt - W.P. & Alt.; W/Air 
Brakes; W/Integral Regula¬ 
tor; W/37A., 61A. Alt.; W/O 
Calif. Emission System 

(1984-1982). 373456C1 @7612 

Belt - W.P. & Alt.; W/Hyd. 

Brakes; W/Integral Regula¬ 
tor; W/37A., 61A. Alt.; W/O 
Calif. Emission System 

(1984-1982). 7612 

Belt - W.P. & Alt.; W/Integral 
Regulator; W/Calif. Emission 

System (1984-1982). 255266C3 @7640 

Belt - W.P. & Alt.; W/37A., 

61 A. Alt.; W/Calif. Emission 

System (1979-1973). 355706C91 @7640 

Belt - W.P. & Alt.; W/37A., 

61 A. Alt.; W/O Calif. Emis¬ 
sion System (1979-1973). 373456C1 @7612 

Belt - W.P. & Alt.; W/62A. Alt. 

(1979-1973). 369723C91 @7630 

Belt - W.P. & Alt.; W/65A., 

80A., 85A., 105A., 130A., 

145A. Alt. (1979-1973). 355706C91 @7640 

Belt - P.S.; W/42 5/8" Belt 

O.C. (1984-1982). 143441R2 ©49420HD 

Belt - P.S.; W/41 1/8" Belt 

O.C. (1982). 408144C1 7405 

Belt - P.S.; W/41 5/8" Belt 

O.C. (1982). 282989C2 7410 

Belt - P.S.; (1979-1973). 897538R2 7405 

Belt - Air Brake Compr.; 

(1984-1982). 316302C1 @7535 

Belt - Air Brake Compr.; 

(1979-1973). @7535 

Belt - A.P.; W/Dual A.P.; 

W/Calif. Emission System 

(1984-1982). 968814R3 7673 

Belt - A.P.; W/Gov. 

(1984-1982). 231983 R2 7500 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

Cut To Fit. 


4- 

Q 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR V392 ENG. 

- Continued 

CO1710B - Continued 
1984-1973 - Continued 
Belt - A.P.; W/O Gov. 

(1984-1982). 433130C1 

Belt - A.P.; (1979-1973). 358348C91 

Hose - Upper - Eng. To Pipe; (1984-1983). 

Hose - Upper - Eng. To Pipe; W/Allison 

Trans. (1982). 

Hose - Upper - Eng. To Pipe; W/O Allison 
Trans. (1982). 


7520 

7500 

21287 

20882 


Hose - Upper - Eng. To Pipe; (1979-1973). 

Hose - Upper - Pipe To Rad.; W/O Allison 

Trans. (1984-1983). 

Hose - Upper - Pipe To Rad.; (1982). 

Hose - Upper - Pipe To Rad.; (1979-1973). 
Hose - Lower - Eng. To Pipe; W/O Allison 

Trans. (1984-1983). 

Hose - Lower - Eng. To Pipe; (1982). 

Hose - Lower - Eng. To Pipe; W/Air 

Brakes (1979). 

Hose - Lower - Eng. To Pipe; W/Hyd. 
Brakes (1979). 

Hose - Lower - Eng. To Pipe; (1978-1973). 
Hose - Lower - Pipe To Rad.; W/Allison 
Auto. Trans.; W/2" I.D. Hose (1984-1983). 
Hose - Lower - Pipe To Rad.; W/Allison 
Trans.; W/2 1/4" I.D. Hose (1984-1983).... 
Hose - Lower - Pipe To Rad.; W/Allison 

Trans.; W/O H.D. Cool. (1984-1982). 

Hose - Lower - Pipe To Rad.; W/O Allison 

Trans.; W/Air Brakes (1984-1983). 

Hose - Lower - Pipe To Rad.; W/O Allison 

Trans.; W/Hyd. Brakes (1984-1983). 

Hose - Lower - Pipe To Rad.; W/O Allison 
Trans.; W/Hyd. Brakes (1982). 


Hose - Lower - Pipe To Rad.; 
Hose - Lower - Pipe To Rad.; 

Hose - By Pass; (1982). 

Hose - By Pass; (1979-1973). 

CO1810A 

1979-1965 

Belt - W.P. & Alt.; W/37A., 

61 A. Alt.; W/Calif. Emission 


(1979). 

(1978-1973). 


21287 

26524 

21287 

26524 

20882 

20882 

20882 

*2 1/4” I.D. 
*2 1/4” I.D. 

*2” I.D. 

21294 
26510 
*2 1/4” I.D. 

*2” I.D. 

*2 1/4” I.D. 

^<21378 

■4-2” I.D. 

s<21378 

^21378 
26508 
4-2 1/4” I.D. 
^20611 
^20357 
^20357 


System (1979-1969). 

355706C91 

@7640 

Belt - W.P. & Alt.; W/37A., 

61 A. Alt.; W/O Calif. Emis¬ 
sion System (1979-1969). 

373456C1 

©7612 

Belt - W.P. & Alt.; W/62A. Alt. 
(1979-1969). 

369723C91 

@7630 

Belt - W.P. & Alt.; W/65A., 
80A., 85A., 105A., 130A., 
145A. Alt. (1979-1969). 

355706C91 

@7640 

Belt - P.S.; (1979-1969). 

897538R2 

7405 

Belt - Air Brake Compr.; 

(1979-1969). 

Belt - A.P.; (1979-1969). 

358348C91 

@7535 

7500 


Hose - Upper - Eng. To Pipe; (1979-1971). 

Hose - Upper - Eng. To Pipe; (1970-1965). 

Hose - Upper - Pipe To Rad.; (1979-1971). 
Hose - Upper - Tank To Rad.; (1970-1965) 
Hose - Lower - Eng. To Pipe; W/Air 

Brakes (1979). 

Hose - Lower - Eng. To Pipe; W/Hyd. 
Brakes (1979). 

Hose - Lower - Eng. To Pipe; (1978-1971). 


21287 

26524 

20523 

26515 

20882 

20882(B) 

4-2” I.D. 

21294 
26510 
4-2 1/4” I.D. 


(1979). 

(1978-1971). 

Molded 


Strt. Hose 


369722C1 

255266C3 


373456C1 


4-2 1/4” I.D. 
4-2 1/4” I.D. 
s-=20611 

^20611 

2” I.D. 
^20357 


@7630 

@7640 

@7650 

@7612 


INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR V392 ENG. 

- Continued 

CO1810A - Continued 
1979-1965 - Continued 
Hose - Lower - Eng. To Pipe; W/O Allison 

Trans. (1970-1965). 

Hose - Lower - Pipe To Rad.; 

Hose - Lower - Pipe To Rad.; 

Hose - Lower - Pipe To Rad.; 

Hose (1970-1965). 

Hose - Lower - Pipe To Rad.; 

(1970-1965). 

Hose - By Pass; (1979-1971).. 

CO1810B 

1984-1973 

Belt - W.P. & Alt.; W/62A., 

75A. Alt.; W/O Calif. Emis¬ 
sion System (1984-1982). 

Belt - W.P. & Alt.; W/65A., 

80A., 85A., 105A., 130A., 

145A. Alt. (1984-1982). 

Belt - W.P. & Alt.; W/75A. 

Alt.; W/O Calif. Emission 

System (1984-1982). 

Belt - W.P. & Alt.; W/Air 
Brakes; W/Integral Regula¬ 
tor; W/37A., 61A. Alt.; W/O 
Calif. Emission System 

(1984-1982). 

Belt - W.P. & Alt.; W/Hyd. 

Brakes; W/Integral Regula¬ 
tor; W/37A., 61A. Alt.; W/O 
Calif. Emission System 

(1984-1982). 

Belt - W.P. & Alt.; W/Integral 
Regulator; W/Calif. Emission 

System (1984-1982). 

Belt - W.P. & Alt.; W/37A., 

61 A. Alt.; W/Calif. Emission 

System (1979-1973). 

Belt - W.P. & Alt.; W/37A., 

61 A. Alt.; W/O Calif. Emis¬ 
sion System (1979-1973). 

Belt - W.P. & Alt.; W/62A. Alt. 

(1979-1973). 

Belt - W.P. & Alt.; W/65A., 

80A., 85A., 105A., 130A., 

145A. Alt. (1979-1973). 

Belt - P.S.; W/42 5/8" Belt 

O.C. (1984-1982). 

Belt - P.S.; W/41 1/8" Belt 

O.C. (1982). 

Belt - P.S.; W/41 5/8" Belt 

O.C. (1982). 

Belt - P.S.; (1979-1973). 

Belt - Air Brake Compr.; 

(1984-1982). 

Belt - Air Brake Compr.; 

(1979-1973). 

Belt - A.P.; W/Dual A.P.; 

W/Calif. Emission System 

(1984-1982). 

Belt - A.P.; W/Gov. 

(1984-1982). 

Belt - A.P.; W/O Gov. 

(1984-1982). 

Belt - A.P.; (1979-1973). 

Hose - Upper - Eng. To Pipe; 

Hose - Upper - Eng. To Pipe; 

Trans. (1982). 

Hose - Upper - Eng. To Pipe; 

Trans. (1982). 



7612 

. 255266C3 

©7640 

. 355706C91 

@7640 

. 373456C1 

@7612 

! 369723C91 

@7630 

355706C91 

@7640 

143441R2 

©♦9420HD 

408144C1 

7405 

282989C2 

7410 

897538R2 

7405 

316302C1 

©7535 

@7535 

. 968814R3 

7673 

. 231983R2 

7500 

. 433130C1 

7520 

. 358348C91 

7500 

(1984-1983). 

W/Allison 

21287 

W/O Allison 

20882 

21287 
or 26524 

(1979-1973). 

21287 
or 26524 


© Two Required. © Six Required. 

® Three Required. ▲ Durion * Silicone Hose Recommended. 

© Four Required. V Use Notched Belt Only. 

© Five Required. Cut To Fit. 


4- Green Stripe 8 4-Ply Coolant Hose Recommended. 

Q Use Wire Inserted Green Stripe® Coolant Hose. 

♦ PowerBand® Belt May Work, Use Template To Check. 

* Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


- Continued 


- Continued 


INTERNATIONAL/NAVISTAR V392 ENG. 

- Continued 


CO1810B - Continued 

1984-1973 - Continued 

Hose - Upper - Pipe To Rad.; W/O Allison 
Trans. (1984-1983). 


20882 

Hose - Upper - Pipe To Rad.; (1982). 


20882 

Hose - Upper - Pipe To Rad.; (1979-1973). 


20882 

Hose - Lower - Eng. To Pipe; W/O Allison 
Trans. (1984-1983). 


*2 1/4” I.D. 

Hose - Lower - Eng. To Pipe; (1982). 


■0-2 1/4” I.D. 

Hose - Lower - Eng. To Pipe; W/Air 

Brakes (1979). 


q 

CM 

* 

Hose - Lower - Eng. To Pipe; W/Hyd. 

Brakes (1979). 


21294 

or 

26510 

Hose - Lower - Eng. To Pipe; (1978-1973). 


*2 1/4” I.D. 

Hose - Lower - Pipe To Rad.; W/Allison 
Auto. Trans.; W/2" I.D. Hose (1984-1983). 


q 

CM 

Hose - Lower - Pipe To Rad.; W/Allison 
Trans.; W/2 1/4" I.D. Hose (1984-1983).... 


*2 1/4” I.D. 

Hose - Lower - Pipe To Rad.; W/Allison 
Trans.; W/O H.D. Cool. (1984-1982). 


^21378 

Hose - Lower - Pipe To Rad.; W/O Allison 
Trans.; W/Air Brakes (1984-1983). 


q 

CM 

* 

Hose - Lower - Pipe To Rad.; W/O Allison 
Trans.; W/Hyd. Brakes (1984-1983). 


s-=21378 

Hose - Lower - Pipe To Rad.; W/O Allison 
Trans.; W/Hyd. Brakes (1982). 


^21378 

or 

26508 

Hose - Lower - Pipe To Rad.; (1979). 


*2 1/4” I.D. 

Hose - Lower - Pipe To Rad.; (1978-1973). 


^20611 

Hose - By Pass; (1982). 


<20357 

Hose - By Pass; (1979-1973). 


r<20357 

COF1810A 

1979-1965 

Belt - W.P. & Alt.; W/37A., 

61 A. Alt.; W/Calif. Emission 

System (1979-1969). 355706C91 


@7640 

Belt - W.P. & Alt.; W/37A., 

61 A. Alt.; W/O Calif. Emis¬ 
sion System (1979-1969). 373456C1 


@7612 

Belt - W.P. & Alt.; W/62A. Alt. 

(1979-1969). 369723C91 


@7630 

Belt - W.P. & Alt.; W/65A., 

80A., 85A., 105A., 130A., 

145A. Alt. (1979-1969). 355706C91 


@7640 

Belt - P.S.; (1979-1969). 897538R2 


7405 

Belt - Air Brake Compr.; 

(1979-1969). 


@7535 

Belt - A.P.; (1979-1969). 358348C91 


7500 

Hose - Upper - Eng. To Pipe; (1979-1971). 


21287 


or 

26524 

Hose - Upper - Eng. To Pipe; (1970-1965). 


20523 


or 

26515 

Hose - Upper - Pipe To Rad.; (1979-1971). 


20882 

Hose - Upper - Tank To Rad.; (1970-1965) 


20882(B) 

Hose - Lower - Eng. To Pipe; W/Air 

Brakes (1979). 


*2” I.D. 

Hose - Lower - Eng. To Pipe; W/Hyd. 

Brakes (1979). 


21294 

or 

26510 

Hose - Lower - Eng. To Pipe; (1978-1971). 


*2 1/4” I.D. 

Hose - Lower - Eng. To Pipe; W/O Allison 
Trans. (1970-1965). 


*2 1/4” I.D. 

Hose - Lower - Pipe To Rad.; (1979). 


■>2 1/4” I.D. 

Hose - Lower - Pipe To Rad.; (1978-1971). 


^20611 

Hose - Lower - Pipe To Rad.; Molded 

Hose (1970-1965). 


^20611 

Hose - Lower - Pipe To Rad.; Strt. Hose 
(1970-1965). 


2” I.D. 

Hose - By Pass; (1979-1971). 


<20357 


INTERNATIONAL/NAVISTAR V392 ENG. 

- Continued 

COF1810B 

1982-1973 


Belt - W.P. & Alt.; W/62A., 

75A. Alt.; W/O Calif. Emis¬ 
sion System (1982). 369722C1 @7630 

Belt - W.P. & Alt.; W/65A., 

80A., 85A., 105A., 130A., 

145A. Alt. (1982). 255266C3 @7640 

Belt - W.P. & Alt.; W/75A. 

Alt.; W/O Calif. Emission 

System (1982). @7650 

Belt - W.P. & Alt.; W/Air 
Brakes; W/Integral Regula¬ 
tor; W/37A., 61A. Alt.; W/O 
Calif. Emission System 

(1982). 373456C1 @7612 

Belt - W.P. & Alt.; W/Hyd. 

Brakes; W/Integral Regula¬ 
tor; W/37A., 61A. Alt.; W/O 
Calif. Emission System 

(1982). 7612 

Belt - W.P. & Alt.; W/Integral 
Regulator; W/Calif. Emission 

System (1982). 255266C3 @7640 

Belt - W.P. & Alt.; W/37A., 

61 A. Alt.; W/Calif. Emission 

System (1979-1973). 355706C91 @7640 

Belt - W.P. & Alt.; W/37A., 

61 A. Alt.; W/O Calif. Emis¬ 
sion System (1979-1973). 373456C1 @7612 

Belt - W.P. & Alt.; W/62A. Alt. 

(1979-1973). 369723C91 @7630 

Belt - W.P. & Alt.; W/65A., 

80A., 85A., 105A., 130A., 

145A. Alt. (1979-1973). 355706C91 @7640 

Belt - P.S.; W/41 1/8" Belt 

O.C. (1982). 408144C1 7405 

Belt - P.S.; W/41 5/8" Belt 

O.C. (1982). 282989C2 7410 

Belt - P.S.; W/42 5/8" Belt 

O.C. (1982). 143441R2 ©49420HD 

Belt - P.S.; (1979-1973). 897538R2 7405 

Belt - Air Brake Compr.; 

(1982). 316302C1 @7535 

Belt - Air Brake Compr.; 

(1979-1973). @7535 

Belt - A.P.; W/Dual A.P.; 

W/Calif. Emission System 

(1982). 968814R3 7673 

Belt - A.P.; W/Gov. (1982). 231983R2 7500 

Belt - A.P.; W/O Gov. (1982). 433130C1 7520 

Belt - A.P.; (1979-1973). 358348C91 7500 

Hose - Upper - Eng. To Pipe; W/Allison 
Trans. (1982). 20882 


Hose - Upper - Eng. To Pipe; W/O Allison 

Trans. (1982). 21287 

or 26524 

Hose - Upper - Eng. To Pipe; (1979-1973). 21287 

or 26524 

Hose - Upper - Pipe To Rad.; (1982). 20882 

Hose - Upper - Pipe To Rad.; (1979-1973). 20882 

Hose - Lower - Eng. To Pipe; (1982). &2 1/4” I.D. 

Hose - Lower - Eng. To Pipe; W/Air 

Brakes (1979). ->2” I.D. 

Hose - Lower - Eng. To Pipe; W/Hyd. 

Brakes (1979). 21294 

or 26510 

Hose - Lower - Eng. To Pipe; (1978-1973). 2 1/4” I.D. 

Hose - Lower - Pipe To Rad.; W/Allison 

Trans.; W/O H.D. Cool. (1982). <21378 

Hose - Lower - Pipe To Rad.; W/O Allison 

Trans.; W/Hyd. Brakes (1982). ^<21378 

or 26508 

Hose - Lower - Pipe To Rad.; (1979). ^2 1/4” I.D. 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 
s< Cut To Fit. 


o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


- Continued 


- Continued 


INTERNATIONAL/NAVISTAR V392 ENG. 

- Continued 

COF1810B - Continued 
1982-1973 - Continued 


Flose - Lower - Pipe To Rad.; (1978-1973). 

Flose - By Pass; (1982). 

Hose - By Pass; (1979-1973). 

FI 700; FI 800 

1979-1962 

Belt - Fan & Alt.; W/105A., 

145A. Alt. (1979). 369722C1 

Belt - Fan & Alt.; W/42A, 

61 A., 65A., 80A., 85A. Alt. 

(1979). 26526602 

^20611 

^20357 

^20357 

7630 

7640 

Belt - Fan & Alt.; W/37A, 
52A., 61A. Alt.; C, G, H 
Chassis; W/O P.T.O. 
(1978-1962). 

373457C91 

©7612 

Belt - Fan & Alt.; W/37A, 
52A., 61A. Alt.; C, G, H 
Chassis; W/P.T.O. 
(1978-1962). 

968815R11 

@7650 

Belt - Fan & Alt.; W/37A, 
52A., 61A. Alt.; FD, SB 
Chassis (1978-1962). 

968815R1 

©7650 

Belt - Fan & Alt.; W/37A, 

61 A. Alt.; W/O P.T.O.; 
W/Hyd. Brakes; W/O X.C. 
(1978-1971). 

373456C11 

7612 

Belt - Fan & Alt.; W/55A, 

62A. Alt.; C, G, H Chassis 
(1978-1962). 

369723C91 

@7630 

Belt - Fan & Alt.; W/55A, 

62A. Alt.; FD, SB Chassis 
(1978-1962). 

361975C91 

@7673 

Belt - Fan & Alt.; W/60A. Alt. 
(1978-1962). 

359009C91 

@7680 

Belt - Fan & Alt.; W/65A, 
80A., 105A., 145A. Alt.; 

W/O P.T.O. (1978-1962). 


@7630 

Belt - Fan & Alt.; W/65A, 
80A., 105A., 145A. Alt.; 
W/P.T.O. (1978-1962). 

361975C91 

©7673 

Belt - Fan & Alt.; W/37A, 

61 A. Alt.; W/O P.T.O.; W/O 
Air Brakes; W/O X.C. 
(1970-1962). 

373456C11 

7612 

Belt - Fan & Gen.; W/20A. 

Alt. (1970-1962). 

151534R11 

@7680 

Belt - Fan & Gen.; W/30A. 

Alt. (1970-1962). 

224638 R11 

@7695 

Belt - Fan & Gen.; W/35A. 

Alt. (1970-1962). 

151535R11 

@7695 

Belt - Fan & Gen.; W/50A. 

Alt. (1970-1962). 

151536R11 

@7715 

Belt - P.S.; (1979). 

967907R2 

7565 

Belt - P.S.; W/2WD 
(1978-1962). 


7460 

Belt - P.S.; W/4WD 
(1978-1962). 

285522C2 

7435 

Belt - A.C.; (1979). 

284453C2 

49495HD 

Belt - Air Brake Compr. 

227703R2 

7475 

Belt - A.P.; W/Air Brakes; 
W/Gov. (1979). 

182048R1 

7360 

Belt - A.P.; W/Air Brakes; 

W/O Gov. (1979). 

333382C2 

7385 

Belt - A.P.; W/Hyd. Brakes; 
W/Gov. 

323612C2 

7380 

Belt - A.P.; W/Hyd. Brakes; 
W/O Gov. 

282989C2 

7410 

Belt - A.P.; W/Air Brakes; 
W/Gov. (1978-1962). 

388139C1 

7330 

Belt - A.P.; W/Air Brakes; 

W/O Gov. (1978-1962). 

256062C1 

7340 


INTERNATIONAL/NAVISTAR V392 ENG 

- Continued 

FI 700; FI 800 - Continued 
1979-1962 - Continued 

Hose - Upper; (1979). 



21293 

Hose - Upper; W/O Rad. Shutters; 

W Metal Hood (1978-1962). 

or 

26516 

20493 

Hose - Upper; W/Rad. Shutters; W/Metal 
Hood (1978-1962). 


26515 

Hose - Lower; (1979). 



21292 

Hose - Lower; W/Man. Trans. (1978-1962). 

or 

26527 

21308 

Hose - Lower - Eng. To Pipe; W/Auto. 
Trans. (1978-1962). 


20532 

Hose - By Pass. 



r«=20357 

FI 924 

1983 

Belt - Fan & Alt.; W/105A., 
145A. Alt. 

369722C1 


@7630 

Belt - Fan & Alt.; W/42A, 

61 A., 65A., 80A., 85A. Alt..., 

255266C3 


@7640 

Belt - P.S. 

967907R2 


7565 

Belt - A.C. 

284453C2 


49495HD 

Belt - Air Brake Compr. 

227703R2 


7475 

Belt - A.P.; W/O Calif. Emis¬ 
sion System; W/Air Brakes; 
W/Gov. 

182048R1 


7360 

Belt - A.P.; W/O Calif. Emis¬ 
sion System; W/Air Brakes; 
W/O Gov. 

333382C2 


7385 

Belt - A.P.; W/O Calif. Emis¬ 
sion System; W/Hyd. 

Brakes; W/Gov. 

323612C2 


7380 

Belt - A.P.; W/O Calif. Emis¬ 
sion System; W/Hyd. 

Brakes; W/O Gov. 

282989C2 


7410 

Belt - A.P. - Left Side; 

W/Calif. Emission System. 

255810R2 


7390 

Belt - A.P. - Right Side; 
W/Calif. Emission System. 

149636R2 


49480HD 

Hose - Upper. 



21293 

Hose - Lower. 


or 

26516 

21292 

Hose - By Pass. 


or 

26527 

^20357 

LOADSTAR 1500 
1979-1962 

Belt - Fan & Alt.; W/105A., 
145A. Alt. (1979). 

369722C1 


7630 

Belt - Fan & Alt.; W/42A, 

61 A., 65A., 80A., 85A. Alt. 
(1979). 

255266C2 


7640 

Belt - Fan & Alt.; W/37A, 
52A., 61A. Alt.; C, G, H 
Chassis; W/O P.T.O. 
(1978-1962). 

373457C91 


©7612 

Belt - Fan & Alt.; W/37A, 
52A., 61A. Alt.; C, G, H 
Chassis; W/P.T.O. 
(1978-1962). 

968815R11 


@7650 

Belt - Fan & Alt.; W/37A, 
52A., 61A. Alt.; FD, SB 
Chassis (1978-1962). 

968815R1 


@7650 

Belt - Fan & Alt.; W/37A, 

61 A. Alt.; W/O P.T.O.; 
W/Hyd. Brakes; W/O X.C. 
(1978-1971). 

373456C11 


7612 

Belt - Fan & Alt.; W/55A, 

62A. Alt.; C, G, H Chassis 
(1978-1962). 

369723C91 


@7630 

Belt - Fan & Alt.; W/55A, 

62A. Alt.; FD, SB Chassis 
(1978-1962). 

361975C91 


@7673 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Flose Recommended. 

▲ Durion® Silicone Flose Recommended. Q Use Wire Inserted Green Stripe® Coolant Flose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


- Continued 


- Continued 


INTERNATIONAL/NAVISTAR V392 ENG. 

- Continued 

LOADSTAR 1500 - Continued 


1979-1962 - Continued 
Belt - Fan & Alt.; W/60A. Alt. 


(1978-1962). 

Belt - Fan & Alt.; W/65A, 
80A., 105A., 145A. Alt.; 

W/O P.T.O. (1978-1962). 

Belt - Fan & Alt.; W/65A, 
80A„ 105A., 145A. Alt.; 

359009C91 

@7680 

@7630 

W/P.T.O. (1978-1962). 

Belt - Fan & Alt.; W/37A, 

61 A. Alt.; W/O P.T.O.; W/O 
Air Brakes; W/O X.C. 

361975C91 

@7673 

(1970-1962). 

Belt - Fan & Gen.; W/20A. 

373456C11 

7612 

Alt. (1970-1962). 

Belt - Fan & Gen.; W/30A. 

151534R11 

@7680 

Alt. (1970-1962). 

Belt - Fan & Gen.; W/35A. 

224638 R11 

@7695 

Alt. (1970-1962). 

Belt - Fan & Gen.; W/50A. 

151535R11 

@7695 

Alt. (1970-1962). 

151536R11 

@7715 

Belt - P.S.; (1979). 

Belt - P.S.; W/2WD 

(1978-1962). 

Belt - P.S.; W/4WD 

967907R2 

7565 

7460 

(1978-1962). 

285522C2 

7435 

Belt - A.C.; (1979). 

284453C2 

49495HD 

Belt - Air Brake Compr. 

Belt - A.P.; W/Air Brakes; 

227703R2 

7475 

W/Gov. (1979). 

Belt - A.P.; W/Air Brakes; 

182048R1 

7360 

W/O Gov. (1979). 

Belt - A.P.; W/Hyd. Brakes; 

333382C2 

7385 

W/Gov. 

Belt - A.P.; W/Hyd. Brakes; 

323612C2 

7380 

W/O Gov. 

Belt - A.P.; W/Air Brakes; 

282989C2 

7410 

W/Gov. (1978-1962). 

Belt - A.P.; W/Air Brakes; 

388139C1 

7330 

W/O Gov. (1978-1962). 

256062C1 

7340 

Hose - Upper; (1979). 

Hose - Upper; W/O Rad. Shutters; 

W/Metal Hood (1978-1962). 

Hose - Upper; W/Rad. Shutters; W/Metal 

21293 
or 26516 

20493 

Hood (1978-1962). 


26515 

Hose - Lower; (1979). 


21292 
or 26527 

Hose - Lower; W/Man. Trans. (1978-1962). 
Hose - Lower - Enq. To Pipe; W/Auto. 

21308 

Trans. (1978-1962). 


20532 

Hose - By Pass. 

Ml600; Ml700; MC1600; 
1973-1965 

Belt - Fan & Alt.; W/37A, 

MCI 700 

^20357 

52A., 61A. Alt. (1970-1965). 

968815R3 

@7650 

Belt - P.S.; (1970-1965). 

291451C2 

7603 

Hose - Upper. 


26517 

Hose - Lower. 


26516 

Hose - By Pass. 

1624; 1703 

1979 

Belt - Fan & Alt.; W/145A. 


^20357 

Alt. 

Belt - Fan & Alt.; W/42A, 

369723C91 

@7630 

61 A., 65A., 80A, 105A. Alt. 

255266C3 

@7640 

Belt - P.S. 

Belt - A.C. 

967907R2 

@7565 

49490HD 

Belt - Air Brake Compr. 

359007C91 

7480 

Belt - A.P. 

282989C2 

7410 


INTERNATIONAL/NAVISTAR V392 ENG. 

- Continued 

1724 


1984-1979 

Belt - Fan & Alt.; W/105A., 


145A. Alt. (1984-1982). 

Belt - Fan & Alt.; W/42A, 

61 A., 65A., 80A., 85A. Alt. 
(1984-1982). 

369722C1 

255266C3 

@7630 

@7640 

Belt - Fan & AIL; W/145A. 

Alt. (1981-1979). 

369723C91 

@7630 

Belt - Fan & Alt.; W/42A., 

61 A., 65A., 80A., 105A. Alt. 
(1981-1979). 

255266C3 

@7640 

Belt - P.S.; (1984-1983). 

967907R2 

7565 

Belt - P.S.; W/41 1/8" Belt 
O.C. (1982). 

408144C1 

7405 

Belt - P.S.; W/41 5/8" Belt 
O.C. (1982). 

282989C2 

7410 

Belt - P.S.; (1981-1979). 

967907R2 

@7565 

Belt - A.C.; (1984-1982). 

284453C2 

49495HD 

Belt - A.C.; (1981-1979). 


49490HD 

Belt - Air Brake Compr.; 
(1984-1982). 

227703R2 

7475 

Belt - Air Brake Compr.; 
(1981-1979). 

359007C91 

7480 

Belt - A.P.; W/O Calif. Emis¬ 
sion System; W/Air Brakes; 
W/Gov. (1984-1982). 

182048R1 

7360 

Belt - A.P.; W/O Calif. Emis¬ 
sion System; W/Air Brakes; 
W/O Gov. (1984-1982). 

333382C2 

7385 

Belt - A.P.; W/O Calif. Emis¬ 
sion System; W/Hyd. 

Brakes; W/Gov. (1984-1982) 323612C2 

7380 

Belt - A.P.; W/O Calif. Emis¬ 
sion System; W/Hyd. 

Brakes; W/O Gov. 
(1984-1982). 

282989C2 

7410 

Belt - A.P.; (1981-1979). 

282989C2 

7410 

Belt - A.P. - Left Side; 

W/Calif. Emission System 
(1984-1982). 

255810R2 

7390 

Belt - A.P. - Right Side; 
W/Calif. Emission System 
(1984-1982). 

149636R2 

49480HD 

Hose - Upper; (1984-1980). 


21293 

Hose - Lower; (1984-1980). 


or 26516 
21292 

Hose - By Pass; (1984-1980). 


or 26527 
s-=20357 

824 

1984-1979 

Belt - Fan & Alt.; W/105A., 
145A. Alt. (1984-1982). 

369722C1 

@7630 

Belt - Fan & Alt.; W/42A, 

61 A., 65A., 80A., 85A. Alt. 
(1984-1982). 

255266C3 

@7640 

Belt - Fan & Alt.; W/145A. 

Alt. (1981-1979). 

369723C91 

@7630 

Belt - Fan & Alt.; W/42A, 

61 A., 65A., 80A., 105A. Alt. 
(1981-1979). 

255266C3 

@7640 

Belt - P.S.; (1984-1983). 

967907R2 

7565 

Belt - P.S.; W/41 1/8" Belt 
O.C. (1982). 

408144C1 

7405 

Belt - P.S.; W/41 5/8" Belt 
O.C. (1982). 

282989C2 

7410 

Belt - P.S.; (1981-1979). 

967907R2 

@7565 

Belt - A.C.; (1984-1982). 

284453C2 

49495HD 

Belt - A.C.; (1981-1979). 


49490HD 

Belt - Air Brake Compr.; 
(1984-1982). 

227703R2 

7475 

Belt - Air Brake Compr.; 
(1981-1979). 

359007C91 

7480 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Flose Recommended. 
V Use Notched Belt Only. 

Cut To Fit. 


O 

♦ 

4 


Green Stripe ® 4-Ply Coolant Flose Recommended. 

Use Wire Inserted Green Stripe® Coolant Flose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR V392 ENG. 

- Continued 

1824 - Continued 
1984-1979 - Continued 
Belt - A.P.; W/O Calif. Emis¬ 
sion System; W/Air Brakes; 


182048R1 


W/Gov. (1984-1982) 

Belt - A.P.; W/O Calif. Emis¬ 
sion System; W/Air Brakes; 

W/O Gov. (1984-1982). 

Belt - A.P.; W/O Calif. Emis¬ 
sion System; W/Hyd. 

Brakes; W/Gov. (1984-1982) 323612C2 
Belt - A.P.; W/O Calif. Emis¬ 
sion System; W/Hyd. 

Brakes; W/O Gov. 

(1984-1982). 

Belt - A.P.; (1981-1979). 

Belt - A.P. - Left Side; 

W/Calif. Emission System 

(1984-1982). 

Belt - A.P. - Right Side; 

W/Calif. Emission System 

(1984-1982). 

Hose - Upper; (1984-1980). 

Hose - Lower; (1984-1980). 

Hose - By Pass; (1984-1982).. 

1924 

1979 

Belt - 
Alt. 

Belt - 
61 A., 

Belt - P.S.. 

Belt - A.C. 

Belt - Air Brake Compr. 359007C91 

Belt - A.P. 282989C2 


333382C2 


282989C2 

282989C2 


255810R2 


149636R2 


7360 


7385 


7380 


7410 

7410 


7390 


49480HD 

21293 

26516 

21292 

26527 

^20357 


Fan & Alt.; W/145A. 

Fan & Alt.; W/42A, 

, 65A., 80A., 105A. Alt. 


369723C91 

255266C3 

967907R2 


©7630 

<27640 
©7565 
49490HD 
7480 
7410 

INTERNATIONAL/NAVISTAR V401 
ENG.; INTERNATIONAL/NAVISTAR 
V461 ENG.; INTERNATION¬ 
AL/NAVISTAR V478 ENG. 

ACO190; AC0195; AC0200; ACO220; ACOF190; 
ACOF200 
1967-1956 

Belt - Fan. 

Belt - Gen. & Air Brake Com¬ 
pr.; W/30A. Gen.; W/B-W 

Air Brake Compr. 

Belt - Gen. & Air Brake Com¬ 
pr.; W/30A. Gen.; W/Wagner 

Air Brake Compr. 

Belt - Gen. & Air Brake Com¬ 
pr.; W/35A., 40A, 50A. 

Gen.; W/Wagner Air Brake 

Compr. 

Belt - Gen. & Air Brake Com¬ 
pr.; W/Air/Hyd. Brakes. 

Belt - Gen. & Air Brake Com¬ 
pr.; W/B-W 4 Cu. Ft. Air 

Brake Compr. 

Belt - Alt. & Air Brake Com¬ 
pr.; W/100A. Alt. 

Belt - Alt. & Air Brake Com¬ 
pr.; W/37A. Alt. 

Belt - Alt. & Air Brake Com¬ 
pr.; W/55A. Alt. 

Belt - P.S.; Chassis No. 

FA54335 & Before. 


INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR V401 
ENG.; INTERNATIONAL/NAVISTAR 
V461 ENG.; INTERNATION¬ 
AL/NAVISTAR V478 ENG. - Continued 

ACO190; AC0195; AC0200; ACO220; ACOF190; 
ACOF200 - Continued 

1967-1956 - Continued 
Belt - P.S.; Chassis No. 

FA54336 & After. 143441R1 49420HD 

Hose - Upper - Left Side; Chassis No. 

FA62559 & Before (1966-1957). -=20046 


Hose - Upper - Left Side; Chassis No. FD, 

FA62560 & After (1966-1957). 

Hose - Upper - Right Side; (1966-1957). 


Hose - Lower; (1966-1957). 

Hose - By Pass; (1966-1957). 

CO1910A; CO1910B 

1979-1973 

Belt - W.P. 354029C91 

Belt - Alt.; W/Air Brakes; 

W/37A., 55A, 61 A., 62A. 

Alt. 354029C91 

Belt - Alt.; W/Air Brakes; 

W/65A., 75A, 80A., 105A., 

130A. Alt.; Apr. 14, 1974 & 

Older. 358326C91 

Belt - Alt.; W/Air Brakes; 

W/65A., 75A, 80A., 105A., 

130A. Alt.; Apr. 15, 1974 & 

Newer. 359003C91 

Belt - Alt.; W/Hyd. Brakes; 

W/37A., 55A, 61 A., 62A. 

Alt. 339637C1 

Belt - Alt.; W/Hyd. Brakes; 

W/65A., 80A, 105A, 130A. 

Alt. 429274C91 

Belt - P.S.; Ser. No. 

DCA15881 & Before. 

Belt - P.S.; Ser. No. 

DCA15882 & After. 

Belt - Air Brake Compr. 

Hose - Upper; W/X.C. 

Hose - Upper - Eng. To Pipe; W/Std. Cool. 

Pipe To Rad.; W/Std. Cool. 
Pipe To Cooler; W/Auto. 


Hose - Upper • 

Hose - Lower • 

Trans. 

Hose - Lower - Cooler To Rad.; W/Auto. 


or 26501 

26603 
s-=20046 
or 26502 
©2 5/8” I.D. 
=<20618 


©♦49476HD 

©♦49476HD 

©49480HD 

©7695 

7405 

©7390 

49520HD 

©449555HD 

@7673 

21295 

=■<21302 

20882 

*2 1/2” I.D. 


133500R11 

©TR22434 

Trans. 

C04010 


20369 

149635R1 

49463HD 

1970-1965 

Belt - Fan. 

303674C11 

©♦49476HD 



Belt - Alt. & Air Brake Com- 


170780R1 

49470HD 

pr.; W/37A. Alt. 

Belt - Alt. & Air Brake Com- 

151538R21 

©7530 



pr.; W/55A., 62A. Alt. 

285219C21 

©7545 



Belt - P.S. 

284453C1 

49490HD 

149636R11 

©49480HD 

COF1910A; COF1910B 





1979-1973 



150560R1 

©♦49451 HD 

Belt - W.P. 

Belt - Alt.; W/Air Brakes; 

354029C91 

©♦49476HD 

143441R1 

49420HD 

W/37A., 55A, 61 A., 62A. 

Alt.. 

354029C91 

©♦49476HD 

133732R1 

©49360HD 

Belt - Alt.; W/Air Brakes; 



W/65A., 75A., 80A., 105A., 
130A. Alt.; Apr. 14, 1974 & 



256395C11 


©449463HD 

Older. 

358326C91 

©49480HD 



Belt - Alt.; W/Air Brakes; 


275301 Cl 1 

©449476HD 

W/65A., 75A, 80A., 105A., 
130A. Alt.; Apr. 15, 1974 & 



167115R1 

49400HD 

Newer. 

359003C91 

©7695 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

=< Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


- Continued 


- Continued 


INTERNATIONAL/NAVISTAR V401 
ENG.; INTERNATIONAL/NAVISTAR 
V461 ENG.; INTERNATION¬ 
AL/NAVISTAR V478 ENG. - Continued 

COF1910A; COF191 OB - Continued 
1979-1973 - Continued 
Belt - Alt.; W/Hyd. Brakes; 

W/37A., 55A, 61 A., 62A. 

Alt. 339637C1 

Belt - Alt.; W/Hyd. Brakes; 

W/65A., 80A, 105A, 130A. 

Alt. 429274C91 

Belt - P.S.; Ser. No. 

DCA15881 & Before. 

Belt - P.S.; Ser. No. 

DCA15882 & After. 

Belt - Air Brake Compr. 

Hose - Upper; W/X.C. 

Hose - Upper - Eng. To Pipe; W/Std. Cool. 

Hose - Upper - Pipe To Rad.; W/Std. Cool. 

Hose - Lower - Pipe To Cooler; W/Auto. 

Trans. 

Hose - Lower - Cooler To Rad.; W/Auto. 

Trans. 

COF4010; COT4010 
1970-1965 

Belt - Fan. 303674C11 

Belt - Alt. & Air Brake Com¬ 
pr.; W/37A. Alt. 151538R21 

Belt - Alt. & Air Brake Com¬ 
pr.; W/55A., 62A. Alt. 285219C21 

Belt - P.S. 284453C1 

FI 800 
1977-1973 

Belt - Fan. 

Belt - Alt.; W/37A., 61A. Alt.... 359006C91 
Belt - Alt.; W/65A., 80A. Alt.... 151531R2 
Belt - Alt. & Air Brake Com¬ 
pr.; W/37A., 61A. Alt. 

Belt - Alt. & Air Brake Com¬ 
pr.; W/65A., 80A. Alt. 358344C91 

Belt - P.S. 358335C91 

Hose - Upper; (1974-1973). 

Hose - Lower; (1974-1973). 

FI91OA; F2010A 
1977-1968 

Belt - Fan. 

Belt - Alt.; W/37A. Alt. 359006C91 

Belt - Alt.; W/65A., 80A. Alt.... 151531R2 
Belt - Alt. & Air Brake Com¬ 
pr.; W/37A. Alt. 358997C91 

Belt - Alt. & Air Brake Com¬ 
pr.; W/65A., 80A. Alt. 358344C91 

Belt - P.S. 358335C91 

Belt - A.C. 358339C91 

Hose - Upper - Eng. To Pipe; (1977-1971). 

Hose - Upper - Pipe To Rad.; (1977-1971). 

Hose - Lower - Eng. To Pipe; (1977-1971). 

Hose - Lower - Pipe To Rad.; (1977-1971). 

F5010 
1976-1973 

Belt - Fan. 354029C91 

Belt - Alt. & Air Brake Compr. 358344C91 

Belt - P.S. 

Belt - A.C. 358339C91 

M412CBE 
1970-1960 

Belt - Fan. 133500R11 

Belt - Alt.; W/100A. Alt. 150560R11 

Belt - Alt.; W/37A. Alt. 256346C11 


INTERNATIONAL/NAVISTAR V401 
ENG.; INTERNATIONAL/NAVISTAR 
V461 ENG.; INTERNATION¬ 
AL/NAVISTAR V478 ENG. - Continued 

M412CBE - Continued 
1970-1960 - Continued 
Belt - Alt.; W/55A., 60A., 62A. 


Alt. 

243608 R11 

@*9365HD 

Belt - Alt. & Air Brake Com¬ 
pr.; W/37A. Alt. 

Belt - Alt. & Air Brake Com- 

243605 R11 

©♦*9451 HD 

pr.; W/55A., 62A. Alt. 

264975C11 

©♦*9463HD 

M612CAE; M613CAE; M623CAE 


1970-1960 

Belt - Fan. 

133500R11 

©TR22434 

Belt - Alt.; W/100A. Alt. 

150560R11 

©♦*9451 HD 

Belt - Alt.; W/37A. Alt. 

Belt - Alt.; W/55A., 60A., 62A. 

256346C11 

©*9350HD 

Alt. 

Belt - Alt. & Air Brake Com- 

243608 R11 

®*9365HD 

pr.; W/37A. Alt. 

Belt - Alt. & Air Brake Com- 

243605 R11 

©♦*9451 HD 

pr.; W/55A., 62A. Alt. 

264975C11 

©♦*9463HD 

Belt - P.S. 

M623CBE 

164550R11 

*9425HD 

1970-1960 

Belt - Fan. 

133500R11 

©TR22434 

Belt - Alt.; W/100A. Alt. 

150560R11 

©♦*9451 HD 

Belt - Alt.; W/37A. Alt. 

Belt - Alt.; W/55A., 60A., 62A. 

256346C11 

@*9350HD 

Alt. 

243608 R11 

®*9365HD 

Belt - Alt. & Air Brake Com- 


pr.; W/37A. Alt. 

Belt - Alt. & Air Brake Com- 

243605 R11 

©♦*9451 HD 

pr.; W/55A., 62A. Alt. 

264975C11 

©♦*9463HD 

Belt - P.S. 

M6123CAE 


*9440HD 

1970-1960 

Belt - Fan. 

133500R11 

©TR22434 

Belt - Alt.; W/100A. Alt. 

150560R11 

©♦*9451 HD 

Belt - Alt.; W/37A. Alt. 

Belt - Alt.; W/55A., 60A., 62A. 

256346C11 

©*9350HD 

Alt. 

243608 R11 

©*9365HD 

Belt - Alt. & Air Brake Com- 


pr.; W/37A. Alt. 

243605R11 

©♦*9451 HD 

Belt - Alt. & Air Brake Com- 


pr.; W/55A., 62A. Alt. 

264975C11 

©♦*9463HD 

M6123CBE; MB623CBE; 

MB6123CBE 


1970-1960 

Belt - Fan. 

133500R11 

©TR22434 

Belt - Alt.; W/100A. Alt. 

150560R11 

©♦*9451 HD 

Belt - Alt.; W/37A. Alt. 

Belt - Alt.; W/55A., 60A., 62A. 

256346C11 

@*9350HD 

Alt. 

243608 R11 

©*9365HD 

Belt - Alt. & Air Brake Com- 


pr.; W/37A. Alt. 

243605R11 

©♦*9451 HD 

Belt - Alt. & Air Brake Com- 


pr.; W/55A., 62A. Alt. 

264975C11 

©♦*9463HD 

Belt - P.S. 

VI90; VI95; V200; V210 


*9440HD 

1973-1965 

Belt - Fan. 

133500R11 

©TR22434 

Belt - Alt.; W/37A. Alt. 

Belt - Alt.; W/55A., 60A., 

256346C11 

©*9350HD 

62A.. 105A. Alt. 

243608 R11 

©*9365HD 

Belt - Alt. & Air Brake Com- 


pr.; W/37A., 60A., 105A. Alt. 
Belt - Alt. & Air Brake Com- 

243605 R11 

©♦*9451 HD 

pr.; W/55A., 62A. Alt. 

264975C11 

©♦*9463HD 


7405 


<1.7390 

*9520HD 

©♦*9555HD 

@7673 

21295 

^21302 

20882 

*2 1/2” I.D. 

20369 


©♦*9476HD 

@7530 

@7545 

*9490HD 


©♦*9476HD 

@7417 

@7450 

@7541 

@7560 

©♦*9490HD 

26531 

-=20530 


©♦*9476HD 

@7417 

@7450 

@7535 

@7560 
©♦*9490HD 
*9412HD 
*2 1/2” I.D. 
*2 1/2” I.D. 
*2 1/2” I.D. 
*2 1/2” I.D. 


©♦*9476HD 
@7560 
©♦*9590HD 
*9412HD 


@TR22434 
@♦*9451 HD 
@*9350HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durlon ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

* 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 

Mfr. Part No. 

Gates No. 

Application 

Mfr. Part No. 

Gates No. 

INTERNATIONAL/NAVISTAR 

INTERNATIONAL/NAVISTAR 

- Continued 



- Continued 



INTERNATIONAL/NAVISTAR V401 

INTERNATIONAL/NAVISTAR V401 

ENG.; INTERNATIONAL/NAVISTAR 

ENG.; INTERNATIONAL/NAVISTAR 

V461 ENG.; INTERNATION- 


V461 ENG.; INTERNATION- 


AL/NAVISTAR V478 ENG. - 

Continued 

AL/NAVISTAR V478 ENG. - 

Continued 

VI90; VI95; V200; V210 

■ Continued 


VCO405 - Continued 



1973-1965 - Continued 



1968-1962 - Continued 



Belt - P.S.; Ser. No. FA54336 



Belt - Alt. & Air Brake Com- 



& Before. 

143441R1 

49420HD 

pr.; W/Air/Hyd. Brakes; 



Belt - P.S.; Ser. No. FA54337 



W/37A, 105A. Alt. 

358332C91 

©♦49451 HD 

& After. 

133758R1 

49440HD 

Belt - Alt. & Air Brake Com- 



Flose - Upper. 


©26502 

pr.; W/Air/Hyd. Brakes; 



Flose - By Pass; Molded Flose 


©20618 

W/55A., 62A. Alt. 

358324C91 

©♦49451 HD 

Flose - By Pass; Strt. Flose. 


3/4” I.D. 

Belt - P.S.; Chassis No. F, 



\/oon 



FA, FV. 

133758R1 

49440HD 




Belt - P.S.; Chassis No. 



1973-1965 



FD102890 & After. 

311175C2 

49447HD 

Belt - Fan. 

133500R11 

©TR22434 

Belt - P.S.; Chassis No. 



Belt - Alt.; W/37A. Alt. 

256346C11 

©49350HD 

FD26619 & Before. 

133758R1 

49440HD 

Belt - Alt.; W/55A., 60A., 



Belt - P.S.; Chassis No. 



62A., 105A. Alt. 

243608 R11 

©49365HD 

FD26620 Thru FD102889. 

143441R2 

49420HD 

Belt - Alt. & Air Brake Com- 



Belt - P.S.; Chassis No. 



pr.; W/37A., 60A., 105A. Alt. 

243605 R11 

©♦49451 HD 

G165000 & After. 

311175C2 

49447HD 

Belt - Alt. & Air Brake Com- 



Flose - Upper; Ser. No. 1687 & Before 


pr.; W/55A., 62A. Alt. 

264975C11 

©♦49463HD 

(1965-1962). 


26511 

Belt - P.S.; Ser. No. FA54336 



Flose - Upper; Ser. No. 1688 & After 



143441 Ri 

*9420HD 

(1965-1962). 


Q1 3/4” I.D. 

Belt - P.S.; Ser. No. FA54337 



Hose - Lower; (1965-1962). 


02 1/2” I.D. 

X After. 

133758R1 

49440HD 

Hose - Bv Pass: (1965-19621. 


--=20618 

VCO190; VC0200; VCO220 


VCOF190; VCOF200; VCOF220 


1973-1965 



1973-1965 



Belt - Fan. 

133500R11 

©TR22434 

Belt - Fan. 

133500R11 

©TR22434 

Belt - Alt.; W/37A. Alt. 

256346C11 

©49350HD 

Belt - Alt.; W/37A. Alt. 

256346C11 

©49350HD 

Belt - Alt.; W/55A., 60A., 



Belt - Alt.; W/55A., 60A.. 



62A.. 105A. Alt. 

243608 R11 

©49365HD 

62A.. 105A. Alt. 

243608 R11 

©49365HD 

Belt - Alt. & Air Brake Com- 



Belt - Alt. & Air Brake Com- 



pr.; W/37A. Alt. 


49455HD 

pr.; W/37A. Alt. 


49455HD 

Belt - Alt. & Air Brake Com- 



Belt - Alt. & Air Brake Com- 



pr.; W/55A., 62A. Alt.; Ser. 



pr.; W/55A., 62A. Alt.; Ser. 



No. FD38599 & Before. 

255188C1 

©7480 

No. FD38599 & Before. 

255188C1 

©7480 

Belt - Alt. & Air Brake Com- 



Belt - Alt. & Air Brake Com- 



pr.; W/55A., 62A. Alt.; Ser. 



pr.; W/55A., 62A. Alt.; Ser. 



No. FD38600 & After. 

275301 Cl 1 

©449476HD 

No. FD38600 & After. 

275301 Cl 1 

©♦49476HD 

Belt - Alt. & Air Brake Com- 



Belt - Alt. & Air Brake Com- 



pr.; W/60A. Alt. 

170780R11 

©♦49470HD 

pr.; W/60A. Alt. 

170780R11 

©♦49470HD 

Belt - P.S. 

167115R1 

49400HD 

Belt - P.S. 

167115R1 

49400HD 

Flose - Upper - Left Side; (1973-1971). 

^20727 

Flose - Upper - Left Side; (1973-1971). 

^20727 



or 26603 



or 26603 

Flose - Upper - Right Side; (1973-1971). 

^20727 

Flose - Upper - Right Side; (1973-1971). 

^20727 



or 26603 



or 26603 

Hose - Lower; (1973-1971). 


2 5/8” I.D. 

Hose - Lower; (1973-1971). 


2 5/8” I.D. 

Hose - By Pass; (1973-1971).. 


^20618 

Hose - By Pass; (1973-1971). 


^20618 

VCO405 



VCOF405; VCOT405 



1968-1962 



1968-1962 



Belt - Fan. 

133500R11 

©TR22434 

Belt - Fan. 

133500R11 

©TR22434 

Belt - Gen.; W/30A. Alt. 


49400HD 

Belt - Gen.; W/30A. Alt. 


49400HD 

Belt - Gen.; W/50A. Alt.; Ser. 



Belt - Gen.; W/50A. Alt.; Ser. 



No. 7999 & Before. 

150560R11 

©♦49451 HD 

No. 7999 & Before. 

150560R11 

©♦49451 HD 

Belt - Gen.; W/50A. Alt.; Ser. 



Belt - Gen.; W/50A. Alt.; Ser. 



No. 8000 & After. 

149636R11 

©49480HD 

No. 8000 & After. 

149636R11 

©49480HD 

Belt - Alt. & Air Brake Com- 



Belt - Alt. & Air Brake Com- 



pr.; W/37A.. 105A. Alt. 

358329C91 

©49350HD 

pr.; W/37A.. 105A. Alt. 

358329C91 

©49350HD 

Belt - Alt. & Air Brake Com- 



Belt - Alt. & Air Brake Com- 



pr.; W/55A., 60A., 62A. Alt... 


©49365HD 

pr.; W/55A., 60A., 62A. Alt... 


©49365HD 

Belt - Alt. & Air Brake Com- 



Belt - Alt. & Air Brake Com- 



pr.; W/60A. Alt.; W/B-W Air 



pr.; W/60A. Alt.; W/B-W Air 



Brake Compr. 

358332C91 

©♦49451 HD 

Brake Compr. 

358332C91 

©♦49451 HD 

Belt - Alt. & Air Brake Com- 



Belt - Alt. & Air Brake Com- 



pr.; W/60A. Alt.; 



pr.; W/60A. Alt.; 



W/International/Navistar Air 



W/International/Navistar Air 



Brake Compr. 

358332C91 

©♦49451 HD 

Brake Compr. 

358332C91 

©♦49451 HD 

Belt - Alt. & Air Brake Com- 



Belt - Alt. & Air Brake Com- 



pr.; W/60A. Alt.; W/Wagner 



pr.; W/60A. Alt.; W/Wagner 



Air Brake Compr. 

243606 R11 

©♦49470HD 

Air Brake Compr. 

243606 R11 

©♦49470HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Greer Stripe ® 4-Ply Coolant Flose Recommended. 

▲ Durion® Silicone Flose Recommended. Q Use Wire Inserted Green Stripe® Coolant Flose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR V401 
ENG.; INTERNATIONAL/NAVISTAR 
V461 ENG.; INTERNATION¬ 
AL/NAVISTAR V478 ENG. - Continued 

VCOF405; VCOT405 - Continued 
1968-1962 - Continued 
Belt - Alt. & Air Brake Com- 
pr.; W/Air/Hyd. Brakes; 

W/37A., 105A. Alt. 358332C91 ©♦^9451HD 

Belt - Alt. & Air Brake Com- 
pr.; W/Air/Hyd. Brakes; 

W/55A., 62A. Alt. 358324C91 

Belt - P.S.; Chassis No. F. 

FA, FV. 133758R1 

Belt - P.S.; Chassis No. 

FD102890 & After.311175C2 

Belt - P.S.; Chassis No. 

FD26619 & Before. 133758R1 

Belt - P.S.; Chassis No. 

FD26620 Thru FD102889. 143441R2 

Belt - P.S.; Chassis No. 

G165000 & After.311175C2 

Hose - Upper; Ser. No. 1687 & Before 

(1965-1962). 

Hose - Upper; Ser. No. 1688 & After 

(1965-1962). 

Hose - Lower; (1965-1962). 

Hose - By Pass; (1965-1962). 

VF190; VF200; VF210 


Hose - Upper. 

Hose - By Pass; Molded Hose. 

Hose - By Pass; Strt. Hose. 

1600; 1700; 1800; 1850 
1977-1973 

Belt - Fan. 

Belt - Alt.; W/37A., 61A. Alt.... 359006C91 
Belt - Alt.; W/65A., 80A. Alt.... 151531R2 
Belt - Alt. & Air Brake Com- 

pr.; W/37A., 61A. Alt. 

Belt - Alt. & Air Brake Com- 

pr.; W/65A., 80A. Alt. 358344C91 

Belt - P.S. 358335C91 

Hose - Upper; (1974-1973). 


©♦49451 HD 
♦9440HD 
49447HD 
♦9440HD 
♦9420HD 
49447HD 
26511 

Q1 3/4” I.D. 
02 1/2” I.D. 
^20618 


1973-1965 

Belt - Fan. 

133500R11 

©TR22434 

Belt - Alt.; W/37A. Alt. 

256346C11 

©49350HD 

Belt - Alt.; W/55A., 60A., 

62A., 105A. Alt. 

243608 R11 

©49365HD 

Belt - Alt. & Air Brake Com¬ 
pr.; W/37A., 60A., 105A. Alt. 

243605 R11 

©449451 HD 

Belt - Alt. & Air Brake Com¬ 
pr.; W/55A., 62A. Alt. 

264975C11 

©449463HD 

Belt - P.S.; Ser. No. FA54336 
& Before. 

143441R1 

49420HD 

Belt - P.S.; Ser. No. FA54337 
& After. 

133758R1 

49440HD 


@26502 
<1.20618 
3/4” I.D. 


©449476HD 

©7417 

@7450 

@7541 

@7560 

©449490HD 

26531 


Hose - Lower; (1974-1973).... 

191 OA; 201 OA 

1977-1968 


^20530 

Belt - Fan. 


©449476HD 

Belt - Alt.; W/37A. Alt. 

. 359006C91 

©7417 

Belt - Alt.; W/65A., 80A. Alt... 
Belt - Alt. & Air Brake Com- 

. 151531R2 

©7450 

pr.; W/37A. Alt. 

Belt - Alt. & Air Brake Com- 

. 358997C91 

©7535 

pr.; W/65A., 80A. Alt. 

. 358344C91 

©7560 

Belt - P.S. 

. 358335C91 

©449490HD 

Belt - A.C. 

. 358339C91 

49412HD 


Hose - Upper - Eng. To Pipe; (1977-1971). <r2 1/2” I.D. 

Hose - Upper - Pipe To Rad.; (1977-1971). *2 1/2” I.D. 

Hose - Lower - Eng. To Pipe; (1977-1971). -*2 1/2” I.D. 


INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR V401 
ENG.; INTERNATIONAL/NAVISTAR 
V461 ENG.; INTERNATION¬ 
AL/NAVISTAR V478 ENG. - Continued 

1910A; 201OA - Continued 
1977-1968 - Continued 

Hose - Lower - Pipe To Rad.; (1977-1971). -*2 1/2” I.D. 

2110A 
1977-1968 

Belt - Fan. ©449476HD 

Belt - Alt.; W/37A. Alt. 359006C91 ©7417 

Belt - Alt.; W/65A., 80A. Alt.... 151531R2 @7450 

Belt - Alt. & Air Brake Com- 

pr.; W/37A. Alt. 358997C91 @7535 

Belt - Alt. & Air Brake Com- 

pr.; W/65A., 80A. Alt. 358344C91 @7560 

Belt - P.S. 358335C91 ©449490HD 

Belt - A.C. 358339C91 49412HD 

5010 

1976-1973 

Belt - Fan. 354029C91 ©449476HD 

Belt - Alt. & Air Brake Compr. 358344C91 @7560 

Belt - P.S. ©449590HD 

Belt - A.C. 358339C91 49412HD 

INTERNATIONAL/NAVISTAR V537 ENG. 

CO1910B; COF1910B 
1981-1979 

Belt - W.P. 427205C91 ©449500HD 

Belt - Fan & Alt. 362887C91 ©7417 

Belt - P.S. 358315C91 49530HD 

Belt - Air Brake Compr. 7575 

Belt - A.P. 132058R3 7350 

Hose - Upper - Eng. To Pipe. 21459 

Hose - Upper - Pipe To Rad.; W/Allison 

Trans. 21295 

Hose - Upper - Pipe To Rad.; W/Man. 

Trans.; W/Std. Cool. 20882 

Hose - Upper - Pipe To Rad.; W/X.C. 21295 

Hose - Lower - Eng. To Pipe. 2 1/2” I.D. 

Hose - Lower - Pipe To Rad. 20369 

FI91 OA; F2010A 
1979-1978 

Belt - Fan; W/O P.T.0. 242268C2 ©449500HD 

Belt - Fan; W/P.T.0. 358347C91 @7545 

Belt - Alt.; W/37A. Alt. 408144C91 @7405 

Belt - Alt.; W/65A., 80A., 

145A. Alt. 401038C91 @7425 

Belt - Alt. & P.S.; W/37A. Alt.. 354026C91 ©7555 

Belt - Alt. & P.S.; W/65A., 

80A., 145A. Alt. 354027C91 @7565 

Belt - Alt. & Air Brake Com¬ 
pr.; W/37A. Alt. 354026C91 @7555 

Belt - Alt. & Air Brake Com¬ 
pr.; W/65A., 80A., 145A. Alt. 354027C91 @7565 

Belt - P.S.; W/Air Brakes. 133732R2 49360HD 

Belt - P.S.; W/Hyd. Brakes. 315222C1 49330HD 

Belt - A.C. 49585HD 

Hose - Upper. ©->2 1/2” I.D. 

Hose - Lower. ©->2 1/2” I.D. 

F2125 

1981-1978 

Belt - Fan. 358347C91 @7545 

Belt - Fan & Alt.; W/42A, 

61 A. Alt. 354030C91 ©7575 

Belt - Fan & Alt.; W/65A, 

80A. Alt. 358344C91 @7560 

Belt - P.S.; W/35 3/4" Belt 

O.C. 491384C91 @7355 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR V537 ENG. 

- Continued 

F2125 - Continued 
1981-1978 - Continued 
Belt - P.S.; W/39 1/8" Belt 

O.C. 429274C91 

Belt - A.C. 

Belt - Air Brake Compr. 427205C91 

Belt - A.P.; W/42A, 61A. Alt.. 448309C1 
Belt - A.P.; W/61A, 65A. Alt.. 448310C1 
Hose - Upper - Eng. To Pipe; Jun. 7, 1981 

& Older (1981-1979). 

Hose - Upper - Eng. To Pipe; Jun. 8, 1981 

& Newer (1981-1979). 

Hose - Upper - Pipe To Rad.; Jun. 7, 1981 

& Older (1981-1979). 

Hose - Upper - Pipe To Rad.; Jun. 8, 1981 

& Newer (1981-1979). 

Hose - Lower; (1981-1979). 

F2524 
1981-1978 

Belt - Fan; W/High Mount 


@7390 

49590HD 

49500HD 

7280 

7300 

*2 1/2” I.D. 

=■<21123 

*2 1/2” I.D. 

=<21123 

21290 


Fan. 358347C91 

Belt - Fan; W/Std. Mount Fan 427205C91 
Belt - Alt.; W/42A., 61A. Alt.... 358344C91 
Belt - Alt.; W/65A., 80A. Alt.... 354030C91 

Belt - P.S. 429274C91 

Belt - A.C. 

Belt - Air Brake Compr. 427205C91 

Belt - A.P.; W/42A, 61A. Alt.. 448309C1 
Belt - A.P.; W/65A, 80A. Alt.. 448310C1 

Hose - Upper. 

Hose - Lower. 

F2624 

1981-1978 

Hose - Upper. 

Hose - Lower. 

1910A; 201OA 
1979-1978 

Belt - Fan; W/O P.T.0. 242268C2 

Belt - Fan; W/P.T.0. 358347C91 

Belt - Alt.; W/37A. Alt. 408144C91 

Belt - Alt.; W/65A., 80A., 

145A. Alt. 401038C91 

Belt - Alt. & P.S.; W/37A. Alt.. 354026C91 
Belt - Alt. & P.S.; W/65A., 

80A., 145A. Alt. 354027C91 

Belt - Alt. & Air Brake Com¬ 
pr.; W/37A. Alt. 354026C91 

Belt - Alt. & Air Brake Com¬ 
pr.; W/65A., 80A., 145A. Alt. 354027C91 

Belt - P.S.; W/Air Brakes. 133732R2 

Belt - P.S.; W/Hyd. Brakes. 315222C1 

Belt - A.C. 

Hose - Upper. 

Hose - Lower. 

2125 


@7545 

©♦49500HD 

@7560 

@7575 

@7390 

49590HD 

49500HD 

7280 

7300 

@■>2 1/2” I.D. 
=<20760 


@■>2 1/2” I.D. 
=<20760 


©♦49500HD 

@7545 

@7405 

@7425 

@7555 

@7565 

@7555 

@7565 
49360HD 
49330HD 
49585HD 
@■>2 1/2” I.D. 
@■>2 1/2” I.D. 


1981-1978 



Belt - Fan. 

.. 358347C91 

@7545 

Belt - Fan & Alt.; W/42A, 



61A. Alt. 

.. 354030C91 

@7575 

Belt - Fan & Alt.; W/65A, 



80A. Alt. 

.. 358344C91 

@7560 

Belt - P.S.; W/35 3/4" Belt 



oc 

491384091 

@7355 

Belt - P.S.; W/39 1/8" Belt 


O.C. 

.. 429274C91 

@7390 

Belt - A.C. 


49590HD 

Belt - Air Brake Compr. 

.. 427205C91 

49500HD 


Belt - A.P.; W/42A., 61A. Alt.. 448309C1 
Belt - A.P.; W/61A., 65A. Alt.. 448310C1 


7280 

7300 


INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR V537 ENG. 

- Continued 

2125 - Continued 
1981-1978 - Continued 
Hose - Upper - Eng. To Pipe; Jun. 7, 1981 

& Older (1981-1979). +2 1/2” I.D. 

Hose - Upper - Eng. To Pipe; Jun. 8, 1981 

& Newer (1981-1979). =-=21123 

Hose - Upper - Pipe To Rad.; Jun. 7, 1981 

& Older (1981-1979). *2 1/2” I.D. 

Hose - Upper - Pipe To Rad.; Jun. 8, 1981 

& Newer (1981-1979). =-=21123 

Hose - Lower; (1981-1979). 21290 

2524 

1981-1978 

Belt - Fan; W/High Mount 

Fan. 358347C91 @7545 

Belt - Fan; W/Std. Mount Fan 427205C91 ©♦♦9500HD 

Belt - Alt.; W/42A., 61A. Alt.... 358344C91 @7560 

Belt - Alt.; W/65A., 80A. Alt.... 354030C91 @7575 

Belt - P.S. 429274C91 @7390 

Belt - A.C. 49590HD 

Belt - Air Brake Compr. 427205C91 49500HD 

Belt - A.P.; W/42A., 61A. Alt.. 448309C1 7280 

Belt - A.P.; W/65A, 80A. Alt.. 448310C1 7300 

Hose - Upper. @->2 1/2” I.D. 

Hose - Lower. =<20760 

2624 

1979-1978 

Belt - Fan; W/High Mount 

Fan. 358347C91 @7545 

Belt - Fan; W/Std. Mount Fan 427205C91 ©♦♦9500HD 

Belt - Alt.; W/42A., 61A. Alt.... 358344C91 @7560 

Belt - Alt.; W/65A., 80A. Alt.... 354030C91 @7575 

Belt - P.S. 429274C91 @7390 

Belt - A.C. 49590HD 

Belt - Air Brake Compr. 427205C91 49500HD 

Belt - A.P.; W/42A., 61A. Alt.. 448309C1 7280 

Belt - A.P.; W/65A, 80A. Alt.. 448310C1 7300 

Hose - Upper. @->2 1/2” I.D. 

Hose - Lower. =<20760 

INTERNATIONAL/NAVISTAR V549 ENG. 

ACO190; AC0195; AC0200; ACO220; ACOF190; 
ACOF200 
1967-1956 

Belt - Fan. 133500R11 ©TR22434 

Belt - Gen. & Air Brake Com¬ 
pr.; W/30A. Gen.; W/B-W 

Air Brake Compr. 149635R1 49463HD 

Belt - Gen. & Air Brake Com¬ 
pr.; W/30A. Gen.; W/Wagner 

Air Brake Compr. 170780R1 49470HD 

Belt - Gen. & Air Brake Com¬ 
pr.; W/35A., 40A., 50A. 

Gen.; W/Wagner Air Brake 

Compr. 149636R11 ©49480HD 

Belt - Gen. & Air Brake Com¬ 
pr.; W/Air/Hyd. Brakes. 150560R1 ©449451HD 

Belt - Gen. & Air Brake Com¬ 
pr.; W/B-W 4 Cu. Ft. Air 

Brake Compr. 143441R1 49420HD 

Belt - Alt. & Air Brake Com¬ 
pr.; W/100A. Alt. 133732R1 49360HD 

Belt - Alt. & Air Brake Com¬ 
pr.; W/37A. Alt. 256395C11 ©♦49463HD 

Belt - Alt. & Air Brake Com¬ 
pr.; W/55A. Alt. 275301 Cl 1 ©449476HD 

Belt - P.S.; Chassis No. 

FA54335 & Before. 167115R1 49400HD 

Belt - P.S.; Chassis No. 

FA54336 & After. 143441R1 49420HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durlon® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

=< Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR V549 ENG. 

- Continued 

ACO190; AC0195; ACO200; ACO220; ACOF190; 
ACOF200 - Continued 


1967-1956 - Continued 
Hose - Upper - Left Side; Chassis No. 
FA62559 & Before (1966-1957). 


Hose - Upper - Left Side; Chassis No. FD, 

FA62560 & After (1966-1957). 

Hose - Upper - Right Side; (1966-1957). 


Hose - Lower; (1966-1957).. 


^20046 
or 26501 

26603 
s-=20046 
or 26502 
©2 5/8” I.D. 


Hose - By Pass; (1966-1957). 

CO1910A; CO1910B 
1979-1973 

Belt - W.P. 

Belt - Alt.; W/Air Brakes; 
W/37A., 55A., 61 A., 62A. 

Alt. 

Belt - Alt.; W/Air Brakes; 
W/65A., 75A., 80A., 105A., 
130A. Alt.; Apr. 14, 1974 & 
Older. 

354029C91 

354029C91 

358326C91 

^20618 

©449476HD 

©449476HD 

©49480HD 

Belt - Alt.; W/Air Brakes; 
W/65A., 75A, 80A., 105A., 
130A. Alt.; Apr. 15, 1974 & 
Newer. 

359003C91 

@>7695 

Belt - Alt.; W/Hyd. Brakes; 
W/37A., 55A., 61 A., 62A. 

Alt... 

339637C1 

7405 

Belt - Alt.; W/Hyd. Brakes; 
W/65A., 80A., 105A., 130A. 
Ait.. 

429274C91 

@7390 

Belt - P.S.; Ser. No. 
DCA15881 & Before. 


49520HD 

Belt - P.S.; Ser. No. 
DCA15882 & After. 


©449555HD 

Belt - Air Brake Compr. 


@7673 

Hose - Upper; W/X.C. 


21295 

Hose - Upper - Eng. To Pipe; W/Std. Cool. 

^21302 


Hose - Upper - Pipe To Rad.; W/Std. Cool. 
Hose - Lower - Pipe To Cooler; W/Auto. 

Trans. 

Hose - Lower - Cooler To Rad.; W/Auto. 
Trans. 

CO4010 

1970-1965 

Belt - Fan. 303674C11 

Belt - Alt. & Air Brake Com- 

pr.; W/37A. Alt. 151538R21 

Belt - Alt. & Air Brake Com- 

pr.; W/55A., 62A. Alt. 285219C21 

Belt - P.S. 284453C1 

COF1910A; COF1910B 

1979-1973 

Belt - W.P. 354029C91 

Belt - Alt.; W/Air Brakes; 

W/37A., 55A, 61 A., 62A. 

Alt. 354029C91 

Belt - Alt.; W/Air Brakes; 

W/65A., 75A., 80A., 105A., 

130A. Alt.; Apr. 14, 1974 & 

Older. 358326C91 

Belt - Alt.; W/Air Brakes; 

W/65A., 75A., 80A., 105A., 

130A. Alt.; Apr. 15, 1974 & 

Newer. 359003C91 

Belt - Alt.; W/Hyd. Brakes; 

W/37A., 55A, 61 A., 62A. 

Alt. 339637C1 

Belt - Alt.; W/Hyd. Brakes; 

W/65A., 80A, 105A., 130A. 

Alt. 429274C91 


20882 
*2 1/2” I.D. 
20369 

©449476HD 

©7530 

@7545 

49490HD 

©449476HD 

©449476HD 

©49480HD 

@7695 

7405 

@7390 


INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR V549 ENG. 

- Continued 

COF1910A; COF191 OB - Continued 
1979-1973 - Continued 
Belt - P.S.; Ser. No. 

DCA15881 & Before. 49520HD 

Belt - P.S.; Ser. No. 

DCA15882 & After. ©449555HD 

Belt - Air Brake Compr. ©7673 

Hose - Upper; W/X.C. 21295 

Hose - Upper - Eng. To Pipe; W/Std. Cool. s*=21302 
Hose - Upper - Pipe To Rad.; W/Std. Cool. 20882 
Hose - Lower - Pipe To Cooler; W/Auto. 

Trans. -:-2 1/2” I.D. 

Hose - Lower - Cooler To Rad.; W/Auto. 

Trans. 20369 

COF4010; COT4010 


1970-1965 

Belt - Fan. 

.. 303674C11 

©449476HD 

Belt - Alt. & Air Brake Com¬ 
pr.; W/37A. Alt. 

.. 151538 R21 

©7530 

Belt - Alt. & Air Brake Com¬ 
pr.; W/55A., 62A. Alt. 

.. 285219C21 

©7545 

Belt - P.S. 

.. 284453C1 

49490HD 


FI 800 


1977-1973 

Belt - Fan. 


©449476HD 

Belt - Alt.; W/37A., 61A. Alt... 

. 359006C91 

©7417 

Belt - Alt.; W/65A., 80A. Alt... 

. 151531R2 

©7450 

Belt - Alt. & Air Brake Com¬ 
pr.; W/37A., 61A. Alt. 


©7541 

Belt - Alt. & Air Brake Com¬ 
pr.; W/65A., 80A. Alt. 

. 358344C91 

©7560 

Belt - P.S. 

. 358335C91 

©449490HD 


Hose - Upper; (1974-1973).. 
Hose - Lower; (1974-1973).. 

FI91OA; F2010A 

1977-1968 

Belt - Fan. 

Belt - Alt.; W/37A. Alt. 


Belt - 
Belt - 


Alt.; W/65A., 80A. Alt.... 
Alt. & Air Brake Com¬ 


pr.; W/37A. Alt.. 
Belt ■ 


Alt. & Air Brake Com¬ 
pr.; W/65A., 80A. Alt. 

Belt - P.S. 

Belt - A.C. 

Hose - Upper - Eng. To Pipe 
Hose - Upper - Pipe To Rad. 
Hose - Lower - Eng. To Pipe 
Hose - Lower - Pipe To Rad. 

F5010 

1976-1973 

Belt - Fan. 

Belt - Alt. & Air Brake Compr. 

Belt - P.S. 

Belt - A.C. 

M412CBE 

1970-1960 

Belt - Fan. 

Belt - Alt.; W/100A. Alt. 

Belt - Alt.; W/37A. Alt. 

Belt - Alt.; W/55A., 60A., 62A. 

Alt. 

Belt - Alt. & Air Brake Com¬ 
pr.; W/37A. Alt. 

Belt - Alt. & Air Brake Com¬ 
pr.; W/55A., 62A. Alt. 


359006C91 
151531R2 

358997C91 

358344C91 

358335C91 

358339C91 

(1977-1971). 

(1977-1971). 

(1977-1971). 

(1977-1971). 


354029C91 

358344C91 

358339C91 


133500R11 
150560R11 
256346C11 

243608 R11 


26531 

-=20530 


©449476HD 

©7417 

@7450 

@7535 

@7560 
2»*9490HD 
49412HD 
*2 1/2” I.D. 
*2 1/2” I.D. 
4-2 1/2” I.D. 
*2 1/2” I.D. 


©449476HD 
@7560 
©449590HD 
49412HD 


©TR22434 
©449451 HD 
©49350HD 

©49365HD 


243605 R11 ©449451 HD 
264975C11 ©449463HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durlon ® Silicone Hose Recommended. 
•*’ Use Notched Belt Only. 

^ Cut To Fit. 


o 

4 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 

Mfr. Part No. 

Gates No. 

Application 

Mfr. Part No. 

Gates No. 

INTERNATIONAL/NAVISTAR 

INTERNATIONAL/NAVISTAR 

- Continued 



- Continued 



INTERNATIONAL/NAVISTAR V549 ENG. 

INTERNATIONAL/NAVISTAR V549 ENG. 

- Continued 



- Continued 



M612CAE; M613CAE; M623CAE 


V220 - Continued 



1970-1960 



1973-1965 - Continued 



Belt - Fan. 

133500R11 

©TR22434 

Belt - Alt.; W/55A., 60A., 



Belt - Alt ■ W/100A Alt 

150560R11 

©♦49451 HD 

62A.. 105A. Alt. 

243608 R11 

©49365HD 

Belt - Alt.; W/37A. Alt. 

256346C11 

©49350HD 

Belt - Alt. & Air Brake Com- 



Belt - Alt.; W/55A., 60A., 62A. 



pr.; W/37A., 60A, 105A. Alt. 

243605 R11 

©♦49451 HD 

Alt. 

243608 R11 

©49365HD 

Belt - Alt. & Air Brake Com- 



Belt - Alt. & Air Brake Com- 



pr.; W/55A., 62A. Alt. 

264975C11 

©♦49463HD 

pr.; W/37A. Alt. 

243605 R11 

©♦49451 HD 

Belt - P.S.; Ser. No. FA54336 



Belt - Alt. & Air Brake Com- 



& Before. 

143441R1 

49420HD 

pr.; W/55A., 62A. Alt. 

264975C11 

©♦49463HD 

Belt - P.S.; Ser. No. FA54337 



Belt - P.S. 

164550R11 

49425HD 

& After. 

133758R1 

49440HD 

M623CBE 



VCO190; VC0200; VCO220 


1970-1960 



1973-1965 



Belt - Fan. 

133500R11 

©TR22434 

Belt - Fan. 

133500R11 

©TR22434 

Belt - Alt.; W/100A. Alt. 

150560R11 

©♦49451 HD 

Belt - Alt.; W/37A. Alt. 

256346C11 

©49350HD 

Belt - Alt.; W/37A. Alt. 

256346C11 

©49350HD 

Belt - Alt.; W/55A., 60A., 



Belt - Alt.; W/55A., 60A.. 62A. 



62A., 105A. Alt. 

243608 R11 

©49365HD 

Alt. 

243608 R11 

©49365HD 

Belt - Alt. & Air Brake Com- 



Belt - Alt. & Air Brake Com- 



pr.; W/37A. Alt. 


49455HD 

pr.; W/37A. Alt. 

243605 R11 

©♦49451 HD 

Belt - Alt. & Air Brake Com- 






pr.; W/55A., 62A. Alt.; Ser. 



pr.; W/55A., 62A. Alt. 

264975C11 

©♦49463HD 

No. FD38599 & Before. 

255188C1 

©7480 

Belt - P.S. 


49440HD 

Belt - Alt. & Air Brake Com- 



M6123CAE 



pr.; W/55A., 62A. Alt.; Ser. 
No. FD38600 & After. 

275301 Cl 1 

©♦49476HD 

1970-1960 



Belt - Alt. & Air Brake Com- 



Belt - Fan. 

133500R11 

©TR22434 

pr.; W/60A. Alt. 

170780R11 

©♦49470HD 

Belt - Alt.; W/100A. Alt. 

150560R11 

©♦49451 HD 

Belt - P.S. 

167115R1 

49400HD 

Belt - Alt.; W/37A. Alt. 

256346C11 

©49350HD 

Hose - Upper - Left Side; (1973-1971). 

^20727 

Belt - Alt.; W/55A., 60A., 62A. 





or 26603 

Ait. 

243608 R11 

©49365HD 

Hose - Upper - Right Side; (1973-1971). 

^20727 

Belt - Alt. & Air Brake Com- 





or 26603 

pr.; W/37A. Alt. 

243605 R11 

©♦49451 HD 

Hose - Lower; (1973-1971). 


2 5/8” I.D. 

Belt - Alt. & Air Brake Com- 



Hose - By Pass; (1973-1971).. 


-20618 

pr.; W/55A., 62A. Alt. 

264975C11 

©♦49463HD 

VCO405 



M6123CBE; MB623CBE; 

MB6123CBE 


1968-1962 



1970-1960 



Belt - Fan. 

133500R11 

©TR22434 

Belt - Fan. 

133500R11 

©TR22434 

Belt - Gen.; W/30A. Alt. 


49400HD 

Belt - Alt.; W/100A. Alt. 

150560R11 

©♦49451 HD 

Belt - Gen.; W/50A. Alt.; Ser. 



Belt - Alt.; W/37A. Alt. 

256346C11 

©49350HD 

No. 7999 & Before. 

150560R11 

©♦49451 HD 

Belt - Alt.; W/55A., 60A., 62A. 



Belt - Gen.; W/50A. Alt.; Ser. 



Alt. 

243608 R11 

©49365HD 

No 8000 & After 

149636R11 

(2)*9480HD 

Belt - Alt. & Air Brake Com- 



Belt - Alt. & Air Brake Com- 



pr.; W/37A. Alt. 

243605 R11 

©♦49451 HD 

pr ■ W/37A 105A Alt 

358329C91 

©49350HD 

Belt - Alt. & Air Brake Com- 



Belt - Alt. & Air Brake Com- 



pr.; W/55A., 62A. Alt. 

264975C11 

©♦49463HD 

pr.; W/55A., 60A., 62A. Alt... 


©49365HD 

Belt - P.S. 


49440HD 

Belt - Alt. & Air Brake Com- 



VI90; VI95; V200; V210 



pr.; W/60A. Alt.; W/B-W Air 



1973-1965' 



Brake Compr. 

Belt - Alt. & Air Brake Com- 

358332C91 

©♦49451 HD 

Belt - Fan. 

133500R11 

©TR22434 

pr ■ W/60A Alt ■ 



Belt - Alt.; W/37A. Alt. 

256346C11 

©49350HD 

W/International/Navistar Air 



Belt - Alt.; W/55A., 60A., 



Brake Compr. 

358332C91 

©♦49451 HD 

62A., 105A. Alt. 

243608 R11 

©49365HD 

Belt - Alt. & Air Brake Com- 



Belt - Alt. & Air Brake Com- 



pr.; W/60A. Alt.; W/Wagner 



pr.; W/37A., 60A., 105A. Alt. 

243605 R11 

©♦49451 HD 

Air Brake Compr. 

243606 R11 

©♦49470HD 

Belt - Alt. & Air Brake Com- 



Belt - Alt. & Air Brake Com- 



pr.; W/55A., 62A. Alt. 

264975C11 

©♦49463HD 

pr.; W/Air/Hyd. Brakes; 



Belt - P.S.; Ser. No. FA54336 



W/37A, 105A. Alt. 

358332C91 

©♦49451 HD 

& Before. 

143441R1 

49420HD 

Belt - Alt. & Air Brake Com- 



Belt - P.S.; Ser. No. FA54337 



pr.; W/Air/Hyd. Brakes; 



& After. 

133758R1 

49440HD 

W/55A., 62A. Alt. 

358324C91 

@♦49451 HD 

Flose - Upper. 


©26502 

Belt - P.S.; Chassis No. F. 



Flose - By Pass; Molded Flose 


©.20618 

FA, FV. 

133758R1 

49440HD 

Flose - By Pass; Strt. Flose. 


3/4” I.D. 

Belt - P.S.; Chassis No. 






FD102890 & After. 

311175C2 

49447HD 




Belt - P.S.; Chassis No. 



1973-1965 



FD26619 & Before. 

133758R1 

49440HD 

Belt - Fan. 

133500R11 

©TR22434 

Belt - P.S.; Chassis No. 



Belt - Alt.; W/37A. Alt. 

256346C11 

©49350HD 

FD26620 Thru FD102889. 

143441R2 

49420HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Greer Stripe ® 4-Ply Coolant Flose Recommended. 

▲ Durion® Silicone Flose Recommended. Q Use Wire Inserted Green Stripe® Coolant Flose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check, 

s- Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR V549 ENG. 

- Continued 

VCO405 - Continued 
1968-1962 - Continued 
Belt - P.S.; Chassis No. 

G165000 & After.311175C2 

Hose - Upper; Ser. No. 1687 & Before 

(1965-1962). 

Hose - Upper; Ser. No. 1688 & After 

(1965-1962). 

Hose - Lower; (1965-1962). 

Hose - By Pass; (1965-1962). 

VCOF190; VCOF200; VCOF220 


49447HD 

26511 

Q1 3/4” I.D. 
02 1/2” I.D. 
^20618 


1973-1965 

Belt - Fan. 

. 133500R11 

©TR22434 

Belt - Alt.; W/37A. Alt. 

. 256346C11 

©49350HD 

Belt - Alt.; W/55A., 60A., 

62A., 105A. Alt. 

. 243608 R11 

©49365HD 

Belt - Alt. & Air Brake Com¬ 
pr.; W/37A. Alt. 


49455HD 

Belt - Alt. & Air Brake Com¬ 
pr.; W/55A., 62A. Alt.; Ser. 
No. FD38599 & Before. 

. 255188C1 

@7480 

Belt - Alt. & Air Brake Com¬ 
pr.; W/55A., 62A. Alt.; Ser. 
No. FD38600 & After. 

. 275301 Cl 1 

©♦49476HD 

Belt - Alt. & Air Brake Com¬ 
pr.; W/60A. Alt. 

. 170780R11 

©♦49470HD 

Belt - P.S. 

. 167115R1 

49400HD 


Hose - Upper - Left Side; (1973-1971).... 

Hose - Upper - Right Side; (1973-1971).. 

Hose - Lower; (1973-1971). 

Hose - By Pass; (1973-1971). 

VCOF405; VCOT405 

1968-1962 

Belt - Fan. 

Belt - Gen.; W/30A. Alt. 

Belt - Gen.; W/50A. Alt.; Ser. 

No. 7999 & Before. 

Belt - Gen.; W/50A. Alt.; Ser. 

No. 8000 & After. 

Belt - Alt. & Air Brake Com- 

pr.; W/37A., 105A. Alt. 

Belt - Alt. & Air Brake Com- 
pr.; W/55A., 60A., 62A. Alt... 

Belt - Alt. & Air Brake Com- 
pr.; W/60A. Alt.; W/B-W Air 

Brake Compr. 

Belt - Alt. & Air Brake Com¬ 
pr.; W/60A. Alt.; 

W/International/Navistar Air 

Brake Compr. 

Belt - Alt. & Air Brake Com¬ 
pr.; W/60A. Alt.; W/Wagner 

Air Brake Compr. 

Belt - Alt. & Air Brake Com¬ 
pr.; W/Air/Hyd. Brakes; 

W 37A. 105A. Alt. 

Belt - Alt. & Air Brake Com¬ 
pr.; W/Air/Hyd. Brakes; 

W/55A., 62A. Alt. 

Belt - P.S.; Chassis No. F. 

FA, FV. 

Belt - P.S.; Chassis No. 

FD102890 & After. 

Belt - P.S.; Chassis No. 

FD26619 & Before. 

Belt - P.S.; Chassis No. 

FD26620 Thru FD102889. 

Belt - P.S.; Chassis No. 

G165000 & After. 


^20727 
26603 
^20727 
26603 
2 5/8” I.D. 
^20618 


133500R11 

©TR22434 

49400HD 

150560R11 

@♦49451 HD 

149636R11 

©49480HD 

358329C91 

©49350HD 


©49365HD 

358332C91 

©♦49451 HD 

358332C91 

©♦49451 HD 

243606 R11 

©♦49470HD 

358332C91 

@♦49451 HD 

358324C91 

©♦49451 HD 

133758R1 

49440HD 

311175C2 

49447HD 

133758R1 

49440HD 

143441R2 

49420HD 

311175C2 

49447HD 


INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR V549 ENG. 

- Continued 

VCOF405; VCOT405 - Continued 
1968-1962 - Continued 
Hose - Upper; Ser. No. 1687 & Before 

(1965-1962). 26511 

Hose - Upper; Ser. No. 1688 & After 

(1965-1962). Q1 3/4” I.D. 

Hose - Lower; (1965-1962). 02 1/2” I.D. 

Hose - By Pass; (1965-1962). ^20618 

VF190; VF200; VF210 

1973-1965 

Belt - Fan. 

Belt - Alt.; W/37A. Alt. 

Belt - Alt.; W/55A., 60A., 

62A.. 105A. Alt. 

Belt - Alt. & Air Brake Com¬ 
pr.; W/37A., 60A., 105A. Alt. 

Belt - Alt. & Air Brake Com¬ 
pr.; W/55A., 62A. Alt. 

Belt - P.S.; Ser. No. FA54336 

& Before. 143441R1 

Belt - P.S.; Ser. No. FA54337 

& After. 133758R1 

Hose - Upper. 

Hose - By Pass; Molded Hose. 

Hose - By Pass; Strt. Hose. 

1600; 1700; 1800; 1850 

1977-1973 

Belt - Fan. 

Alt.; W/37A., 61A. Alt.... 359006C91 
Alt.; W/65A., 80A. Alt.... 151531R2 
Belt - Alt. & Air Brake Com¬ 
pr.; W/37A., 61A. Alt. 

Belt - Alt. & Air Brake Com¬ 
pr.; W/65A., 80A. Alt. 358344C91 

Belt - P.S. 358335C91 

Hose - Upper; (1974-1973). 


133500R11 

256346C11 

©TR22434 

©49350HD 

243608 R11 

©49365HD 

243605 R11 

©♦49451 HD 

264975C11 

©♦49463HD 

143441R1 

49420HD 

133758R1 

49440HD 


Belt - 
Belt - 


<1)26502 
@20618 
3/4” I.D. 


©♦49476HD 

@7417 

@7450 

@7541 

@7560 

2»*9490HD 

26531 


Hose - Lower; (1974-1973).... 

1910A; 201OA 

1977-1968 


-=20530 

Belt - Fan. 


©♦49476HD 

Belt - Alt.; W/37A. Alt. 

. 359006C91 

©7417 

Belt - Alt.; W/65A., 80A. Alt... 
Belt - Alt. & Air Brake Com- 

. 151531R2 

©7450 

pr.; W/37A. Alt. 

Belt - Alt. & Air Brake Com- 

. 358997C91 

©7535 

pr.; W/65A., 80A. Alt. 

. 358344C91 

©7560 

Belt - P.S. 

. 358335C91 

©♦49490HD 

Belt - A.C. 

. 358339C91 

49412HD 


Hose - Upper - Eng. To Pipe; (1977-1971). $2 1/2” I.D. 

Hose - Upper - Pipe To Rad.; (1977-1971). -^2 1/2” I.D. 

Hose - Lower - Eng. To Pipe; (1977-1971). ->2 1/2” I.D. 

Hose - Lower - Pipe To Rad.; (1977-1971). ->2 1/2” I.D. 

2110A 


1977-1968 

Belt - Fan. 


©♦49476HD 

Belt - Alt.; W/37A. Alt. 

. 359006C91 

©7417 

Belt - Alt.; W/65A., 80A. Alt... 

. 151531R2 

©7450 

Belt - Alt. & Air Brake Com¬ 
pr.; W/37A. Alt. 

. 358997C91 

©7535 

Belt - Alt. & Air Brake Com¬ 
pr.; W/65A., 80A. Alt. 

. 358344C91 

©7560 

Belt - P.S. 

. 358335C91 

©♦49490HD 

Belt - A.C. 

. 358339C91 

49412HD 

010 

1976-1973 

Belt - Fan. 

. 354029C91 

©♦49476HD 

Belt - Alt. & Air Brake Compr. 358344C91 

©7560 

Belt - P.S. 


©♦49590HD 

Belt - A.C. 

. 358339C91 

49412HD 


© Two Required. © Six Required. 

® Three Required. ▲ Durion ® Silicone Hose Recommended. O 

© Four Required. •*” Use Notched Belt Only. ♦ 

© Five Required. ^ Cut To Fit. 4 


Green Stripe® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR V800 DIE¬ 
SEL ENG. 

C04070B; COF4070B 

1979-1974 

Belt - Fan. 680613C91 

Belt - Alt. 

Belt - A.C. 449669C91 

Hose - Upper. 

Hose - Lower. 

Hose - By Pass. 

F4270; F4370 

1978-1970 

Belt - Fan. 680613C91 

Belt - Alt.; Apr. 1, 1976 & 

Newer (1978-1971). 358322C91 

Belt - Alt.; Sept. 15, 1974 & 

Older (1978-1971). 358322C91 

Belt - Alt.; Sept. 16, 1974 
Thru Mar. 31. 1976 

(1978-1971). 358345C91 

Belt - Alt.; (1970). 358322C91 

Belt - A.C.; W/65 1/4" Belt 

O.C. 449669C91 

Belt - A.C.; W/67 1/4" Belt 

O.C. 371272C91 

Hose - Upper; (1978-1971). 

Hose - Lower; (1978-1971). 

F5070 

1978-1970 


@TR22648 
©♦♦9530HD 
♦9650HD 
■frl 3/4” I.D. 
■D-3” I.D. 

■frl 3/4” I.D. 


©TR22648 

©♦9525HD 

©♦9525HD 


©7550 

©♦9525HD 

♦9650HD 

♦9670HD 
©■frl 3/4” I.D. 
©■fr2 3/4” I.D. 


Belt - Fan. 

. 683328C1 

©TR22720 

Belt - Alt.; Feb. 24, 1975 & 
Older (1978-1971). 

. 447499C91 

©♦♦9463HD 

Belt - Alt.; Feb. 25, 1975 

Thru Mar. 9, 1976 
(1978-1971). 

. 358326C91 

©♦9480HD 

Belt - Alt.; Mar. 10, 1976 & 
Newer (1978-1971). 

. 447499C91 

©♦♦9463HD 

Belt - Alt.; (1970). 

. 447499C91 

©♦♦9463HD 

Belt - A.C. 


♦9590HD 

S2200 SERIES; S2500 SERIES 


1977-1976 

Belt - Fan & W.P. 

. 683328C1 

©TR22720 

Belt - Fan To Alt. & A.C.; 
W/80A. Delco Alt. 

. 511715C1 

©♦♦9590HD 

4270; 4370 

1978-1970 

Belt - Fan. 

. 680613C91 

©TR22648 

Belt - Alt.; Apr. 1, 1976 & 
Newer (1978-1971). 

. 358322C91 

©♦9525HD 

Belt - Alt.; Sept. 15, 1974 & 
Older (1978-1971). 

. 358322C91 

©♦9525HD 


Belt - Alt.; Sept. 16, 1974 
Thru Mar. 31, 1976 

(1978-1971). 358345C91 ©7550 

Belt - Alt.; (1970). 358322C91 ©49525HD 

Belt - A.C.; W/65 1/4" Belt 

O.C. 449669C91 *9650HD 

Belt - A.C.; W/67 1/4" Belt 

O.C. 371272C91 *9670HD 

Hose - Upper; (1978-1971). ©-frl 3/4” I.D. 

Hose - Lower; (1978-1971). @-fr2 3/4” I.D. 

5070 


1978-1970 

Belt - Fan. 

.. 683328C1 

©TR22720 

Belt - Alt.; Feb. 24, 1975 & 
Older (1978-1971). 

.. 447499C91 

©♦♦9463HD 

Belt - Alt.; Feb. 25, 1975 
Thru Mar. 9, 1976 
(1978-1971). 

.. 358326C91 

©♦9480HD 

Belt - Alt.; Mar. 10, 1976 & 
Newer (1978-1971). 

.. 447499C91 

©♦♦9463HD 


INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR V800 DIE¬ 
SEL ENG. - Continued 

5070 - Continued 

1978-1970 - Continued 

Belt - Alt.; (1970). 447499C91 ©♦49463HD 

Belt - A.C. *9590HD 

INTERNATIONAL/NAVISTAR VS401 
ENG.; INTERNATIONAL/NAVISTAR 
VS478 ENG.; INTERNATION¬ 
AL/NAVISTAR VS549 ENG. 

ACO190; AC0195; AC0200; ACO220; ACOF190; 
ACOF200 
1967-1956 


Belt - Gen. & Air Brake Com- 
pr.; W/30A. Gen.; W/B-W 


Belt - Gen. & Air Brake Com- 
pr.; W/30A. Gen.; W/Wagner 


Belt - Gen. & Air Brake Com- 
pr.; W/35A., 40A, 50A. 

Gen.; W/Wagner Air Brake 

Compr. 

Belt - Gen. & Air Brake Corn- 


Belt - Gen. & Air Brake Com¬ 
pr.; W/B-W 4 Cu. Ft. Air 


Belt - Alt. & Air Brake Com¬ 
pr.; W/100A. Alt. 

Belt - Alt. & Air Brake Corn- 


Belt - Alt. & Air Brake Corn- 


Belt - P.S.; Chassis No. 


Belt - P.S.; Chassis No. 


133500R11 

©TR22434 

149635R1 

♦9463HD 

170780R1 

♦9470HD 

149636R11 

©♦9480HD 

150560R1 

©♦*9451 HD 

143441R1 

♦9420HD 

133732R1 

©♦9360HD 

256395C11 

©♦♦9463HD 

275301 Cl 1 

©♦♦9476HD 

167115R1 

♦9400HD 

143441R1 

♦9420HD 


Hose - Upper - Left Side; Chassis No. 
FA62559 & Before (1966-1957). 


or 


^20046 

26501 


Hose - Upper - Left Side; Chassis No. FD, 

FA62560 & After (1966-1957). 

Hose - Upper - Right Side; (1966-1957). 


Hose - Lower; (1966-1957). 

Hose - By Pass; (1966-1957). 

CO1910A; CO1910B 

1979-1973 

Belt - W.P. 

Belt - Alt.; W/Air Brakes; 
W/37A., 55A, 61 A., 62A. 

Alt. 

Belt - Alt.; W/Air Brakes; 
W/65A., 75A., 80A., 105A., 
130A. Alt.; Apr. 14, 1974 & 

Older. 

Belt - Alt.; W/Air Brakes; 
W/65A., 75A., 80A., 105A., 
130A. Alt.; Apr. 15, 1974 & 

Newer. 

Belt - Alt.; W/Hyd. Brakes; 
W/37A., 55A, 61 A., 62A. 

Alt. 

Belt - Alt.; W/Hyd. Brakes; 
W/65A., 80A., 105A., 130A. 

Alt. 

Belt - P.S.; Ser. No. 
DCA15881 & Before. 


354029C91 

354029C91 


358326C91 

359003C91 

339637C1 

429274C91 


26603 
s-=20046 
or 26502 
©2 5/8” I.D. 
^20618 


©♦♦9476HD 

©♦♦9476HD 

©♦9480HD 

©7695 

7405 

©7390 

♦9520HD 


© Two Required. © Six Required. 

® Three Required. ▲ Durion ® Silicone Hose Recommended. 

© Four Required. •*” Use Notched Belt Only. 

© Five Required. ^ Cut To Fit. 


■fr Green Stripe ® 4-Ply Coolant Hose Recommended. 

Q Use Wire Inserted Green Stripe® Coolant Hose. 

♦ PowerBand® Belt May Work, Use Template To Check. 

* Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 


- Continued 


- Continued 


INTERNATIONAL/NAVISTAR VS401 
ENG.; INTERNATIONAL/NAVISTAR 
VS478 ENG.; INTERNATION¬ 


AL/NAVISTAR VS549 ENG. - Continued 

CO1910A; COI91 OB - Continued 
1979-1973 - Continued 
Belt - P.S.; Ser. No. 

DCA1 5882 & After. ©**9555HD 

Belt - Air Brake Compr. @7673 

Hose - Upper; W/X.C. 21295 

Hose - Upper - Eng. To Pipe; W/Std. Cool. ^<21302 

Hose - Upper - Pipe To Rad.; W/Std. Cool. 20882 
Hose - Lower - Pipe To Cooler; W/Auto. 

Trans. -:-2 1/2” I.D. 

Hose - Lower - Cooler To Rad.; W/Auto. 

Trans. 20369 

CO4010 


1970-1965 

Belt - Fan. 303674C11 

Belt - Alt. & Air Brake Com¬ 
pr.; W/37A. Alt. 151538R21 

Belt - Alt. & Air Brake Com¬ 
pr.; W/55A., 62A. Alt. 285219C21 

Belt - P.S. 284453C1 

COF1910A; COF1910B 

1979-1973 

Belt - W.P. 354029C91 

Belt - Alt.; W/Air Brakes; 

W/37A., 55A., 61 A., 62A. 

Alt. 354029C91 

Belt - Alt.; W/Air Brakes; 

W/65A., 75A., 80A., 105A., 

130A. Alt.; Apr. 14. 1974 & 

Older. 358326C91 

Belt - Alt.; W/Air Brakes; 

W/65A., 75A., 80A., 105A., 

130A. Alt.; Apr. 15. 1974 & 

Newer. 359003C91 

Belt - Alt.; W/Hyd. Brakes; 

W/37A., 55A., 61 A., 62A. 

Alt. 339637C1 

Belt - Alt.; W/Hyd. Brakes; 

W/65A., 80A, 105A., 130A. 

Alt. 429274C91 


Belt - P.S.; Ser. No. 

DCA15881 & Before. 

Belt - P.S.; Ser. No. 

DCA15882 & After. 

Belt - Air Brake Compr. 

Hose - Upper; W/X.C. 

Hose - Upper - Eng. To Pipe; W/Std. Cool. 
Hose - Upper - Pipe To Rad.; W/Std. Cool. 
Hose - Lower - Pipe To Cooler; W/Auto. 

Trans. 

Hose - Lower - Cooler To Rad.; W/Auto. 


Trans. 

COF4010; COT4010 

1970-1965 

Belt - Fan. 303674C11 

Belt - Alt. & Air Brake Com¬ 
pr.; W/37A. Alt. 151538R21 

Belt - Alt. & Air Brake Com¬ 
pr.; W/55A., 62A. Alt. 285219C21 

Belt - P.S. 284453C1 

FI 800 


©♦*9476HD 

@7530 

@7545 

*9490HD 

©♦*9476HD 

©♦*9476HD 

©*9480HD 


<1.7695 


7405 


@7390 

*9520HD 

©♦*9555HD 

@7673 

21295 

.X21302 

20882 

*2 1/2” I.D. 

20369 


©♦*9476HD 

@7530 

@7545 

*9490HD 


1977-1973 


INTERNATIONAL/NAVISTAR VS401 
ENG.; INTERNATIONAL/NAVISTAR 
VS478 ENG.; INTERNATION¬ 
AL/NAVISTAR VS549 ENG. - Continued 


FI 800 - Continued 
1977-1973 - Continued 
Belt - Alt. & Air Brake Com¬ 


pr.; W/65A., 80A. Alt. 358344C91 

Belt - P.S. 358335C91 


Hose - Upper; (1974-1973), 
Hose - Lower; (1974-1973), 

FI91OA; F2010A 

1977-1968 

Belt - Fan. 


Belt - Alt.; W/37A. Alt. 359006C91 

Belt - Alt.; W/65A., 80A. Alt.... 151531R2 
Belt - Alt. & Air Brake Com¬ 
pr.; W/37A. Alt. 358997C91 

Belt - Alt. & Air Brake Com¬ 
pr.; W/65A., 80A. Alt. 358344C91 

Belt - P.S. 358335C91 

Belt - A.C. 358339C91 


Hose - Upper - Eng. To Pipe; (1977-1971). 
Hose - Upper - Pipe To Rad.; (1977-1971). 
Hose - Lower - Eng. To Pipe; (1977-1971). 
Hose - Lower - Pipe To Rad.; (1977-1971). 

F5010 

1976-1973 


Belt - Fan. 354029C91 

Belt - Alt. & Air Brake Compr. 358344C91 

Belt - P.S. 

Belt - A.C. 358339C91 

M412CBE 

1970-1960 

Belt - Fan. 133500R11 

Belt - Alt.; W/100A. Alt. 150560R11 

Belt - Alt.; W/37A. Alt. 256346C11 

Belt - Alt.; W/55A., 60A., 62A. 

Alt. 243608 R11 

Belt - Alt. & Air Brake Com¬ 
pr.; W/37A. Alt. 243605R11 

Belt - Alt. & Air Brake Com¬ 
pr.; W/55A., 62A. Alt. 264975C11 

M612CAE; M613CAE; M623CAE 
1970-1960 

Belt - Fan. 133500R11 

Belt - Alt.; W/100A. Alt. 150560R11 

Belt - Alt.; W/37A. Alt. 256346C11 

Belt - Alt.; W/55A., 60A., 62A. 

Alt. 243608 R11 

Belt - Alt. & Air Brake Com¬ 
pr.; W/37A. Alt. 243605R11 

Belt - Alt. & Air Brake Com¬ 
pr.; W/55A., 62A. Alt. 264975C11 

Belt - P.S. 164550P11 

M623CBE 

1970-1960 

Belt - Fan. 133500R11 

Belt - Alt.; W/100A. Alt. 150560R11 

Belt - Alt.; W/37A. Alt. 256346C11 

Belt - Alt.; W/55A., 60A., 62A. 

Alt. 243608 R11 


@7560 

©♦*9490HD 

26531 

-=20530 


©♦*9476HD 

@7417 

@7450 

@7535 

@7560 
©♦*9490HD 
*9412HD 
*2 1/2” I.D. 
*2 1/2” I.D. 
*2 1/2” I.D. 
*2 1/2” I.D. 


©♦*9476HD 
@7560 
©♦*9590HD 
*9412HD 


©TR22434 
©♦*9451 HD 
©*9350HD 

©♦9365HD 

©♦*9451 HD 

©♦*9463HD 


©TR22434 
©♦*9451 HD 
©*9350HD 

©*9365HD 

©♦*9451 HD 

©♦*9463HD 

*9425HD 


©TR22434 
©♦*9451 HD 
©*9350HD 

©*9365HD 


Belt - Fan. ©**9476HD 

Belt - Alt.; W/37A., 61A. Alt.... 359006C91 @7417 

Belt - Alt.; W/65A., 80A. Alt.... 151531 R2 @7450 

Belt - Alt. & Air Brake Com¬ 
pr.; W/37A., 61A. Alt. @7541 


Belt - Alt. & Air Brake Com¬ 
pr.; W/37A. Alt. 243605R11 ©**9451 HD 

Belt - Alt. & Air Brake Com¬ 
pr.; W/55A., 62A. Alt. 264975C11 @**9463HD 

Belt - P.S. *9440HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

* 


Green Stripe * 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR VS401 
ENG.; INTERNATIONAL/NAVISTAR 
VS478 ENG.; INTERNATION¬ 
AL/NAVISTAR VS549 ENG. - Continued 


M6123CAE 

1970-1960 

Belt - Fan. 

Belt - Alt.; W/100A. Alt. 

Belt - Alt.; W/37A. Alt. 

Belt - Alt.; W/55A., 60A., 62A. 
Alt. 

133500R11 

150560R11 
256346C11 

243608 R11 

©TR22434 
©♦49451 HD 
©49350HD 

©49365HD 

Belt - Alt. & Air Brake Com¬ 
pr.; W/37A. Alt. 

243605 R11 

©♦♦9451 HD 

Belt - Alt. & Air Brake Com¬ 
pr.; W/55A., 62A. Alt. 

264975C11 

©♦♦9463HD 

M6123CBE; MB623CBE; 

MB6123CBE 


1970-1960 

Belt - Fan. 

133500R11 

©TR22434 

Belt - Alt.; W/100A. Alt. 

150560R11 

©♦♦9451 HD 

Belt - Alt.; W/37A. Alt. 

256346C11 

©49350HD 

Belt - Alt.; W/55A., 60A., 62A. 
Alt. 

243608 R11 

©49365HD 

Belt - Alt. & Air Brake Com¬ 
pr.; W/37A. Alt. 

243605 R11 

©♦♦9451 HD 

Belt - Alt. & Air Brake Com¬ 
pr.; W/55A., 62A. Alt. 

264975C11 

©♦♦9463HD 

Belt - P.S. 


♦9440HD 

VI90; VI95; V200; V210 
1973-1965 

Belt - Fan. 

133500R11 

©TR22434 

Belt - Alt.; W/37A. Alt. 

256346C11 

©49350HD 

Belt - Alt.; W/55A., 60A., 

62A.. 105A. Alt. 

243608 R11 

©49365HD 

Belt - Alt. & Air Brake Com¬ 
pr.; W/37A., 60A., 105A. Alt. 

243605 R11 

©♦♦9451 HD 

Belt - Alt. & Air Brake Com¬ 
pr.; W/55A., 62A. Alt. 

264975C11 

©449463HD 

Belt - P.S.; Ser. No. FA54336 
& Before. 

143441R1 

♦9420HD 

Belt - P.S.; Ser. No. FA54337 
& After. 

133758R1 

♦9440HD 

Hose - Upper. 


©>26502 

Hose - By Pass; Molded Hose. 

<©20618 

Hose - By Pass; Strt. Hose. 


3/4” I.D. 

V220 

1973-1965 

Belt - Fan. 

133500R11 

©TR22434 

Belt - Alt.; W/37A. Alt. 

256346C11 

©49350HD 

Belt - Alt.; W/55A., 60A., 

62A., 105A. Alt. 

243608 R11 

©49365HD 

Belt - Alt. & Air Brake Com¬ 
pr.; W/37A., 60A., 105A. Alt. 

243605 R11 

©>♦♦9451 HD 

Belt - Alt. & Air Brake Com¬ 
pr.; W/55A., 62A. Alt. 

264975C11 

©449463HD 

Belt - P.S.; Ser. No. FA54336 
& Before. 

143441R1 

49420HD 

Belt - P.S.; Ser. No. FA54337 
& After. 

133758R1 

49440HD 

VCO190; VC0200; VCO220 


1973-1965 

Belt - Fan. 

133500R11 

©TR22434 

Belt - Alt.; W/37A. Alt. 

256346C11 

©49350HD 

Belt - Alt.; W/55A., 60A., 

62A., 105A. Alt. 

243608 R11 

©49365HD 

Belt - Alt. & Air Brake Com¬ 
pr.; W/37A. Alt. 


♦9455HD 

Belt - Alt. & Air Brake Com¬ 
pr.; W/55A., 62A. Alt.; Ser. 
No. FD38599 & Before. 

255188C1 

@7480 


Application Mfr. Part No. Gates No. 

INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR VS401 
ENG.; INTERNATIONAL/NAVISTAR 
VS478 ENG.; INTERNATION¬ 
AL/NAVISTAR VS549 ENG. - Continued 

VCO190; VCO200; VCO220 - Continued 
1973-1965 - Continued 
Belt - Alt. & Air Brake Com- 
pr.; W/55A., 62A. Alt.; Ser. 

No. FD38600 & After. 275301 Cl 1 ©♦♦9476HD 

Belt - Alt. & Air Brake Com- 

pr.; W/60A. Alt. 170780R11 1 ♦♦9470HD 

Belt - P.S. 167115R1 49400HD 

Hose - Upper - Left Side; (1973-1971). ^<20727 

or 26603 

Hose - Upper - Right Side; (1973-1971). ^20727 

or 26603 

Hose - Lower; (1973-1971). 2 5/8” I.D. 

Hose - By Pass; (1973-1971). ^20618 

VCO405 

1968-1962 

Belt - Fan. 133500R11 ©TR22434 

Belt - Gen.; W/30A. Alt. 49400HD 

Belt - Gen.; W/50A. Alt.; Ser. 

No. 7999 & Before. 150560R11 ©♦♦9451HD 

Belt - Gen.; W/50A. Alt.; Ser. 

No. 8000 & After. 149636R11 ©49480HD 

Belt - Alt. & Air Brake Com- 

pr.; W/37A., 105A. Alt. 358329C91 ©49350HD 

Belt - Alt. & Air Brake Com- 

pr.; W/55A., 60A., 62A. Alt... ©49365HD 

Belt - Alt. & Air Brake Com¬ 
pr.; W/60A. Alt.; W/B-W Air 

Brake Compr. 358332C91 ©♦♦9451HD 

Belt - Alt. & Air Brake Com¬ 
pr.; W/60A. Alt.; 

W/International/Navistar Air 

Brake Compr. 358332C91 ©♦♦9451HD 

Belt - Alt. & Air Brake Com¬ 
pr.; W/60A. Alt.; W/Wagner 

Air Brake Compr. 243606R11 ©♦♦9470HD 

Belt - Alt. & Air Brake Com¬ 
pr.; W/Air/Hyd. Brakes; 

W/37A., 105A. Alt. 358332C91 ©♦49451HD 

Belt - Alt. & Air Brake Com¬ 
pr.; W/Air/Hyd. Brakes; 

W/55A., 62A. Alt. 358324C91 ©♦49451HD 

Belt - P.S.; Chassis No. F. 

FA, FV. 133758R1 49440HD 

Belt - P.S.; Chassis No. 

FD102890 & After.311175C2 49447HD 

Belt - P.S.; Chassis No. 

FD26619 & Before. 133758R1 49440HD 

Belt - P.S.; Chassis No. 

FD26620 Thru FD102889. 143441R2 49420HD 

Belt - P.S.; Chassis No. 

G165000 & After.311175C2 49447HD 

Hose - Upper; Ser. No. 1687 & Before 

(1965-1962). 26511 

Hose - Upper; Ser. No. 1688 & After 

(1965-1962). Ql 3/4” I.D. 

Hose - Lower; (1965-1962). 02 1/2” I.D. 

Hose - By Pass; (1965-1962). ^20618 

VCOF190; VCOF200; VCOF220 
1973-1965 

Belt - Fan. 133500R11 ©TR22434 

Belt - Alt.; W/37A. Alt. 256346C11 ©49350HD 

Belt - Alt.; W/55A., 60A., 

62A.. 105A. Alt. 243608R11 : *9365HD 

Belt - Alt. & Air Brake Com¬ 
pr.; W/37A. Alt. 49455HD 

Belt - Alt. & Air Brake Com¬ 
pr.; W/55A., 62A. Alt.; Ser. 

No. FD38599 & Before. 255188C1 ©7480 


© Two Required. © Six Required. Green Stripe 8 4-Ply Coolant Hose Recommended. 

® Three Required. ▲ Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

© Four Required. •*” Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

© Five Required. ^ Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR VS401 
ENG.; INTERNATIONAL/NAVISTAR 
VS478 ENG.; INTERNATION¬ 
AL/NAVISTAR VS549 ENG. - Continued 

VCOF190; VCOF200; VCOF220 - Continued 
1973-1965 - Continued 
Belt - Alt. & Air Brake Com- 
W/55A., 


No. FD38600 & After .. 

Belt - Alt. & Air Brake Com- 

275301 Cl 1 

©♦49476HD 

pr.; W/60A. Alt. 

170780R11 

©♦49470HD 

Belt - P.S. 

167115R1 

49400HD 

Hose - Upper - Left Side; (1973-1971). 

:x20727 



or 26603 

Hose - Upper - Right Side; (1973-1971). 

x20727 



or 26603 

Hose - Lower; (1973-1971). 


2 5/8” I.D. 

Hose - By Pass; (1973-1971). 

VCOF405; VCOT405 


x20618 

1968-1962 

Belt - Fan. 

133500R11 

©TR22434 

Belt - Gen.; W/30A. Alt. 

Belt - Gen.; W/50A. Alt.; Ser. 


49400HD 

No. 7999 & Before. 

Belt - Gen.; W/50A. Alt.; Ser. 

150560R11 

©♦49451 HD 

No. 8000 & After. 

Belt - Alt. & Air Brake Com- 

149636R11 

©49480HD 

pr.; W/37A.. 105A. Alt. 

Belt - Alt. & Air Brake Com- 

358329C91 

©49350HD 

pr.; W/55A., 60A., 62A. Alt... 
Belt - Alt. & Air Brake Com- 


©49365HD 

pr.; W/60A. Alt.; W/B-W Air 
Brake Compr. 

358332C91 

©449451 HD 

Belt - Alt. & Air Brake Com- 



pr.; W/60A. Alt.; 
W/International/Navistar Air 



Brake Compr. 

358332C91 

©449451 HD 

Belt - Alt. & Air Brake Com- 


pr.; W/60A. Alt.; W/Wagner 
Air Brake Compr. 

243606 R11 

©♦49470HD 

Belt - Alt. & Air Brake Com- 



pr.; W/Air/Hyd. Brakes; 
W/37A., 105A. Alt. 

358332C91 

©♦49451 HD 

Belt - Alt. & Air Brake Com- 



pr.; W/Air/Hyd. Brakes; 
W/55A., 62A. Alt. 

358324C91 

©449451 HD 

Belt - P.S.; Chassis No. F. 


FA, FV. 

Belt - P.S.; Chassis No. 

133758R1 

49440HD 

FD102890 & After. 

Belt - P.S.; Chassis No. 

311175C2 

49447HD 

FD26619 & Before. 

Belt - P.S.; Chassis No. 

133758R1 

49440HD 

FD26620 Thru FD102889. 

Belt - P.S.; Chassis No. 

143441R2 

49420HD 

G165000 H After. 

311175C2 

49447HD 

Hose - Upper; Ser. No. 1687 & Before 

(1965-1962). 


26511 

Hose - Upper; Ser. No. 1688 & After 


(1965-1962). 


Q1 3/4” I.D. 

Hose - Lower; (1965-1962). 


02 1/2” I.D. 

Hose - By Pass; (1965-1962). 

VF190; VF200; VF210 


x20618 

1973-1965 

Belt - Fan. 

133500R11 

©TR22434 

Belt - Alt.; W/37A. Alt. 

Belt - Alt.; W/55A., 60A., 

256346C11 

©49350HD 

62A.. 105A. Alt. 

243608 R11 

©49365HD 

Belt - Alt. & Air Brake Com- 


pr.; W/37A., 60A., 105A. Alt. 
Belt - Alt. & Air Brake Com- 

243605 R11 

@449451 HD 

pr.; W/55A., 62A. Alt. 

264975C11 

©449463HD 


INTERNATIONAL/NAVISTAR 

- Continued 

INTERNATIONAL/NAVISTAR VS401 
ENG.; INTERNATIONAL/NAVISTAR 
VS478 ENG.; INTERNATION¬ 
AL/NAVISTAR VS549 ENG. - Continued 

VF190; VF200; VF210 - Continued 


1973-1965 - Continued 
Belt - P.S.; Ser. No. FA54336 

& Before. 143441R1 

Belt - P.S.; Ser. No. FA54337 

& After. 133758R1 

Hose - Upper. 

Hose - By Pass; Molded Hose. 

Hose - By Pass; Strt. Hose. 

1600; 1700; 1800; 1850 

1977-1973 

Belt - Fan. 

Belt - Alt.; W/37A., 61A. Alt.... 359006C91 
Belt - Alt.; W/65A., 80A. Alt.... 151531R2 
Belt - Alt. & Air Brake Com- 

pr.; W/37A., 61A. Alt. 

Belt - Alt. & Air Brake Com- 

pr.; W/65A., 80A. Alt. 358344C91 

Belt - P.S. 358335C91 

Hose - Upper; (1974-1973). 


49420HD 

49440HD 
il>26502 
@20618 
3/4” I.D. 


©♦49476HD 

@7417 

@7450 

@7541 

@7560 

2»*9490HD 

26531 


Hose - Lower; (1974-1973).... 

1910A; 201OA 

1977-1968 


-=20530 

Belt - Fan. 


©♦49476HD 

Belt - Alt.; W/37A. Alt. 

. 359006C91 

©7417 

Belt - Alt.; W/65A., 80A. Alt... 
Belt - Alt. & Air Brake Com- 

. 151531R2 

©7450 

pr.; W/37A. Alt. 

Belt - Alt. & Air Brake Com- 

. 358997C91 

©7535 

pr.; W/65A., 80A. Alt. 

. 358344C91 

©7560 

Belt - P.S. 

. 358335C91 

©♦49490HD 

Belt - A.C. 

. 358339C91 

49412HD 


Hose - Upper - Eng. To Pipe; (1977-1971). $2 1/2” I.D. 

Hose - Upper - Pipe To Rad.; (1977-1971). ^-2 1/2” I.D. 

Hose - Lower - Eng. To Pipe; (1977-1971). ^-2 1/2” I.D. 

Hose - Lower - Pipe To Rad.; (1977-1971). *2 1/2” I.D. 

2110A 


1977-1968 

Belt - Fan. 


©♦49476HD 

Belt - Alt.; W/37A. Alt. 

. 359006C91 

©7417 

Belt - Alt.; W/65A., 80A. Alt... 

. 151531R2 

©7450 

Belt - Alt. & Air Brake Com¬ 
pr.; W/37A. Alt. 

. 358997C91 

©7535 

Belt - Alt. & Air Brake Com¬ 
pr.; W/65A., 80A. Alt. 

. 358344C91 

©7560 

Belt - P.S. 

. 358335C91 

©♦49490HD 

Belt - A.C. 

. 358339C91 

49412HD 

5010 

1976-1973 

Belt - Fan. 

. 354029C91 

©♦49476HD 

Belt - Alt. & Air Brake Compr. 358344C91 

©7560 

Belt - P.S. 


©449590HD 

Belt - A.C. 

. 358339C91 

49412HD 

NISSAN FE6 DIESEL ENG. 



400; 500 

1990-1987 

Belt - Fan & Alt.; W/49 7/8" 

Belt O.C. (1990). 2114075512 

Belt - Fan & Alt.; W/50 1/8" 

Belt O.C. (1990). 2114090072 

Belt - Fan & Alt.; W/49 7/8" 

Belt O.C. (1989-1987). 2114075512 

Belt - Fan & Alt.; W/50 1/8" 

Belt O.C. (1989-1987). 2114090072 

Belt - A.C. 2114025578 


TR22485 

TR22495 

©TR22485 

©TR22495 

TR22373 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only, 
x Cut To Fit. 


o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


INTERNATIONAL/NAVISTAR 

- Continued 

NISSAN FE6 DIESEL ENG. - Continued 

400; 500 - Continued 
1990-1987 - Continued 
Hose - Upper. 


Hose - Lower. 

Hose - By Pass. 

Hose - Heater; (1990). 

Hose - Heater; (1989-1987). 

Hose - Coolant Reservoir; (1990). 

Hose - Reservoir To Rad.; (1989-1987). 

NISSAN FE6T DIESEL ENG 

400; 500 
1990-1989 

Belt - Fan & Alt. 

Belt O.C. (199C 
Belt - Fan & Alt. 

Belt O.C. (199C 
Belt - Fan & Alt. 

Belt O.C. (198E 
Belt - Fan & Alt. 

Belt O.C. (198E 

Belt - A.C. 

Hose - Upper. 


*20957 
or 26502 
s-=20046 
*20782 
s-=28473 
@*28473 
*20338 
*20338 


W/49 7/8" 

. 

. 2114075512 

TR22485 

W/50 1/8" 

. 

. 2114090072 

TR22495 

W/49 7/8" 

. 

. 2114075512 

©TR22485 

W/50 1/8" 

. 

. 2114090072 

©TR22495 


. 2114025578 

TR22373 


Hose - Lower. 

Hose - By Pass. 

Hose - Heater; (1990). 

Hose - Heater; (1989). 

Hose - Coolant Reservoir; (1990). 

Hose - Reservoir To Rad.; (1989). 

NISSAN NE6 DIESEL ENG. 

700; 900 
1988-1987 

Belt - Fan, Alt. & Idler; W/54 

1/8" Belt O.C. 2114095008 

Belt - Fan, Alt. & Idler; W/55 

1/8" Belt O.C. 2114095006 

Belt - A.C. & Idler. 2114095009 

Hose - Upper. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

Hose - By Pass - Inlet. 

Hose - By Pass - Outlet. 

Hose - Pipe To Tank. 

NISSAN NE6T DIESEL ENG 

700; 900 
1990-1987 

Belt - Fan & Alt.; W/54 1/8“ 

Belt O.C. (1990). 2114095008 

Belt - Fan & Alt.; W/55 1/8“ 

Belt O.C. (1990). 2114095006 

Belt - Fan, Alt. & Idler; W/54 
1/8" Belt O.C. (1989-1987)... 2114095008 
Belt - Fan, Alt. & Idler; W/55 
1/8" Belt O.C. (1989-1987)... 2114095006 

Belt - A.C.; (1990). 2114095009 

Belt - A.C. & Idler; 

(1989-1987). 2114095009 

Hose - Upper; (1990). 

Hose - Upper; (1988-1987). 


*20957 
ir 26502 
*20046 
*20782 
*28473 
@*28473 
*20338 
*20338 


©TR22534 

©TR22545 
TR22588 
©*21378 
or 26512 
26510 
*2” I.D. 
3/4” I.D. 

1 1/4” I.D. 
28478 


TR22534 

TR22545 

©TR22534 

©TR22545 

TR22588 

TR22588 
*20401 
©*21378 
or 26512 


INTERNATIONAL/NAVISTAR 

- Continued 

PERKINS 6-CYL 354 DIESEL ENG. 

CO1630A 

1970-1969 


Belt - Fan & Alt... 

Belt - P.S. 

Hose - Lower. 


ISUZU 


©♦49555HD 
49360HD 
*20611 
or 26510 


ISUZU 4BD1 DIESEL ENG. 

KS 

1985 

Belt - Fan. 

Belt - Fan & Alt.; W/Dual 

Belts. 5136710411 

Belt - Fan & Alt.; W/Single 
Belt. 1136712161 


7425 

@7470 


TR22461 


Belt - A.C. 

49380HD 

Hose - Upper. 

. *21794 


or 25474 

Hose - Lower - Eng. To Pipe. 

. 20351 

Hose - By Pass. 

. 21746 

NPR 


1990-1985 


Belt - Fan; (1988-1985). 

7425 


Belt - Fan & Alt.; (1990). 5136710411 

Belt - Fan & Alt.; W/Dual 

Belts (1988-1985). 5136710411 

Belt - Fan & Alt.; W/Single 

Belt (1988-1985). 1136712161 

Belt - A.C.; (1988-1985). 

Hose - Upper; (1988-1985). 

01 

Hose - Lower - Eng. To Pipe; (1988-1985). 

Hose - Lower - Eng. To Rad.; (1990). 

Hose - By Pass; (1988-1985). 

ISUZU 4BD1-T DIESEL ENG. 

NPR 

1989 

Belt - Fan. 


Belt - Fan & Alt. 

Belts. 

Belt - Fan & Alt. 

Belt. 

Belt - A.C. 

Hose - Upper. 


W/Dual 


W/Single 


5136710411 

1136712161 


Hose - Lower - Eng. To Pipe. 

Hose - By Pass. 

ISUZU 6BD1 DIESEL ENG. 

FSR; FTR 
1990-1987 

Belt - Fan & Alt.; (1990). 1136711740 

Belt - Fan & Alt.; (1989-1987) 1136711740 

Belt - A.C. 

Hose - Upper. 

Hose - Lower - Pipe To Rad. 

Hose - By Pass. 

ISUZU 6BG1 DIESEL ENG. 

FSR; FTR 


©7470 

©7470 

TR22461 

49380HD 

*21794 

25474 

20351 

*20121 

21746 


7425 

©7470 

TR22461 

49380HD 

*21794 

25474 

20351 

21746 


TR22495 

©TR22495 

TR22474 

26508 

*21379 

*21942 


Hose - Lower - Eng. To Pipe; (1990). 

■>2 1/8” I.D. 

1990-1987 



Hose - Lower - Eng. To Pipe; (1988-1987). 

26510 

Belt - Fan; (1990). 

. 5136700041 

7425 

Hose - Lower - Pipe To Rad.; (1990). 

02 1/8” I.D. 

Belt - Fan; (1989-1987). 

. 5136700041 

7420 

Hose - Lower - Pipe To Rad.; (1988-1987). 

*2” I.D. 

Belt - Fan & Alt.; W/49 1/4" 



Hose - By Pass - Inlet. 

3/4” I.D. 

Belt O.C. (1990). 

. 1136712270 

TR22485 

Hose - By Pass - Outlet. 

1 1/4” I.D. 

Belt - Fan & Alt.; W/50 1/8" 



Hose - Pipe To Tank; (1988-1987). 

28478 

Belt O.C. (1990). 

. 113671740 

TR22495 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durlon® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

* Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

ISUZU - Continued 


Gates No. 


Application Mfr. Part No. 

IVECO - Continued 


Gates No. 


ISUZU 6BG1 DIESEL ENG. - Continued 

FSR; FTR - Continued 
1990-1987 - Continued 
Belt - Fan & Alt.; W/49 1/4" 


Belt O.C. (1989-1987). 

Belt - Fan & Alt.; W/50 1/8" 

1136712270 

©TR22485 

Belt O.C. (1989-1987). 

113671740 

©TR22495 

Belt - A.C.; W/1/2" Belt T.W.. 


49405HD 

Belt - A.C.; W/7/8" Belt T.W.. 

1136714560 

TR28423 

Hose - Lower - Pipe To Rad. 

FVR 

1990-1988 


s<21379 

Belt - Fan; (1990). 

Belt - Fan & Alt.; W/49 1/4" 

5136700041 

7425 

Belt O.C. (1990). 

Belt - Fan & Alt.; W/50 1/8" 

1136712270 

TR22485 

Belt O.C. (1990). 

Belt - A.C.; W/1/2" Belt T.W. 

113671740 

TR22495 

(1990). 

Belt - A.C.; W/7/8" Belt T.W. 


49405HD 

(1990). 

1136714560 

TR28423 

Hose - Lower; (1989-1988).... 


21747 

Hose - Lower - Pipe To Rad.; (1990). 

NRR 

1990-1987 

^21379 

Belt - Fan; (1990). 

5136700041 

7425 

Belt - Fan; (1989-1987). 

Belt - Fan & Alt.; W/49 1/4" 

5136700041 

7420 

Belt O.C. (1990). 

Belt - Fan & Alt.; W/50 1/8" 

1136712270 

TR22485 

Belt O.C. (1990). 

Belt - Fan & Alt.; W/49 1/4" 

113671740 

TR22495 

Belt O.C. (1989-1987). 

Belt - Fan & Alt.; W/50 1/8" 

1136712270 

©TR22485 

Belt O.C. (1989-1987). 

113671740 

©TR22495 


Belt - A.C.; W/1/2" Belt T.W... 49405HD 

Belt - A.C.; W/7/8" Belt T.W... 1136714560 TR28423 

Hose - Lower - Pipe To Rad. ^21379 

ISUZU 6SA1 DIESEL ENG. 

EVR; FVR 

1990-1988 

Belt - Fan & Alt.; (1990). TR22485 

Belt - Fan & Alt.; (1989-1988) ©TR22485 

Belt - A.C. TR22474 

Hose - Lower. 21747 

IVECO 

DEUTZ F5L912 DIESEL ENG. 


Z100 

1982-1980 

Belt - Alt. & P.S. 7512 

Belt - Blower. 7530 


FIAT 8040.45 DIESEL ENG. 


FIAT 8060.24 DIESEL ENG. - Continued 


Z340 

1987- 1986 

Belt - Alt. 7395 

Belt - Air Brake Compr. 7516 

FIAT 8060.25 DIESEL ENG. 

EURO 110 

1988- 1987 

Belt - Fan & Alt. 7450 

Belt - A.C. ©7475 

Hose - Upper - Eng. To Pipe. 1 1/2” I.D. 

Hose - Upper - Pipe To Rad. s«20065 

Hose - Lower - Eng. To Pipe. 1 1/2” I.D. 

Hose - Lower - Pipe To Rad. 21145 

or 25472 

12-14; 15-14; 18-14; 23-16 

1989 

Belt - Alt. 7395 

Belt - W.P. & Air Brake Com¬ 
pr. ©7520 

Hose - Upper - Eng. To Pipe. 20351 

Hose - Upper - Pipe To Rad. 1 1/2” I.D. 

Hose - Lower - Eng. To Pipe. 1 1/2” I.D. 

Hose - Lower - Pipe To Rad. s-=20900 

KENWORTH 


ALLIS-CHALMERS 21000 DIESEL ENG. 

W900 

1971 


Belt - Fan. ©TR28680 

Belt - W.P. 7500 

Belt - Alt. 49470HD 

Belt - A.C. 49490HD 

Belt - Air Brake Compr. TR28510 

Hose - Upper - Eng. To Pipe. *2 1/2” I.D. 

Hose - Upper - Pipe To Rad. -XT I.D. 

Hose - Lower. ©->2 1/2” I.D. 

Hose - By Pass. 2 1/2” I.D. 

Hose - Heater. 5/8” I.D. 

ALLIS-CHALMERS 25000 DIESEL ENG. 

W900 

1974 

Belt - Fan. 4392613 ©TR28657 

Belt - W.P. 7495 

Belt-Alt. 49451 HD 

Belt - A.C. 49490HD 

Belt - Air Brake Compr. 4612058 TR28501 

Hose - Upper - Eng. To Pipe. -t-2 1/2” I.D. 

Hose - Upper - Pipe To Rad. -XT I.D. 

Hose - Lower. ©->2 1/2” I.D. 

Hose - By Pass. 2 1/2” I.D. 

Hose - Heater. 5/8” I.D. 


12-11; 12-12 
1989 

Belt - Alt. 

FIAT 8060.24 DIESEL ENG. 

Z120TA; Z220T 
1986-1984 

Belt - W.P. & Alt. 470208 

Belt - A.C. 

Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 


7450 


CATERPILLAR 1673 DIESEL ENG. 

C500 

1973 


Belt - Fan. 
Belt - Alt.. 


or 


or 


7455 

©49455HD 

20573(D) 

s-=20065 

25473 

1 1/2” I.D. 
^21794 

25474 


Hose - Upper - Eng. To Pipe 
Hose - Upper - Pipe To Rad. 
Hose - Lower - Eng. To Pipe 
Hose - Lower - Pipe To Rad. 

PD 

1974-1972 

Belt - Fan. 

Belt - Alt. 

Belt - A.C. 


©49730HD 
©49415HD 
*2 1/2” I.D. 
■>3” I.D. 

*2 1/2” I.D. 
*2 1/2” I.D. 


©449447HD 
©449500HD 
49510HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

KENWORTH - Continued 


Gates No. 


Application Mfr. Part No. 

KENWORTH - Continued 


Gates No. 


CATERPILLAR 1673 DIESEL ENG. 

- Continued 

800 

1961-1957 

Belt - Fan.9L895 ©449520HD 

Belt - Alt.4M6291 ©49415HD 

Belt - Air Brake Compr.9L1197 @9309 

900 

1961-1957 


CATERPILLAR 1693 DIESEL ENG. 

- Continued 

K100 - Continued 

1977-1971 - Continued 

Hose - Upper. ©->3” I.D. 

Hose - Lower. ©->3 1/2” I.D. 

Hose - By Pass. 1 1/2” I.D. 

Hose - Heater. 5/8” I.D. 

W900 


Belt - Fan. 

Belt - Alt. 

Belt - Air Brake Compr. 

Hose - Upper - Eng. To Pipe 
Hose - Upper - Pipe To Rad. 
Hose - Lower - Eng. To Pipe 
Hose - Lower - Pipe To Rad. 


9L895 ©449520HD 

4M6291 ©49415HD 

9L1197 @9309 

. -:-2 1/2” I.D. 

. *3” I.D. 

. -:-2 1/2” I.D. 

. -:-2 1/2” I.D. 


CATERPILLAR 1674 DIESEL ENG. 


C500 

1973 

Belt - Fan & W.P. @9810 

Belt - Alt. ©♦♦9305HD 

Hose - Upper - Eng. To Pipe. 42 1/2” I.D. 

Hose - Upper - Pipe To Rad. -XT I.D. 

Hose - Lower - Eng. To Pipe. -XT I.D. 

Hose - Lower - Pipe To Pipe. -XT I.D. 

Hose - Lower - Pipe To Rad. ->3 1/2” I.D. 

Hose - By Pass. 1 1/2” I.D. 

Hose - Heater. 5/8” I.D. 

K100 

1973 

Belt - Fan & W.P. 9-1213 49640HD 

Belt-Alt.9L1740 ©449451 HD 

Belt - A.C. 49430HD 

Hose - Upper - Eng. To Pipe. 2 1/2” I.D. 

Hose - Upper - Pipe To Rad. -XT I.D. 

Hose - Lower. @->3” I.D. 

Hose - By Pass. 1 1/2” I.D. 

Hose - Heater. 5/8” I.D. 

W900 

1975-1971 

Belt - Fan & W.P.; 

(1975-1973). ©49680HD 

Belt - Fan & W.P.; 

(1972-1971). ♦9650HD 

Belt-Alt.; (1973). : 49425HD 

Belt - A.C.; (1973). 49440HD 

Hose - Upper - Eng. To Pipe; (1973). ^2 1/2” I.D. 

Hose - Upper - Pipe To Rad.; (1973). -XT I.D. 

Hose - Lower; (1973). @->3” I.D. 

Hose - By Pass; (1973). 1 1/2” I.D. 

Hose - Heater; (1973). 5/8” I.D. 


CATERPILLAR 1676 DIESEL ENG. 

500; 800; 900 

1975-1974 

Belt - Fan; W/54 1/4" Belt 

O.C. ©49540HD 


Belt - Fan; W/57 1/4" Belt 

O.C. 

Belt - Alt.; W/39 1/8” Belt 

O.C. 

Belt - Alt.; W/50 1/4" Belt 

O.C. 

Belt - A.C. 


©49570HD 

<1.7390 

©449500HD 

49476HD 


CATERPILLAR 1693 DIESEL ENG. 

K100 


1977-1970 

Belt - Fan & W.P. 

Belt - Alt. 

Belt - A.C. 

Hose - Upper. 

Hose - Lower. 

Hose - By Pass.... 
Hose - Heater. 


@9740 
©449435HD 
TR22508 
@■>3” I.D. 
©■>3 1/2” I.D. 
1 1/2” I.D. 
5/8” I.D. 


CATERPILLAR 3176 DIESEL ENG. 


C500; T400 

1990-1989 

Belt - Fan & Alt.; W/67 7/8" 

Belt O.C. 4K080675HD 

Belt - Fan & Alt.; W/68 3/8" 

Belt O.C. Dll026617 4K080680HD 

Belt - Fan & Alt.; W/70 3/8" 

Belt O.C. Dll026675 4K080700HD 

Belt - A.C.; W/51" Belt O.C. 

(1990). 49505HD 

Belt - A.C.; W/54 1/2" Belt 

O.C. (1990). 49540HD 

Belt - A.C.; W/56 1/2" Belt 

O.C. (1990). 49560HD 

Belt - A.C.; (1989). 49505HD 

Belt - A.C. & Idler; W/54 1/2" 

Belt O.C. (1989). 49540HD 

Belt - A.C. & Idler; W/56 1/2" 

Belt O.C. (1989). 49560HD 

Hose - Upper - Eng. To Pipe; (1990). ->2” I.D. 

Hose - Upper - Eng. To Pipe; (1989). A2” I.D. 

Hose - Upper - Pipe To Rad.; (1990). ^2 1/2” I.D. 

Hose - Upper - Pipe To Rad.; (1989). A2 1/2” I.D. 

Hose - Lower - Eng. To Pipe; (1990). &2 1/4” I.D. 

Hose - Lower - Eng. To Pipe; (1989). A2 1/4” I.D. 

Hose - Lower - Pipe To Rad.; (1990). ->2 1/4” I.D. 

Hose - Lower - Pipe To Rad.; (1989). A2 1/4” I.D. 

Hose - Heater Inlet; (1990). 1” I.D. 

Hose - Heater Inlet; (1989). 5/8” I.D. 

Hose - Heater Outlet; (1990). 5/8” I.D. 

Hose - Heater Outlet; (1989). 1” I.D. 

T450 

1990 

Belt - Fan & Alt.; W/67 7/8" 

Belt O.C. 4K080675HD 

Belt - Fan & Alt.; W/68 3/8" 

Belt O.C. Dll026617 4K080680HD 

Belt - Fan & Alt.; W/70 3/8" 

Belt O.C. Dll026675 4K080700HD 

Belt - A.C.; W/51" Belt O.C.... 49505HD 

Belt - A.C.; W/54 1/2" Belt 

O.C. 49540HD 

Belt - A.C.; W/56 1/2" Belt 

O.C. 49560HD 

Hose - Upper - Eng. To Pipe. ■$■2” I.D. 

Hose - Upper - Pipe To Rad. ->2 1/2” I.D. 

Hose - Lower - Eng. To Pipe. ■>2 1/4” I.D. 

Hose - Lower - Pipe To Rad. -0-2 1/4” I.D. 

Hose - Heater Inlet. 1” I.D. 

Hose - Heater Outlet. 5/8” I.D. 


1977-1971 

Belt - Fan & W.P.9L5279 

Belt - Alt. 

Belt - A.C. 


©49700HD 

©449435HD 

TR22578 


T600; T800 

1990-1989 

Belt - Fan & Alt.; W/67 7/8" 
Belt O.C. 


4K080675HD 


© Two Required. 
© Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

^ Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

KENWORTH - Continued 


Gates No. 


Application Mfr. Part No. 

KENWORTH - Continued 


Gates No. 


CATERPILLAR 3176 DIESEL ENG. 

- Continued 

T600; T800 - Continued 
1990-1989 - Continued 
Belt - Fan & Alt.; W/68 3/8" 

Belt O.C. Dll026617 *K080680HD 

Belt - Fan & Alt.; W/70 3/8" 

Belt O.C. Dll026675 *K080700HD 

Belt - A.C.; W/51" Belt O.C. 

(1990). 49505HD 

Belt - A.C.; W/54 1/2" Belt 

O.C. (1990). 49540HD 

Belt - A.C.; W/56 1/2" Belt 

O.C. (1990). 49560HD 

Belt - A.C.; (1989). 49505HD 

Belt - A.C. & Idler; W/54 1/2" 

Belt O.C. (1989). 49540HD 

Belt - A.C. & Idler; W/56 1/2" 

Belt O.C. (1989). *9560HD 

Hose - Upper - Eng. To Pipe; (1990). ■4-2” I.D. 

Hose - Upper - Eng. To Pipe; (1989). A2” I.D. 

Hose - Upper - Pipe To Rad.; (1990). *2 1/2” I.D. 

Hose - Upper - Pipe To Rad.; (1989). A2 1/2” I.D. 

Hose - Lower - Eng. To Pipe; (1990). -0-2 1/4” I.D. 

Hose - Lower - Eng. To Pipe; (1989). A2 1/4” I.D. 

Hose - Lower - Pipe To Rad.; (1990). ->2 1/4” I.D. 

Hose - Lower - Pipe To Rad.; (1989). A2 1/4” I.D. 

Hose - Heater Inlet; (1990). 1” I.D. 

Hose - Heater Inlet; (1989). 5/8” I.D. 

Hose - Heater Outlet; (1990). 5/8” I.D. 

Hose - Heater Outlet; (1989). 1” I.D. 

CATERPILLAR 3306 DIESEL ENG. 

C500 

1990-1975 

Belt - Fan; (1990). *9480HD 

Belt - Fan; (1989-1988). ©49480HD 

Belt - Fan; W/63 1/2" Belt 

O.C.(1987-1986). : ♦9630HD 

Belt - Fan; W/73 1/2" Belt 

O.C. (1987-1986). : ♦9730HD 

Belt - Fan; (1985-1980). @*9730HD 

Belt - Fan; (1979-1975). ©49700HD 

Belt - Alt.; Preferred Belt 

(1990). 2/9530PB 

Belt - Alt.; Optional Belt 

(1990). ©49530HD 

Belt - Alt.; (1989-1988). @*9530HD 

Belt - Alt.; W/46 1/2" Belt 

O.C. (1987-1986). ©449463HD 

Belt - Alt.; W/53 1/2" Belt 

O.C. (1987-1986). .'♦♦9530HD 

Belt - Alt.; (1985-1975). ©4*9451HD 

Belt - A.C. *9400HD 

Hose - Upper; (1990). -0-2 1/2” I.D. 

Hose - Upper; (1989-1988). ©->2 1/2” I.D. 

Hose - Upper - Eng. To Pipe; (1987-1976). ->2 1/2” I.D. 

Hose - Upper - Pipe To Rad.; (1987-1976). 4-3” I.D. 

Hose - Lower; (1990). 4-2 1/2” I.D. 

Hose - Lower; (1989-1988). ©->2 1/2” I.D. 

Hose - Lower; (1987-1976). @4-2 1/2” I.D. 

Hose - By Pass - Inlet; (1990-1988). 1 3/8” I.D. 

Hose - By Pass - Outlet; (1990-1988). 1 3/4” I.D. 

Hose - Heater; (1990-1976). 5/8” I.D. 

T400; T450 
1990 

Belt - Fan. *9495HD 

Belt - Alt. & A.C.; Preferred 

Belt. 2/9570PB 

Belt - Alt. & A.C.; Optional 

Belt. ©*9570HD 

Hose - Upper. ->2 1/2” I.D. 

Hose - Lower. 4-2 1/2” I.D. 

Hose - Heater. 5/8” I.D. 


CATERPILLAR 3306 DIESEL ENG. 


- Continued 

T800 

1990-1988 

Belt - Fan; Preferred Belt 

(1990). 2/9470PB 

Belt - Fan; Optional Belt 

(1990). ©*9470HD 

Belt - Fan; (1989-1988). ©**9470HD 

Belt - Alt. ©**9530HD 

Belt - A.C. 49540HD 

Hose - Upper; (1990). 4-2 1/2” I.D. 

Hose - Upper; (1989-1988). ©->2 1/2” I.D. 

Hose - Lower; (1990). -0-2 1/2” I.D. 

Hose - Lower; (1989-1988). ©->2 1/2” I.D. 

Hose - By Pass. 1” I.D. 

Hose - Heater. 5/8” I.D. 

W900 

1989 

Belt - Fan; W/Horton Fan 

Clutch. ©4*9470HD 

Belt - Alt. ©4*951 OHD 

Hose - Upper. ©->2 1/2” I.D. 

Hose - Lower. ©->2 1/2” I.D. 

Hose - By Pass. 2 1/4” I.D. 

Hose - Heater. 5/8” I.D. 


CATERPILLAR 3406 DIESEL ENG. 


K100 

1990-1977 

Belt - Fan; (1990). TR22607 

Belt - Fan; W/1/2" Belt T.W. 

(1988-1983). @4*9640HD 

Belt - Fan; W/5/8" Belt T.W. 

(1988-1983). ©TR22588 

Belt - Fan; (1982-1977). ®>TR22588 

Belt - Alt. & A.C.; Preferred 

Belt (1990). 2/9570PB 

Belt - Alt. & A.C.; Optional 

Belt (1990). ©*9570HD 

Belt - Alt. & A.C.; W/56 3/8" 

Belt O.C. (1988-1983). ©49560HD 

Belt - Alt. & A.C.; W/60 1/2" 

Belt O.C. (1988-1983). ©*9600HD 

Belt - Alt. & A.C.; 

(1982-1977). @*9580HD 

Hose - Upper; (1990). -0-2 1/2” I.D. 

Hose - Upper - Eng. To Pipe; (1989-1983). -0-2 1/2” I.D. 

Hose - Upper - Pipe To Rad.; (1989-1983). 4-3” I.D. 

Hose - Lower; (1990). 4-3” I.D. 

Hose - Lower; (1989-1983). ©->3” I.D. 

Hose - By Pass; (1990-1983). 1” I.D. 

Hose - Heater; (1990-1983). 5/8” I.D. 

T600 

1990-1986 

Belt - Fan; Preferred Belt; 

W/57 5/8" Belt O.C. (1990).. 2/TR22570PB 

Belt - Fan; Optional Belt; 

W/57 5/8" Belt O.C. (1990).. ®>TR22570 

Belt - Fan; W/43 1/2" Belt 
O.C.; Preferred Belt 

(1990-1987). 2/TR28437PB 

Belt - Fan; W/43 1/2" Belt 
O.C.; Optional Belt 

(1990-1987). ©TR28437 

Belt - Fan; W/55 1/8" Belt 

O.C. (1990). TR22545 

Belt - Fan; W/63 1/8" Belt 

O.C. (1990). TR22625 

Belt - Fan; W/55 1/8" Belt 

O.C. (1989-1987). 22550 ©TR22545 

Belt - Fan; W/57 5/8" Belt 

O.C. (1989-1987). ®>TR22570 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


4- 

o 

♦ 

* 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

KENWORTH - Continued 

CATERPILLAR 3406 DIESEL ENG. 

- Continued 

T600 - Continued 

1990-1986 - Continued 


Application Mfr. Part No. Gates No. 

KENWORTH - Continued 

CATERPILLAR 3406 DIESEL ENG. 

- Continued 

T800 - Continued 

1990-1987 - Continued 


Belt - Fan; W/63 1/8" Belt 

O.C. (1989-1987). 22630 

Belt - Fan; (1986). 

Belt - Alt.; Preferred Belt 

(1990-1987). 

Belt - Alt.; Optional Belt 

(1990-1987). 17461 

Belt - Alt. & A.C.; W/53" Belt 
O.C.; Preferred Belt (1990).. 

Belt - Alt. & A.C.; W/53" Belt 
O.C.; Optional Belt (1990).... 

Belt - Alt. & A.C.; W/58 1/2" 

Belt O.C. (1990). 

Belt - Alt. & A.C.; W/61 3/8" 

Belt O.C.; Preferred Belt 

(1990). 

Belt - Alt. & A.C.; W/61 3/8" 

Belt O.C.; Optional Belt 

(1990). 

Belt - Alt. & A.C.; W/61" Belt 

O.C. (1990). 

Belt - Alt. & A.C.; W/62 3/8" 

Belt O.C. (1990). 

Belt - Alt. & A.C.; W/65 3/8" 

Belt O.C. (1990). 

Belt - Alt. & A.C.; W/52 3/8" 

Belt O.C. (1989-1987). 

Belt - Alt. & A.C.; W/53" Belt 


O.C. (1989-1987). 17525 

Belt - Alt. & A.C.; W/58 1/2" 

Belt O.C. (1989-1987). 

Belt - Alt. & A.C.; W/61 3/8" 

Belt O.C. (1989-1987). 17611 

Belt - Alt. & A.C.; W/61" Belt 
O.C. (1989-1987). 17605 


Belt - Alt. & A.C.; W/62 3/8" 

Belt O.C. (1989-1987). 

Belt - Alt. & A.C.; W/65 3/8" 

Belt O.C. (1989-1987). 

Belt - Alt. & A.C.; W/67 3/8" 

Belt O.C. (1987). 

Belt-Alt. & A.C.; (1986). 

Belt - A.C.; (1990-1987). 17425 

Hose - Upper; (1990). 

Hose - Upper; (1989-1988). 

Hose - Upper - Eng. To Pipe; (1987-1986). 
Hose - Upper - Pipe To Rad.; (1987-1986). 
Hose - Upper - Pipe To Pipe; (1987-1986). 

Hose - Lower; (1990). 

Hose - Lower; (1989-1988). 

Hose - Lower; (1987-1986). 

Hose - By Pass. 

Hose - Heater. 

T800 

1990-1987 

Belt - Fan; Preferred Belt; 

W/57 5/8" Belt O.C. (1990).. 

Belt - Fan; Optional Belt; 

W/57 5/8" Belt O.C. (1990).. 

Belt - Fan; W/43 1/2" Belt 

O.C.; Preferred Belt. 

Belt - Fan; W/43 1/2" Belt 

O.C.; Optional Belt. 

Belt - Fan; W/55 1/8" Belt 

O.C. (1990). 

Belt - Fan; W/63 1/8" Belt 

O.C. (1990). 

Belt - Fan; W/55 1/8" Belt 

O.C. (1989-1987). 22550 

Belt - Fan; W/57 5/8" Belt 
O.C. (1989-1987). 


Belt - Fan; W/63 1/8" Belt 


©TR22625 O.C. (1989-1987). 22630 

©TR22570 Belt - Alt.; Preferred Belt. 

Belt - Alt.; Optional Belt. 17461 


2/9463PB Belt - Alt. & A.C.; W/53" Belt 

O.C.; Preferred Belt (1990).. 
@*9463HD Belt - Alt. & A.C.; W/53" Belt 

O.C.; Optional Belt (1990).... 

2/9520PB Belt - Alt. & A.C.; W/58 1/2" 

Belt O.C. (1990). 

©*9520HD Belt - Alt. & A.C.; W/61 3/8" 

Belt O.C.; Preferred Belt 

*9580HD (1990). 

Belt - Alt. & A.C.; W/61 3/8" 
Belt O.C.; Optional Belt 

2/961OPB (1990). 

Belt - Alt. & A.C.; W/61" Belt 

O.C. (1990). 

©*9610HD Belt - Alt. & A.C.; W/62 3/8" 

Belt O.C. (1990). 

49605HD Belt - Alt. & A.C.; W/65 3/8" 

Belt O.C. (1990). 

49620HD Belt - Alt. & A.C.; W/52 3/8" 

Belt O.C. (1989-1987). 

49650HD Belt - Alt. & A.C.; W/53" Belt 


O.C. (1989-1987). 17525 

©*9520HD Belt - Alt. & A.C.; W/58 1/2" 

Belt O.C. (1989-1987). 

©*9525HD Belt - Alt. & A.C.; W/61 3/8" 

Belt O.C. (1989-1987). 17611 

©*9580HD Belt - Alt. & A.C.; W/61" Belt 

O.C. (1989-1987). 17605 

<AI?4nun _ . ' . . ' . 


©♦*961OHD Belt - Alt. & A.C.; W/62 3/8" 

Belt O.C. (1989-1987). 

©*9605HD Belt - Alt. & A.C.; W/65 3/8" 

Belt O.C. (1989-1987). 

©*9620HD Belt - Alt. & A.C.; W/67" Belt 

O.C. (1987). 

©*9650HD Belt - A.C. 17425 


©♦*9670HD 
©♦*9670HD 
♦9425HD 
■0-2 M2" I.D. 
@■>2 1/2” I.D. 
*2 1/2” I.D. 
*3” I.D. 

*2 1/2” I.D. 
*3” I.D. 
@■>3” I.D. 
@■>3” I.D. 

1” I.D. 
5/8” I.D. 


2/TR22570PB 

©TR22570 

2/TR28437PB 

©TR28437 

TR22545 

TR22625 

©TR22545 


Hose - Upper; (1990). 

Hose - Upper; (1989-1988). 

Hose - Upper - Eng. To Pipe; (1987) 
Hose - Upper - Pipe To Rad.; (1987) 
Hose - Upper - Pipe To Pipe; (1987) 

Hose - Lower; (1990). 

Hose - Lower; (1989-1988). 

Hose - Lower; (1987). 

Hose - By Pass. 

Hose - Heater. 

W900 

1990-1975 

Belt - Fan; Preferred Belt; 

W/57 5/8" Belt O.C. (1990).. 

Belt - Fan; Optional Belt; 

W/57 5/8" Belt O.C. (1990).. 

Belt - Fan; W/55 3/4" Belt 

O.C. (1990). 

Belt - Fan; W/59 1/8" Belt 

O.C. (1990). 

Belt - Fan; W/Horton Fan 
Clutch; W/65" Belt O.C. 

(1990). 

Belt - Fan; W/55 3/4" Belt 

O.C. (1989-1975). 

Belt - Fan; W/57 5/8" Belt 

O.C. (1989-1975). 22574 

Belt - Fan; W/59 1/8" Belt 

O.C. (1989-1975). 

Belt - Fan; W/Horton Fan 
Clutch; W/65" Belt O.C. 


©TR22570 (1989-1975) 


©TR22625 

2/9463PB 

@*9463HD 

2/9520PB 

©*9520HD 

♦9580HD 

2/961 OPB 

©*961OHD 

*9605HD 

*9620HD 

*9650HD 

©*9520HD 

©*9525HD 

©*9580HD 

©♦*961OHD 

©*9605HD 

©*9620HD 

@*9650HD 

©♦*9670HD 
*9425HD 
*2 1/2” I.D. 
@■>2 1/2” I.D. 

*2 1/2” I.D. 
*3” I.D. 

*2 1/2” I.D. 
■*3” I.D. 

©■fr3” I.D. 

@■>3” I.D. 

1” I.D. 

5/8” I.D. 

2/TR22570PB 

©TR22570 

TR22553 

TR22588 

TR22648 

©TR22553 

©TR22570 

©TR22588 

©TR22648 


© Two Required. © Six Required. Green Stripe 8 4-Ply Coolant Hose Recommended. 

® Three Required. ▲ Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

© Four Required. •*” Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

© Five Required. ^ Cut To Fit. * Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

KENWORTH - Continued 


Gates No. 


Application Mfr. Part No. 

KENWORTH - Continued 


Gates No. 


CATERPILLAR 3406 DIESEL ENG. 

- Continued 

W900 - Continued 
1990-1975 - Continued 
Belt - Alt. & A.C.; W/35 1/2" 

Belt O.C.; Preferred Belt 


(1990). 2/9530PB 

Belt - Alt. & A.C.; W/35 1/2" 

Belt O.C.; Optional Belt 

(1990). ©*9530HD 

Belt - Alt. & A.C.; W/58 1/2" 

Belt O.C. (1990). 17581 *9580HD 

Belt - Alt. & A.C.; W/59 1/2" 

Belt O.C.; Preferred Belt. 2/9590PB 

Belt - Alt. & A.C.; W/59 1/2" 

Belt O.C.; Optional Belt. 17591 ©49590HD 

Belt - Alt. & A.C.; W/60 7/8" 

Belt O.C. (1990). *9605HD 

Belt - Alt. & A.C.; W/61 3/8" 

Belt O.C.; Preferred Belt 

(1990). 2/961OPB 

Belt - Alt. & A.C.; W/61 3/8" 

Belt O.C.; Optional Belt 

(1990). :-*9610HD 

Belt - Alt. & A.C.; W/62 3/8" 

Belt O.C. (1990). *9620HD 

Belt - Alt. & A.C.; W/65 3/8" 

Belt O.C.; Preferred Belt 

(1990). 2/9650PB 

Belt - Alt. & A.C.; W/65 3/8" 

Belt O.C.; Optional Belt 

(1990). ©49650HD 

Belt - Alt. & A.C.; W/Kysor 
Fan Clutch; W/55 3/4" Belt 

O.C.; Preferred Belt (1990).. 2/9555PB 

Belt - Alt. & A.C.; W/Kysor 
Fan Clutch; W/55 3/4" Belt 

O.C.; Optional Belt (1990).... ©*9555HD 

Belt - Alt. & A.C.; W/35 1/2" 

Belt O.C. (1989-1975). 17535 ©♦49530HD 

Belt - Alt. & A.C.; W/58 1/2" 

Belt O.C. (1989-1975). 17581 ©49580HD 

Belt - Alt. & A.C.; W/60 7/8" 

Belt O.C. (1989-1975). 17605 ©49605HD 

Belt - Alt. & A.C.; W/61 3/8" 

Belt O.C. (1989-1975). @*9610HD 

Belt - Alt. & A.C.; W/62 3/8" 

Belt O.C. (1989-1975). ©*9620HD 

Belt - Alt. & A.C.; W/65 3/8" 

Belt O.C. (1989-1975). ©♦49650HD 

Belt - Alt. & A.C.; W/Kysor 
A.C. Compr.; W/55 3/4" Belt 

O.C. (1989-1975). ©^SSSHD 

Belt - Fan & Alt.; Preferred 

Belt (1990). 2/9555PB 

Belt - Fan & Alt.; Optional 

Belt (1990). ©*9560HD 

Belt - Fan & Alt.; (1989-1975) @*9560HD 

Hose - Upper; (1990). *2 1/2” I.D. 

Hose - Upper; (1981-1975). ©->2 1/2” I.D. 

Hose - Upper - Eng. To Pipe; (1989-1982). 42 1/2” I.D. 

Hose - Upper - Pipe To Rad.; (1989-1982). -XT I.D. 

Hose - Lower; (1990). -XT I.D. 

Hose - Lower; (1989-1982). @->3” I.D. 

Hose - Lower - Eng. To Pipe; (1981-1975). -XT I.D. 

Hose - Lower - Pipe To Pipe; (1981-1975). -XT I.D. 

Hose - Lower - Pipe To Rad.; (1981-1975). -*3 1/2” I.D. 

Hose - By Pass. 1” I.D. 

Hose - Heater. 5/8” I.D. 

CATERPILLAR 3408 DIESEL ENG. 

K100 

1981-1977 

Belt - Fan; (1980-1977). ©TR22648 

Belt - Alt.; (1980-1979). ©♦49500HD 


CATERPILLAR 3408 DIESEL ENG. 


- Continued 

K100 - Continued 
1981-1977 - Continued 
Belt - Alt.; W/75A. Alt. 

(1978-1977). ©*951OHD 

Belt - Alt.; W/85A. Alt. 

(1978-1977). ©49485HD 

Belt - A.C.; (1980-1979). TR22607 

Belt - A.C.; (1978-1977). TR22588 

Hose - Upper - Eng. To Pipe. 2 1/2” I.D. 

Hose - Upper - Pipe To Rad. -XT I.D. 

Hose - Upper - Pipe To Pipe. ^2 1/2” I.D. 

Hose - Lower. @->3 1/2” I.D. 

Hose - By Pass. 1” I.D. 

Hose - Heater. 5/8” I.D. 

W900 

1981-1977 

Belt - Fan; (1981-1979). ©TR22657 

Belt - Fan; (1978-1977). @*9500HD 

Belt - Alt.; W/105A. Alt. 

(1981-1979). @*9500HD 

Belt - Alt.; W/75A. Alt. 

(1981-1979). ®*9495HD 

Belt - Alt.; W/85A. Alt. 

(1978-1977). ©TR22648 

Belt - A.C.; (1981). TR22607 

Belt - A.C.; (1980-1979). TR22648 

Belt - A.C.; (1978-1977). TR22607 

Hose - Upper - Eng. To Pipe. -t-2 1/2” I.D. 

Hose - Upper - Pipe To Rad. ->3” I.D. 

Hose - Upper - Pipe To Pipe. ^2 1/2” I.D. 

Hose - Lower. @->3 1/2” I.D. 

Hose - By Pass. 1” I.D. 

Hose - Heater. 5/8” I.D. 


CUMMINS C SERIES 8.3 L DIESEL 
ENG. 

K130; 13-210; 22-210; 150; 220 


1989-1987 

Belt - W.P. & Alt.; W/56 1/2" 

Belt O.C. *K080560HD 

Belt - W.P. & Alt.; W/59 1/2" 

Belt O.C. 3911558 *K080590HD 

Belt - W.P. & Alt.; W/83" Belt 

O.C. *K080825HD 

Belt - Fan & Alt. *K080685HD 

Belt - A.C. *9485HD 

Hose - Upper - Eng. To Pipe; (1989-1988). 20532 

Hose - Upper - Eng. To Pipe; (1987). 21492 

Hose - Upper - Pipe To Rad. ■4-2” I.D. 

Hose - Lower - Eng. To Pipe. 21901 

Hose - Lower - Pipe To Rad. s<21378 

or 26511 

Hose - Heater. 5/8” I.D. 

CUMMINS KT DIESEL ENG. 

C500; K100; W900 

1982-1976 

Belt - Alt.; W/V-Belt Drive. ©49390HD 

Belt - Alt.; W/V-Ribbed Belt 

Drive. 206996 K050370 

Belt - A.C. TR24619 

Hose - Upper - Eng. To Pipe. 4-2 1/2” I.D. 

Hose - Upper - Pipe To Rad. 4-3” I.D. 

Hose - Lower. @->3 1/2” I.D. 

CUMMINS KTA DIESEL ENG. 

C500; K100; W900 

1979-1976 

Belt - Alt.; W/V-Belt Drive. ©*9390HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


4- 

o 

♦ 

* 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


KENWORTH - Continued 

CUMMINS KTA DIESEL ENG. - Continued 

C500; K100; W900 - Continued 
1979-1976 - Continued 
Belt - Alt.; W/V-Ribbed Belt 

Drive. 206996 K050370 

Belt - A.C. TR24619 

Hose - Upper - Eng. To Pipe. ^2 1/2” I.D. 

Hose - Upper - Pipe To Rad. ->3” I.D. 

Hose - Lower. @->3 1/2” I.D. 

CUMMINS L10 DIESEL ENG. 

C500 


1989-1983 

Belt - Fan. 

3034942 

4K080465HD 

Belt - Alt. 

3039376 

4K050350HD 

K100 


1989-1983 

Belt - Fan. 

3032767 

4K080570HD 

Belt - Alt. 

3037425 

4K050340HD 

Belt - A.C. 


49550HD 

Hose - Upper - Eng. To Pipe. 
Hose - Upper - Pipe To Rad.. 


■0-2 1/4” I.D. 
■0-2 1/2” I.D. 


Hose - Lower. 

Hose - Heater. 

L700 

1985-1984 

Belt - Fan. 

Belt - Alt. 

T400 

1990-1988 

Belt - Fan; W/46 7/8" Belt 


3034943 


T450 

1990 

Belt - Fan; W/46 7/8" Belt 


T600 

1990-1985 

Belt - Fan; W/46 7/8" Belt 

O.C. 

Belt - Fan; W/48 7/8" Belt 
O.C. 


3034942 

3034348 


©■>2 1/2” I.D. 
5/8” I.D. 


K080505 

4K050380HD 


O.C. 

3034942 

4K080465HD 

Belt - Fan; W/48 7/8" Belt 



O.C. 

3034348 

4K080485HD 

Belt - Alt.; W/34 3/8" Belt 



O.C. 

3037425 

4K050340HD 

Belt - Alt.; W/35 3/8" Belt 



O.C. 

3039376 

4K050350HD 

Belt - A.C.; W/53 3/8" Belt 



O.C. 


49530HD 

Belt - A.C.; W/56 3/8" Belt 



O.C. 


49560HD 

Hose - Upper - Eng. To Pipe. 


■0-2 1/4” I.D. 

Hose - Upper - Pipe To Rad.. 


■>2 1/2” I.D. 

Hose - Lower - Eng. To Pipe. 


■>2 1/2” I.D. 

Hose - Lower - Pipe To Rad.. 


*3” I.D. 

Hose - Heater. 


5/8” I.D. 


O.C. 

3034942 

4K080465HD 

Belt - Fan; W/48 7/8" Belt 



O.C. 

3034348 

4K080485HD 

Belt - Alt.; W/34 3/8" Belt 



O.C. 

3037425 

4K050340HD 

Belt - Alt.; W/35 3/8" Belt 



O.C. 

3039376 

4K050350HD 

Belt - A.C.; W/53 3/8" Belt 



O.C. 


49530HD 

Belt - A.C.; W/56 3/8" Belt 



O.C. 


49560HD 

Hose - Upper - Eng. To Pipe. 


■0-2 1/4” I.D. 

Hose - Upper - Pipe To Rad.. 


■0-2 1/2” I.D. 

Hose - Lower - Eng. To Pipe. 


■0-2 1/2” I.D. 

Hose - Lower - Pipe To Rad.. 


*3” I.D. 

Hose - Heater. 


5/8” I.D. 


♦K080465HD 

♦K080485HD 


KENWORTH - Continued 

CUMMINS L10 DIESEL ENG. - Continued 

T600 - Continued 
1990-1985 - Continued 
Belt - Alt.; W/34 3/8" Belt 

O.C. 3037425 4K050340HD 

Belt - Alt.; W/35 3/8" Belt 

O.C. 3039376 4K050350HD 

Belt - A.C.; W/53 3/8” Belt 

O.C. 49530HD 

Belt - A.C.; W/56 3/8" Belt 

O.C. 49560HD 

Hose - Upper - Eng. To Pipe. ^2 1/4” I.D. 

Hose - Upper - Pipe To Rad. &2 1/2” I.D. 

Hose - Lower - Eng. To Pipe. ^2 1/2” I.D. 

Hose - Lower - Pipe To Rad. -XT I.D. 

Hose - Heater. 5/8” I.D. 

T800 

1990-1987 

Belt - Fan; W/46 7/8" Belt 

O.C. 3034942 4K080465HD 

Belt - Fan; W/48 7/8" Belt 

O.C. 3034348 4K080485HD 

Belt - Alt.; W/34 3/8" Belt 

O.C. 3037425 4K050340HD 

Belt - Alt.; W/35 3/8" Belt 

O.C. 3039376 4K050350HD 

Belt - A.C.; W/53 3/8" Belt 

O.C. 49530HD 

Belt - A.C.; W/56 3/8" Belt 

O.C. 49560HD 

Hose - Upper - Eng. To Pipe. *2 1/4” I.D. 

Hose - Upper - Pipe To Rad. ^2 1/2” I.D. 

Hose - Lower - Eng. To Pipe. ^2 1/2” I.D. 

Hose - Lower - Pipe To Rad. -XT I.D. 

Hose - Heater. 5/8” I.D. 

W900 

1988-1985 

Belt - Fan; W/5-Ribbed Belt... 4K050350HD 

Belt - Fan; W/8-Ribbed Belt... 3034348 4K080485HD 

Belt - Alt.; W/5-Ribbed Belt.... 3037425 4K050340HD 

Belt - Alt.; W/8-Ribbed Belt.... 4K080585HD 

Belt - A.C. 49530HD 

Hose - Upper - Eng. To Pipe. *2 1/4” I.D. 

Hose - Upper - Pipe To Rad. ^2 1/2” I.D. 

Hose - Lower. ©->2 1/2” I.D. 

Hose - Heater. 5/8” I.D. 

CUMMINS NTC230 DIESEL ENG. 

C500 

1979 

Belt - Fan. 28533 ©TR24530 

Belt - W.P. 215356 ©6596 

Belt-Alt. 17474 ©49476HD 

Hose - Upper - Eng. To Pipe. 2 1/4” I.D. 

Hose - Upper - Pipe To Rad. 3” I.D. 

Hose - Lower - Eng. To Pipe. 2 1/2” I.D. 

Hose - Lower - Pipe To Rad. 3” I.D. 

Hose - Heater. 5/8” I.D. 

CUMMINS V555 DIESEL ENG. 

C500 

1973 

Belt - Fan & W.P. 49640HD 

Belt - Alt. ©7380 

Hose - Upper - Eng. To Pipe. <r2" I.D. 

Hose - Upper - Pipe To Rad. -XT I.D. 

Hose - Lower. ©->2 1/4” I.D. 

Hose - By Pass. 1 1/4” I.D. 

Hose - Heater. 5/8” I.D. 

HUSTLER 200 

1974-1972 

Belt-Fan. 178427 ©49470HD 

Belt - Alt. ©7345 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

^ Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

KENWORTH - Continued 

CUMMINS V555 DIESEL ENG. 

- Continued 

HUSTLER 200 - Continued 
1974-1972 - Continued 


Belt - P.S. 178471 *9365HD 

PD 

1974-1972 

Belt-Fan. 178427 ©49470HD 

Belt - Alt. @7345 

Belt-P.S. 178471 *9365HD 


Application Mfr. Part No. Gates No. 

KENWORTH - Continued 

CUMMINS 6-CYL. 14.0 L DIESEL ENG. 


- Continued 

BRUTE - Continued 
1980-1972 - Continued 

Hose - Lower - Eng. To Pipe. -XT I.D. 

Hose - Lower - Pipe To Rad. ->2 3/4” I.D. 

Hose - By Pass. 1 1/2” I.D. 

Hose - Heater. 5/8” I.D. 

C500 

1984-1975 


Hose - Upper - Eng. To Pipe. 26509 

Hose - Upper - Pipe To Rad. ->2 1/2” I.D. 

Hose - Lower. ©->2 1/4” I.D. 

Hose - By Pass. 1 1/8” I.D. 

Hose - Heater. 5/8” I.D. 


CUMMINS V903 DIESEL ENG.; CUM¬ 
MINS VT903 DIESEL ENG. 


K100 

1980-1970 

Belt - Fan & W.P.; W/55 3/4" 

Belt O.C. 201928 @*9555HD 

Belt - Fan & W.P.; W/58 1/4" 

Belt O.C. 49580HD 

Belt - Fan & W.P.; W/69 1/4" 

Belt O.C. *9690HD 

Belt - Alt.; W/37 1/4" Belt 

O.C. ©49370HD 

Belt - Alt.; W/45 1/4" Belt 

O.C. ■♦♦9451 HD 

Belt - Alt.; W/47 1/4" Belt 

O.C. ©♦♦9470HD 

Belt - P.S. TR22495 

Belt - A.C. TR22455 

Hose - Upper - Eng. To Pipe. *2 1/4” I.D. 

Hose - Upper - Pipe To Rad. ->3” I.D. 

Hose - Lower - Eng. To Pipe. ^-2 3/4” I.D. 

Hose - Lower - Pipe To Rad. ^-2 3/4” I.D. 

Hose - By Pass. 1 1/8” I.D. 

Hose - Heater. 5/8” I.D. 

W900 

1980-1970 

Belt - Fan & W.P.; W/58 1/4" 

Belt O.C. (1979-1974). 202046 ©♦9580HD 

Belt - Fan & W.P.; W/60 3/4" 

Belt O.C. (1979-1974). 202048 @49605HD 

Belt - Alt.; W/75A. Delco Alt. 

(1979-1974). ©♦9463HD 

Belt - Alt.; W/85A. Motorola 

Alt. (1979-1974). ©^OHD 

Belt - A.C.; (1979-1974). TR22495 

Hose - Upper - Eng. To Pipe. 42 1/4” I.D. 

Hose - Upper - Pipe To Rad. -XT I.D. 

Hose - Lower - Eng. To Pipe. *2 3/4” I.D. 

Hose - Lower - Pipe To Rad. -XT I.D. 

Hose - By Pass. 1 1/8” I.D. 

Hose - Heater. 5/8” I.D. 

CUMMINS 6-CYL 14.0 L DIESEL ENG. 

BRUTE 

1980-1972 

Belt - Fan; W/A.C. TR30543 

Belt - Fan; WO A.C. ©TR30537 

Belt - W.P. 215356 @6596 

Belt - Alt. ©♦♦9447HD 

Belt - A.C. TR28596 


Idler Pulley; W/2-Groove Pul¬ 
ley (1979-1972).3064920 41129 

Tensioner Pulley - W.P.; 

W/V-Ribbed Belt (1980). 3064919 41111 

Hose - Upper - Eng. To Pipe. 2 1/4” I.D. 


Belt - Fan; W/51 5/8" Belt 

O.C.; Preferred Belt. 3002864 

Belt - Fan; W/51 5/8" Belt 
O.C.; Optional Belt. 3002864 


Belt - Fan; W/53" Belt O.C.... 
Belt - Fan; W/55 5/8" Belt 

O.C. 

Belt - Fan; W/57 5/8" Belt 

O.C. 

Belt - W.P.; W/Eccentric Adj- 


mt. 200328 

Belt - W.P.; W/Full Flow 

Cool.; V-Belt. 215356 

Belt - W.P.; W/V-Ribbed Belt 

Drive. 217638 

Belt - Alt. 

Idler Pulley; W/2-Groove Pul¬ 
ley (1979-1975). 3064920 

Tensioner Pulley - W.P.; 

W/V-Ribbed Belt 

(1981-1980). 3064919 


Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

Hose - By Pass. 

Hose - Heater. 

K100 

1990-1969 

Belt - Fan; W/V-Belt Drive; 

W/40 5/8" Belt O.C.; Pre¬ 
ferred Belt (1990-1971). 

Belt - Fan; W/V-Belt Drive; 

W/40 5/8" Belt O.C.; Option¬ 
al Belt (1990-1971). 

Belt - Fan; W/V-Belt Drive; 

W/46 1/4" Belt O.C. (1990).. 178256 
Belt - Fan; W/V-Belt Drive; 

W/49 7/8" Belt O.C.; Pre¬ 
ferred Belt (1990-1971). 134809 

Belt - Fan; W/V-Belt Drive; 

W/49 7/8" Belt O.C.; Option¬ 
al Belt (1990-1971). 

Belt - Fan; W/V-Belt Drive; 

W/50 5/8" Belt O.C.; Pre¬ 
ferred Belt (1990-1971). 178597 

Belt - Fan; W/V-Belt Drive; 

W/50 5/8" Belt O.C.; Option¬ 
al Belt (1990-1971). 

Belt - Fan; W/V-Ribbed Belt 
Drive; W/42" Belt O.C. 

(1990-1971). 

Belt - Fan; W/V-Ribbed Belt 
Drive; W/43" Belt O.C. 

(1990-1971). 

Belt - Fan; W/V-Ribbed Belt 
Drive; W/47" Belt O.C. 

(1990-1971). 

Belt - Fan; W/V-Belt Drive; 

W/46 1/4" Belt O.C. 

(1989-1971). 178256 

Belt - Fan; V-Belt; W/40 5/8" 

Belt O.C. (1970-1969). 

Belt - Fan; V-Belt; W/46 1/4" 


Hose - Upper - Pipe To Rad. 


■^3” I.D. Belt O.C. (1970-1969). 178256 


2/TR28510PB 

©TR28510 

©TR28522 

©TR28550 

©TR28570 

TR24438 

©6596 

♦K060435HD 

©♦♦9476HD 

41129 

41111 

*2 1/4” I.D. 
■X3” I.D. 

*2 1/2” I.D. 
*3” I.D. 

1 1/2” I.D. 
5/8” I.D. 

2/TR28400PB 

©TR28400 

TR24457 

2/TR28492PB 

©TR28492 

2/TR28501PB 

©TR28501 

♦K080415HD 

♦K080427HD 

♦K080465HD 

©TR24457 

©TR28400 

©TR24457 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

♦ 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

KENWORTH - Continued 


Gates No. 


Application Mfr. Part No. 

KENWORTH - Continued 


Gates No. 


CUMMINS 6-CYL 14.0 L DIESEL ENG. 


CUMMINS 6-CYL. 14.0 L DIESEL ENG. 


- Continued 


- Continued 


K100 - Continued 

1990-1969 - Continued 


T600 

1990-1985 


Belt - Fan; V-Belt; W/49 7/8" 


Belt O.C. (1970-1969). 

134809 

©TR28492 

Belt - Fan; V-Belt; W/50 5/8" 



Belt O.C. (1970-1969). 

178597 

©TR28501 

Belt - Fan; W/V-Ribbed Belt; 



W/42" Belt O.C. 



(1970-1969). 


4K080415HD 

Belt - Fan; W/V-Ribbed Belt; 



W/43" Belt O.C. 



(1970-1969). 


4K080427HD 

Belt - Fan; W/V-Ribbed Belt; 



W/47" Belt O.C. 



(1970-1969). 


4K080465HD 

Belt - W.P.; W/4-Ribbed Belt; 



W/43 1/2" Belt O.C. 

3063817 

4K040430HD 

Belt - W.P.; W/4-Ribbed Belt; 



W/45" Belt O.C. 

3062620 

K040445 

Belt - W.P.; W/6-Ribbed Belt. 

217638 

4K060435HD 

Belt - W.P.; W/Eccentric Adi- 



mt. 

200328 

TR24438 

Belt - W.P.; W/Full Flow 



Cool.; W/V-Belt Drive (1990) 215356 

6596 

Belt - W.P.; W/Full Flow 



Cool.; V-Belt (1989-1969).... 

215356 

16596 

Belt - Alt. 


©♦49470HD 

Belt - A.C.; W/40 1/2" Belt 



O.C. 


49400HD 

Belt - A.C.; W/40” Belt O.C.... 


49395HD 

Belt - A.C.; W/41" Belt O.C.... 


49405HD 

Belt - A.C.; W/43 1/2" Belt 



O.C. 


49430HD 

Idler Pulley; W/Flat Idler Pul- 



ley (1990-1985). 

3065000 

41173 

Idler Pulley; W/V-Ribbed Belt 



(1990-1985). 

3062931 

41174 

Idler Pulley; W/2-Groove Pul- 



ley (1979-1971). 

3064920 

41129 

Tensioner Pulley; W/Big Cam 



III Eng.; W/V-Ribbed Belt 



(1985). 

3064919 

41111 

Tensioner Pulley - W.P.; 



W/V-Ribbed Belt 



(1981-1980). 

3064919 

41111 

Hose - Upper - Eng. To Pipe. 


■>2 1/4” I.D. 

Hose - Upper - Pipe To Rad.. 


-D-3” I.D. 

Hose - Lower - Eng. To Pipe. 


*2 1/2” I.D. 

Hose - Lower - Pipe To Rad.. 


-D-3” I.D. 

Hose - By Pass. 


1 1/2” I.D. 

Hose - Heater. 


5/8” I.D. 

L700 



1980-1977 



Belt - Fan; Preferred Belt. 

178682 

2/TR28429PB 

Belt - Fan; Optional Belt. 

178682 

©TR28429 

Belt - W.P.; W/V-Belt Drive .... 

215356 

@6596 

Belt - W.P.; W/V-Ribbed Belt 



Drive. 

217638 

4K060435HD 

Belt - Alt. 


©49470HD 

Belt - A.C. 


TR28429 

Idler Pulley; W/2-Groove Pul- 



ley (1979-1977). 

3064920 

41129 

Tensioner Pulley - W.P.; 



W/V-Ribbed Belt (1980). 

3064919 

41111 

Hose - Upper - Eng. To Pipe. 


*2 1/4” I.D. 

Hose - Upper - Pipe To Rad.. 


■>2 1/2” I.D. 

Hose - Lower - Eng. To Pipe. 


*2 1/4” I.D. 

Hose - Lower - Pipe To Rad.. 


-D-3” I.D. 

Hose - By Pass. 


1 1/2” I.D. 

Hose - Heater. 


5/8” I.D. 


Belt - Fan; Preferred Belt; 
W/V-Belt Drive; W/41 3/4" 

Belt O.C. 

Belt - Fan; Optional Belt; 
W/V-Belt Drive; W/41 3/4" 

Belt O.C. 

Belt - Fan; W/V-Belt Drive; 

W/40 5/8" Belt O.C. 

Belt - Fan; W/V-Belt Drive; 
W/43 1/2" Belt O.C.; Pre¬ 
ferred Belt. 

Belt - Fan; W/V-Belt Drive; 
W/43 1/2" Belt O.C.; Option¬ 
al Belt. 

Belt - Fan; W/V-Belt Drive; 
W/44 1/4" Belt O.C.; Pre¬ 
ferred Belt. 

Belt - Fan; W/V-Belt Drive; 
W/44 1/4" Belt O.C.; Option¬ 
al Belt. 

Belt - Fan; W/V-Flibbed Belt 

Drive; W/42" Belt O.C. 

Belt - Fan; W/V-Flibbed Belt 

Drive; W/43" Belt O.C. 

Belt - Fan; W/V-Flibbed Belt 

Drive; W/47" Belt O.C. 

Belt - W.P.; W/4-Ribbed Belt; 

W/43 1/2" Belt O.C. 

Belt - W.P.; W/4-Ribbed Belt; 

W/45" Belt O.C. 

Belt - W.P.; W/6-Ribbed Belt; 

W/43" Belt O.C. 

Belt - W.P.; W/6-Ribbed Belt; 

W/44" Belt O.C. 

Belt - Alt.; W/46 7/8" Belt 

O.C. 

Belt - Alt.; W/47 1/2" Belt 
O.C.; Preferred Belt (1990).. 
Belt - Alt.; W/47 1/2" Belt 
O.C.; Optional Belt (1990).... 
Belt - Alt.; W/47 1/2" Belt 

O.C. (1989-1985). 

Belt - A.C.; W/40 3/8” Belt 

O.C. 

Belt - A.C.; W/42 3/8” Belt 

O.C. 

Idler Pulley; W/Flat Idler Pul¬ 
ley . 

Idler Pulley; W/V-Ribbed Belt. 
Tensioner Pulley; W/Big Cam 
III Eng.; W/V-Ribbed Belt 

(1985). 

Hose - Upper; (1990). 

Hose - Upper; (1989-1985). 

Hose - Lower; (1990). 

Hose - Lower; (1989-1985). 

Hose - By Pass. 

Hose - Heater. 

T800 

1990-1987 

Belt - Fan; Preferred Belt; 
W/V-Belt Drive; W/41 3/4" 

Belt O.C. 

Belt - Fan; Optional Belt; 
W/V-Belt Drive; W/41 3/4" 

Belt O.C. 

Belt - Fan; W/V-Belt Drive; 

W/40 5/8" Belt O.C. 

Belt - Fan; W/V-Belt Drive; 
W/43 1/2" Belt O.C.; Pre¬ 
ferred Belt. 


28430 


3063817 

3062620 

217638 


3065000 

3062931 

3064919 


28430 


2/TR28411PB 

©TR28412 

TR28400 

2/TR28429PB 

©TR28429 

2/TR28437PB 

©TR28437 

*K080415HD 

4K080427HD 

♦K080465HD 

4K040430HD 

K040445 

♦K060425HD 

♦K060435HD 

©♦♦9463HD 

2/9470PB 

©*9470HD 

©♦49470HD 

49400HD 

49420HD 

41173 

41174 

41111 

*2 1/2” I.D. 
©■>2 1/2” I.D. 

*2 1/2” I.D. 
©■>2 1/2” I.D. 

1 1/2” I.D. 
5/8” I.D. 


2/TR28411PB 

©TR28412 

TR28400 

2/TR28429PB 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durlon® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

KENWORTH - Continued 


Gates No. 


Application Mfr. Part No. 

KENWORTH - Continued 


Gates No. 


CUMMINS 6-CYL. 14.0 L DIESEL ENG. CUMMINS 6-CYL. 14.0 L DIESEL ENG. 

- Continued - Continued 


T800 - Continued 
1990-1987 - Continued 
Belt - Fan; W/V-Belt Drive; 
W/43 1/2" Belt O.C.; Option¬ 
al Belt. 

Belt - Fan; W/V-Belt Drive; 
W/44 1/4" Belt O.C.; Pre¬ 
ferred Belt. 

Belt - Fan; W/V-Belt Drive; 
W/44 1/4" Belt O.C.; Option¬ 
al Belt. 

Belt - Fan; W/V-Ribbed Belt 

Drive; W/42" Belt O.C. 

Belt - Fan; W/V-Ribbed Belt 

Drive; W/43" Belt O.C. 

Belt - Fan; W/V-Ribbed Belt 

Drive; W/47" Belt O.C. 

Belt - W.P.; W/4-Ribbed Belt; 


W/43 1/2" Belt O.C. 3063817 

Belt - W.P.; W/4-Ribbed Belt; 

W/45" Belt O.C. 3062620 

Belt - W.P.; W/6-Ribbed Belt; 

W/43" Belt O.C. 

Belt - W.P.; W/6-Ribbed Belt; 

W/44" Belt O.C. 217638 

Belt - Alt.; W/46 7/8" Belt 

O.C. 

Belt - Alt.; W/47 1/2" Belt 


O.C.; Preferred Belt (1990).. 

Belt - Alt.; W/47 1/2" Belt 
O.C.; Optional Belt (1990).... 

Belt - Alt.; W/47 1/2“ Belt 

O.C. (1989-1987). 

Belt - A.C.; W/40 3/8” Belt 

O.C. 

Belt - A.C.; W/42 3/8” Belt 

O.C. 

Idler Pulley; W/Flat Idler Pul¬ 
ley. 3065000 

Idler Pulley; W/V-Ribbed Belt. 3062931 

Hose - Upper; (1990). 

Hose - Upper; (1989-1987). 

Hose - Lower; (1990). 

Hose - Lower; (1989-1987). 

Hose - By Pass. 

Hose - Heater. 

W900 

1990-1969 

Belt - Fan; Preferred Belt 

(1990-1986). 

Belt - Fan; Optional Belt 

(1990-1986). 

Belt - Fan; Preferred Belt 

(1985-1982). 

Belt - Fan; Optional Belt 

(1985-1982). 

Belt - Fan - From C.S.; Pre¬ 
ferred Belt (1981-1980). 

Belt - Fan - From C.S.; Op¬ 
tional Belt (1981-1980). 

Belt - Fan - From J.S.; Pre¬ 
ferred Belt (1981-1980). 

Belt - Fan - From J.S.; Op¬ 
tional Belt (1981-1980). 

Belt - W.P.; W/4-Ribbed Belt; 

W/43 1/2" Belt O.C. 

(1990-1986). 3063817 

Belt - W.P.; W/4-Ribbed Belt; 

W/43" Belt O.C. 

(1990-1986). 3063024 

Belt - W.P.; W/4-Ribbed Belt; 

W/45" Belt O.C. 

(1990-1986). 3062620 


W900 - Continued 


©TR28429 

2/TR28437PB 

©TR28437 

4K080415HD 

4K080427HD 

4K080465HD 

4K040430HD 

K040445 

4K060425HD 

4K060435HD 

©449463HD 

2/9470PB 

©49470HD 

©449470HD 

49400HD 

49420HD 

41173 

41174 
*2 1/2” I.D. 

©■>2 1/2” I.D. 

*2 1/2” I.D. 
©■>2 1/2” I.D. 

1 1/2” I.D. 
5/8” I.D. 

2/TR28492PB 

©TR28492 

2/TR28510PB 

©TR28510 

2/TR28483PB 

©TR28483 

2/TR28501PB 

©TR28501 


1990-1969 -Continued 
Belt - W.P.; W/6-Ribbed Belt 


(1990-1986). 2146380 

Belt - W.P.; (1985-1980). 217638 


Belt - Alt.; W/40 1/2" Belt 

O.C. (1990). 

Belt - Alt.; W/47 1/2" Belt 

O.C. (1990-1986). 

Belt - Alt.; W/40 1/2" Belt 

O.C. (1989-1986). 

Belt - Alt.; (1985-1982). 

Belt - A.C.; W/41" Belt O.C. 

(1990-1986). 

Belt - A.C.; W/43 1/2" Belt 

O.C. (1990-1982). 

Belt - A.C.; W/40" Belt O.C. 

(1985-1982). 

Belt - A.C.; (1981-1980). 

Belt - Fan & A.C.; 

(1985-1982). 

Idler Pulley; W/Flat Idler Pul¬ 


ley (1990-1985). 3065000 

Idler Pulley; W/V-Ribbed Belt 

(1990-1985). 3062931 

Idler Pulley; W/2-Groove Pul¬ 
ley (1979-1971). 3064920 

Tensioner Pulley; W/Big Cam 
III Eng.; W/V-Ribbed Belt 

(1985). 3064919 

Tensioner Pulley - W.P.; 

W/V-Ribbed Belt 

(1981-1980). 3064919 

Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad. 


Hose - Lower - Eng. To Pipe 
Hose - Lower - Pipe To Rad. 

Hose - By Pass. 

Hose - Heater. 


4K060435HD 

4K060435HD 

49400HD 

©449470HD 

©49400HD 

©449470HD 

49405HD 

49430HD 

49395HD 

49430HD 

TR28492 

41173 

41174 
41129 

41111 


41111 

■0-2 1/4” I.D. 


■*3” I.D. 

*2 1/2” I.D. 
*3” I.D. 


1 1/2” I.D. 
5/8” I.D. 


CUMMINS V-8 210 DIESEL ENG. 

PD 


1972-1971 

Belt - Fan & W.P. 

178685 

©TR22485 

Belt - Alt.; W/60A. Motorola 
Alt. 


49435HD 

Belt - Alt.; W/62A. Delco Alt... 


49415HD 

Belt - P.S. 

178471 

©49365HD 

Hose - Upper. 


26518 

Hose - Lower. 


26522 

Hose - By Pass. 


1 1/4” I.D. 

Hose - Heater. 


5/8” I.D. 


DETROIT DIESEL 6-71 DIESEL ENG. 


BRUTE 

1981-1976 

Belt - Alt. @9810 

Belt - A.C. 49447HD 

Belt - Fan & Air Brake Com- 

pr. @9810 

Hose - Upper - Eng. To Pipe; (1980-1976). -XT I.D. 

Hose - Upper - Pipe To Rad.; (1980-1976). ^2 1/4” I.D. 

Hose - Lower; (1980-1976). ©->2” I.D. 

Hose - By Pass; (1980-1976). 1” I.D. 

C500 


4K040430HD 1982-1975 


Belt - Alt.; (1982-1976). ©49425HD 

Belt - A.C.; (1982-1976). 49447HD 

4K040425HD Belt - Fan & Air Brake Com- 

pr.; (1982-1976). @9810 

Hose - Upper - Eng. To Pipe. <r2 1/4” I.D. 


K040445 Hose - Upper - Pipe To Rad. -XT I.D. 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durlon ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

KENWORTH - Continued 


Gates No. 


Application Mfr. Part No. 

KENWORTH - Continued 


Gates No. 


DETROIT DIESEL 6-71 DIESEL ENG. 

- Continued 


DETROIT DIESEL 6V-71 DIESEL ENG. 

- Continued 


C500 - Continued 


C500 - Continued 


1982-1975 - Continued 

Hose - Lower - Eng. To Pipe. ■c-2” I.D. 

Hose - Lower - Pipe To Rad. 23533 

Hose - By Pass. 1” I.D. 

HUSTLER 200 

1974 

Belt - Fan. @*9440HD 

Belt - Alt. @*9400HD 

Hose - Upper. 26523 

Hose - Lower. *2 1/4” I.D. 

Hose - By Pass. 1” I.D. 

L700 

1985 

Belt - Fan. @*9530HD 

Belt - Alt. ©♦♦9430HD 

Hose - Upper - Eng. To Pipe. ->2” I.D. 

Hose - Upper - Pipe To Rad. ^-2 1/2” I.D. 

Hose - Lower - Eng. To Pipe. &2 1/4” I.D. 

Hose - By Pass. 1” I.D. 

PD 

1973 

Belt-Fan. 5135884 @*9440HD 

Belt - Alt. ©*9415HD 

Hose - Upper. ^20731 

Hose - Lower - Eng. To Pipe. 2 1/4” I.D. 

Hose - Lower - Pipe To Rad. -^2 1/4” I.D. 

Hose - By Pass. 1” I.D. 

W900 

1981-1975 

Belt - Alt.; (1975). ©*9420HD 

Belt - A.C.; (1975). *9480HD 

Belt - Fan & Air Brake Com- 

pr.; (1975). 5162998 @*9730HD 

Hose - Upper - Eng. To Pipe. *2 1/4” I.D. 

Hose - Upper - Pipe To Rad. ->3” I.D. 

Hose - Lower - Eng. To Pipe. ■c-2” I.D. 

Hose - Lower - Pipe To Rad. 23533 

Hose - By Pass. 1” I.D. 


DETROIT DIESEL 6V-53 DIESEL ENG. 

HUSTLER 200 


1974 

Belt - W.P. 5139228 @7375 

Belt - Alt. @7430 

Belt - A.C. *9540HD 

Hose - Upper. 25480 

Hose - Lower. 26510 

Hose - By Pass. 1 1/8” I.D. 

Hose - Heater. 5/8” I.D. 

PD 


1974-1972 

Belt - Fan. @**9447HD 

Belt-W.P. 5139228 @7370 

Belt - Alt.; W/1/2" Belt T.W.; 

W 39 1/4" Belt O.C. *9390HD 


1978-1972 - Continued 

Hose - Upper - Eng. To Pipe. @->2 1/4” I.D. 

Hose - Upper - Pipe To Rad. @->3” I.D. 

Hose - Lower - Eng. To Pipe. *2 3/4” I.D. 

Hose - Lower - Pipe To Pipe. -*2 3/4” I.D. 

Hose - Lower - Pipe To Rad. ->2 1/4” I.D. 


DETROIT DIESEL 6V-92 DIESEL ENG. 


C500 

1982-1977 

Belt - Fan; W/70 1/4" Belt 

O.C.(1982-1979). ®*9700HD 

Belt - Fan; W/74 1/4" Belt 

0.0.(1982-1979). @9740 

Belt - Fan; W/76 3/4" Belt 

0.0.(1982-1979). ©9765 

Belt - Fan; (1977). @9765 

Belt - Alt.; (1982-1979). @*9341HD 

Belt - Alt.; (1977). *9345HD 

Hose - Upper - Eng. To Pipe; (1982-1979). @->2 1/4” I.D. 

Hose - Upper - Pipe To Rad.; (1982-1979). @->3” I.D. 

Hose - Upper - Pipe To Pipe; (1982-1979). @->2 1/4” I.D. 

Hose - Lower - Eng. To Pipe; (1982-1979). ->3” I.D. 

Hose - Lower - Pipe To Pipe; (1982-1979). ->3” I.D. 

Hose - Lower - Pipe To Rad.; (1982-1979). ->3 1/2” I.D. 

Hose - By Pass - Inlet; (1982-1979). 1 3/4” I.D. 

Hose - By Pass - Outlet; (1982-1979). 2 3/8” I.D. 

Hose - Heater; (1982-1979). 5/8” I.D. 

K100 

1981-1976 

Belt - Fan; (1981-1979). ®*9630HD 

Belt - Alt.; (1981-1979). @*9341HD 

Belt - A.C.; (1981-1979). *9400HD 

Hose - Upper - Eng. To Pipe. @->2 1/4” I.D. 

Hose - Upper - Pipe To Rad. @->3” I.D. 

Hose - Lower. @->3” I.D. 

Hose - By Pass - Inlet. 1 3/4” I.D. 

Hose - By Pass - Outlet. 2 3/8” I.D. 

Hose - Heater. 5/8” I.D. 

L700 

1979 

Belt - Fan. ®*9495HD 

Hose - Upper - Eng. To Pipe. -^2 1/4” I.D. 

Hose - Upper - Pipe To Rad. -^2 1/2” I.D. 

Hose - Lower. 3” I.D. 

Hose - By Pass - Inlet. 1 3/4” I.D. 

Hose - By Pass - Outlet. 2 3/8” I.D. 

Hose - Heater. 5/8” I.D. 

W900 

1981-1976 

Belt - Fan; (1981-1979). ®*9630HD 

Belt - Alt.; (1981-1979). @*9341HD 

Belt - A.C.; (1981-1979). *9390HD 

Hose - Upper - Eng. To Pipe. @->2 1/4” I.D. 

Hose - Upper - Pipe To Rad. @->3” I.D. 

Hose - Lower. @->3” I.D. 


Belt - Alt.; W/3/8" Belt T.W.; 

W/37 1/8” Belt O.C.5133177 

Hose - Upper - Left Side. 

Hose - Upper - Right Side. 

Hose - By Pass. 

Hose - Heater. 


@7370 
25480 
3^21794 
or 25478 
1 1/8” I.D. 
5/8” I.D. 


Hose - By Pass - Inlet. 1 3/4” I.D. 

Hose - By Pass - Outlet. 2 3/8” I.D. 

Hose - Heater. 5/8” I.D. 


DETROIT DIESEL 8V-71 DIESEL ENG. 

C500 

1975-1974 


DETROIT DIESEL 6V-71 DIESEL ENG. 

C500 

1978-1972 


Belt - Fan; W/60 3/8" Belt 

O.C. 

Belt - Fan; W/73 3/8" Belt 
O.C. 


Belt - Fan. 
Belt - Alt.. 


®*9680HD 

@*9370HD 


Belt - Alt. 
Belt - P.S. 


5116779 


®*9600HD 

@*9730HD 

@*9350HD 

49390HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

•*” Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

^ Cut To Fit. * Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

KENWORTH - Continued 

DETROIT DIESEL 8V-71 DIESEL ENG. 


- Continued 

C500 - Continued 
1975-1974 - Continued 

Hose - Upper - Eng. To Pipe. ©->2 1/4” I.D. 

Hose - Upper - Pipe To Rad. ©->3” I.D. 

Hose - Lower - Eng. To Pipe. 2 3/4” I.D. 

Hose - Lower - Pipe To Pipe. *2 3/4” I.D. 

Hose - Lower - Pipe To Rad. ->3 1/2” I.D. 

Hose - By Pass - Inlet. 1 3/4” I.D. 

Hose - By Pass - Outlet. 2 3/8” I.D. 

Hose - Heater. 5/8” I.D. 

K100 

1980-1969 

Belt - Fan; W/54 1/4" Belt 

O.C. *9540HD 

Belt - Fan; W/59 1/4" Belt 

O.C. 5128584 ®*9590HD 

Belt - Fan; W/60 1/4" Belt 

O.C. 5116779 ©49600HD 

Belt - Fan; W/61 1/4" Belt 

O.C. ♦9610HD 

Belt - Fan; W/63 1/4" Belt 

O.C. 5137906 ©*9630HD 

Belt - Alt.; W/35 1/4" Belt 

O.C. ©*9350HD 

Belt - Alt.; W/37 1/4" Belt 

O.C. @*9370HD 

Belt - Alt.; W/40 1/4" Belt 

O.C. ©49400HD 

Belt - A.C. 49380HD 

Belt - Air Brake Compr. - 

From Cam.; W/41" Belt O.C. ©*9405HD 

Belt - Air Brake Compr. - 
From Cam.; W/42 1/2" Belt 

O.C. ©49420HD 

Hose - Upper - Eng. To Pipe. ©->2 1/4” I.D. 

Hose - Upper - Pipe To Rad. ©->3” I.D. 

Hose - Lower. @->2 3/4” I.D. 

Hose - By Pass - Inlet. 1 3/4” I.D. 

Hose - By Pass - Outlet. 2 3/8” I.D. 

Hose - Heater. 5/8” I.D. 

W900 

1980-1969 

Belt - Fan; W/54 1/4" Belt 

O.C. ®*9540HD 

Belt - Fan; W/59 1/4" Belt 

O.C. 5128584 ©*9590HD 

Belt - Fan; W/60 1/4" Belt 

O.C. 5116779 ®*9600HD 

Belt - Fan; W/61 1/4" Belt 

O.C. ©*961OHD 

Belt - Fan; W/63 1/4" Belt 

O.C. 5137906 ®*9630HD 

Belt - Alt.; W/35 1/4" Belt 

O.C. ©*9350HD 

Belt - Alt.; W/37 1/4" Belt 

O.C. @*9370HD 

Belt - Alt.; W/40 1/4" Belt 

O.C. *9400HD 

Belt - A.C. *9380HD 

Belt - Air Brake Compr. - 

From Cam.; W/41" Belt O.C. ©*9405HD 

Belt - Air Brake Compr. - 
From Cam.; W/42 1/2" Belt 

O.C. @*9420HD 

DETROIT DIESEL 8V-92 DIESEL ENG. 

C500 

1982-1974 

Belt - Fan; (1982-1979). ®*9730HD 

Belt - Alt.; (1982-1979). @*9341HD 

Hose - Upper - Eng. To Pipe; (1975-1974). ©->2 1/4” I.D. 

Hose - Upper - Pipe To Rad.; (1975-1974). @->3” I.D. 


Application Mfr. Part No. Gates No. 

KENWORTH - Continued 

DETROIT DIESEL 8V-92 DIESEL ENG. 

- Continued 

C500 - Continued 
1982-1974 - Continued 

Hose - Upper - Pipe To Pipe; (1975-1974). ©->2 1/4” I.D. 

Hose - Lower - Eng. To Pipe; (1975-1974). ^-3” I.D. 

Hose - Lower - Pipe To Pipe; (1975-1974). ->3” I.D. 

Hose - Lower - Pipe To Rad.; (1975-1974). ->3 1/2” I.D. 

Hose - By Pass - Inlet; (1975-1974). 1 3/8” I.D. 

Hose - By Pass - Outlet; (1975-1974). 2 1/2” I.D. 

K100 

1987-1969 

Belt - Fan; W/58 1/4" Belt 

O.C. (1987-1976). ®*9580HD 

Belt - Fan; W/60 1/4" Belt 

O.C. (1987-1976). 5116779 @*9600HD 

Belt - Fan; W/63 1/4" Belt 

O.C. (1987-1976). @*9630HD 

Belt - Alt.; (1987-1976). @*9341HD 

Belt - A.C.; (1987-1976). ©49390HD 

Hose - Upper - Eng. To Pipe; (1980-1969). ©->2 1/4” I.D. 

Hose - Upper - Pipe To Rad.; (1980-1969). ©->3” I.D. 

Hose - Lower; (1980-1969). @->3” I.D. 

Hose - By Pass - Inlet; (1980-1969). 1 3/8” I.D. 

Hose - By Pass - Outlet; (1980-1969). 2 1/2” I.D. 

PD200 

1974 


Belt-Fan. 5116779 ®*9600HD 

Belt - Alt. ©49350HD 

Belt - A.C. ©49390HD 

T800 

1988-1987 

Belt - Fan. ©**9451 HD 

Belt - Alt. ©49290HD 

Belt - A.C. ©49360HD 

Hose - Upper - Eng. To Pipe. ©->2 3/4” I.D. 

Hose - Upper - Pipe To Pipe. ©->3” I.D. 

Hose - Lower. ©->3” I.D. 

Hose - By Pass - Inlet. 1 3/8” I.D. 

Hose - By Pass - Outlet. 2 1/2” I.D. 

W900 

1987-1969 

Belt - Fan; W/58 1/4" Belt 

0.0.(1987-1976). ®*9580HD 

Belt - Fan; W/60 1/4" Belt 

O.C. (1987-1976). 5116779 ®*9600HD 

Belt - Fan; W/63 1/4" Belt 

0.0.(1987-1976). @*9630HD 

Belt - Alt.; (1987-1976). ©*9341HD 

Belt - A.C.; (1987-1976). @*9395HD 

Hose - Upper - Eng. To Pipe; (1980-1969). ©->2 1/4” I.D. 

Hose - Upper - Pipe To Rad.; (1980-1969). ©->3” I.D. 

Hose - Lower; (1980-1969). ©->3” I.D. 

Hose - By Pass - Inlet; (1980-1969). 1 3/8” I.D. 

Hose - By Pass - Outlet; (1980-1969). 2 1/2” I.D. 


DETROIT DIESEL 12V-71 DIESEL ENG. 


K100 

1974-1973 

Belt - Fan. ®*9580HD 

Belt - Alt. ©49345HD 

Belt - A.C. ©49380HD 

Belt - Air Brake Compr. 5130525 @*9420HD 

Hose - Upper - Eng. To Pipe. ©->2 1/2” I.D. 

Hose - Upper - Pipe To Rad. ©->3” I.D. 

Hose - Lower. @->3 1/2” I.D. 

Hose - By Pass. 2 3/4” I.D. 

Hose - Heater. 5/8” I.D. 

W900 

1974-1973 

Belt - Fan. @*9580HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

* 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

KENWORTH - Continued 


Gates No. 


Application Mfr. Part No. 

KENWORTH - Continued 


Gates No. 


DETROIT DIESEL 12V-71 DIESEL ENG. 

- Continued 

W900 - Continued 

1974-1973 - Continued 

Belt - Alt. ©49345HD 

Belt - A.C. I 49380HD 

Belt - Air Brake Compr. 5130525 ©49420HD 

DETROIT DIESEL SERIES 60 DIESEL 


ENG. 

C500 

1990-1988 

Belt - Fan; W/44 3/4" Belt 

O.C. (1990). 49447HD 

Belt - Fan; W/47 3/4" Belt 

O.C.; Preferred Belt (1990).. 3/9470PB 

Belt - Fan; W/47 3/4" Belt 

O.C.; Optional Belt (1990).... ©49470HD 

Belt - Fan; W/49 1/8" Belt 

0.0.(1990). 49490HD 

Belt - Fan; W/50 7/16" Belt 

O.C.; Preferred Belt (1990).. 3/9500PB 

Belt - Fan; W/50 7/16" Belt 

O.C.; Optional Belt (1990).... ©49500HD 

Belt - Fan; W/44 3/4" Belt 

0.0.(1989-1988). 49447HD 

Belt - Fan; W/47 3/4" Belt 

0.0.(1989-1988). ©49470HD 

Belt - Fan; W/49 1/8" Belt 

0.0.(1989-1988). 49490HD 

Belt - Alt.; W/51 3/8" Belt 

O.C. 2/951OPB 

Belt - Alt.; W/50 7/16" Belt 

0.0.(1989-1988). 2/9500PB 

Belt - Alt. & A.C.; Preferred 

Belt (1990). 2/9520PB 

Belt - Alt. & A.C.; Optional 

Belt (1990). ©49525HD 

Belt - Alt. & A.C.; 

(1989-1988). ©49525HD 

Belt - A.C.; W/52 1/2" Belt 

0.0.(1990). 49520HD 

Belt - A.C.; W/55" Belt O.C. 

(1990). 49545HD 

Belt - A.C.; W/59 1/2" Belt 

0.0.(1990). 49590HD 

Belt - A.C.; (1989-1988). 49545HD 

Belt - A.C. & Idler; W/52 1/2" 

Belt O.C. (1989-1988). ©49520HD 

Belt - A.C. & Idler; W/59 1/2" 

Belt O.C. (1989-1988). 49590HD 

Hose - Upper; (1990). ->2 1/2” I.D. 

Hose - Upper; (1989-1988). ©->2 1/2” I.D. 

Hose - Lower; (1990). ^2 1/2” I.D. 

Hose - Lower; (1989-1988). ©->2 1/2” I.D. 

Hose - By Pass. 1 3/4” I.D. 

Hose - Heater. 5/8” I.D. 

K100 

1990-1988 

Hose - Upper; (1990). ^2 1/2” I.D. 

Hose - Upper; (1989-1988). ©->2 1/2” I.D. 

Hose - Lower; (1990). ^2 1/2” I.D. 

Hose - Lower; (1989-1988). ©->2 1/2” I.D. 

Hose - By Pass. 1 3/4” I.D. 

Hose - Heater. 5/8” I.D. 

T600; T800 
1990-1988 

Belt - Fan; W/44 3/4" Belt 

O.C. (1990). 49447HD 

Belt - Fan; W/47 3/4" Belt 

O.C.; Preferred Belt (1990).. 3/9470PB 

Belt - Fan; W/47 3/4" Belt 

O.C.; Optional Belt (1990).... ©49470HD 


DETROIT DIESEL SERIES 60 DIESEL 


ENG. - Continued 

T600; T800 - Continued 
1990-1988-Continued 
Belt - Fan; W/49 1/8" Belt 

0.0.(1990). 49490HD 

Belt - Fan; W/50 7/16" Belt 

O.C.; Preferred Belt (1990).. 3/9500PB 

Belt - Fan; W/50 7/16" Belt 

O.C.; Optional Belt (1990).... ©49500HD 

Belt - Fan; W/44 3/4" Belt 

0.0.(1989-1988). 49447HD 

Belt - Fan; W/47 3/4" Belt 

O.C.(1989-1988). ©49470HD 

Belt - Fan; W/49 1/8" Belt 

O.C.(1989-1988). ©49490HD 

Belt - Alt.; W/51 3/8" Belt 

O.C. 2/951 OPB 

Belt - Alt.; W/50 7/16" Belt 

O.C.(1989-1988). 2/9500PB 

Belt - Alt. & A.C.; Preferred 

Belt (1990). 2/9520PB 

Belt - Alt. & A.C.; Optional 

Belt (1990). ©49525HD 

Belt - Alt. & A.C.; 

(1989-1988). ©49525HD 

Belt - A.C.; W/52 1/2" Belt 

0.0.(1990). 49520HD 

Belt - A.C.; W/55" Belt O.C. 

(1990). 49545HD 

Belt - A.C.; W/59 1/2" Belt 

O.C. (1990). 49590HD 

Belt - A.C.; (1989-1988). 49545HD 

Belt - A.C. & Idler; W/52 1/2" 

Belt O.C. (1989-1988). ©49520HD 

Belt - A.C. & Idler; W/59 1/2’ 

Belt O.C. (1989-1988). 49590HD 

Hose - Upper; (1990). ->2 1/2” I.D. 

Hose - Upper; (1989-1988). ©->2 1/2” I.D. 

Hose - Lower; (1990). ^2 1/2” I.D. 

Hose - Lower; (1989-1988). ©->2 1/2” I.D. 

Hose - By Pass. 1 3/4” I.D. 

Hose - Heater. 5/8” I.D. 

W900 

1990-1988 

Belt - Fan; Preferred Belt 

(1990). 2/9490PB 

Belt - Fan; Optional Belt 

(1990). ©49490HD 

Belt - Fan; (1989-1988). ©♦♦9490HD 

Belt - Alt. 2/9500PB 

Belt - W.P, Alt. & A.C.; Pre¬ 
ferred Belt (1990). 2/951 OPB 

Belt - W.P, Alt. & A.C.; Op¬ 
tional Belt (1990). ©49510HD 

Belt - W.P, Alt. & A.C.; 

(1989-1988). 2/951 OPB 

Belt - A.C.; W/55" Belt O.C. 

(1990). 49545HD 

Belt - A.C.; W/59 1/2" Belt 

O.C. (1990). 49590HD 

Belt - A.C.; (1989-1988). 49545HD 

Belt - A.C. & Idler; 

(1989-1988). 49590HD 

Hose - Upper; (1990). ^2 1/2” I.D. 

Hose - Upper; (1989-1988). ©->2 1/2” I.D. 

Hose - Lower; (1990). ^2 1/2” I.D. 

Hose - Lower; (1989-1988). ©->2 1/2” I.D. 

Hose - By Pass. 1 3/4” I.D. 

Hose - Heater. 5/8” I.D. 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

^ Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 

MACK 


Mfr. Part No. 


Gates No. 


Application 

MACK - Continued 


Mfr. Part No. 


Gates No. 


CATERPILLAR 1673 DIESEL ENG. 


DM SERIES 



1967-1966 

Belt - Fan. 


©49630HD 

Belt - Alt. 

.4M6291 

49425HD 

Belt - Air Brake Compr. 

. 9L2266 

©♦49313HD 

Hose - Upper. 


s<20172 
or 26520 

Hose - Lower. 

RL SERIES 


^20960 

1972-1966 

Belt - Fan. 


©49630HD 

Belt - Alt. 

.4M6291 

49425HD 

Belt - Air Brake Compr. 

RS SERIES 

. 9L2266 

©449313HD 

1972-1971 

Belt - Fan. 


©49630HD 

Belt - Alt. 

.4M6291 

49425HD 

Belt - Air Brake Compr. 

. 9L2266 

©449313HD 


CATERPILLAR 1674 DIESEL ENG. 

RL SERIES; RS SERIES 

1975-1974 

Belt - Fan & W.P.9L4479 49630HD 

Belt-Alt.9L1740 *9451 HD 

Belt - A.C.; W/Kysor A.C. 

Compr. 300089 49480HD 

CATERPILLAR 1676 DIESEL ENG. 

FL SERIES 

1975-1974 

Belt - Fan.9L1731 ♦9540HD 

Belt - A.C.; W/Kysor A.C. 

Compr. 49463HD 


CATERPILLAR 1693 DIESEL ENG. 

FL SERIES; FS SERIES; RL SERIES; RS SERIES 


1973 

Belt - Fan & W.P.9L5279 49700HD 

Belt - Alt.7L2449 O49440HD 

Belt - A.C. 49470HD 

Hose - Upper. s-^20900 

Hose - Heater. 5/8” I.D. 


CATERPILLAR 3208 DIESEL ENG. 

MB SERIES 


1978-1975 

Belt - Fan.88GB354P55 

Belt - W.P.9N1329 

Belt - Alt. & Air Brake Compr. 88GB354P23 

Belt - P.S.88GB354P48 

Hose - Upper. 

Hose - Lower. 

Hose - Oil Cooler Outlet. 

Hose - Oil Cooler - Front Inlet. 

Hose - Oil Cooler - Rear Inlet. 

MC SERIES; MR SERIES 

1982-1979 

Belt - Fan.88GB354P55 

Belt - W.P.9N1329 

Belt - Alt. & Air Brake Compr. 88GB354P23 

Belt - P.S.88GB354P65 

Hose - Lower. 

Hose - Oil Cooler Outlet. 

Hose - Oil Cooler - Front Inlet. 

Hose - Oil Cooler - Rear Inlet. 

R SERIES 

1975-1974 


©49455HD 
©449435HD 
©449640HD 
©449435HD 
^21378 
©■>2” I.D. 

21380 
21824 

21381 


©49455HD 
©449435HD 
©449640HD 
©49440HD 
©■>2” I.D. 

21380 
21824 

21381 


CATERPILLAR 3208 DIESEL ENG. 

- Continued 

WS SERIES 

1980 


Belt - Fan.88GB354P66 

Belt - Alt. & Air Brake Compr. 88GB354P74 

Belt - P.S.88GB354P65 

Hose - Upper. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

Hose - Oil Cooler Outlet. 

Hose - Oil Cooler - Front Inlet. 

Hose - Oil Cooler - Rear Inlet. 


©449590HD 
©449670HD 
©♦49447HD 
■>2” I.D. 
*2” I.D. 
*3” I.D. 

21380 
21824 

21381 


CATERPILLAR 3406 DIESEL ENG. 

RW SERIES 

1985 


Belt - Fan. 

Belt - Alt. & A.C. 

Hose - Upper - Eng. To Pipe 

Hose - Upper - Pipe To Rad. 
Hose - Lower - Eng. To Pipe 
Hose - Lower - Pipe To Rad. 
Hose - Heater. 

RWL SERIES 

1982-1981 

Belt - Fan; Preferred Belt. 

Belt - Fan; Optional Belt. 

Belt - Alt. & A.C. 

Hose - Upper. 

Hose - Lower. 

Hose - Heater. 


4N8218 ©TR22648 

88GB354P18 ©49560HD 

. <21115 

or 26532 

. -:-2 1/2” I.D. 

. *3” I.D. 

. <21042 

. 5/8" I.D. 


2/TR22570PB 

9L6639 ©TR22570 

88GB29301P27 ©49580HD 

. *2 1/2" I.D. 

. ©->3” I.D. 

. 5/8" I.D. 


RWS SERIES; WL SERIES; WS SERIES 

1982-1980 


Belt - Fan; Preferred Belt. 

Belt - Fan; Optional Belt.9L6639 

Belt - Alt. & A.C.88GB29301P27 

Hose - Upper. 

Hose - Lower. 

Hose - Heater. 


2/TR22570PB 
©TR22570 
©49580HD 
©■>2 1/2” I.D. 
©■>3” I.D. 

5/8” I.D. 


CUMMINS KT DIESEL ENG. 

WL SERIES; WS SERIES 


1980-1977 

Belt - Alt. 206996 K050370 

Belt - AC. TR24619 

Hose - Upper. ©->2 1/2” I.D. 

Hose - Lower. @->3 1/2” I.D. 

Hose - By Pass. 2” I.D. 

CUMMINS L10 DIESEL ENG. 

MR SERIES 

1984 

Belt - Alt.88GB358 K050336 


CUMMINS NHC250 DIESEL ENG.; CUM¬ 
MINS NHCT270 DIESEL ENG. 


DM SERIES 

1972 

Belt - Fan; Preferred Belt. 178624 

Belt - Fan; Optional Belt. 178624 

Belt - W.P. 17857C 

Belt - Gen. 178567 

Hose - Upper. 

Hose - By Pass. 


FL SERIES; FS SERIES 

1971-1970 


2/TR28473PB 
©TR28473 
TR24400 
TR22350 
©■>2 1/4” I.D. 

1 1/2” I.D. 


Belt - Fan.88GB354P66 ©449590HD 

Belt - W.P.9N1329 ©449435HD 


Belt - Alt. & Air Brake Compr. 88GB354P23 ©449640HD 


Belt-W.P. 172856 ©TR24457 

Belt - Alt. 200549 ©49465HD 


Hose - Upper; W/2 1/4" I.D. Hose. 26521 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 
s< Cut To Fit. 


o 

♦ 

4 


Green Stripe * 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

MACK - Continued 


Gates No. 


Application 

MACK - Continued 


Mfr. Part No. 


Gates No. 


CUMMINS NHC250 DIESEL ENG.; CUM¬ 
MINS NHCT270 DIESEL ENG. 


CUMMINS NT DIESEL ENG. - Continued 

DM SERIES - Continued 


- Continued 

FL SERIES; FS SERIES - Continued 

1971-1970 - Continued 

Hose - Upper; W/2" I.D. Hose. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 


Hose - By Pass. 

R SERIES 

1972 

Belt - Fan; Preferred Belt. 178624 

Belt - Fan; Optional Belt. 178624 

Belt - W.P. 178570 

Belt - Gen. 178567 


Hose - Upper. 

Hose - By Pass. 

RL SERIES 

1972-1970 

Belt - Fan; Preferred Belt 


(1972-1971). 178624 

Belt - Fan; Optional Belt 

(1972-1971). 178624 

Belt - Fan; (1970). 178624 

Belt - W.P.; (1972-1971). 178570 

Belt - W.P.; W/40 1/2" Belt 

O.C. (1970). 178570 

Belt - W.P.; W/46" Belt O.C. 

(1970). 172856 

Belt - Alt.; (1972-1971). 200549 

Belt - Alt.; W/75A. Alt. (1970). 200549 
Belt - Alt.; W/85A. Alt. (1970). 178541 

Belt - P.S.; (1970). 178486 

Belt - A.C.; (1970). 

Hose - Upper. 


Hose - Lower. 

Hose - By Pass. 

RS SERIES 

1972-1971 

Belt - Fan; Preferred Belt. 178624 

Belt - Fan; Optional Belt. 178624 

Belt - W.P. 178570 

Belt - Alt. 200549 


Hose - Upper; W/2 1/4" I.D. Hose 

Hose - Upper; W/2" I.D. Hose. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 


Hose - By Pass. 

U SERIES 

1972 

Belt - Fan; Preferred Belt. 178624 

Belt - Fan; Optional Belt. 178624 

Belt - W.P. 178570 

Belt - Gen. 178567 

Hose - Upper. 

Hose - By Pass. 


CUMMINS NT DIESEL ENG. 


DM SERIES 

1972 

Belt - Fan. 178697 

Belt - W.P.; W/4-Ribbed Belt.. 3063817 

Belt - W.P.; W/6-Ribbed Belt.. 217638 

Belt - W.P.; W/V-Belt Drive .... 215356 

Belt - Alt.88GB354P67 

Belt - A.C. 

Idler Pulley; W/2-Groove Pul¬ 
ley. 3064920 

Hose - Upper. 

Hose - Lower - Eng. To Pipe. 


1972 - Continued 


or 


26509 
*2 1/4” I.D. 
=■<21194 
1 1/2” I.D. 


2/TR28473PB 
©TR28473 
TR24400 
TR22350 
©■>2 1/4” I.D. 

1 1/2” I.D. 


2/TR28473PB 

©TR28473 

©TR28473 

TR24400 

TR24400 

TR24457 
©49465HD 
©49465HD 
TR22386 
TR26366 
TR22443 
21379 
26510 
*2 1/4” I.D. 

1 1/2” I.D. 


2/TR28473PB 
©TR28473 
TR24400 
©49465HD 
26521 
26509 
*2 1/4” I.D. 
=<21194 
1 1/2” I.D. 


2/TR28473PB 
©TR28473 
TR24400 
TR22350 
©■>2 1/4” I.D. 

1 1/2” I.D. 


©TR28454 

4K040430HD 

4K060435HD 

©6596 

©49470HD 

TR24400 

41129 

©■>2 1/4” I.D. 
*2 1/2” I.D. 


Hose - Lower - Pipe To Rad 

Hose - By Pass. 

Hose - Heater. 

Hose - Aftercooler. 

FL SERIES; FS SERIES 

1971-1970 

Belt - Fan; W/43 1/2" Belt 
O.C.; Preferred Belt (1971) 
Belt - Fan; W/43 1/2" Belt 
O.C.; Optional Belt (1971).. 
Fan; W/44 1/4" Belt 
Preferred Belt (1971) 
Fan; W/44 1/4" Belt 
; Optional Belt (1971).. 
Belt - Fan; W/46” Belt O.C... 
Belt - Fan; W/47 7/8” Belt 
O.C.; Preferred Belt (1971) 
Belt - Fan; W/47 7/8" Belt 
O.C.; Optional Belt (1971).. 
Fan; W/49 7/8" Belt 
Preferred Belt (1971) 
Belt - Fan; W/49 7/8" Belt 
O.C.; Optional Belt (1971).. 
Belt - Fan; W/43 1/2" Belt 

(1970). 

Fan; W/44 1/4' 

(1970). 

Belt - Fan; W/47 7/8' 

O.C. (1970). 

Belt - Fan; W/49 7/8 1 

(1970). 

■ W.P.; W/4-Ribbed Belt 
W/6-Ribbed Belt 
W/V-Belt Drive; 
Belt O.C. (1971) 
W/V-Belt Drive; 
Belt O.C. (1971) 
W/V-Belt Drive; 
Belt O.C. (1971) 
V-Belt; W/43 7/8” 
(1970) 

V-Belt; W/44 1/4" 
(1970) 

V-Belt; W/62 7/8' 

(1970). 

; W/44 5/8" Belt 


Belt ■ 
O.C.; 
Belt ■ 
O.C.; 


Belt ■ 
O.C.; 


O.C. 
Belt ■ 
O.C. 


Belt 


Belt 


Belt 


O.C. 

Belt ■ 

Belt - W.P.; 

Belt - W.P.; 

W/43 7/8" 

Belt - W.P.; 

W/44 1/4" 

Belt - W.P.; 

W/62 7/8" 

Belt - W.P.; 

Belt O.C. 

Belt - W.P.; 

Belt O.C. 

Belt - W.P.; 

Belt O.C. 

Belt - Alt.; 

O.C. 

Belt - Alt.; W/46 5/8" Belt 
O.C. 

Belt ■ 

O.C. 

Belt - A.C.; 

O.C. 

Idler Pulley; 
ley (1971). 

Hose - Upper; W/350 H.P. Eng. & Over. 

Hose - Upper; W/350 H.P. Eng. & Under... 
Hose - Lower - Eng. To Pipe; W/350 H.P. 

Eng. & Over. 

Hose - Lower - Eng. To Pipe; W/350 H.P. 

Eng. & Under. 

Hose - Lower - Pipe To Rad.; W/350 H.P. 

Eng. & Over. 

Hose - Lower - Pipe To Rad.; W/350 H.P. 

Eng. & Under. 

Hose - By Pass. 

Hose - Heater. 

Hose - Aftercooler. 


■A.C. 


W/40 5/8" Belt 


W/57 5/8" Belt 


W/2-Groove Pul 


178682 

178682 

178707 

178707 

178697 

178624 

178624 

134809 

134809 

178682 

178707 

178624 


134809 

3063817 

217638 

215356 

178628 

204481 

215356 

178628 

204481 

218522 

200549 


3064920 


21135 
1 1/2” I.D. 
5/8” I.D. 
21488 


2/TR28429PB 

©TR28429 

2/TR28437PB 

©TR28437 

©TR28454 

2/TR28473PB 

©TR28473 

2/TR28492PB 

©TR28492 

©TR28429 

©TR28437 

©TR28473 

©TR28492 

4K040430HD 

4K060435HD 

@6596 

TR24438 

49625HD 

@6596 

TR24438 

49625HD 

©♦49447HD 

©49465HD 

TR24400 

TR28570 

41129 

26531 

26510 

23572 

=<21194 

=<21042 

26521 
1 1/2” I.D. 
5/8” I.D. 
21488 


CUMMINS V555 DIESEL ENG. 

FL SERIES; FS SERIES 

1975-1973 

Belt - Fan & W.P. 202047 ©49585HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

=< Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


MACK - Continued 

CUMMINS V555 DIESEL ENG. 

- Continued 

FL SERIES; FS SERIES - Continued 
1975-1973 - Continued 
Belt - Alt. 178447 

WL SERIES; WS SERIES 

1976 

Belt - Fan & W.P. 202047 

Belt - Alt. 178447 

Hose - Upper. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

CUMMINS V903 DIESEL ENG. 

F SERIES; FL SERIES; FS SERIES 

1973 

Belt - Fan & W.P. 202046 

Belt - Alt. 178508 

Hose - Upper. 

Hose - Lower. 

WL SERIES; WS SERIES 

1976 

Hose - Upper. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

CUMMINS 6-CYL. 14.0 L DIESEL ENG. 

F SERIES 


@7380 


©49585HD 
@7380 
26512 
■0-2 1/4” I.D. 
26520 


©49580HD 

@*9440HD 

26510 

@23547 


26512 
*2 1/4” I.D. 
*2 1/4” I.D. 


1980 

Belt - 
O.C. 
Belt - 
O.C. 


O.C. 
Belt - 
Belt - 
O.C. 


Belt - 
O.C. 


Fan; W/43 1/2" Belt 

; Preferred Belt. 178682 

Fan; W/43 1/2" Belt 

; Optional Belt. 178682 

Belt - Fan; W/44 1/4" Belt 

O.C.; Preferred Belt. 178707 

Belt - Fan; W/44 1/4" Belt 

~ ; Optional Belt. 178707 

Fan; W/46" Belt O.C. 178697 

Fan; W/47 7/8" Belt 

; Preferred Belt. 178624 

Belt - Fan; W/47 7/8" Belt 

O.C.; Optional Belt. 178624 

Fan; W/49 7/8" Belt 

; Preferred Belt. 134809 

Belt - Fan; W/49 7/8" Belt 

O.C.; Optional Belt. 134809 

Belt - W.P.; W/4-Ribbed Belt.. 3063817 
Belt - W.P.; W/6-Ribbed Belt.. 217638 
Belt - W.P.; W/V-Belt Drive; 

W/43 7/8" Belt O.C. 215356 

Belt - W.P.; W/V-Belt Drive; 

Belt O.C. 178628 

W/V-Belt Drive; 

W/62 7/8" Belt O.C. 204481 

Belt - Alt.; W/44 5/8" Belt 

O.C. 

W/46 5/8" Belt 

. 200549 

W/40 5/8" Belt 


W/44 1/4' 
Belt - W.P. 


218522 


Belt - Alt. 

O.C. 

Belt 


A.C. 


2/TR28429PB 

@TR28429 

2/TR28437PB 

@TR28437 

@TR28454 

2/TR28473PB 

@TR28473 

2/TR28492PB 

@TR28492 

4K040430HD 

4K060435HD 

@6596 

TR24438 

49625HD 

©♦♦9447HD 

@*9465HD 


O.C. 

TR24400 

Belt - A.C.; W/57 5/8" Belt 

O.C. 

TR28570 

Tensioner Pulley - W.P.; 

W/V-Ribbed Belt. 3064919 

41111 

Hose - Upper; W/350 H.P. Eng. & Over. 

26531 

Hose - Upper; W/350 H.P. Eng. & Under... 

26510 

Hose - Lower - Eng. To Pipe; W/350 H.P. 

Eng. & Over. 

23572 


Hose - Lower - Eng. To Pipe; W/350 H.P 


Eng. 

Hose 

Eng. 

Hose 

Eng. 


& Under 
Lower - 
& Over.. 
Lower - 
& Under 


Pipe To Rad.; W/350 H.P 
Pipe To Rad.; W/350 HP 


s-<21194 

^21042 

26521 


MACK - Continued 

CUMMINS 6-CYL 14.0 L DIESEL ENG. 

- Continued 

F SERIES - Continued 

1980 - Continued 

Hose - By Pass. 


Hose - Heater.. 

Hose - Aftercooler. 

MH SERIES 

1990-1984 

Belt - Fan; W/44 1/4" Belt 

O.C.; Preferred Belt. 

Belt - Fan; W/44 1/4" Belt 

O.C.; Optional Belt. 

Belt - Fan; W/45 1/2" Belt 

O.C. (1990). 

Belt - Fan; W/49 7/8" Belt 

O.C.; Preferred Belt. 

Belt - Fan; W/49 7/8" Belt 

O.C.; Optional Belt. 

Belt - Fan; W/45 1/2" Belt 

O.C. (1989-1984). 

Belt - W.P.; W/4-Ribbed Belt; 

W/43 1/2" Belt O.C. 

Belt - W.P.; W/4-Ribbed Belt; 

W/45" Belt O.C. 

Belt - W.P.; W/6-Ribbed Belt.. 
Belt - Alt.; Preferred Belt 

(1990-1988). 

Belt - Alt.; Optional Belt 

(1990-1988). 

Belt - Alt.; (1987-1984). 

Belt - A.C. 

Idler Pulley; W/Flat Idler Pul¬ 
ley (1990-1985). 

Idler Pulley; W/V-Ribbed Belt 

(1990-1985). 

Tensioner Pulley; W/Big Cam 
III Eng.; W/V-Ribbed Belt 

(1985). 

Hose - Upper - Eng. To Pipe. 
Hose - Upper - Pipe To Rad.. 

Hose - Lower; (1990). 

Hose - Lower; (1989-1984). 

Hose - By Pass. 

Hose - Heater. 

Hose - Aftercooler. 

R SERIES 

1985-1980 

Belt - Fan; W/46" Belt O.C. 

Belt - Fan; W/47 7/8" Belt 

O.C.; Preferred Belt. 

Belt - Fan; W/47 7/8" Belt 

O.C.; Optional Belt. 

Belt - Fan; W/49 7/8" Belt 

O.C.; Preferred Belt. 

Belt - Fan; W/49 7/8" Belt 

O.C.; Optional Belt. 

Belt - W.P.; W/4-Ribbed Belt; 

W/43 1/2" Belt O.C. 

Belt - W.P.; W/4-Ribbed Belt; 

W/45" Belt O.C. 

Belt - W.P.; W/6-Ribbed Belt.. 
Belt - W.P.; W/V-Belt Drive .... 

Belt - Alt. 

Belt - A.C. 

Idler Pulley; W/Flat Idler Pul¬ 
ley (1985). 

Idler Pulley; WA/-Ribbed Belt 

(1985). 

Tensioner Pulley; W/Big Cam 
III Eng.; W/V-Ribbed Belt 

(1985). 

Tensioner Pulley - W.P.; 
W/V-Ribbed Belt 
(1981-1980). 


1 1/2” I.D. 
5/8” I.D. 
21488 


178707 

2/TR28437PB 


©TR28437 


TR24449 

134809 

2/TR28492PB 


@TR28492 


@TR24449 

3063817 

4K040430HD 

3062620 

217638 

K040445 

4K060435HD 

88GB354P65 

2/9447PB 

88GB354P65 

88GB354P65 

88GB194 

©49447HD 

©49447HD 

TR28437 

3065000 

41173 

3062931 

41174 

3064919 

41111 

s-=21418 


*2 1/4” I.D. 
*2 1/2” I.D. 
@■>2 1/2” I.D. 
1 1/2” I.D. 
5/8” I.D. 
21488 


178697 

©TR28454 

178624 

2/TR28473PB 

178624 

©TR28473 

134809 

2/TR28492PB 

134809 

©TR28492 

3063817 

4K040430HD 

3062620 

217638 

215356 

218522 

K040445 

4K060435HD 

@6596 

©49447HD 

49380HD 

3065000 

41173 

3062931 

41174 

3064919 

41111 

3064919 

41111 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durlon ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

=< Cut To Fit. 


o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

MACK - Continued 

CUMMINS 6-CYL. 14.0 L DIESEL ENG. 

- Continued 

R SERIES - Continued 


1985-1980 - Continued 

Hose - Upper; W/350 HP. Eng. & Over. ^20731 

or 26523 

Hose - Upper; W/350 HP. Eng. & Under; 

W/2 1/4 r I.D. Hose. 26522 

Hose - Upper; W/350 HP. Eng. & Under; 

W/2" I.D. Hose. 26510 

Hose - Lower - Eng. To Pipe; W/2 1/2" 

I.D. Hose. *2 1/2" I.D. 

Hose - Lower - Eng. To Pipe; W/2 1/4" 

I.D. Hose. <21194 


Application Mfr. Part No. Gates No. 

MACK - Continued 

CUMMINS 6-CYL. 14.0 L DIESEL ENG. 

- Continued 

RW SERIES - Continued 


1990-1985 - Continued 

Hose - Lower - Eng. To Pipe; W/3" I.D. 

Hose. <21042 

Hose - Lower - Eng. To Pipe; W/2 1/2" 

I.D. Hose (1989-1985). ->2 1/2” I.D. 

Hose - Lower - Pipe To Rad.; W/2 1/2" 

I.D. Hose. ->2 1/2” I.D. 

Hose - Lower - Pipe To Rad.; W/2 1/4" 

I.D. Hose (1990). *2 1/4” I.D. 

Hose - Lower - Pipe To Rad.; W/3" I.D. 

Hose. -XT I.D. 


Hose - Lower - Eng. To Pipe; W/3" I.D. 

Hose. 

Hose - Lower - Pipe To Rad.; W/2 1/2" 

I.D. Hose. 

Hose - Lower - Pipe To Rad.; W/2 1/4" 

I.D. Hose. 

Hose - Lower - Pipe To Rad.; W/3" I.D. 

Hose. 

Hose - By Pass. 

Hose - Heater. 

Hose - Aftercooler. 

RW SERIES 

1990-1985 


s<21042 

*2 1/2” I.D. 

26521 

■X3” I.D. 

1 1/2” I.D. 
5/8” I.D. 
21488 


Belt - Fan; W/46” Belt O.C. 

(1990). 178697 TR28454 

Belt - Fan; W/47 7/8” Belt 

O.C.; Preferred Belt. 178624 2/TR28473PB 

Belt - Fan; W/47 7/8" Belt 

O.C.; Optional Belt. ©TR28473 

Belt - Fan; W/49 7/8" Belt 

O.C.; Preferred Belt. 134809 2/TR28492PB 

Belt - Fan; W/49 7/8" Belt 

O.C.; Optional Belt. ©TR28492 

Belt - Fan; W/46" Belt O.C. 

(1989-1985). 178697 ©TR28454 

Belt - W.P.; W/4-Ribbed Belt; 

W/43 1/2" Belt O.C. 3063817 *K040430HD 

Belt - W.P.; W/4-Ribbed Belt; 

W/45" Belt O.C. 3062620 K040445 

Belt - W.P.; W/6-Ribbed Belt.. 217638 *K060435HD 

Belt - W.P.; W/V-Belt Drive 


(1990). 

. 215356 

6596 

Belt - W.P.; W/V-Belt Drive 

(1989-1985). 

. 215356 

@6596 

Belt - Alt.; Preferred Belt 

(1990). 

. 218522 

2/9447 PB 

Belt - Alt.; Optional Belt 

(1990). 


@*9447HD 

Belt - Alt.; (1989-1985). 

. 218522 

@*9447HD 


Belt - A.C.; W/38 1/2" Belt 

0 . 0 .( 1990 ) . 49380HD 

Belt - A.C.; W/41" Belt O.C. 

(1990). TR28406 

Belt - A.C.; (1989-1985). 49380HD 

Idler Pulley; W/Flat Idler Pul¬ 
ley. 3065000 41173 

Idler Pulley; W/V-Ribbed Belt. 3062931 41174 

Tensioner Pulley; W/Big Cam 
III Eng.; W/V-Ribbed Belt 

(1985). 3064919 41111 

Hose - Upper; W/330 H.P. Eng. & Under 

(1990). 26522 

Hose - Upper; W/350 H.P. Eng. & Over. :<20731 

or 26523 


Hose - Lower - Pipe To Rad.; W/2 1/4" 

I.D. Hose (1989-1985). 

Hose - By Pass. 

Hose - Heater. 

Hose - Aftercooler. 

RWL SERIES; RWS SERIES 


1984-1980 

Belt - Fan; W/46" Belt O.C. 178697 

Belt - Fan; W/47 7/8" Belt 

O.C.; Preferred Belt. 178624 

Belt - Fan; W/47 7/8" Belt 

O.C.; Optional Belt. 178624 

Belt - Fan; W/49 7/8" Belt 

O.C.; Preferred Belt. 134809 

Belt - Fan; W/49 7/8" Belt 

O.C.; Optional Belt. 134809 

Belt - W.P.; W/4-Ribbed Belt; 

W/43 1/2" Belt O.C. 3063817 

Belt - W.P.; W/4-Ribbed Belt; 

W/45" Belt O.C. 3062620 

Belt - W.P.; W/6-Ribbed Belt.. 217638 

Belt - W.P.; W/V-Belt Drive .... 215356 

Belt - Alt. 218522 

Belt - A.C. 

Tensioner Pulley - W.P.; 

W/V-Ribbed Belt 

(1981-1980). 3064919 


Hose - Upper; W/350 H.P. Eng. & Over... 

Hose - Upper; W/350 H.P. Eng. & Under; 

W/2 1/4" I.D. Hose. 

Hose - Upper; W/350 H.P. Eng. & Under; 

W/2" I.D. Hose. 

Hose - Lower - Eng. To Pipe; W/2 1/2" 

I.D. Hose. 

Hose - Lower - Eng. To Pipe; W/2 1/4" 

I.D. Hose. 

Hose - Lower - Eng. To Pipe; W/3" I.D. 

Hose. 

Hose - Lower - Pipe To Rad.; W/2 1/2" 

I.D. Hose. 

Hose - Lower - Pipe To Rad.; W/2 1/4" 

I.D. Hose. 

Hose - Lower - Pipe To Rad.; W/3" I.D. 

Hose. 

Hose - By Pass. 

Hose - Heater. 

Hose - Aftercooler. 

WL SERIES; WS SERIES 

1984 

Belt - Fan; W/46" Belt O.C. 178697 

Belt - Fan; W/47 7/8" Belt 
O.C.; Preferred Belt. 178624 


26521 
1 1/2” I.D. 
5/8” I.D. 
21488 


©TR28454 

2/TR28473PB 

©TR28473 

2/TR28492PB 

©TR28492 

*K040430HD 

K040445 

♦K060435HD 

@6596 

@*9447HD 

49380HD 


41111 
^20731 
or 26523 

26522 

26510 

*2 1/2” I.D. 

s<21194 

^21042 

■0-2 1/2” I.D. 

26521 

■*3” I.D. 

1 1/2” I.D. 
5/8" I.D. 
21488 


©TR28454 

2/TR28473PB 


Hose - Upper; W/350 H.P. Eng. & Under; 

W/2 1/4" I.D. Hose (1989-1985). 26522 

Hose - Upper; W/350 H.P. Eng. & Under; 

W/2" I.D. Hose (1989-1985). 26510 

Hose - Lower - Eng. To Pipe; Strt. Hose 

(1990). *2 1/2” I.D. 

Hose - Lower - Eng. To Pipe; W/2 1/4" 

I.D. Hose. <21194 


Belt - Fan; W/47 7/8" Belt 

O.C.; Optional Belt. 178624 ©TR28473 

Belt - Fan; W/49 7/8" Belt 

O.C.; Preferred Belt. 134809 2/TR28492PB 

Belt - Fan; W/49 7/8" Belt 

O.C.; Optional Belt. 134809 ©TR28492 

Belt - W.P.; W/4-Ribbed Belt; 

W/43 1/2" Belt O.C. 3063817 *K040430HD 


© Two Required. © Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

® Three Required. ▲ Durlon® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

© Four Required. •*” Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

© Five Required. s< Cut To Fit. * Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

MACK - Continued 


Gates No. 


Application 

MACK - Continued 


Mfr. Part No. 


Gates No. 


CUMMINS 6-CYL. 14.0 L DIESEL ENG. 


CUMMINS 6-CYL. 855 DIESEL ENG. 


- Continued 

WL SERIES; WS SERIES - Continued 


1984 - Continued 

Belt - W.P.; W/4-Ribbed Belt; 

W/45" Belt O.C. 3062620 

Belt - W.P.; W/6-Ribbed Belt.. 217638 

Belt - W.P.; W/V-Belt Drive .... 215356 

Belt - Alt. 218522 


Belt - A.C. 

Hose - Upper. 

Hose - Lower - Eng. To Pipe 
Hose - Lower - Pipe To Rad. 

Hose - By Pass. 

Hose - Heater. 


K040445 
4K060435HD 
©6596 
©49447HD 
TR28406 
©■>2 1/4” I.D. 
21042 
*3” I.D. 

1 1/2” I.D. 
5/8" I.D. 


CUMMINS 6-CYL. 855 DIESEL ENG. 

DM SERIES 


1979-1971 

Belt - Fan; (1979-1973). 

178697 

©TR28454 

Belt - Fan; (1971). 

178697 

©TR28454 

Belt - W.P.; W/4-Ribbed Belt 
(1979-1973). 

3063817 

4K040430HD 

Belt - W.P.; W/6-Ribbed Belt 
(1979-1973). 

217638 

4K060435HD 

Belt - W.P.; W/V-Belt Drive 
(1979-1973). 

215356 

©6596 

Belt - W.P.; W/4-Ribbed Belt 
(1971). 

3063817 

4K040430HD 

Belt - W.P.; W/6-Ribbed Belt 
(1971). 

217638 

4K060435HD 

Belt - W.P.; W/V-Belt Drive 
(1971). 

215356 

12)6596 

Belt-Alt.; (1979-1973). 

88GB354P67 

©49470HD 

Belt - Alt.; (1971). 

88GB354P67 

©49470HD 


Belt - A.C.; (1979-1973). 

Belt - A.C.; (1971). 

Idler Pulley; W/2-Groove Pul¬ 
ley (1979-1973). 3064920 

Idler Pulley; W/2-Groove Pul¬ 
ley (1971). 3064920 

Hose - Upper; (1979-1973). 

Hose - Upper; (1971). 

Hose - Lower - Eng. To Pipe; (1979-1973). 

Hose - Lower - Eng. To Pipe; (1971). 

Hose - Lower - Pipe To Rad.; (1979-1973). 

Hose - Lower - Pipe To Rad.; (1971). 

Hose - By Pass; (1979-1973). 

Hose - By Pass; (1971). 

Hose - Heater; (1979-1973). 

Hose - Heater; (1971). 

Hose - Aftercooler; (1979-1973). 

Hose - Aftercooler; (1971). 

DMM SERIES 


TR24400 

TR24400 

41129 

41129 

©■>2 1/4” I.D. 
©■>2 1/4” I.D. 
*2 1/2” I.D. 
*2 1/2” I.D. 
21135 
21135 
1 1/2” I.D. 
1 1/2” I.D. 
5/8” I.D. 
5/8” I.D. 
21488 
21488 


- Continued 

F SERIES 

1979-1969 

Belt - Fan; W/43 1/2" Belt 
O.C.; Preferred Belt 

(1979-1971). 

Belt - Fan; W/43 1/2" Belt 
O.C.; Optional Belt 

(1979-1971). 

Belt - Fan; W/44 1/4" Belt 
O.C.; Preferred Belt 

(1979-1971). 

Belt - Fan; W/44 1/4" Belt 
O.C.; Optional Belt 

(1979-1971). 

Belt - Fan; W/46" Belt O.C. 

Belt - Fan; W/47 7/8" Belt 
O.C.; Preferred Belt 

(1979-1971). 

Belt - Fan; W/47 7/8" Belt 
O.C.; Optional Belt 

(1979-1971). 

Belt - Fan; W/49 7/8" Belt 
O.C.; Preferred Belt 

(1979-1971). 

Belt - Fan; W/49 7/8" Belt 
O.C.; Optional Belt 

(1979-1971). 

Belt - Fan; W/43 1/2" Belt 

O.C. (1970-1969). 

Belt - Fan; W/44 1/4" Belt 

O.C. (1970-1969). 

Belt - Fan; W/47 7/8" Belt 

O.C. (1970-1969). 

Belt - Fan; W/49 7/8" Belt 

O.C. (1970-1969). 

Belt - W.P.; W/4-Ribbed Belt.. 
Belt - W.P.; W/6-Ribbed Belt.. 
Belt - W.P.; W/V-Belt Drive; 
W/43 7/8" Belt O.C. 

(1979-1971). 

Belt - W.P.; W/V-Belt Drive; 
W/44 1/4" Belt O.C. 

(1979-1971). 

Belt - W.P.; W/V-Belt Drive; 
W/62 7/8" Belt O.C. 

(1979-1972). 

Belt - W.P.; W/V-Belt Drive; 
W/62 7/8" Belt O.C. (1971).. 
Belt - W.P.; V-Belt; W/43 7/8" 

Belt O.C. (1970-1969). 

Belt - W.P.; V-Belt; W/44 1/4" 

Belt O.C. (1970-1969). 

Belt - W.P.; V-Belt; W/62 7/8" 

Belt O.C. (1970-1969). 

Belt - Alt.; W/44 5/8" Belt 

O.C. 

Belt - Alt.; W/46 5/8" Belt 
O.C. 


178682 

2/TR28429PB 

178682 

©TR28429 

178707 

2/TR28437PB 

178707 

178697 

©TR28437 

©TR28454 

178624 

2/TR28473PB 

178624 

©TR28473 

134809 

2/TR28492PB 

134809 

©TR28492 

178682 

©TR28429 

178707 

©TR28437 

178624 

©TR28473 

134809 

3063817 

217638 

©TR28492 

4K040430HD 

4K060435HD 

215356 

@6596 

178628 

TR24438 

204481 

49625HD 

204481 

49625HD 

215356 

@6596 

178628 

TR24438 

204481 

49625HD 

218522 

©449447HD 

200549 

©49465HD 


1979-1973 

Belt - Fan. 178697 

Belt - W.P.; W/4-Ribbed Belt.. 3063817 

Belt - W.P.; W/6-Ribbed Belt.. 217638 

Belt - W.P.; W/V-Belt Drive .... 215356 

Belt - Alt.88GB354P67 

Belt - A.C. 

Idler Pulley; W/2-Groove Pul¬ 
ley. 3064920 


Hose - Upper. 

Hose - Lower - Eng. To Pipe 
Hose - Lower - Pipe To Rad. 

Hose - By Pass. 

Hose - Heater. 

Hose - Aftercooler. 


Belt - A.C.; W/40 5/8" Belt 


©TR28454 

4K040430HD 

4K060435HD 

©6596 

©49470HD 

TR24400 

41129 

©■>2 1/4” I.D. 
*2 1/2” I.D. 
21135 
1 1/2” I.D. 
5/8” I.D. 
21488 


O.C. 

Belt - A.C.; W/57 5/8" Belt 

O.C. 

Idler Pulley; W/2-Groove Pul¬ 
ley (1979-1971). 3064920 

Hose - Upper; W/350 H.P. Eng. & Over. 

Hose - Upper; W/350 H.P. Eng. & Under... 
Hose - Lower - Eng. To Pipe; W/350 H.P. 

Eng. & Over. 

Hose - Lower - Eng. To Pipe; W/350 H.P. 

Eng. & Under. 

Hose - Lower - Pipe To Rad.; W/350 H.P. 

Eng. & Over. 

Hose - Lower - Pipe To Rad.; W/350 H.P. 

Eng. & Under. 

Hose - By Pass. 


TR24400 

TR28570 

41129 

26531 

26510 

23572 

^21194 

^21042 

26521 
1 1/2” I.D. 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

MACK - Continued 


Gates No. 


Application 

MACK - Continued 


Mfr. Part No. 


Gates No. 


CUMMINS 6-CYL. 855 DIESEL ENG. 

- Continued 

F SERIES - Continued 


1979-1969 - Continued 

Hose - Heater. 

Hose - Aftercooler. 


5/8” I.D. 
21488 

FL SERIES 

1975-1969 

Belt - Fan; W/43 1/2" Belt 
O.C.; Preferred Belt 
(1975-1972). 

178682 

2/TR28429PB 

Belt - Fan; W/43 1/2" Belt 
O.C.; Optional Belt 
(1975-1972). 

178682 

©TR28429 

Belt - Fan; W/44 1/4" Belt 
O.C.; Preferred Belt 
(1975-1972). 

178707 

2/TR28437PB 

Belt - Fan; W/44 1/4" Belt 
O.C.; Optional Belt 
(1975-1972). 

178707 

©TR28437 

Belt - Fan; W/46" Belt O.C. 
(1975-1972). 

178697 

©TR28454 

Belt - Fan; W/47 7/8" Belt 
O.C.; Preferred Belt 
(1975-1972). 

178624 

2/TR28473PB 

Belt - Fan; W/47 7/8" Belt 
O.C.; Optional Belt 
(1975-1972). 

178624 

©TR28473 

Belt - Fan; W/49 7/8" Belt 
O.C.; Preferred Belt 
(1975-1972). 

134809 

2/TR28492PB 

Belt - Fan; W/49 7/8" Belt 
O.C.; Optional Belt 
(1975-1972). 

134809 

©TR28492 

Belt - Fan; W/43 1/2" Belt 

O.C. (1969). 

178682 

©TR28429 

Belt - Fan; W/44 1/4" Belt 

O.C. (1969). 

178707 

©TR28437 

Belt - Fan; W/46" Belt O.C. 
(1969). 

178697 

©TR28454 

Belt - Fan; W/47 7/8" Belt 

O.C. (1969). 

178624 

©TR28473 

Belt - Fan; W/49 7/8" Belt 

O.C. (1969). 

134809 

©TR28492 

Belt - W.P.; W/4-Ribbed Belt 
(1975-1972). 

3063817 

*K040430HD 

Belt - W.P.; W/6-Ribbed Belt 
(1975-1972). 

217638 

4K060435HD 

Belt - W.P.; W/V-Belt Drive; 
W/43 7/8" Belt O.C. 
(1975-1972). 

215356 

©6596 

Belt - W.P.; W/V-Belt Drive; 
W/44 1/4" Belt O.C. 
(1975-1972). 

178628 

TR24438 

Belt - W.P.; W/V-Belt Drive; 
W/62 7/8" Belt O.C. 
(1975-1972). 

204481 

49625HD 

Belt - W.P.; V-Belt; W/43 7/8" 
Belt O.C. (1969). 

215356 

©6596 

Belt - W.P.; V-Belt; W/44 1/4" 
Belt O.C. (1969). 

178628 

TR24438 

Belt - W.P.; V-Belt; W/62 7/8" 
Belt O.C. (1969). 

204481 

49625HD 

Belt - W.P.; W/4-Ribbed Belt 
(1969). 

3063817 

4K040430HD 

Belt - W.P.; W/6-Ribbed Belt 
(1969). 

217638 

4K060435HD 

Belt - Alt.; W/44 5/8" Belt 

O.C. (1975-1972). 

218522 

©♦♦9447HD 

Belt - Alt.; W/46 5/8" Belt 

O.C. (1975-1972). 

200549 

©♦9465HD 

Belt - Alt.; W/44 5/8" Belt 

O.C. (1969). 

218522 

©♦49447HD 

Belt - Alt.; W/46 5/8" Belt 

O.C. (1969). 

200549 

©*9465HD 

Belt - A.C.; W/40 5/8" Belt 
O.C. (1975-1972). 


TR24400 


CUMMINS 6-CYL 855 DIESEL ENG. 

- Continued 

FL SERIES - Continued 
1975-1969 - Continued 
Belt - A.C.; W/57 5/8" Belt 

O.C. (1975-1972). 

Belt - A.C.; W/40 5/8" Belt 

O.C. (1969). 

Belt - A.C.; W/57 5/8" Belt 

O.C. (1969). 

Idler Pulley; W/2-Groove Pul¬ 
ley (1975-1972). 3064920 

Hose - Upper; W/350 H.P. Eng. & Over 

(1975-1972). 

Hose - Upper; W/350 H.P. Eng. & Under 

(1975-1972). 

Hose - Upper; W/350 H.P. Eng. & Over 

(1969). 

Hose - Upper; W/350 H.P. Eng. & Under 

(1969)..... 

Hose - Lower - Eng. To Pipe; W/350 H.P. 

Eng. & Over (1975-1972). 

Hose - Lower - Eng. To Pipe; W/350 H.P. 

Eng. & Under (1975-1972). 

Hose - Lower - Eng. To Pipe; W/350 H.P. 

Eng. & Over (1969). 

Hose - Lower - Eng. To Pipe; W/350 H.P. 

Eng. & Under (1969). 

Hose - Lower - Pipe To Rad.; W/350 H.P. 

Eng. & Over (1975-1972). 

Hose - Lower - Pipe To Rad.; W/350 H.P. 

Eng. & Under (1975-1972). 

Hose - Lower - Pipe To Rad.; W/350 H.P. 

Eng. & Over (1969). 

Hose - Lower - Pipe To Rad.; W/350 H.P. 

Eng. & Under (1969). 

Hose - By Pass; (1975-1972). 

Hose - By Pass; (1969). 

Hose - Heater; (1975-1972). 

Hose - Heater; (1969). 

Hose - Aftercooler; (1975-1972). 

Hose - Aftercooler; (1969). 

FS SERIES 

1975-1972 

Belt - Fan; W/43 1/2" Belt 

O.C.; Preferred Belt. 178682 

Belt - Fan; W/43 1/2" Belt 

O.C.; Optional Belt. 178682 

Belt - Fan; W/44 1/4" Belt 

O.C.; Preferred Belt. 178707 

Belt - Fan; W/44 1/4" Belt 

O.C.; Optional Belt. 178707 

Belt - Fan; W/46" Belt O.C. 178697 

Belt - Fan; W/47 7/8" Belt 

O.C.; Preferred Belt. 178624 

Belt - Fan; W/47 7/8" Belt 

O.C.; Optional Belt. 178624 

Belt - Fan; W/49 7/8" Belt 

O.C.; Preferred Belt. 134809 

Belt - Fan; W/49 7/8" Belt 

O.C.; Optional Belt. 134809 

Belt - W.P.; W/4-Ribbed Belt.. 3063817 

Belt - W.P.; W/6-Ribbed Belt.. 217638 

Belt - W.P.; W/V-Belt Drive; 

W/43 7/8" Belt O.C. 215356 

Belt - W.P.; W/V-Belt Drive; 

W/44 1/4" Belt O.C. 178628 

Belt - W.P.; W/V-Belt Drive; 

W/62 7/8" Belt O.C. 204481 

Belt - Alt.; W/44 5/8" Belt 

O.C. 218522 

Belt - Alt.; W/46 5/8" Belt 

O.C. 200549 

Belt - A.C.; W/40 5/8" Belt 
O.C. 


TR28570 

TR24400 

TR28570 

41129 

26531 

26510 

26531 

26510 

23572 

^21194 

23572 

s-<21194 

^21042 

26521 

=<21042 

26521 
1 1/2” I.D. 

1 1/2” I.D. 
5/8” I.D. 

5/8” I.D. 

21488 

21488 

2/TR28429PB 

©TR28429 

2/TR28437PB 

©TR28437 

©TR28454 

2/TR28473PB 

©TR28473 

2/TR28492PB 

©TR28492 

4K040430HD 

4K060435HD 

ii)6596 

TR24438 

49625HD 

©♦49447HD 

©49465HD 

TR24400 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

•*” Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

=< Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

MACK - Continued 


Gates No. 


Application 

MACK - Continued 


Mfr. Part No. 


Gates No. 


CUMMINS 6-CYL. 855 DIESEL ENG. 


CUMMINS 6-CYL 855 DIESEL ENG. 


- Continued 

FS SERIES - Continued 
1975-1972 - Continued 
Belt - A.C.; W/57 5/8" Beit 

O.C. 

Idler Pulley; W/2-Groove Pul¬ 
ley. 3064920 

Hose - Upper; W/350 H.P. Eng. & Over. 

Hose - Upper; W/350 H.P. Eng. & Under... 
Hose - Lower - Eng. To Pipe; W/350 H.P. 

Eng. & Over. 

Hose - Lower - Eng. To Pipe; W/350 H.P. 

Eng. & Under. 

Hose - Lower - Pipe To Rad.; W/350 H.P. 

Eng. & Over. 

Hose - Lower - Pipe To Rad.; W/350 H.P. 

Eng. & Under. 

Hose - By Pass. 

Hose - Heater. 

Hose - Aftercooler. 

R SERIES 
1979-1976 

Belt - Fan; W/46" Belt O.C. 178697 

Belt - Fan; W/47 7/8" Belt 


O.C.; Preferred Belt. 178624 

Belt - Fan; W/47 7/8" Belt 

O.C.; Optional Belt. 178624 

Belt - Fan; W/49 7/8" Belt 

O.C.; Preferred Belt. 134809 

Belt - Fan; W/49 7/8" Belt 

O.C.; Optional Belt. 134809 

Belt - W.P.; W/4-Ribbed Belt; 

W/43 1/2" Belt O.C. 3063817 

Belt - W.P.; W/4-Ribbed Belt; 

W/45" Belt O.C. 3062620 

Belt - W.P.; W/6-Ribbed Belt.. 217638 
Belt - W.P.; W/V-Belt Drive .... 215356 

Belt - Alt. 218522 

Belt - A.C. 

Idler Pulley; W/2-Groove Pul¬ 
ley. 3064920 


Hose - Upper; W/350 H.P. Eng. & Over... 

Hose - Upper; W/350 H.P. Eng. & Under; 

W/2 1/4" I.D. Hose. 

Hose - Upper; W/350 H.P. Eng. & Under; 

W/2" I.D. Hose. 

Hose - Lower - Eng. To Pipe; W/2 1/2" 

I.D. Hose. 

Hose - Lower - Eng. To Pipe; W/2 1/4" 

I.D. Hose. 

Hose - Lower - Enq. To Pipe; W/3" I.D. 

Hose. 

Hose - Lower - Pipe To Rad.; W/2 1/2" 

I.D. Hose. 

Hose - Lower - Pipe To Rad.; W/2 1/4" 

I.D. Hose. 

Hose - Lower - Pipe To Rad.; W/3" I.D. 

Hose. 

Hose - By Pass. 

Hose - Heater. 

Hose - Aftercooler. 

RWL SERIES; RWS SERIES 


1979 

Belt - Fan; W/46" Belt O.C. 178697 

Belt - Fan; W/47 7/8" Belt 

O.C.; Preferred Belt. 178624 

Belt - Fan; W/47 7/8" Belt 

O.C.; Optional Belt. 178624 

Belt - Fan; W/49 7/8" Belt 

O.C.; Preferred Belt. 134809 

Belt - Fan; W/49 7/8" Belt 
O.C.; Optional Belt. 134809 


TR28570 

41129 

26531 

26510 

23572 

*21194 

*21042 

26521 
1 1/2” I.D. 
5/8” I.D. 
21488 


©TR28454 

2/TR28473PB 

©TR28473 

2/TR28492PB 

©TR28492 

*K040430HD 

K040445 

4K060435HD 

isi6596 

@*9447HD 

49380HD 

41129 
1*20731 
or 26523 

26522 

26510 

*2 1/2” I.D. 

*21194 

*21042 

*2 1/2” I.D. 

26521 

*3” I.D. 

1 1/2” I.D. 
5/8" I.D. 
21488 


- Continued 

RWL SERIES; RWS SERIES - Continued 

1979 - Continued 


Belt - W.P.; W/4-Ribbed Belt; 

W/43 1/2" Belt O.C. 

Belt - W.P.; W/4-Ribbed Belt; 

W/45" Belt O.C. 

Belt - W.P.; W/6-Ribbed Belt.. 

Belt - W.P.; W/V-Belt Drive .... 

Belt - Alt. 

Belt - A.C. 

Idler Pulley; W/2-Groove Pul¬ 
ley . 

Hose - Upper; W/350 H.P. Eng. & Over. 


3063817 

4K040430HD 

3062620 

K040445 

217638 

♦K060435HD 

215356 

@6596 

218522 

@*9447HD 

49380HD 

3064920 

41129 


Hose - Upper; W/350 H.P. Eng. & Under; 

W/2 1/4" I.D. Hose. 

Hose - Upper; W/350 H.P. Eng. & Under; 

W/2" I.D. Hose. 

Hose - Lower - Eng. To Pipe; W/2 1/2" 

I.D. Hose. 

Hose - Lower - Eng. To Pipe; W/2 1/4" 

I.D. Hose. 

Hose - Lower - Eng. To Pipe; W/3" I.D. 

Hose. 

Hose - Lower - Pipe To Rad.; W/2 1/2" 

I.D. Hose. 

Hose - Lower - Pipe To Rad.; W/2 1/4" 

I.D. Hose. 

Hose - Lower - Pipe To Rad.; W/3" I.D. 

Hose. 

Hose - By Pass. 

Hose - Heater. 

Hose - Aftercooler. 


*20731 
or 26523 

26522 

26510 

■D-2 1/2” I.D. 

*21194 

*21042 

*2 1/2” I.D. 

26521 

■X3” I.D. 

1 1/2” I.D. 
5/8” I.D. 
21488 


CUMMINS V-8 210 DIESEL ENG. 


DM SERIES 

1973 

Belt - Fan & W.P. 178540 @TR22588 

Belt - Alt.88GB354P42 49330HD 

Belt - P.S. 178473 : *9350HD 

Hose - Upper. ->2” I.D. 

Hose - Lower. -t-2 1/4” I.D. 

Hose - By Pass. 1” I.D. 


DETROIT DIESEL 6V-53 DIESEL ENG. 


MB SERIES 

1974 

Belt - Fan. 

Belt - W.P. 

Belt - Alt. 

Hose - Upper. 

Hose - Lower - Eng. To Pipe 
Hose - Lower - Pipe To Rad. 


5135299 @*9360HD 

5139228 @7370 

5133177 @7370 

. @26501 

. 23531 

. 26507 


DETROIT DIESEL 6V-71 DIESEL ENG. 

RL SERIES; RS SERIES 

1978-1975 

Belt - Alt. *9430HD 

Belt - Air Brake Compr. 5162998 @*9730HD 


©TR28454 

2/TR28473PB 

©TR28473 

2/TR28492PB 


DETROIT DIESEL 6V-92 DIESEL ENG. 


MH SERIES 

1985-1984 

Belt - Fan. ©*9570HD 

Belt - Alt. @*9313HD 

Hose - Upper - Eng. To Pipe. ^-2 1/4” I.D. 

Hose - Upper - Pipe To Rad. *20459 

Hose - Lower. @->3” I.D. 


@TR28492 


Hose - By Pass 


2 3/8” I.D. 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

* Cut To Fit. 


o 

♦ 

* 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


MACK - Continued 

DETROIT DIESEL 6V-92 DIESEL ENG. 

- Continued 

R SERIES 

1983-1982 

Belt-Fan. 5136268 0*961 OHD 

Belt - Alt.88GB354P59 @**9313HD 

Belt - Air Brake Compr. ©*9420HD 

Hose - Upper. ©->2 1/4” I.D. 

Hose - Lower. s-<21042 

Hose - By Pass. 2 3/8” I.D. 

RL SERIES 

1983-1978 

Belt - Fan; W/55 1/4" Belt 

0.0.(1981-1978). ®*9550HD 

Belt - Fan; W/60 1/4" Belt 

0.0.(1981-1978). ®*9600HD 

Belt - Alt.; (1983). *9430HD 

Belt - Alt.; (1981-1978). 88GB29301P21 @7290 

Belt - A.C.; (1981-1978). *9430HD 

Belt - Fan & Air Brake Com¬ 
pr.; (1983). 5162998 ©*9730HD 

Belt - Air Brake Compr.; 

(1981-1978). @*9420HD 

Hose - Upper; (1981-1978). @-M 3/4” I.D. 

Hose - Lower - Eng. To Pipe; (1981-1978). ^21042 

Hose - Lower - Pipe To Rad.; (1981-1978). ©->3” I.D. 

Hose - By Pass; (1981-1978). 2 3/8” I.D. 

RS SERIES 

1981-1978 

Belt - Fan; W/55 1/4" Belt 

O.C. ©*9550HD 

Belt - Fan; W/60 1/4" Belt 

O.C. *9600HD 

Belt-Alt.88GB29301P21 @7290 

Belt - A.C. *9430HD 

Belt - Air Brake Compr. @*9420HD 

Hose - Upper. ©-0-1 3/4” I.D. 

Hose - Lower - Eng. To Pipe. ^21042 

Hose - Lower - Pipe To Rad. ©->3” I.D. 

Hose - By Pass. 2 3/8” I.D. 

WL SERIES; WS SERIES 

1983-1981 

Belt - Fan. ©*9550HD 

Belt - Alt. ©*9370HD 

Belt - A.C. *9400HD 

Hose - Upper. ©-0-1 3/4” I.D. 

Hose - Lower. ©->3” I.D. 

Hose - By Pass. 2 3/8” I.D. 

DETROIT DIESEL 8V-71 DIESEL ENG. 

DM SERIES 

1975-1970 

Belt-Fan. 5136270 @*9560HD 

Belt - Alt.; W/0 Turbo. ©**9305HD 

Belt - Alt.; W/Turbo.88GB354P11 ©**9313HD 

Belt - Air Brake Compr. 5126763 *9400HD 

F SERIES 

1973-1970 

Belt - Fan; W/Dual Belts. 5136270 @*9560HD 

Belt - Fan; W/Triple Belts. 5122847 ©*951 OHD 

Belt - Alt.; W/V-Belt Drive. @9309 

Belt - Alt.; W/V-Ribbed Belt 

Drive; W/30 3/4" Belt O.C.... 5144051 K080300 

Belt - Alt.; W/V-Ribbed Belt 

Drive; W/36 3/4" Belt O.C.... 5143319 K080360 

Belt - Alt.; W/V-Ribbed Belt 

Drive; W/37 5/8" Belt O.C.... 5138935 K080370 

Belt - A.C. *9470HD 

Belt - Air Brake Compr. 5126763 *9400HD 

Hose - Upper. @26523 

Hose - Lower. 03” I.D. 


MACK - Continued 

DETROIT DIESEL 8V-71 DIESEL ENG. 

- Continued 

FL SERIES; FS SERIES 


1973-1970 

Belt - Fan; W/Dual Belts. 

. 5136270 

©*9560HD 

Belt - Fan; W/Triple Belts. 

. 5122847 

©*951 OHD 

Belt - Alt.; W/V-Belt Drive. 


<19309 

Belt - Alt.; W/V-Ribbed Belt 
Drive; W/30 3/4" Belt O.C... 

. 5144051 

K080300 

Belt - Alt.; W/V-Ribbed Belt 
Drive; W/36 3/4" Belt O.C... 

. 5143319 

K080360 

Belt - Alt.; W/V-Ribbed Belt 
Drive; W/37 5/8" Belt O.C... 

. 5138935 

K080370 

Belt - A.C. 


*9470HD 

Belt - Air Brake Compr. 

. 5126763 

*9400HD 

Hose - Upper. 


<1.26521 

Hose - By Pass - Inlet. 


1 3/4” I.D. 

Hose - By Pass - Outlet. 


2 3/8” I.D. 

Hose - Heater. 


5/8” I.D. 

1 SERIES 

1973-1970 

Belt - Fan; W/Dual Belts. 

. 5136270 

@*9560HD 

Belt - Fan; W/Triple Belts. 

. 5122847 

©*951 OHD 

Belt - Alt.; W/V-Belt Drive. 


@9309 

Belt - Alt.; W/V-Ribbed Belt 
Drive; W/30 3/4" Belt O.C... 

. 5144051 

K080300 

Belt - Alt.; WA/-Ribbed Belt 
Drive; W/36 3/4" Belt O.C... 

. 5143319 

K080360 

Belt - Alt.; W/V-Ribbed Belt 
Drive; W/37 5/8" Belt O.C... 

. 5138935 

K080370 

Belt - A.C. 


*9470HD 

Belt - Air Brake Compr. 

. 5126763 

*9400HD 


Hose - Upper; W/Dual Hose (1972-1970).... ©->2 1/4” I.D. 

Hose - Upper; W/Single Hose (1972-1970). ^<20401 

Hose - Lower; (1972-1970). *2 3/4” I.D. 

Hose - By Pass - Inlet; (1972-1970). 1 3/4” I.D. 

Hose - By Pass - Outlet; (1972-1970). 2 3/8” I.D. 

Hose - Heater; (1972-1970). 5/8” I.D. 

RL SERIES 

1975-1970 

Belt - Fan. 5136270 

Belt - Alt.; W/0 Turbo. 

Belt - Alt.; W/Turbo.88GB354P11 

Belt - Air Brake Compr. 5126763 

Hose - Upper; (1973-1970). 

Hose - By Pass - Inlet; (1973-1970). 

Hose - By Pass - Outlet; (1973-1970). 

Hose - Heater; (1973-1970). 

RS SERIES 

1975-1971 

Belt - Fan. 5136270 

Belt - Alt.; W/0 Turbo. 

Belt - Alt.; W/Turbo.88GB354P11 

Belt - Air Brake Compr. 5126763 

Hose - Upper; (1973-1971). 

Hose - By Pass - Inlet; (1973-1971). 

Hose - By Pass - Outlet; (1973-1971). 

Hose - Heater; (1973-1971). 

DETROIT DIESEL 8V-92 DIESEL ENG. 

RWL SERIES; RWS SERIES 

1982-1979 

Belt - Fan; (1980-1979). 5133763 ©**9550HD 

A.C.; (1980-1979). @**9430HD 

Upper - Eng. To Pipe. ©->2 1/4” I.D. 

Hose - Upper - Pipe To Rad. ©->2 1/4” I.D. 

Hose - Lower. ©->3” I.D. 

Hose - By Pass - Inlet. ©1 3/4” I.D. 

Hose - By Pass - Outlet. 2 3/8” I.D. 

Hose - Heater. 5/8” I.D. 


@*9560HD 
©**9305HD 
©♦*9313HD 
*9400HD 
<1.26521 

1 3/4” I.D. 

2 3/8” I.D. 
5/8” I.D. 


@*9560HD 
@**9305HD 
©♦*9313HD 
*9400HD 
@26521 

1 3/4” I.D. 

2 3/8” I.D. 
5/8” I.D. 


Belt ■ 
Hose ■ 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

^ Cut To Fit. * Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


MACK - Continued 

DETROIT DIESEL 8V-92 DIESEL ENG. 

- Continued 

WL SERIES; WS SERIES 

1982-1978 

Belt - Fan; W/55 1/2" Belt 

0.0.(1982-1979). ®*9550HD 

Belt - Fan; W/58 1/2" Belt 

O.C. (1982-1979). 5140787 ®*9580HD 

Belt - Alt.; W/29 1/2" Belt 

0.0.(1982-1979). ©*9290HD 

Belt - Alt.; W/37 1/2" Belt 

0.0.(1982-1979). ©*9370HD 

Belt - A.C.; (1982-1979). *9430HD 

Belt - Air Brake Compr.; 

(1982-1979). 5139026 *9420HD 

Hose - Upper - Eng. To Pipe. ©->2 1/4” I.D. 

Hose - Upper - Pipe To Rad. ©->2 1/4” I.D. 

Hose - Lower. @->3” I.D. 

Hose - By Pass - Inlet. ©1 3/4” I.D. 

Hose - By Pass - Outlet. 2 3/8” I.D. 

Hose - Heater. 5/8" I.D. 

MACK 6-CYL 11.0 

CH SERIES 

1990 

Belt - Fan & Alt.; W/64 1/2" 

Belt O.C. 

Belt - Fan & Alt.; W/73 3/8" 

Belt O.C.; Preferred Belt. 

Belt - Fan & Alt.; W/73 3/8" 

Belt O.C.; Optional Belt. 

Belt - A.C.; W/43 1/2" Belt 

O.C. 

Belt - A.C.; W/52” Belt O.C.... 

Belt - A.C.; W/53 1/2" Belt 

O.C. 

Belt - A.C.; W/Diesel Klki 

Eng. 

Hose - Upper. 


L DIESEL ENG. 


88GB439P642 

*9640HD 

88GB439P732 

2/9730PB 


@*9730HD 

88GB439P431 

88GB354P63 

*9430HD 

*9505HD 

88GB354P81 

*9530HD 

or 

or 

*9490HD 
s-=21378 

4-2” I.D. 
26512 


Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

Hose - By Pass - Inlet. 

Hose - By Pass - Outlet. 

Hose - Heater. 

DM SERIES; DMM SERIES 

1990-1980 

Belt - Alt.; W/66 1/2" Belt 

O.C. (1983-1980). 

Belt - Alt.; W/67 1/2" Belt 

O.C. (1983-1980). 

Belt - Alt.; W/70 1/2" Belt 

O.C. (1983-1980). 

Belt - Fan & Alt.; Preferred 

Belt (1990-1989). 

Belt - Fan & Alt.; Optional 

Belt (1990-1989). 

Belt - Fan & Alt.; W/66 1/2" 

Belt O.C. (1988-1984). 

Belt - Fan & Alt.; W/67 1/2" 

Belt O.C. (1988-1984). 

Belt - Fan & Alt.; W/70 1/2" 

Belt O.C. (1988-1984). 

Belt - A.C. 

Hose - Upper; (1990). 


Hose - Upper; Molded Hose (1989-1980).. 

Hose - Upper; Strt. Hose (1989-1980). 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad.; (1990). 

Hose - Lower - Pipe To Rad.; Molded 
Hose (1989-1980). 


*2 1/2” I.D. 
21891 
1 1/4” I.D. 
1 1/2” I.D. 
5/8” I.D. 


88GB354P2 

©♦*9660HD 

88GB354P74 

©♦*9670HD 

88GB354P24 

©♦*9700HD 


2/9640PB 

88GB437P2 

©♦9640HD 

88GB437P2 

©**9660HD 

88GB354P74 

©♦*9670HD 

88GB354P24 

©♦*9700HD 

88GB354P48 

*9435HD 


or 


^21379 
■4-2” I.D. 
^21379 
©4-2” I.D. 

4-2 1/2” I.D. 
21891 

or 4-2 1/2” I.D. 
21891 


MACK - Continued 

MACK 6-CYL 11.0 L DIESEL ENG. 

- Continued 

DM SERIES; DMM SERIES - Continued 
1990-1980 - Continued 
Hose - Lower - Pipe To Rad.; Strt. Hose 

(1989-1980). 

Hose - Lower - Pipe To Cooler; W/Auto. 

Trans. 

Hose - Lower - Cooler To Rad.; W/Auto. 

Trans. (1989-1980). 

Hose - Lower - Rad. To Cooler; W/Auto. 

Trans. (1990). 

Inlet. 

Outlet. 


4-2 1/2” I.D. 
21891 


26529 


88GB354P50 

88GB354P48 


88GB354P86 

88GB354P44 


Hose - By Pass 
Hose - By Pass 
Hose - Heater. 

F SERIES 

1980 

Belt - Fan & Alt. 

Belt - A.C. - From Fan. 

Belt - A.C. - From Idler. 

Hose - Upper; Molded Hose.. 

Hose - Upper; Strt. Hose. 

Hose - Lower. 

Hose - By Pass - Inlet. 

Hose - By Pass - Outlet. 

Hose - Heater. 

MC SERIES 

1987-1980 

Belt - Fan & Alt.; W/55 3/8" 

Belt O.C. 

Belt - Fan & Alt.; W/61 3/8" 

Belt O.C. 

Belt - A.C. 

Hose - Upper; Molded Hose.. 

Hose - Upper; Strt. Hose. 

Hose - Lower - Eng. To Pipe 

Hose - By Pass - Inlet. 

Hose - By Pass - Outlet. 

Hose - Heater. 

MH SERIES 

1990-1984 

Belt - Fan & Alt.; W/300 H.P. 

Eng. (1990). 

Belt - Fan & Alt.; W/350 H.P. 

Eng. (1990). 

Belt - Fan & Alt.; W/300, 

300L Eng. (1989-1984). 

Belt - Fan & Alt.; W/350 Eng. 

(1989-1984). 

Belt - A.C.; W/300 H.P. Eng. 

(1990). 

Belt - A.C.; W/350 H.P. Eng. 

(1990). 

Belt - A.C.; W/300, 300L Eng. 

(1989-1984). 

Belt - A.C.; W/350 Eng. 

(1989-1984). 

Hose - Upper; (1990). 


Hose - Upper; Molded Hose (1989-1984).... 

Hose - Upper; Strt. Hose (1989-1984). 

Hose - Lower - Eng. To Pipe; (1990). 

Hose - Lower - Eng. To Pipe; (1989-1984). 

Hose - By Pass - Inlet. 

Hose - By Pass - Outlet. 

Hose - Heater. 

MR SERIES 

1990-1980 

Belt - Fan & Alt.; W/55 3/8" 

Belt O.C.; Preferred Belt 
(1990). 


26529 
1 1/4” I.D. 
1 1/2” I.D. 
5/8” I.D. 


©♦*9670HD 
*9435HD 
*9390HD 
s<21378 
©4-2” I.D. 
@4-2 1/2” I.D. 
1 1/4” I.D. 
1 1/2” I.D. 
5/8” I.D. 


88GB354P61 ©**9550HD 


©♦*961OHD 
*9412HD 
^21378 
©4-2” I.D. 
©4-2 1/2” I.D. 
1 1/4” I.D. 
1 1/2” I.D. 
5/8” I.D. 



©♦*9660HD 


©♦*9650HD 

88GB437P2 

©♦*9660HD 

88GB437P4 

©♦*9650HD 

88GB354P29 

*9400HD 

88GB354P44 

*9415HD 

88GB354P29 

*9400HD 

88GB354P44 

*9412HD 
s-=21378 


88GB354P61 


r 4-2” I.D. 
^21378 
©4-2” I.D. 

4-2 1/2” I.D. 
©4-2 1/2” I.D. 
1 1/4” I.D. 
1 1/2” I.D. 
5/8” I.D. 


2/9550PB 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


4- 

O 

♦ 

* 


Green Stripe * 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


MACK - Continued 


MACK 6-CYL 11.0 

- Continued 

MR SERIES - Continued 
1990-1980-Continued 
Belt - Fan & Alt.; W/55 3/8" 
Belt O.C.; Optional Belt 

(1990). 

Belt - Fan & Alt.; W/61 3/8" 

Belt O.C. 

Belt - Fan & Alt.; W/55 3/8" 

Belt O.C. (1989-1980). 

Belt - A.C.; (1990). 

Belt - A.C.; (1989-1980). 

Hose - Upper; (1990). 


L DIESEL ENG. 


©♦*9550HD 

88GB354P86 ©♦*9610HD 


88GB354P61 

88GB354P44 

88GB354P44 


or 


Hose - Upper; Molded Hose (1989-1980).... 

Hose - Upper; Strt. Hose (1989-1980). 

Hose - Lower - Eng. To Pipe; (1990). 

Hose - Lower - Eng. To Pipe; (1989-1980). 

Hose - By Pass - Inlet. 

Hose - By Pass - Outlet. 

Hose - Heater. 

R SERIES 

1989 - 1980 

Belt - Fan & Alt.; W/61 3/8" 

Belt O.C. 

Belt - Fan & Alt.; W/64 3/8" 

Belt O.C. 

Belt - Fan & Alt.; W/65 3/8" 

Belt O.C. 

Belt - Fan & Alt.; W/66 3/8" 

Belt O.C. 

Belt - Fan & Alt.; W/67 3/8" 

Belt O.C. 

Belt - Fan & Alt.; W/73 3/8" 

Belt O.C.; Optional Belt. 

Belt - A.C.; W/39 1/2" Belt 

O.C. 

Belt - A.C.; W/40 1/2" Belt 

O.C. 

Belt - A.C.; W/42" Belt O.C.... 

Belt - A.C.; W/44" Belt O.C.... 

Belt - A.C.; W/53 1/2" Belt 

O.C. 

Hose - Upper; Molded Hose... 

Hose - Upper; Strt. Hose. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad.; (1989-1984). 

Hose - Lower - Pipe To Rad.; (1980). 

Hose - By Pass - Inlet. 

Hose - By Pass - Outlet. 

Hose - Heater. 

RD SERIES 

1990 - 1980 

Belt - Fan & Alt.; W/61 3/8" 

Belt O.C.; Preferred Belt 

(1990). 88GB354P86 

Belt - Fan & Alt.; W/61 3/8" 

Belt O.C.; Optional Belt 

(1990). 

Belt - Fan & Alt.; W/64 3/8" 

Belt O.C.; Preferred Belt 

(1990). 88GB437P12 

Belt - Fan & Alt.; W/64 3/8" 

Belt O.C.; Optional Belt 

(1990). 

Belt - Fan & Alt.; W/65 3/8" 

Belt O.C.; Preferred Belt 

(1990). 88GB437P4 

Belt - Fan & Alt.; W/65 3/8" 

Belt O.C.; Optional Belt 

(1990). 

Belt - Fan & Alt.; W/66 3/8" 

Belt O.C.; Preferred Belt 

(1990). 88GB437P2 


©♦*9550HD 
*9415HD 
*9412HD 
=<21378 
■4-2” I.D. 
=<21378 
©4-2” I.D. 

4-2 1/2” I.D. 
©4-2 1/2” I.D. 
1 1/4” I.D. 
1 1/2” I.D. 
5/8” I.D. 


88GB354P86 

©♦*961 OHD 

88GB437P12 

©♦*9640HD 

88GB437P4 

©♦*9650HD 

88GB437P2 

©♦*9660HD 

88GB354P74 

©♦*9670HD 

88GB437P13 

@*9730HD 

88GB354P31 

*9390HD 

88GB354P29 

88GB354P44 

88GB354P26 

*9400HD 
*9415HD 
*9435HD 

88GB354P81 

*9530HD 

=<21379 


©4-2” I.D. 

4-2 1/2” I.D. 
=■<21891 
=<21891 
1 1/4” I.D. 
1 1/2” I.D. 
5/8” I.D. 


2/961OPB 


@*961OHD 


2/9640PB 


@*9640HD 


2/9650PB 


@*9650HD 


2/9660PB 


MACK - Continued 


MACK 6-CYL 11.0 

- Continued 

RD SERIES - Continued 
1990-1980 - Continued 
Belt - Fan & Alt.; W/66 3/8" 
Belt O.C.; Optional Belt 

(1990). 

Belt - Fan & Alt.; W/67 3/8" 
Belt O.C.; Preferred Belt 

(1990). 

Belt - Fan & Alt.; W/67 3/8" 
Belt O.C.; Optional Belt 

(1990). 

Belt - Fan & Alt.; W/73 3/8" 
Belt O.C.; Preferred Belt 

(1990). 

Belt - Fan & Alt.; W/73 3/8" 

Belt O.C.; Optional Belt. 

Belt - Fan & Alt.; W/61 3/8" 

Belt O.C. (1989-1980). 

Belt - Fan & Alt.; W/64 3/8" 

Belt O.C. (1989-1980). 

Belt - Fan & Alt.; W/65 3/8" 

Belt O.C. (1989-1980). 

Belt - Fan & Alt.; W/66 3/8" 

Belt O.C. (1989-1980). 

Belt - Fan & Alt.; W/67 3/8" 

Belt O.C. (1989-1980). 

Belt - A.C.; W/39 1/2" Belt 


L DIESEL ENG. 


88GB354P74 


©*9660HD 


2/9670PB 


©*9670HD 


A.C.; W/40 1/2" Belt 

W/42" Belt O.C.... 
A.C.; W/43 1/2" Belt 

(1990). 

W/53 1/2" Belt 


O.C. 

Belt - 
O.C. 

Belt - A.C. 

Belt - 
O.C. 

Belt - A.C. 

O.C. 

Belt - A.C.; W/44" Belt O.C. 

(1989-1980). 

Hose - Upper; (1990). 


Hose - Upper; Molded Hose (1989-1980).... 

Hose - Upper; Strt. Hose (1989-1980). 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad.; (1990-1984). 

Hose - Lower - Pipe To Rad.; (1980). 

Hose - By Pass - Inlet. 

Hose - By Pass - Outlet. 

Hose - Heater. 

RL SERIES 

1987-1980 

Belt - Fan & Alt.; W/61 3/8" 

Belt O.C. 

Belt - Fan & Alt.; W/64 3/8" 

Belt O.C. 

Belt - Fan & Alt.; W/65 3/8" 

Belt O.C. 

Belt - Fan & Alt.; W/66 3/8" 

Belt O.C. 

Belt - Fan & Alt.; W/67 3/8" 

Belt O.C. 

Belt - Fan & Alt.; W/73 3/8" 

Belt O.C.; Optional Belt. 

Belt - A.C.; W/39 1/2" Belt 

O.C. 

Belt - A.C.; W/40 1/2" Belt 

O.C. 

Belt - A.C.; W/42" Belt O.C... 

Belt - A.C.; W/44" Belt O.C... 

Belt - A.C.; W/53 1/2" Belt 

O.C. 

Hose - Upper; Molded Hose.. 


88GB439P732 

2/9730PB 

88GB437P13 

@*9730HD 

88GB354P86 

©♦*961 OHD 

88GB437P12 

©♦*9640HD 

88GB437P4 

©♦*9650HD 

88GB437P2 

©♦*9660HD 

88GB354P74 

©♦*9670HD 

88GB354P31 

*9390HD 

88GB354P29 

88GB354P44 

*9400HD 
*9415HD 

88GB354P26 

*9430HD 

88GB354P81 

*9530HD 

88GB354P26 

*9435HD 

=<21379 


r 4-2” I.D. 
=<21379 
©4-2” I.D. 

4-2 1/2” I.D. 
=<21891 
=<21891 
1 1/4” I.D. 
1 1/2” I.D. 
5/8” I.D. 


88GB354P86 

©♦*961 OHD 

88GB437P12 

©♦*9640HD 

88GB437P4 

©♦*9650HD 

88GB437P2 

©♦*9660HD 

88GB354P74 

©♦*9670HD 

88GB437P13 

@*9730HD 

88GB354P31 

*9390HD 

88GB354P29 

88GB354P44 

88GB354P26 

*9400HD 
*9415HD 
*9435HD 

88GB354P81 

*9530HD 

=<21378 


Hose - Upper; Strt. Hose. 

Hose - Lower - Eng. To Pipe.. 
Hose - Lower - Pipe To Rad... 


or 26511 
©4-2” I.D. 

4-2 1/2” I.D. 
=<21891 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 4- Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

•*” Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

=< Cut To Fit. * Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


MACK - Continued 


MACK 6-CYL 11.0 

- Continued 

RL SERIES - Continued 
1987-1980 - Continued 

Hose - By Pass - Inlet. 

Hose - By Pass - Outlet. 

Hose - Heater. 

RM SERIES 
1990-1980 

Belt - Fan & Alt.; W/61 3/8" 

Belt O.C.; Preferred Belt 

(1990). 

Belt - Fan & Alt.; W/61 3/8" 

Belt O.C.; Optional Belt 

(1990). 

Belt - Fan & Alt.; W/64 3/8" 

Belt O.C.; Preferred Belt 

(1990). 

Belt - Fan & Alt.; W/64 3/8" 

Belt O.C.; Optional Belt 

(1990). 

Belt - Fan & Alt.; W/65 3/8" 

Belt O.C.; Preferred Belt 

(1990). 

Belt - Fan & Alt.; W/65 3/8" 

Belt O.C.; Optional Belt 

(1990). 

Belt - Fan & Alt.; W/66 3/8" 

Belt O.C.; Preferred Belt 

(1990). 

Belt - Fan & Alt.; W/66 3/8" 

Belt O.C.; Optional Belt 

(1990). 

Belt - Fan & Alt.; W/67 3/8" 

Belt O.C.; Preferred Belt 

(1990). 

Belt - Fan & Alt.; W/67 3/8" 

Belt O.C.; Optional Belt 

(1990). 

Belt - Fan & Alt.; W/73 3/8" 

Belt O.C.; Preferred Belt 

(1990). 

Belt - Fan & Alt.; W/73 3/8" 

Belt O.C.; Optional Belt. 

Belt - Fan & Alt.; W/61 3/8" 

Belt O.C. (1989-1980). 

Belt - Fan & Alt.; W/64 3/8" 

Belt O.C. (1989-1980). 

Belt - Fan & Alt.; W/65 3/8" 

Belt O.C. (1989-1980). 

Belt - Fan & Alt.; W/66 3/8" 

Belt O.C. (1989-1980). 

Belt - Fan & Alt.; W/67 3/8" 

Belt O.C. (1989-1980). 

Belt - A.C.; W/39 1/2" Belt 

O.C. 

Belt - A.C.; W/40 1/2" Belt 

O.C. 

Belt - A.C.; W/42" Belt O.C... 

Belt - A.C.; W/43 1/2" Belt 

O.C. (1990). 

Belt - A.C.; W/53 1/2" Belt 

O.C. 

Belt - A.C.; W/44" Belt O.C. 

(1989-1980). 

Hose - Upper; (1990). 

Hose - Upper; Strt. Hose (1989-1980). 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

Hose - By Pass - Inlet. 

Hose - By Pass - Outlet. 

Hose - Heater. 

RS SERIES 
1987-1980 

Belt - Fan & Alt.; W/61 3/8" 

Belt O.C.88GB354P86 


L DIESEL ENG. 


88GB354P86 


88GB437P12 


88GB437P4 


88GB437P2 


88GB354P74 


88GB439P732 


1 1/4” I.D. 
1 1/2” I.D. 
5/8” I.D. 


2/961OPB 


@*961OHD 


2/9640PB 


©*9640HD 


2/9650PB 


©*9650HD 


2/9660PB 


©*9660HD 


2/9670PB 


©*9670HD 


2/9730PB 


88GB437P13 

@*9730HD 

88GB354P86 

©♦*961 OHD 

88GB437P12 

©♦*9640HD 

88GB437P4 

©♦*9650HD 

88GB437P2 

©♦*9660HD 

88GB354P74 

©♦*9670HD 

88GB354P31 

*9390HD 

88GB354P29 

88GB354P44 

*9400HD 
*9415HD 

88GB354P26 

*9430HD 

88GB354P81 

*9530HD 

88GB354P26 

*9435HD 
*2” I.D. 


©■>2” I.D. 

*2 1/2” I.D. 
^21891 
1 1/4” I.D. 
1 1/2” I.D. 
5/8” I.D. 


©♦*961OHD 


MACK - Continued 

MACK 6-CYL 11.0 L DIESEL ENG. 

- Continued 

RS SERIES - Continued 
1987-1980 - Continued 
Belt - Fan & Alt.; W/64 3/8" 

Belt O.C.88GB437P12 @**9640HD 

Belt - Fan & Alt.; W/65 3/8" 

Belt O.C.88GB437P4 @**9650HD 

Belt - Fan & Alt.; W/66 3/8" 

Belt O.C.88GB437P2 @**9660HD 

Belt - Fan & Alt.; W/67 3/8" 

Belt O.C.88GB354P74 ©**9670HD 

Belt - Fan & Alt.; W/73 3/8" 

Belt O.C.; Optional Belt.88GB437P13 @*9730HD 

Belt - A.C.; W/39 1/2" Belt 

O.C. 88GB354P31 *9390HD 

Belt - A.C.; W/40 1/2" Belt 

O.C.88GB354P29 *9400HD 

Belt - A.C.; W/42" Belt O.C.... 88GB354P44 *9415HD 

Belt - A.C.; W/44" Belt O.C.... 88GB354P26 *9435HD 

Belt - A.C.; W/53 1/2" Belt 

O.C.88GB354P81 *9530HD 

Hose - Upper; Molded Hose. ^<21378 

or 26511 

Hose - Upper; Strt. Hose. ©->2” I.D. 

Hose - Lower - Eng. To Pipe. ^-2 1/2” I.D. 

Hose - Lower - Pipe To Rad. ^21891 

Hose - By Pass - Inlet. 1 1/4” I.D. 

Hose - By Pass - Outlet. 1 1/2” I.D. 

Hose - Heater. 5/8” I.D. 

RW SERIES 
1990-1985 

Belt - Fan & Alt.; W/61 3/8" 

Belt O.C.; Preferred Belt 

(1990). 88GB354P86 2/961 OPB 

Belt - Fan & Alt.; W/61 3/8" 

Belt O.C.; Optional Belt 

(1990). ©*961OHD 

Belt - Fan & Alt.; W/64 3/8" 

Belt O.C.; Preferred Belt 

(1990). 88GB437P12 2/9640PB 

Belt - Fan & Alt.; W/64 3/8" 

Belt O.C.; Optional Belt 

(1990). *9640HD 

Belt - Fan & Alt.; W/65 3/8" 

Belt O.C.; Preferred Belt 

(1990). 88GB437P4 2/9650PB 

Belt - Fan & Alt.; W/65 3/8" 

Belt O.C.; Optional Belt 

(1990). @*9650HD 

Belt - Fan & Alt.; W/66 3/8" 

Belt O.C.; Preferred Belt 

(1990). 88GB437P2 2/9660PB 

Belt - Fan & Alt.; W/66 3/8" 

Belt O.C.; Optional Belt 

(1990). @*9660HD 

Belt - Fan & Alt.; W/67 3/8" 

Belt O.C.; Preferred Belt 

(1990). 88GB354P74 2/9670PB 

Belt - Fan & Alt.; W/67 3/8" 

Belt O.C.; Optional Belt 

(1990). ©*9670HD 

Belt - Fan & Alt.; W/73 3/8" 

Belt O.C.; Preferred Belt 

(1990). 88GB439P732 2/9730PB 

Belt - Fan & Alt.; W/73 3/8" 

Belt O.C.; Optional Belt.88GB437P13 @*9730HD 

Belt - Fan & Alt.; W/61 3/8" 

Belt O.C. (1989-1985). 88GB354P86 ©**9610HD 

Belt - Fan & Alt.; W/64 3/8" 

Belt O.C. (1989-1985). 88GB437P12 @**9640HD 

Belt - Fan & Alt.; W/65 3/8" 

Belt O.C. (1989-1985). 88GB437P4 @**9650HD 

Belt - Fan & Alt.; W/66 3/8" 

Belt O.C. (1989-1985). 88GB437P2 @**9660HD 

Belt - Fan & Alt.; W/67 3/8" 

Belt O.C. (1989-1985). 88GB354P74 ©**9670HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

* 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


MACK - Continued 

MACK 6-CYL 11.0 L DIESEL ENG. 

- Continued 

RW SERIES - Continued 
1990-1985 - Continued 
Belt - A.C.; W/39 1/2" Belt 

O.C. 88GB354P31 49390HD 

Belt - A.C.; W/40 1/2" Belt 

O.C.88GB354P29 49400HD 

Belt - A.C.; W/42" Belt O.C.... 88GB354P44 49415HD 

Belt - A.C.; W/43 1/2" Belt 

O.C. (1990). 88GB354P26 49430HD 

Belt - A.C.; W/53 1/2" Belt 

O.C. 88GB354P81 49530HD 

Belt - A.C.; W/44" Belt O.C. 

(1989-1985). 88GB354P26 49435HD 

Hose - Upper; (1990). s^21379 

or ■4-2” I.D. 

Hose - Upper; Molded Hose (1989-1985).... s^=21378 

or 26511 

Hose - Upper; Strt. Hose (1989-1985). ©->2” I.D. 

Hose - Lower - Eng. To Pipe. 4-2 1/2” I.D. 

Hose - Lower - Pipe To Rad. ^21891 

Hose - By Pass - Inlet. 1 1/4” I.D. 

Hose - By Pass - Outlet. 1 1/2” I.D. 

Hose - Heater. 5/8” I.D. 

RWL SERIES; RWS SERIES 
1984-1980 

Belt - Fan & Alt.; W/61 3/8“ 

Belt O.C.88GB354P86 ©449610HD 

Belt - Fan & Alt.; W/64 3/8" 

Belt O.C.88GB437P12 ©449640HD 

Belt - Fan & Alt.; W/65 3/8" 

Belt O.C.88GB437P4 .'449650HD 

Belt - Fan & Alt.; W/66 3/8" 

Belt O.C.88GB437P2 . 449660HD 

Belt - Fan & Alt.; W/67 3/8" 

Belt O.C.88GB354P74 . ♦♦9670HD 

Belt - Fan & Alt.; W/73 3/8" 

Belt O.C.; Optional Belt.88GB437P13 ©49730HD 

Belt - A.C.; W/39 1/2" Belt 

O.C. 88GB354P31 49390HD 

Belt - A.C.; W/40 1/2" Belt 

O.C. 88GB354P29 49400HD 

Belt - A.C.; W/42" Belt O.C.... 88GB354P44 49415HD 

Belt - A.C.; W/44" Belt O.C.... 88GB354P26 49435HD 

Belt - A.C.; W/53 1/2" Belt 

O.C. 88GB354P81 49530HD 

Hose - Upper; Molded Hose. s*=21378 

or 26511 

Hose - Upper; Strt. Hose. ©->2” I.D. 

Hose - Lower - Eng. To Pipe. 4-2 1/2” I.D. 

Hose - Lower - Pipe To Rad. ^<21891 

Hose - By Pass - Inlet. 1 1/4” I.D. 

Hose - By Pass - Outlet. 1 1/2” I.D. 

Hose - Heater. 5/8" I.D. 

U SERIES 
1980 

Belt - Fan & Alt.; W/67 1/2" 

Belt O.C.88GB354P50 ©449670HD 

Belt - P.S.88GB354P30 49650HD 

Belt - A.C.88GB354P48 49435HD 

Hose - Upper; Molded Hose. s*=21379 

or 26510 

Hose - Upper; Strt. Hose. ©->2” I.D. 

Hose - Lower. ©->2 1/2” I.D. 

Hose - By Pass - Inlet. 1 1/4” I.D. 

Hose - By Pass - Outlet. 1 1/2” I.D. 

Hose - Heater. 5/8" I.D. 

WL SERIES; WS SERIES 
1983-1980 

Belt - Fan & Alt.88GB354P50 ©449670HD 

Belt - A.C.; (1983). 88GB29301P9 49425HD 

Belt - A.C.; W/43" Belt O.C. 

(1982-1980). 88GB29301P9 49425HD 


MACK - Continued 

MACK 6-CYL 11.0 L DIESEL ENG. 

- Continued 

WL SERIES; WS SERIES - Continued 
1983-1980 - Continued 
Belt - A.C.; W/44" Belt O.C. 

(1982-1980). 88GB354P48 49435HD 

Hose - Upper; (1983). ^<21378 

Hose - Upper; Molded Hose (1982-1980).... ^<21378 

Hose - Upper; Strt. Hose (1982-1980). ©->2” I.D. 

Hose - Lower; (1983). *2 1/2” I.D. 

Hose - Lower - Eng. To Pipe; (1982-1980). 4-2 1/2” I.D. 

Hose - Lower - Pipe To Rad.; (1982-1980). -XT I.D. 

Hose - By Pass; (1983). 1 1/4” I.D. 

Hose - By Pass - Inlet; (1982-1980). 1 1/4” I.D. 

Hose - By Pass - Outlet; (1982-1980). 1 1/2” I.D. 

Hose - Heater. 5/8” I.D. 

MACK 6-CYL. 672 DIESEL ENG. 

DM SERIES 

1979-1970 

Belt - Alt.; W/66 1/2" Belt 

O.C. (1979). 

Belt - Alt.; W/67 1/2" Belt 

O.C. (1979). 

Belt - Alt.; W/70 1/2" Belt 

O.C. (1979). 

Belt - Fan & Alt.; W/65A. Del 

co Alt. (1978-1973). 

Belt - Fan & Alt.; W/65A. 

Leece Neville Alt. 

(1978-1973). 

Belt - Fan & Alt.; W/75A. Del- 

co Alt. (1978-1973). 88GB354P52 

Belt - Fan & Alt.; (1972-1970) 88GB354P50 
Belt - Fan & Gen.; 


88GB354P2 

88GB354P74 

88GB354P24 

88GB354P53 


©449660HD 

©449670HD 

©449700HD 

©449545HD 


88GB354P50 ©449670HD 


©449660HD 

©449670HD 


(1972-1970). 

.... 88GB354P8 

©449670HD 

Belt - P.S.; W/A.C. 

(1972-1970). 

.... 88GB354P35 

©49290HD 

Belt - P.S.; W/O A.C. 

(1972-1970). 

.... 88GB354P30 

49650HD 

Belt - A.C.; (1979). 

.... 88GB354P48 

49435HD 

Belt - A.C.; (1978-1973). 

.... 88GB29301P9 

49425HD 

Belt - A.C.; 1972-1970 . 

.... 88GB354P44 

49415HD 

Belt - Idler; W/A.C. 

(1972-1970). 

.... 88GB354P45 

49465HD 

Hose - Upper; Molded Hose (1979-1973).... 

^21379 


Hose - Upper; Strt. Hose (1979-1973).. 

Hose - Upper; (1972-1970). 

Hose - Lower; (1972-1970). 

Hose - Lower - Eng. To Pipe; (1979-1973). 
Hose - Lower - Pipe To Rad.; Molded 

Hose (1979-1973). 

Hose - Lower - Pipe To Rad.; Strt. Hose 

(1979-1973). 

Hose - Lower - Pipe To Cooler; W/Auto. 

Trans. (1979-1973). 

Hose - Lower - Cooler To Rad.; W/Auto. 

Trans. (1979-1973). 

Hose - By Pass - Inlet; (1979-1973). 

Hose - By Pass - Outlet; (1979-1973). 

Hose - Heater. 


Belt 


DMM SERIES 

1979-1973 

Belt - Alt.; W/66 1/2" 

O.C. (1979). 

Belt - Alt.; W/67 1/2" Belt 

O.C. (1979). 

Belt - Alt.; W/70 1/2" Belt 

O.C. (1979). 

Belt - Fan & Alt.; W/65A. Del- 

co Alt. (1978-1973). 

Belt - Fan & Alt.; W/65A. 
Leece Neville Alt. 
(1978-1973). 


88GB354P2 

88GB354P74 

88GB354P24 

88GB354P53 


©■>2” I.D. 
^21378 
*2 1/2” I.D. 
*2 1/2” I.D. 

21891 

*2 1/2” I.D. 

21891 

26529 
1 1/4” I.D. 
1 1/2” I.D. 
5/8” I.D. 


©449660HD 

©449670HD 

©449700HD 

©449545HD 


88GB354P50 ©449670HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 4- Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


MACK - Continued 

MACK 6-CYL 672 DIESEL ENG. 

- Continued 

DMM SERIES - Continued 
1979-1973 - Continued 
Belt - Fan & Alt.; W/75A. Del- 

co Alt. (1978-1973). 88GB354P52 

Belt - A.C.; (1979). 88GB354P48 

Belt - A.C.; (1978-1973). 88GB29301P9 

Hose - Upper; Molded Hose. 

Hose - Upper; Strt. Hose. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad.; Molded 

Hose. 

Hose - Lower - Pipe To Rad.; Strt. Hose.... 

Hose - Lower - Pipe To Cooler; W/Auto. 

Trans. 

Hose - Lower - Cooler To Rad.; W/Auto. 

Trans. 

Hose - By Pass - Inlet. 

Hose - By Pass - Outlet. 

Hose - Heater. 

F SERIES 
1979-1971 

Belt - Fan & Alt. 

Belt - A.C. - From Fan. 

Belt - A.C. - From Idler. 

Hose - Upper; Molded Hose... 

Hose - Upper; Strt. Hose. 

Hose - Lower. 

Hose - By Pass - Inlet. 

Hose - By Pass - Outlet. 

Hose - Heater. 

FL SERIES 
1975-1968 

Belt - Fan & Alt.; (1975-1973) 

Belt - Fan & Alt.; W/62A. Del- 


88GB354P50 

88GB354P48 


©449660HD 
49435HD 
49425HD 
=<21379 
©■>2” I.D. 

*2 1/2” I.D. 

21891 

*2 1/2” I.D. 

21891 

26529 
1 1/4” I.D. 
1 1/2” I.D. 
5/8” I.D. 


©449670HD 
49435HD 
49390HD 
=■<21378 
©■>2” I.D. 
©■>2 1/2” I.D. 
1 1/4” I.D. 
1 1/2” I.D. 
5/8” I.D. 


88GB354P50 

©449670HD 

88GB354P10 

©449670HD 

88GB354P8 

©449670HD 

88GB354P10 

@9670 

88GB354P8 

@9670 

88GB354P48 

49435HD 

49690HD 

9690 

=<21378 


26510 


Belt - Fan & Alt.; W/75A, 

85A. Delco Alt. (1972-1970). 

Belt - Fan & Alt.; W/62A. Del¬ 
co Alt. (1969-1968). 

Belt - Fan & Alt.; W/75A, 

85A. Delco Alt. (1969-1968). 

Belt - A.C.; (1975-1973). 

Belt - A.C.; (1972-1970). 

Belt - A.C.; (1969-1968). 

Hose - Upper; (1975-1973). 

Hose - Upper; (1972-1968). 

Hose - Lower - Eng. To Pipe. *2 1/2” I.D. 

Hose - Lower - Pipe To Rad. =<20900 

Hose - By Pass - Inlet; (1975-1973). 1 1/4” I.D. 

Hose - By Pass - Outlet; (1975-1973). 1 1/2” I.D. 

Hose - Heater. 5/8" I.D. 

FS SERIES 

1975-1970 

Belt - Fan & Alt.; (1975-1973) 88GB354P50 ©449670HD 
Belt - Fan & Alt.; W/62A. Del¬ 
co Alt. (1972-1970). 88GB354P10 ©449670HD 

Belt - Fan & Alt.; W/75A, 

85A. Delco Alt. (1972-1970). 88GB354P8 ©449670HD 

Belt - A.C.; (1975-1973). 88GB354P48 49435HD 

Belt - A.C.; (1972-1970). 49690HD 

Hose - Upper; (1975-1973). =<21378 

Hose - Upper; (1972-1970). 26510 

Hose - Lower - Eng. To Pipe. -t-2 1/2” I.D. 

Hose - Lower - Pipe To Rad. =<20900 

Hose - By Pass - Inlet; (1975-1973). 1 1/4” I.D. 

Hose - By Pass - Outlet; (1975-1973). 1 1/2” I.D. 

Hose - Heater. 5/8" I.D. 


MACK - Continued 

MACK 6-CYL. 672 DIESEL ENG. 

- Continued 

MB SERIES 

1977-1971 

Belt - Fan & Alt.; W/65A. Del¬ 


co Alt. 

Belt - Fan & Alt.; W/65A. 

Leece Neville Alt. 

Belt - Fan & Alt.; W/85A. 

co Alt. 

Belt - Fan & Gen. 

Hose - Upper. 


88GB354P53 ©449545HD 
88GB354P28 ©449555HD 


Del- 


88GB356P3 

88GB354P20 


Hose - Lower.. 


Hose ■ 
Hose ■ 
Hose ■ 


■ Inlet. 

■ Outlet.. 


By Pass 
By Pass 

Heater. 

MC SERIES; MR SERIES 

1979 

Belt - Fan & Alt.; W/55 3/8" 

Belt O.C. 

Belt - Fan & Alt.; W/61 3/8" 

Belt O.C. 

Belt - A.C. 

Hose - Upper; Molded Hose.... 

Hose - Upper; Strt. Hose. 

Hose - Lower - Eng. To Pipe.. 

Hose - By Pass - Inlet. 

Hose - By Pass - Outlet. 

Hose - Heater. 

R SERIES 

1979-1972 

Belt - Fan & Alt.; W/61 3/8" 

Belt O.C. 

Belt - Fan & Alt.; W/64 3/8" 

Belt O.C. 

Belt - Fan & Alt.; W/65 3/8" 

Belt O.C. 

Belt - Fan & Alt.; W/66 3/8" 

Belt O.C. 

Belt - Fan & Alt.; W/67 3/8" 

Belt O.C. 

Belt - Fan & Alt.; W/73 3/8" 

Belt O.C.; Optional Belt. 

Belt - A.C.; W/39 1/2" Belt 

O.C. 

Belt - A.C.; W/40 1/2" Belt 

O.C. 

Belt - A.C.; W/42" Belt O.C.... 
Belt - A.C.; W/44" Belt O.C.... 
Belt - A.C.; W/53 1/2" Belt 

O.C. 

Hose - Upper; Molded Hose.... 

Hose - Upper; Strt. Hose. 

Hose - Lower - Eng. To Pipe.. 

Hose - By Pass - Inlet. 

Hose - By Pass - Outlet. 

Hose - Heater. 

RD SERIES 

1979-1972 

Belt - Fan & Alt.; W/61 3/8" 

Belt O.C. 

Belt - Fan & Alt.; W/64 3/8" 

Belt O.C. 

Belt - Fan & Alt.; W/65 3/8" 

Belt O.C. 

Belt - Fan & Alt.; W/66 3/8" 

Belt O.C. 

Belt - Fan & Alt.; W/67 3/8" 

Belt O.C. 

Belt - Fan & Alt.; W/73 3/8" 

Belt O.C.; Optional Belt. 

Belt - A.C.; W/39 1/2” Belt 
O.C. 


©449550HD 
©♦♦9540HD 
=<21378 
or 26511 
©■>2 1/2” I.D. 
1 1/4” 

1 1 / 2 ” 

5/8” I 


I.D. 

I.D. 

I.D. 


88GB354P61 ©449550HD 


88GB354P86 

88GB354P44 


©♦49610HD 
♦9412HD 
=<21378 
©■>2” I.D. 
©■>2 1/2” I.D. 
1 1/4” 

1 1 / 2 ” 

5/8” I 


I.D. 

I.D. 

I.D. 


88GB354P86 

©44961OHD 

88GB437P12 

©449640HD 

88GB437P4 

©449650HD 

88GB437P2 

©449660HD 

88GB354P74 

©449670HD 

88GB437P13 

©49730HD 

88GB354P31 

49390HD 

88GB354P29 

88GB354P44 

88GB354P26 

49400HD 
49415HD 
49435HD 

88GB354P81 

49530HD 

=<21379 


©■>2” I.D. 

*2 1/2” I.D. 
1 1/4” 

1 1 / 2 ” 

5/8” I 


I.D. 

I.D. 

I.D. 


88GB354P86 ©44961OHD 
88GB437P12 ©♦♦9640HD 

88GB437P4 ©449650HD 

88GB437P2 ©449660HD 

88GB354P74 ©449670HD 

88GB437P13 ©49730HD 


88GB354P31 


49390HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durlon ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

=< Cut To Fit. 


o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


MACK - Continued 

MACK 6-CYL 672 DIESEL ENG. 

- Continued 

RD SERIES - Continued 
1979-1972 - Continued 
Belt - A.C.; W/40 1/2" Belt 
O.C... 

Belt - A.C.; W/42" Belt O.C.... 

■ A.C.; W/44" Belt O.C.... 

W/53 1/2" Belt 


Belt 
Belt - A.C. 

O.C. 

Hose 
Hose 


88GB354P29 49400HD 
88GB354P44 49415HD 
88GB354P26 49435HD 


88GB354P81 


Upper; Molded Hose.. 

Upper; Strt. Hose. 

Hose - Lower - Eng. To Pipe 
Hose - Lower - Pipe To Rad. 

Hose - By Pass - Inlet. 

Hose - By Pass - Outlet. 

Hose - Heater. 

RL SERIES 

1979-1972 

Belt - Fan & Alt.; W/61 3/8' 

Belt O.C. 

Belt - Fan & Alt.; W/64 3/8' 

Belt O.C. 

Belt - Fan & Alt.; W/65 3/8' 

Belt O.C. 

Belt - Fan & Alt.; W/66 3/8' 

Belt O.C. 

Belt - Fan & Alt.; W/67 3/8' 

Belt O.C. 

Belt - Fan & Alt.; W/73 3/8' 
Belt O.C.; Optional Belt... 
Belt - A.C.; W/39 1/2" Belt 

O.C. 

Belt - A.C.; W/40 1/2" Belt 

O.C. 

Belt - A.C.; W/42" Belt O.C 
Belt - A.C.; W/44" Belt O.C 
Belt - A.C.; W/53 1/2" Belt 

O.C. 

Hose - Upper; Molded Hose 


(1976).. 


49530HD 
=<21379 
©■>2” I.D. 

*2 1/2” I.D. 
=<21891 
1 1/4” I.D. 
1 1/2” I.D. 
5/8” I.D. 


... 88GB354P86 

©44961OHD 

... 88GB437P12 

©449640HD 

... 88GB437P4 

©449650HD 

... 88GB437P2 

©449660HD 

... 88GB354P74 

©449670HD 

... 88GB437P13 

©49730HD 

... 88GB354P31 

49390HD 

... 88GB354P29 
... 88GB354P44 
... 88GB354P26 

49400HD 
49415HD 
49435HD 

... 88GB354P81 

49530HD 

=<21378 


Hose - Upper; Strt. Hose. 

Hose - Lower - Eng. To Pipe. 

Hose - By Pass - Inlet. 

Hose - By Pass - Outlet. 

Hose - Heater. 

RM SERIES 

1979-1974 

Belt - Fan & Alt.; W/61 3/8" 

Belt O.C. 

Belt - Fan & Alt.; W/64 3/8" 

Belt O.C. 

Belt - Fan & Alt.; W/65 3/8" 

Belt O.C. 

Belt - Fan & Alt.; W/66 3/8" 

Belt O.C. 

Belt - Fan & Alt.; W/67 3/8" 

Belt O.C. 

Belt - Fan & Alt.; W/73 3/8" 

Belt O.C.; Optional Belt. 

Belt - A.C.; W/39 1/2" Belt 

O.C. 

Belt - A.C.; W/40 1/2" Belt 

O.C. 

Belt - A.C.; W/42" Belt O.C.... 
Belt - A.C.; W/44" Belt O.C.... 
Belt - A.C.; W/53 1/2" Belt 

O.C. 

Hose - Upper; Strt. Hose. 

Hose - Lower - Eng. To Pipe. 

Hose - By Pass - Inlet. 

Hose - By Pass - Outlet. 

Hose - Heater. 


or 26511 
©■>2” I.D. 

■ 0-2 1/2” I.D. 
1 1/4” I.D. 
1 1/2” I.D. 
5/8” I.D. 


88GB354P86 ©44961OHD 
88GB437P12 ©449640HD 

88GB437P4 ©449650HD 

88GB437P2 ©449660HD 

88GB354P74 ©449670HD 


88GB437P13 

88GB354P31 

88GB354P29 

88GB354P44 

88GB354P26 

88GB354P81 


©49730HD 

49390HD 

49400HD 
49415HD 
49435HD 

49530HD 
©■>2” I.D. 

*2 1/2” I.D. 
1 1/4” I.D. 
1 1/2” I.D. 
5/8” I.D. 


MACK - Continued 

MACK 6-CYL. 672 DIESEL ENG. 

- Continued 

RS SERIES 

1979-1972 

Belt - Fan & Alt.; W/61 3/8" 

Belt O.C. 

Belt - Fan & Alt.; W/64 3/8" 

Belt O.C. 

Belt - Fan & Alt.; W/65 3/8" 

Belt O.C. 

Belt - Fan & Alt.; W/66 3/8" 

Belt O.C. 

Belt - Fan & Alt.; W/67 3/8" 

Belt O.C. 

Belt - Fan & Alt.; W/73 3/8" 

Belt O.C.; Optional Belt. 

Belt - A.C.; W/39 1/2" Belt 

O.C. 

Belt - A.C.; W/40 1/2" Belt 

O.C. 

Belt - A.C.; W/42" Belt O.C.... 

Belt - A.C.; W/44" Belt O.C.... 

Belt - A.C.; W/53 1/2“ Belt 

O.C. 

Hose - Upper; Molded Hose... 


88GB354P86 

©44961 OHD 

88GB437P12 

©449640HD 

88GB437P4 

©449650HD 

88GB437P2 

©449660HD 

88GB354P74 

©449670HD 

88GB437P13 

©49730HD 

88GB354P31 

49390HD 

88GB354P29 

88GB354P44 

88GB354P26 

49400HD 
49415HD 
49435HD 

88GB354P81 

49530HD 

=<21378 


Hose - Upper; Strt. Hose. 

Hose - Lower - Eng. To Pipe. 

Hose - By Pass - Inlet. 

Hose - By Pass - Outlet. 

Hose - Heater. 

RWL SERIES; RWS SERIES 

1979 

Belt - Fan & Alt.; W/61 3/8" 

Belt O.C. 

Belt - Fan & Alt.; W/64 3/8" 

Belt O.C. 

Belt - Fan & Alt.; W/65 3/8" 

Belt O.C. 

Belt - Fan & Alt.; W/66 3/8" 

Belt O.C. 

Belt - Fan & Alt.; W/67 3/8" 

Belt O.C. 

Belt - Fan & Alt.; W/73 3/8" 

Belt O.C.; Optional Belt. 

Belt - A.C.; W/39 1/2" Belt 

O.C. 

Belt 
O.C. 

Belt 
Belt 

Belt - A.C. 

O.C. 

Hose - Upper; Molded Hose 


or 26511 
©■>2” I.D. 

*2 1/2” I.D. 
1 1/4” 

1 1 / 2 ” 

5/8” I 


I.D. 

I.D. 

I.D. 


■ A.C.; W/40 1/2" Belt 

■ A.C.; W/42" Belt O.C.... 

■ A.C.; W/44" Belt O.C.... 
W/53 1/2" Belt 


88GB354P86 

©44961 OHD 

88GB437P12 

©449640HD 

88GB437P4 

©449650HD 

88GB437P2 

©449660HD 

88GB354P74 

©449670HD 

88GB437P13 

©49730HD 

88GB354P31 

49390HD 

88GB354P29 

88GB354P44 

88GB354P26 

49400HD 
49415HD 
49435HD 

88GB354P81 

49530HD 

=<21378 


Hose - Upper; Strt. Hose. 

Hose - Lower - Eng. To Pipe. 

Hose - By Pass - Inlet. 

Hose - By Pass - Outlet. 

Hose - Heater. 

U SERIES 

1979-1972 

Belt - Fan & Alt.; W/67 1/2" 

Belt O.C. 

Belt - P.S. 

Belt - A.C. 

Hose - Upper; Molded Hose... 

Hose - Upper; Strt. Hose. 

Hose - Lower. 

Hose - By Pass - Inlet. 

Hose - By Pass - Outlet. 

Hose - Heater. 


or 26511 
©■>2” I.D. 

*2 1/2” I.D. 
1 1/4” 

1 1 / 2 ” 

5/8” I 


I.D. 

I.D. 

I.D. 


88GB354P50 

88GB354P30 

88GB354P48 


©449670HD 
49650HD 
49435HD 
=■<21379 
or 26510 
©■>2” I.D. 
©■>2 1/2” I.D. 
1 1/4” I.D. 
1 1/2” I.D. 
5/8” I.D. 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durlon® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

=< Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


MACK - Continued 

MACK 6-CYL 672 DIESEL ENG. 

- Continued 

WL SERIES; WS SERIES 

1979-1976 

Belt - Fan & Alt.88GB354P50 ©449670HD 

Belt - A.C.88GB354P48 49435HD 

Hose - Upper; Molded Hose. s-<21378 

Hose - Upper; Strt. Hose. ©->2” I.D. 

Hose - Lower - Eng. To Pipe. 4-2 1/2” I.D. 

Hose - Lower - Pipe To Rad. 4-3” I.D. 

Hose - By Pass - Inlet. 1 1/4” I.D. 

Hose - By Pass - Outlet. 1 1/2” I.D. 

Hose - Heater. 5/8" I.D. 

MACK 6-CYL 12.0 L DIESEL ENG. 

CH SERIES 

1990 

Belt - Fan & Alt.; W/64 1/2" 

Belt O.C. 

Belt - Fan & Alt.; W/73 3/8' 

Belt O.C.; Preferred Belt.. 

Belt - Fan & Alt.; W/73 3/8' 

Belt O.C.; Optional Belt... 

Belt - A.C.; W/43 1/2" Belt 


Belt - A.C.; W/52" Belt O.C.... 
Belt - A.C.; W/53 1/2" Belt 

O.C. 

Belt - A.C.; W/Diesel Klki 

Eng. 

Hose - Upper. 


88GB439P642 

49640HD 

88GB439P732 

2/9730PB 


©49730HD 

88GB439P431 

88GB354P63 

49430HD 

49505HD 

88GB354P81 

49530HD 

or 

or 

49490HD 
^21378 
■4-2” I.D. 
26512 


Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

Hose - By Pass - Inlet. 

Hose - By Pass - Outlet. 

Hose - Heater. 

DM SERIES; DMM SERIES 

1990 


Belt - Fan & Alt. 

Belt. 

Belt - Fan & Alt. 

Belt. 

Belt - A.C. 

Hose - Upper. 


Preferred 


Optional 


88GB354P48 


Hose - Lower - Eng. To Pipe.. 
Hose - Lower - Pipe To Rad... 


Hose - Lower - Pipe To Cooler; W/Auto. 

Trans. 

Hose - Lower - Rad. To Cooler; W/Auto. 

Trans. 

Hose - By Pass - Inlet. 

Hose - By Pass - Outlet. 

Hose - Heater. 

MH SERIES 

1990 

Belt - Fan & Alt.; W/300 H.P. 

Eng. 

Belt - Fan & Alt.; W/350 H.P. 

Eng. 

Belt - A.C.; W/300 H.P. Eng... 88GB354P29 
Belt - A.C.; W/350 H.P. Eng... 88GB354P44 
Hose - Upper. 

Hose - Lower - Eng. To Pipe. 

Hose - By Pass - Inlet. 

Hose - By Pass - Outlet. 

Hose - Heater. 


or 


*2 1/2” I.D. 
21891 
1 1/4” I.D. 
1 1/2” I.D. 
5/8” I.D. 


2/9640PB 

©49640HD 
49435HD 
^21379 
r *2” I.D. 

*2 1/2” I.D. 
21891 

r *2 1/2” I.D. 

21891 

26529 
1 1/4” I.D. 
1 1/2” I.D. 
5/8" I.D. 


©449660HD 

©449650HD 
49400HD 
49415HD 
^21378 
4-2” I.D. 

*2 1/2” I.D. 
1 1/4” I.D. 
1 1/2” I.D. 
5/8” I.D. 


MACK - Continued 

MACK 6-CYL 12.0 L DIESEL ENG. 

- Continued 

MR SERIES 

1990 

Hose - Upper. s<21378 

or 4-2” I.D. 

Hose - Lower - Eng. To Pipe. 4-2 1/2” I.D. 

Hose - By Pass - Inlet. 1 1/4” I.D. 

Hose - By Pass - Outlet. 1 1/2” I.D. 

Hose - Heater. 5/8” I.D. 

RD SERIES 

1990 

Belt - Fan & Alt.; W/61 3/8" 

Belt O.C.; Preferred Belt.88GB354P86 2/9610PB 

Belt - Fan & Alt.; W/61 3/8" 

Belt O.C.; Optional Belt. ©49610HD 

Belt - Fan & Alt.; W/64 3/8" 

Belt O.C.; Preferred Belt.88GB437P12 2/9640PB 

Belt - Fan & Alt.; W/64 3/8" 

Belt O.C.; Optional Belt. ©49640HD 

Belt - Fan & Alt.; W/65 3/8" 

Belt O.C.; Preferred Belt.88GB437P4 2/9650PB 

Belt - Fan & Alt.; W/65 3/8" 

Belt O.C.; Optional Belt. ©49650HD 

Belt - Fan & Alt.; W/66 3/8" 

Belt O.C.; Preferred Belt.88GB437P2 2/9660PB 

Belt - Fan & Alt.; W/66 3/8" 

Belt O.C.; Optional Belt. ©49660HD 

Belt - Fan & Alt.; W/67 3/8" 

Belt O.C.; Preferred Belt.88GB354P74 2/9670PB 

Belt - Fan & Alt.; W/67 3/8" 

Belt O.C.; Optional Belt. ©49670HD 

Belt - Fan & Alt.; W/73 3/8" 

Belt O.C.; Preferred Belt.88GB439P732 2/9730PB 

Belt - Fan & Alt.; W/73 3/8" 

Belt O.C.; Optional Belt. ©49730HD 

Belt - A.C.; W/39 1/2" Belt 

O.C. 88GB354P31 49390HD 

Belt - A.C.; W/40 1/2" Belt 

O.C. 88GB354P29 49400HD 

Belt - A.C.; W/42" Belt O.C.... 88GB354P44 49415HD 

Belt - A.C.; W/43 1/2" Belt 

O.C. 88GB354P26 49430HD 

Belt - A.C.; W/53 1/2" Belt 

O.C. 88GB354P81 49530HD 

Hose - Upper. s-<21379 

or 4-2” I.D. 

Hose - Lower - Eng. To Pipe. 4-2 1/2” I.D. 

Hose - Lower - Pipe To Rad. 4-2 1/2” I.D. 

Hose - By Pass - Inlet. 1 1/4” I.D. 

Hose - By Pass - Outlet. 1 1/2” I.D. 

Hose - Heater. 5/8” I.D. 

RM SERIES 

1990 

Belt - Fan & Alt.; W/61 3/8" 

Belt O.C.; Preferred Belt.88GB354P86 2/9610PB 

Belt - Fan & Alt.; W/61 3/8" 

Belt O.C.; Optional Belt. ©49610HD 

Belt - Fan & Alt.; W/64 3/8" 

Belt O.C.; Preferred Belt.88GB437P12 2/9640PB 

Belt - Fan & Alt.; W/64 3/8" 

Belt O.C.; Optional Belt. ©49640HD 

Belt - Fan & Alt.; W/65 3/8" 

Belt O.C.; Preferred Belt.88GB437P4 2/9650PB 

Belt - Fan & Alt.; W/65 3/8" 

Belt O.C.; Optional Belt. ©49650HD 

Belt - Fan & Alt.; W/66 3/8" 

Belt O.C.; Preferred Belt.88GB437P2 2/9660PB 

Belt - Fan & Alt.; W/66 3/8" 

Belt O.C.; Optional Belt. ©49660HD 

Belt - Fan & Alt.; W/67 3/8" 

Belt O.C.; Preferred Belt.88GB354P74 2/9670PB 

Belt - Fan & Alt.; W/67 3/8" 

Belt O.C.; Optional Belt. ©49670HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


4- 

o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


MACK - Continued 

MACK 6-CYL. 12.0 L DIESEL ENG. 

- Continued 

RM SERIES - Continued 

1990 - Continued 

Belt - Fan & Alt.; W/73 3/8" 

Belt O.C.; Preferred Belt. 

Belt - Fan & Alt.; W/73 3/8" 

Belt O.C.; Optional Belt. 

Belt - A.C.; W/39 1/2" Belt 

O.C. 

Belt - A.C.; W/40 1/2" Belt 

O.C. 

Belt - A.C.; W/42" Belt O.C... 

Belt - A.C.; W/43 1/2" Belt 

O.C. 

Belt - A.C.; W/53 1/2" Belt 

O.C. 

Hose - Upper. 

Hose - Lower - Eng. To Pipe 
Hose - Lower - Pipe To Rad. 

Hose - By Pass - Inlet. 

Hose - By Pass - Outlet. 

Hose - Heater. 

MACK V-8 864 DIESEL ENG. 

B SERIES 
1966-1962 

Belt - Fan.88GB164 

Belt - Gen.88GB354P13 

F SERIES 
1970-1962 

Belt - Fan; (1969-1965). 88GB164 

Belt - Gen.; (1969-1965). 88GB354P13 

Hose - Upper. 

Hose - Lower. 

Hose - By Pass - Inlet. 

Hose - By Pass - Outlet. 

Hose - Heater. 

FL SERIES 
1969-1966 

Belt - Fan.88GB164 


88GB439P732 

2/9730PB 


©49730HD 

88GB354P31 

49390HD 

88GB354P29 

88GB354P44 

49400HD 
49415HD 

88GB354P26 

49430HD 

88GB354P81 

49530HD 
*2” I.D. 

*2 1/2” I.D. 
*2 1/2” I.D. 
1 1/4” I.D. 
1 1/2” I.D. 
5/8” I.D. 


©449305HD 
49341 HD 


©449305HD 
49341 HD 
26523 
03” I.D. 

1 1/2” I.D. 
1 3/4” I.D. 
5/8” I.D. 


Belt - Gen. 

Hose - Upper. 

Hose - Lower. 

By Pass • 
By Pass • 


88GB354P13 


Hose 

Hose 


Inlet. 

Outlet.. 


Hose - Heater, 

R SERIES 

1969-1965 

Belt - Fan.88GB164 

Belt - Gen.88GB354P13 

Hose - Upper. 

Hose - Lower. 

Hose - By Pass • 

Hose - By Pass • 

Heater. 


■ Inlet... 

■ Outlet 

Hose 

U SERIES 

1969-1965 

Belt - Fan.88GB164 

■ Gen.88GB354P42 

Upper. 

Hose - Lower. 

Hose - By Pass - Inlet. 

Hose - By Pass - Outlet. 

Hose - Heater. 

MACK V-8 866 DIESEL ENG. 

DM SERIES 

1973 

Belt - Alt.; W/65A. Alt.88GB357P2 

Belt - A.C. 

Hose - Upper. 


©449305HD 
49341 HD 
26510 
03” I.D. 

1 1/2” I.D. 
1 3/4” I.D. 
5/8” I.D. 


©449305HD 
49341 HD 
26510 
03” I.D. 

1 1/2” I.D. 
1 3/4” I.D. 
5/8” I.D. 


Belt ■ 
Hose ■ 


©449305HD 
49330HD 
26510 
03” I.D. 

1 1/2” I.D. 
1 3/4” I.D. 
5/8” I.D. 


49520HD 
49350HD 
*2” I.D. 


MACK - Continued 

MACK V-8 866 DIESEL ENG. - Continued 

DM SERIES - Continued 

1973 - Continued 

Hose - Lower. ->3” I.D. 

Hose - By Pass - Inlet. 1 1/2” I.D. 

Hose - By Pass - Outlet. 2” I.D. 

Hose - Heater. 5/8” I.D. 

FL SERIES; FS SERIES 

1975- 1971 

Belt - Alt.; W/65A. Leece 

Neville Alt.88GB357P2 49520HD 

Belt - Alt.; W/0 65A. Leece 

Neville Alt.88GB354P13 49341 HD 

Belt - A.C. 300089 49480HD 

Hose - Upper. ©s<21378 

or 26511 

Hose - Lower. s^=21042 

Hose - By Pass. 1 1/2” I.D. 

Hose - Heater. 5/8” I.D. 

R SERIES 

1971 

Belt - Alt.88GB357P2 49520HD 

Belt - Gen. 49330HD 

Hose - Upper. ©s-=21378 

Hose - Lower. -X3” I.D. 

Hose - By Pass. 1 1/2” I.D. 

Hose - Heater. 5/8” I.D. 

RL SERIES; RS SERIES 

1976- 1971 

Belt - Alt.; W/65A. Leece 

Neville Alt.88GB357P2 49520HD 

Belt - Alt.; W/0 65A. Leece 

Neville Alt.88GB354P13 49341 HD 

Belt - A.C. 300089 49480HD 

Hose - Upper. ©s<21378 

or 26511 

Hose - Lower. s<21042 

Hose - By Pass. 1 1/2” I.D. 

Hose - Heater. 5/8” I.D. 

U SERIES 

1971 

Hose - Upper. ©s<21378 

or 26511 

Hose - Lower. *2 1/2” I.D. 

Hose - By Pass. 1 1/2” I.D. 

Hose - Heater Inlet. 3/4” I.D. 

Hose - Heater Outlet. 5/8” I.D. 

MACK V-8 16.0 L DIESEL ENG. 

DM SERIES 

1986-1983 

Hose - Lower. 21892 

MH SERIES 

1990-1984 

Belt - Alt.; W/52 1/2" Belt 

O.C. (1990). 88GB354P69 49520HD 

Belt - Alt.; W/53 1/2" Belt 

O.C.88GB354P81 49530HD 

Belt - Alt.; W/51 1/2" Belt 

O.C. (1989-1984). 88GB354P69 4951OHD 

Belt - A.C.88GB29301P22 49405HD 

Hose - Upper; (1989-1984). ©->2 1/2” I.D. 

Hose - Lower; (1989-1984). <21892 

Hose - By Pass; (1989-1984). 1 3/4” I.D. 

Hose - Heater; (1989-1984). 5/8” I.D. 

RW SERIES 

1989-1985 

Belt - Alt.; W/51 1/2" Belt 

O.C.88GB354P69 4951 OHD 

Belt - Alt.; W/53 1/2" Belt 

O.C. 88GB354P81 49530HD 

Belt - A.C.88GB29301P22 49405HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

•*” Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

s< Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

MACK - Continued 


Gates No. 


Application 

MACK - Continued 


Mfr. Part No. 


Gates No. 


MACK V-8 16.0 L DIESEL ENG. 

- Continued 

RW SERIES - Continued 


1989-1985 -Continued 

Hose - Upper. 

Hose - Lower. 

Hose - By Pass. 

Hose - Heater. 

RWL SERIES; RWS SERIES 

1984-1982 

Belt - Alt.; W/51 1/2" Belt 

O.C.88GB354P69 

Belt - Alt.; W/53 1/2" Belt 

O.C. 88GB354P81 

Belt - A.C.88GB29301P22 

Hose - Upper. 

Hose - Lower. 

Hose - By Pass. 

Hose - Heater. 


©■>2 1/2” I.D. 
©■>2 1/2” I.D. 
1 3/4” I.D. 
5/8" I.D. 


4951OHD 

49530HD 
49405HD 
©■>2 1/2” I.D. 
©■>2 1/2” I.D. 
1 3/4” I.D. 
5/8" I.D. 


MACK END475 DIESEL ENG. - Continued 


F SERIES 

1973 

Belt - Fan.88GB354P48 

Belt - Alt.88GB354P18 

MB SERIES 

1973 

Belt - Fan & Alt.88GB354P23 

Belt - P.S.88GB354P18 

Hose - Upper. 

Hose - Lower. 

Hose - By Pass. 

R SERIES; U SERIES 

1972 

Belt - Fan & Alt.88GB354P9 

Belt - Fan & Gen.88GB354P8 

Belt - P.S.88GB354P27 

Hose - Upper. 

Hose - Lower. 


©49435HD 

49560HD 


©449640HD 
©49560HD 
26504 
©■>2” I.D. 

1 3/8” I.D. 


©♦4961OHD 
©449670HD 
4961OHD 
26511 
*2” I.D. 


MACK E3 DIESEL ENG. 

CS SERIES; MS SERIES 

1990 

Belt - W.P. & Alt. 5000049302 7480 

Belt - Fan & Alt. 7512 

Belt - W.P, Alt. & A.C. 7575 

Belt - A.C. 49525HD 

Belt - W.P. & A.C. 7512 

Belt - Air Brake Compr. 5000786386 49360HD 

Hose - Upper; Single I.D. Hose. 21194 

Hose - Upper - Eng. To Pipe. s<21379 

Hose - Upper - Pipe To Rad. 26509 

Hose - Lower - Eng. To Pipe. 26508 

Hose - Lower - Pipe To Rad. 26512 

Hose - By Pass. s-<21379 

MACK E5 DIESEL ENG. 

CM SERIES 

1990-1988 

Belt - Alt. 49560HD 

Belt - W.P. & Alt. 49550HD 

Belt - A.C.; W/47 1/2" Belt 

O.C. 49470HD 

Belt - A.C.; W/49 1/2" Belt 

O.C. 49490HD 

Hose - Upper. 21471 

Hose - Lower. s*=21379 

Hose - By Pass; (1990). ^2 1/4” I.D. 

Hose - By Pass; (1989-1988). 2 1/4” I.D. 

Hose - Heater. 5/8” I.D. 

CS SERIES; MS SERIES 

1990-1987 

Belt - Alt. 49560HD 

Belt - W.P. & Alt. 49550HD 

Belt - A.C.; W/47 1/2" Belt 

O.C. 49470HD 

Belt - A.C.; W/49 1/2" Belt 

O.C. 49490HD 

Hose - Upper. 21471 

Hose - Lower. s*=21379 

Hose - By Pass; (1990). ^2 1/4” I.D. 

Hose - By Pass; (1989-1987). 2 1/4” I.D. 

Hose - Heater. 5/8” I.D. 

MACK END475 DIESEL ENG. 

DM SERIES 

1973 

Belt - Fan & Alt.88GB354P9 ©44961 OHD 

Belt - P.S. 49590HD 

Hose - Upper. 26502 

Hose - Lower. ©->2” I.D. 

Hose - By Pass. 1 3/8” I.D. 


Hose - By Pass . 1 3/8” I.D. 

RENAULT 6-CYL. 5.5 L DIESEL ENG. 


CS SERIES 
1990-1986 

Belt - W.P. & Alt.; W/O A.C. 


(1990). 

5000049302 

7480 

Belt - W.P. & Alt.; W/O A.C. 



(1989-1986). 

5000049302 

©7480 

Belt - W.P, Alt. & A.C.; W/42 



1/8" Belt O.C. 


7417 

Belt - W.P, Alt. & A.C.; W/58 



1/8" Belt O.C. 


7575 

Belt - A.C. 


49485HD 

Belt - W.P. & A.C.; W/51 5/8" 



Belt O.C. 


7512 

Belt - W.P. & A.C.; W/54 1/4" 



Belt O.C. 


49540HD 

Belt - Air Brake Compr.; 



(1990). 

5000786386 

49360HD 

Belt - Air Brake Compr.; 



(1989-1986). 

5000786386 

©49360HD 

Hose - Upper - Driver Side.... 


26509 

Hose - Upper - Pass. Side. 


^21379 

Hose - Upper - Eng. To Pipe; (1990). 

26508 

Hose - Upper - Thermostat To Eng. 

*2” I.D. 

Hose - Upper - W.P. To Pipe; (1989-1986) 

26508 

Hose - Lower - Eng. To Pipe. 


26502 

Hose - Lower - Pipe To Rad.. 


26611 

Hose - By Pass. 


1 3/4” I.D. 


MS SERIES 
1990-1980 

Belt - W.P. & Alt.; W/O A.C. 


(1990). 

5000049302 

7480 

Belt - W.P. & Alt.; W/O A.C. 



(1989-1980). 

5000049302 

©7480 

Belt - W.P, Alt. & A.C.; W/42 



1/8" Belt O.C. 


7417 

Belt - W.P, Alt. & A.C.; W/58 



1/8" Belt O.C. 


7575 

Belt - A.C. 


49485HD 

Belt - W.P. & A.C.; W/51 5/8" 



Belt O.C. 


7512 

Belt - W.P. & A.C.; W/54 1/4" 



Belt O.C. 


49540HD 

Belt - Air Brake Compr.; 



(1990). 

5000786386 

49360HD 

Belt - Air Brake Compr.; 



(1989-1980). 

5000786386 

©49360HD 

Hose - Upper - Driver Side. 


26509 

Hose - Upper - Pass. Side. 


^21379 

Hose - Upper - Eng. To Pipe; (1990). 

26508 

Hose - Upper - Thermostat To Eng. 

*2” I.D. 

Hose - Upper - W.P. To Pipe; (1989-1980) 

26508 

Hose - Lower - Eng. To Pipe., 


26502 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

4 


Green Stripe * 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


MACK - Continued 

RENAULT 6-CYL. 5.5 L DIESEL ENG. 

- Continued 

MS SERIES - Continued 
1990-1980 - Continued 

Hose - Lower - Pipe To Rad. 26611 

Hose - By Pass. 1 3/4” I.D. 

RENAULT 6-CYL. 6.2 L DIESEL ENG. 

CS SERIES; MS SERIES 

1990 

Belt - W.P. & Alt.; W/49 1/2" 


Belt O.C. 

10X1250 

7490 

Belt - W.P. & Alt.; W/51 1/2" 
Belt O.C. 

5000686853 

7512 

Belt - Air Compr.; W/48" Belt 
O.C. 

AVI 31205 

49476HD 

Belt - Air Compr.; W/49 1/2" 
Belt O.C. 


49490HD 


RENAULT 6-CYL. 8.8 

CS SERIES 

1990-1986 

Belt - W.P. & Alt. 


L DIESEL ENG. 


Belt - A.C, 

O.C. 

Belt - A.C. 

O.C. 

Belt - A.C. 

O.C. 

Hose - Lower. 


W/46 3/8" Belt 


W/48 1/4" Belt 


W/49 1/4" Belt 


Hose - By Pass; (1990). 

Hose - By Pass; (1989-1986).. 

MS SERIES 

1990-1981 

Belt - W.P. & Alt. 


Belt - A.C, 

O.C. 

Belt - A.C. 

O.C. 

Belt - A.C. 

O.C. 

Hose - Lower. 


W/46 3/8" Belt 


W/48 1/4" Belt 


W/49 1/4" Belt 


49550HD 

49463HD 

49480HD 

49490HD 
^21379 
or 26511 
■4-2” I.D. 
2” I.D. 


49550HD 

49463HD 

49480HD 

♦9490HD 
s^21379 
or 26511 
4-2” I.D. 
2” I.D. 


Hose - By Pass; (1990). 

Hose - By Pass; (1989-1981). 

RENAULT 6-CYL 9.8 L DIESEL ENG. 

CM SERIES 

1990-1988 

Belt - Alt.; Preferred Belt 

(1990). 88GB354P18 2/9555PB 

Belt - Alt.; Optional Belt 

(1990). I 49555HD 

Belt - Alt.; (1989-1988). 88GB354P18 ©49560HD 

Belt - A.C.88GB354P32 49490HD 

Hose - Lower - Eng. To Pipe. 4-2” I.D. 

Hose - Lower - Pipe To Rad. 21474 

MAGIRUS 

FIAT 8220.02 DIESEL ENG. 

200A13 

1981-1979 

Belt - W.P. & Alt. 49555HD 

Hose - Upper. s-<20611 

Hose - Rad. Surge Tank Outlet. s-<20780 

FIAT 8360.05 DIESEL ENG. 

160A11; 160A13 

1985-1979 

Belt - W.P. & Alt. 7512 

Belt - A.C. 49470HD 


MAGIRUS - Continued 

FIAT 8360.05 DIESEL ENG. - Continued 

160A11; 160A13 - Continued 
1985-1979 - Continued 

Hose - Upper - Eng. To Pipe. s^=21124 


Hose - Upper • 
Hose - Lower.. 


Pipe To Rad.. 


26508 
4-2” I.D. 
26501 


MARMON 


CATERPILLAR 3306 DIESEL ENG. 

HDT 

1986-1975 

Belt - Fan. @449500HD 

Belt - Alt. ©449470HD 

Belt - A.C. 49440HD 

57L 

1989 - 1986 

Belt - Fan. ©♦49500HD 

Belt - Alt. ©449470HD 

Belt - A.C. 49440HD 

CATERPILLAR 3406 DIESEL ENG. 

57L; 57P 

1990 - 1986 


Preferred Belt; 

Belt O.C. 

Optional Belt; 

" Belt O.C. 

W/59 1/2" Belt 


Optional 


Belt - Fan; 

W/57 1/2" 

Belt - Fan; < 

W/57 1/2" 

Belt - Fan;' 

O.C. 

Belt - Alt. & A.C.; Preferred 
Belt (1990).. 

Belt - Alt. & A.C.; 

Belt (1990).. 

Belt - Alt. & A.C.; 

(1989-1986). 

Belt - Fan & Alt.; Preferred 

Belt (1990). 

Belt - Fan & Alt.; Optional 

Belt (1990). 

Belt - Fan & Alt.; (1989-1986) 

Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

57R 

1990-1986 

Belt - Fan; Preferred Belt; 

W/57 1/2" Belt O.C. 

Belt - Fan; Optional Belt; 

W/57 1/2" Belt O.C. 

Belt - Fan; W/59 1/2" Belt 

O.C. 

Belt - Alt. & A.C.; Preferred 

Belt (1990). 

Belt - Alt. & A.C.; Optional 

Belt (1990). 

Belt - Alt. & A.C.; 

(1989-1986). 

Belt - Fan & Alt.; Preferred 

Belt (1990). 

Belt - Fan & Alt.; Optional 

Belt (1990). 

Belt - Fan & Alt.; (1989-1986) 

CUMMINS L10 DIESEL ENG. 

57L 

1990-1986 

Belt - Fan; (1990). 3034348 

Belt - Fan; (1988-1986). 3034348 

Belt - Alt.; (1990). 3039376 

Belt - Alt.; (1988-1986). 3039376 

Belt - A.C.; (1990). 


2/TR22570PB 

©TR22570 

TR22588 

2/9590PB 

©49590HD 

©49590HD 

2/9590PB 

©49590HD 
©49590HD 
4-2 1/2” I.D. 

4-2 1/2” I.D. 
4-3” I.D. 

4-3” I.D. 


2/TR22570PB 

©TR22570 

TR22588 

2/9590PB 

©49590HD 

©49590HD 

2/9590PB 

©49590HD 

©49590HD 


4K080485HD 

4K080485HD 

4K050350HD 

4K050350HD 

49570HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 4- Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

•*” Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

^ Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

MARMON - Continued 


Gates No. 


Application Mfr. Part No. 

MARMON - Continued 


Gates No. 


CUMMINS L10 DIESEL ENG. - Continued 


57L - Continued 
1990-1986 - Continued 

Belt - A.C.; (1988-1986). 49570HD 

Hose - Upper; W/Low Flow Cool. (1990). Al” I.D. 

Hose - Upper; W/Low Flow Cool. 

(1988-1986). Al” I.D. 

Hose - Lower; W/Low Flow Cool. (1990). 1 1/4” I.D. 

Hose - Lower; W/Low Flow Cool. 

(1988-1986). Al 1/4” I.D. 


CUMMINS 6-CYL 14.0 L DIESEL ENG. 

CHDT 

1981-1973 

Idler Pulley; W/2-Groove Pul¬ 
ley (1979-1973).3064920 41129 

Tensioner Pulley - W.P.; 

W/V-Ribbed Belt 

(1981-1980). 3064919 41111 

57L 

1985 


FORD 6-CYL. 223 ENG. - Continued 


6M104; 6M254; 6M354; 

- Continued 

6M504; 6PM354 

6PM504 

1961-1954 - Continued 

Hose - Lower; (1958-1954). 

or 

20145 

26502 

FORD V-8 239 ENG. 


CMM5; CMM5T; CMM6 

CMM6T 


1953-1942 

Belt - Fan. 

... 21A8577A 

TR26366 

Belt - Gen. & W.P.; W/53 
1/2" Belt O.C. 

... 788620C 

TR24530 

Belt - Gen. & W.P.; W/55 
1/4" Belt O.C. 

... 7RA8620C 

TR20544 

Belt - Gen. & W.P.; W/56" 
Belt O.C. 

... 8RT8620A 

TR24562 

Hose - Upper; (1948-1946). 
Hose - Lower; (1948-1946). 


©1 3/4” I.D. 
©1 3/4” I.D. 


LD6; LD6P; LD7-4; OT5; R4; R5; R6; V5-4 


Idler Pulley; W/Flat Idler Pul¬ 
ley . 

Idler Pulley; W/V-Ribbed Belt. 


3065000 

3062931 


Tensioner Pulley; W/Big Cam 
III Eng.; W/V-Ribbed Belt 
(1985). 


41173 

41174 


Tensioner Pulley; W/Big Cam 
III Eng.; W/V-Ribbed Belt.... 

3064919 

41111 

57P 

1990-1985 

Belt - Fan; (1990). 

178509 

TR28445 

Belt - Fan; (1989-1986). 

178509 

©TR28445 

Belt - W.P.; W/4-Ribbed Belt; 
W/43 1/2" Belt O.C. 
(1990-1986). 

3063817 

4K040430HD 

Belt - W.P.; W/4-Ribbed Belt; 
W/45" Belt O.C. 

(1990-1986). 

3062620 

K040445 

Belt - W.P.; W/6-Ribbed Belt 
(1990-1986). 

217638 

4K060435HD 

Belt - Alt.; Preferred Belt 
(1990). 

218522 

2/9447PB 

Belt - Alt.; Optional Belt 
(1990). 


©49447HD 

Belt - Alt.; (1989-1986). 

218522 

©449447HD 

Belt - A.C.; (1990-1986). 


TR22443 

Idler Pulley; W/Flat Idler Pul¬ 
ley . 

3065000 

41173 

Idler Pulley; W/V-Ribbed Belt 

3062931 

41174 


3064919 


41111 


Hose - Upper; W/Low Flow Cool. 

(1990-1986). Al” I.D. 

Hose - Lower; W/Low Flow Cool. (1990). 1 1/4” I.D. 

Hose - Lower; W/Low Flow Cool. 

(1989-1986). Al 1/4” I.D. 


FORD 6-CYL. 223 ENG. 

FI 504; FI 604 

1961-1954 

Belt - Gen. & W.P.; W/H.D. 

Eng. EAG8620B 7360 

Belt - Fan & Gen.; W/Std. 

Eng.; W/37 5/8" Belt O.C. EAA8620A 7370 

Belt - Fan & Gen.; W/Std. 

Eng.; W/38 5/8" Belt O.C. EAG8577A 7380 

6M104; 6M254; 6M354; 6M504; 6PM354; 6PM504 

1961-1954 

Belt - Gen. & W.P.; W/H.D. 

Eng. EAG8620B 7360 

Belt - Fan & Gen.; W/Std. 

Eng.; W/37 5/8" Belt O.C. EAA8620A 7370 

Belt - Fan & Gen.; W/Std. 

Eng.; W/38 5/8" Belt O.C. EAG8577A 7380 

Hose - Upper; (1958-1954). <21794 

or 25476 


1953-1942 

Belt - Fan. 

.. 21A8577A 

TR26366 

Belt - Gen. & W.P.; W/53 
1/2" Belt O.C. 

.. 788620C 

TR24530 

Belt - Gen. & W.P.; W/55 
1/4" Belt O.C. 

.. 7RA8620C 

TR20544 

Belt - Gen. & W.P.; W/56" 
Belt O.C. 

.. 8RT8620A 

TR24562 


FORD V-8 272 ENG. 

CM504; CM604; CM704; M104; M254; M354; M504; 
M604; M704 
1958-1954 

Belt - Fan; W/H.D. Eng. EAT8577A TR28400 

Belt - Gen. & W.P.; W/H.D. 

Eng. B6T8620A *9451 HD 

Belt - Fan & Gen.; W/Std. 

Eng. B6C8620A 49447HD 

Hose - Upper; W/H.D. Eng. ©1 1/2” I.D. 

Hose - Upper; W/Std. Eng. ©1 1/2” I.D. 

Hose - Lower; W/Std. Eng. 20276 

or 26501 


FORD V-8 279 ENG. 

8MC; 8MC2 

1955-1953 

7495 
TR28550 
TR28483 


Belt - Fan & W.P.8MC8586MH 

Belt - Gen. 

Belt - Compr.8MC18732MH 


FORD V-8 292 ENG. 

Cl 704 

1961-1960 

Belt - Fan & Alt.; W/50A. Alt.. ECR8620E 7450 

Belt - Fan & Gen. ECZ8620D 7450 

Belt - P.S . EDL2890A 49430HD 

Belt - Compr. ECY8620A 49463HD 

FI 504 

1961-1960 

Belt - Fan & Alt.; W/50A. Alt.. ECR8620E 7450 

Belt - Fan & Gen. ECZ8620D 7450 

Belt - P.S . ECU33558D 49405HD 

Belt - Compr. ECY8620A 49463HD 

FI 704 

1961-1960 

Belt - Fan & Alt.; W/50A. Alt.. ECR8620E 7450 

Belt - Fan & Gen. ECZ8620D 7450 

Belt - P.S . EDL2890A 49430HD 

Belt - Compr. ECY8620A 49463HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

A Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 
s< Cut To Fit. 


o 

♦ 

4 


Green Stripe * 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

MARMON - Continued 


Gates No. 


Application Mfr. Part No. 

MERCEDES-BENZ 


Gates No. 


FORD V-8 302 ENG.; FORD V-8 332 
ENG. 


Cl 804; Cl 854 

1961 


Belt - Fan & Alt.; W/60A. Alt.. 

C1TE8620M 

©49470HD 

Belt - Fan & Gen.; W/Compr.. 

C1TE8620M 

©49470HD 

Belt - Fan & Gen.; W/O Com- 



P r . 

C1TE8620V 

©449447HD 

Belt - Compr. 

EBJ8620A 

49463HD 

CM754; CM804; CM904 



1961-1954 



Belt - Fan; W/Compr. 

EAM8577A 

TR28423 

Belt - Fan; W/O Compr. 

EAM8577A 

TR28423 

Belt - Gen. & W.P. 

EAM8620C 

7450 

Belt - P.S. 

EAM33558A 

49405HD 

Belt - Compr. 

2SQH2890A 

TR26341 

Hose - Upper; (1958-1954). 


©1 3/4” I.D. 

Hose - Lower; (1958-1954). 


20523(A) 

FI 704; FI 754 



1961 



Belt - Fan & Alt.; W/60A. Alt.. 

C1TE8620M 

©49470HD 

Belt - Fan & Gen.; W/Compr.. 

C1TE8620M 

©49470HD 

Belt - Fan & Gen.; W/O Com- 



pr. 

C1TE8620V 

©449447HD 

Belt - Compr. 

EBJ8620A 

49463HD 

M754; M804; M904 



1961-1954 



Belt - Fan; W/Compr. 

EAM8577A 

TR28423 

Belt - Fan; W/O Compr. 

EAM8577A 

TR28423 

Belt - Gen. & W.P. 

EAM8620C 

7450 

Belt - P.S. 

EAM33558A 

49405HD 

Belt - Compr. 

2SQH2890A 

TR26341 

Hose - Upper; (1958-1954). 


©1 3/4” I.D. 

Hose - Lower; (1958-1954). 


20523(A) 

64C; 65C; 66C 



1961-1954 



Belt - Fan; W/Compr. 

EAM8577A 

TR28423 

Belt - Fan; W/O Compr. 

EAM8577A 

TR28423 

Belt - Gen. & W.P. 

EAM8620C 

7450 

Belt - P.S. 

EAM33558A 

49405HD 

Belt - Compr. 

2SQH2890A 

TR26341 

FORD V-8 401 ENG.; FORD V-8 477 

ENG. 



Cl 1004; FI 854; FI 954; F11004 


1961 



Belt - Fan & Alt. 

COTE8620A 

TR22664 

Belt - Fan & Gen. 

EDL8620A 

©TR22578 

Belt - P.S. 

5750607 

49400HD 

Belt - Compr. 

EDL2890A 

49430HD 


HERCULES RXC ENG.; HERCULES 
RXLC ENG. 

MH555; MH620; MH625; MH630 

1958-1946 

Belt - Fan. MH555130 ©TR28473 

HERCULES WXLC3 ENG. 

MH440; MH610; MH615 

1957-1946 

Belt-Fan.MH440130 TR22474 


MERCEDES-BENZ OM352 DIESEL 
ENG. 

948; 1013 
1988 

Belt - Fan & Alt.; Eng. No. 

034435 & Before. 49570HD 

Belt - Fan & Alt.; Eng. No. 

034436 & After. D49580HD 

Belt - P.S. 007753012521 49341 HD 

Belt - Fan To P.S.; W/35 1/4" 

Belt O.C. 600246000150 49350HD 


1113; 1116 

1988 

Belt - Fan & Alt.; Eng. No. 

034435 & Before. 

Belt - Fan & Alt.; Eng. No. 

034436 & After. 

Belt - P.S. 

Belt - Fan To P.S.; W/35 1/4" 
Belt O.C. 

007753012521 

600246000150 

49570HD 

©49580HD 
49341 HD 

49350HD 

Belt - Fan To P.S.; W/36 3/4" 
Belt O.C. 

0059970992 

49365HD 

1117 

1989-1988 

Belt - Fan & Alt.; Eng. No. 
034435 & Before. 


49570HD 

Belt - Fan & Alt.; Eng. No. 
034436 & After. 


©49580HD 

Belt - P.S. 

007753012521 

49341 HD 

Belt - Fan To P.S.; W/35 1/4" 
Belt O.C. 

600246000150 

49350HD 

1316 

1988 

Belt - Fan & Alt.; Eng. No. 
034435 & Before. 


49570HD 

Belt - Fan & Alt.; Eng. No. 
034436 & After. 


©49580HD 

Belt - P.S. 

007753012521 

49341 HD 

Belt - Fan To P.S.; W/35 1/4" 
Belt O.C. 

600246000150 

49350HD 

Belt - Fan To P.S.; W/36 3/4" 
Belt O.C. 

0059970992 

49365HD 

1368 

1988 

Belt - Fan & Alt.; Eng. No. 
034435 & Before. 


49570HD 

Belt - Fan & Alt.; Eng. No. 
034436 & After. 


©49580HD 

Belt - P.S . 

007753012521 

49341 HD 

Belt - Fan To P.S.; W/35 1/4" 
Belt O.C. 

600246000150 

49350HD 

MERCEDES-BENZ OM366 DIESEL 

ENG. 

1117 

1989-1979 

Belt - W.P. & Alt. 

0049970292 

©44951OHD 

Belt - P.S . 

0059970992 

49365HD 

Belt - A.C.; W/41 7/8" Belt 
O.C. 


49415HD 

Belt - A.C.; W/49 3/8" Belt 
O.C. 


49490HD 

Belt - Fan To Compr. 

0079971692 

49412HD 

1219 

1989-1987 

Belt - W.P. & Alt. 

0049970292 

©44951 OHD 

Belt - P.S . 

0059970992 

49365HD 

Belt - A.C.; W/41 7/8" Belt 
O.C. 


49415HD 

Belt - A.C.; W/49 3/8" Belt 
O.C. 


49490HD 

Belt - Fan To Compr. 

0079971692 

49412HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

MERCEDES-BENZ - Continued 


Application Mfr. Part No. Gates No. 

MITSUBISHI FUSO - Continued 


MERCEDES-BENZ OM366 DIESEL 
ENG. - Continued 

1319 


1989-1987 



Belt - Fan & Alt. 

0019971592 

49520HD 

Belt - P.S. 

0059970992 

49365HD 

Belt - A.C. 


TR22657 

1419 



1989-1987 



Belt - W.P. & Alt. 

0049970292 ©44951OHD 

Belt - P.S. 

0059970992 

49365HD 

Belt - A.C.; W/41 7/8" Belt 



O.C. 


49415HD 

Belt - A.C.; W/49 3/8" Belt 



O.C. 


49490HD 

Belt - Fan To Compr. 

0079971692 

49412HD 

MITSUBISHI FUSO 


MITSUBISHI FUSO 4-CYL. 3.3 

L DIE- 

SEL ENG. 



FE 



1989-1987 



Belt - Fan & Alt.; (1989). 

ME018626 

TR22461 

Belt - A.C.; (1989). 

REMF8580 

TR22588 

Hose - Upper; Dual I.D. Hose 


^21256 

Hose - Upper; Single I.D. Hose. 

s<20957 


or 

26501 

FG 



1989 



Belt - Fan & Alt. 

ME018626 

TR22461 

Belt - A.C. 

REMF8580 

TR22588 

MITSUBISHI FUSO 4-CYL. 3.9 

L DIE- 


SEL ENG. 

FE 

1989 

Belt - Fan & Alt. ME018626 TR22461 

Belt - A.C. REMF8580 TR22588 

Hose - Upper; Dual I.D. Hose. s^=21256 

Hose - Upper; Single I.D. Hose. ^<20957 


or 26501 

FG 

1989 

Belt - Fan & Alt. ME018626 TR22461 

Belt - A.C. REMF8580 TR22588 


MITSUBISHI FUSO 4-CYL. 4.6 L DIE¬ 
SEL ENG. 

FE 

1988-1987 

Belt - Fan & Alt. ME900712 TR22495 


MITSUBISHI FUSO 4D31 DIESEL ENG.; 
MITSUBISHI FUSO 4D34 DIESEL ENG. 


FE; FG 
1990 

Belt - Fan & Alt.; W/1/2" Belt 


T.W.; W 47 Belt O.C. 

Belt - Fan & Alt.; W/11/16" 
Belt T.W.; W/46 5/8” Belt 
O.C. 

ME018626 

49465HD 

TR22461 

Belt - Fan & Alt.; W/50 1/8" 

Belt O.C. 

ME900712 

TR22495 

Belt - Fan & Alt.; W/Dual 

Belts; W/47" Belt O.C. 

. MH014386 

49463HD 

Belt - Fan & Alt.; W/Dual 

Belts; W/48 1/2" Belt O.C.... 


49480HD 

Belt - P.S. 

. MB378449 

9245 

Belt - A.C.; W/60" Belt O.C... 

. REMF8580 

TR22588 

Belt - A.C.; W/62" Belt O.C... 


TR22625 


MITSUBISHI FUSO 6D14 DIESEL ENG.; 
MITSUBISHI FUSO 6D16 DIESEL ENG. 


FK; FM 

1990 

Belt - Fan & Alt.; W/Dual 

Belts. 49420HD 

Belt - Fan & Alt.; W/Single 

Belt. TR22416 

Belt - P.S. 9265 

Belt - A.C. TR22410 

Hose - Upper. s*=21256 

or 26504 

Hose - Lower - Eng. To Pipe. s<21256 


MITSUBISHI FUSO 6D31 DIESEL ENG. 


FH 

1990-1988 

Belt - Fan & Alt.; Preferred 


Belt (1990). 

Belt - Fan & Alt.; Optional 

. MH014379 

2/9476PB 

Belt (1990). 

Belt - Fan & Alt.; W/47 3/8" 


©49476HD 

Belt O.C. (1989-1988). 

Belt - Fan & Alt.; W/47 7/8" 

. MH014379 

©449470HD 

Belt O.C. (1989-1988). 

. ME900206 

©449476HD 

Belt - P.S. 

. ME900221 

9270 

Belt - A.C.; W/58 1/2" Belt 


O.C. 

Belt - A.C.; W/62 1/4" Belt 


TR22588 

O.C. 

Hose - Upper. 

. MPMF8600 

TR22607 
s-=21256 


or 26504 

Hose - Lower. 


s-<21256 
or 26504 


MITSUBISHI FUSO 6-CYL. 6.6 L DIE¬ 
SEL ENG.; MITSUBI! 

7.5 L DIESEL ENG. 

FK; FM 

1989-1987 

Belt - Fan & Alt.; W/Dual 

Belts. 

Belt - Fan & Alt.; W/Single 

Belt. 

Belt - P.S. 

Belt - A.C. 

Hose - Upper. 

Hose - Lower - Eng. To Pipe. 


FM 


FUSO 6-CYL. 

Belt - Fan & Alt.; Preferred 
Belt (1990). 

.. ME900206 

2/9476PB 


Belt - Fan & Alt.; Optional 
Belt (1990). 


©49476HD 


Belt - Fan & Alt.; (1989-1988) ME900206 

©449476HD 


Belt - P.S. 

.. MH014377 

9245 

©49420HD 

Belt - A.C.; W/58 1/2" Belt 
O.C. 


TR22588 

TR22416 

9265 

Belt - A.C.; W/62 1/4" Belt 
O.C. 

.. MPMF8600 

TR22607 

TR22397 

Hose - Upper. 


s-=21256 

. <21256 

or 26504 

Hose - Lower. 


or 26504 
^21256 

. <21256 



or 26504 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 
s< Cut To Fit. 


o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 

OSHKOSH 


Mfr. Part No. 


Gates No. 


Application Mfr. Part No. 

OSHKOSH - Continued 


Gates No. 


CATERPILLAR 1673 DIESEL ENG. 


FI 834; Ml8-34; M18-38; 
M50-50; M2208; M2209; 
M5817; M5906 

1966-1944 

Belt - Fan; W/52 1/4" Belt 

O.C. 

Ml 8-44; 
M4616; 

. 9L895 

; M20-48; M34-34; 
M4817; M4906; 

©449520HD 

Belt - Fan; W/62 3/4" Belt 

O.C. 


©49625HD 

Belt - Alt.; W/40 3/4" Belt 

O.C. 

. 9L677 

49405HD 

Belt - Alt.; W/42 3/4" Belt 

O.C. 

. 4M6291 

49425HD 

Belt - Compr.; W/31 1/2" Belt 
O.C. 

. 9L2042 

©♦49313HD 

Belt - Compr.; W/31 1/8" Belt 
O.C. 

. 9L1197 

©9309 

W316; W715; W816; W826; W900; W909; W1600; 


W2200 

1965-1963 

Belt - Fan; W/52 1/4" Belt 

O.C.9L895 ©449520HD 


Belt - Fan; W/62 3/4" Belt 

O.C. : 49625HD 

Belt - Alt.; W/40 3/4" Belt 

O.C.9L677 49405HD 

Belt - Alt.; W/42 3/4" Belt 

O.C. 45/629! 49425HD 

Belt - Compr.; W/31 1/2" Belt 

O.C.9L2042 ©449313HD 

Belt - Compr.; W/31 1/8" Belt 

O.C.9-1197 ©9309 

64D-1234; 64D-1634; 64D-1638; 64D-1644; 64D-1660 
1966-1944 

Belt - Fan; W/52 1/4" Belt 

O.C. 9 895 ©449520HD 

Belt - Fan; W/62 3/4" Belt 

O.C. 


©49625HD 

Belt - Alt.; W/40 3/4" Belt 

O.C. 

9L677 

49405HD 

Belt - Alt.; W/42 3/4" Belt 

O.C. 

4M6291 

49425HD 

Belt - Compr.; W/31 1/2" Belt 
O.C. 

9L2042 

©449313HD 

Belt - Compr.; W/31 1/8" Belt 
O.C. 

9L1197 

©9309 

CUMMINS C SERIES 8.3 L 

DIESEL 

ENG. 

FI 834 

1965-1963 

Belt - Fan; W/36 5/8" Belt 

O.C. 

124466 

©TR22358 

Belt - Fan; W/37 3/8" Belt 

O.C. 

124479 

©TR22363 

Belt - W.P. 

101427 

TR22299 

Belt - Gen.; W/48" Belt O.C... 

106070 

TR22474 

Belt - Gen.; W/50" Belt O.C... 

70885 

TR22495 

Belt - Gen.; W/52 1/2" Belt 
O.C. 

134778 

TR22517 


Ml8-34; Ml8-38; M18-44; M20-48; M34-34; M50-50; 
M2208 

1965- 1963 

Belt - Fan. 124426 ©TR24400 

Belt - Fan & W.P. 124421 ©TR22358 

Belt - Gen. 70885 TR22495 

Belt - P.S. 111726 TR22329 

M2209 

1966- 1960 

Belt - Fan; W/36 5/8" Belt 

O.C. 124466 ©TR22358 

Belt - Fan; W/37 3/8" Belt 

O.C. 124479 ©TR22363 


CUMMINS C SERIES 8.3 L DIESEL 


ENG. - Continued 

M2209 - Continued 

1966-1960-Continued 

Belt - W.P. 

101427 

TR22299 

Belt - Gen.; W/48" Belt O.C.. 

106070 

TR22474 

Belt - Gen.; W/50" Belt O.C.. 

70885 

TR22495 

Belt - Gen.; W/52 1/2" Belt 
O.C. 

134778 

TR22517 

M4616 

1965-1963 

Belt - Fan. 

124426 

©TR24400 

Belt - Fan & W.P. 

124421 

©TR22358 

Belt - Gen. 

70885 

TR22495 

Belt - P.S. 

111726 

TR22329 

M4817; M4906 

1966-1960 

Belt - Fan; W/36 5/8" Belt 

O.C. 

124466 

©TR22358 

Belt - Fan; W/37 3/8" Belt 

O.C. 

124479 

©TR22363 

Belt - W.P. 

101427 

TR22299 

Belt - Gen.; W/48" Belt O.C.. 

106070 

TR22474 

Belt - Gen.; W/50" Belt O.C.. 

70885 

TR22495 

Belt - Gen.; W/52 1/2" Belt 
O.C. 

134778 

TR22517 

M5817 

1966-1960 

Belt - Fan. 

124426 

©TR24400 

Belt - Fan & W.P. 

124421 

©TR22358 

Belt - Gen. 

70885 

TR22495 

Belt - P.S. 

111726 

TR22329 

M5906 

1965-1963 

Belt - Fan. 

124426 

©TR24400 

Belt - Fan & W.P. 

124421 

©TR22358 

Belt - Gen. 

70885 

TR22495 

Belt - P.S. 

111726 

TR22329 

W316 

1966-1960 

Belt - Fan. 

124426 

©TR24400 

Belt - Fan & W.P. 

124421 

©TR22358 

Belt - Gen. 

70885 

TR22495 

Belt - P.S. 

111726 

TR22329 

W715; W816; W826; W900; W909 



1966-1960 

Belt - Fan; W/36 5/8" Belt 


O.C. 

. 124466 

©TR22358 

Belt - Fan; W/37 3/8" Belt 



O.C. 

. 124479 

©TR22363 

Belt - W.P. 

. 101427 

TR22299 

Belt - Gen.; W/48" Belt O.C.. 

. 106070 

TR22474 

Belt - Gen.; W/50" Belt O.C.. 

. 70885 

TR22495 

Belt - Gen.; W/52 1/2" Belt 



O.C. 

. 134778 

TR22517 

W1600; W2200 



1965-1963 



Belt - Fan. 

. 124426 

©TR24400 

Belt - Fan & W.P. 

. 124421 

©TR22358 

Belt - Gen. 

. 70885 

TR22495 

Belt - P.S. 

. 111726 

TR22329 

64D-1234 



1966-1960 



Belt - Fan. 

. 124426 

©TR24400 

Belt - Fan & W.P. 

. 124421 

©TR22358 

Belt - Gen. 

. 70885 

TR22495 

Belt - P.S. 

. 111726 

TR22329 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

OSHKOSH - Continued 


Gates No. 


Application Mfr. Part No. 

OSHKOSH - Continued 


Gates No. 


CUMMINS C SERIES 8.3 L DIESEL 
ENG. - Continued 

64D-1634 

1966-1960 

Belt - Fan; W/36 5/8" Belt 


O.C. 

. 124466 

©TR22358 

Belt - Fan; W/37 3/8" Belt 



O.C. 

. 124479 

©TR22363 

Belt - W.P. 

. 101427 

TR22299 

Belt - Gen.; W/48" Belt O.C.. 

. 106070 

TR22474 

Belt - Gen.; W/50" Belt O.C.. 

. 70885 

TR22495 

Belt - Gen.; W/52 1/2" Belt 



O.C. 

. 134778 

TR22517 

64D-1638 



1965-1963 



Belt - Fan. 

. 124426 

©TR24400 

Belt - Fan & W.P. 

. 124421 

©TR22358 

Belt - Gen. 

. 70885 

TR22495 

Belt - P.S. 

. 111726 

TR22329 

64D-1644; 64D-1660 



1966-1960 



Belt - Fan. 

. 124426 

©TR24400 

Belt - Fan & W.P. 

. 124421 

©TR22358 

Belt - Gen. 

. 70885 

TR22495 

Belt - P.S. 

. 111726 

TR22329 


CUMMINS HRF6B DIESEL ENG. 

FI834; Ml8-34; M18-38; M18-44; M20-48; M34-34; 
M50-50; M2208; M2209; M4616; M4817; M4906; 
M5817; M5906; W316; W715; W816; W826; W900; 
W909; W1600; W2200; 64D-1234; 64D-1634; 
64D-1638; 64D-1644; 64D-1660 
1965-1940 

Belt - Fan; W/41 1/8" Belt 


O.C. 

Belt - Fan; W/46 3/8" Belt 

... 134773 

©TR22405 

O.C. 

... 172856 

©TR24457 

Belt - Gen. 

... 70350 

TR22358 

CUMMINS JT DIESEL ENG. 

FI 834 

1972-1961 


Belt - Fan. 

... 106897 

©49390HD 

Belt - W.P. 

... 111727 

TR22373 

Belt - Gen. 

Ml8-34; Ml8-38 
1965-1962 

... 70885 

TR22495 

Belt - Fan. 

... 106897 

©49390HD 

Belt - W.P. 

... 111727 

TR22373 

Belt - Gen. 

... 70885 

TR22495 


CUMMINS JT DIESEL ENG. - Continued 

R SERIES - Continued 
1972-1970 - Continued 


Belt - Gen. 70885 TR22495 

W316; W715; W816; W826; W900; W909; W1600; 
W2200 
1965-1963 

Belt-Fan. 106897 ©49390HD 

Belt - W.P. 111727 TR22373 

Belt - Gen. 70885 TR22495 

64D-1234; 64D-1634; 64D-1638; 64D-1644; 64D-1660 

1969-1961 

Belt-Fan. 106897 -49390HD 

Belt-W.P. 111727 TR22373 

Belt - Gen. 70885 TR22495 


CUMMINS NH DIESEL ENG. 

C2044; C2056 

1965-1940 


Belt - Fan; Preferred Belt. 

Belt - Fan; Optional Belt. 

Belt - W.P. 

Belt - Alt. 

Belt - V.P. 

Hose - Upper. 

Hose - Lower - Eng. To Pipe 
Hose - Lower - Pipe To Rad. 


134809 2/TR28492PB 

134809 ©TR28492 

TR22380 
TR22363 
TR28376 

. 26509 

. 2 1/2” I.D. 

. <20172 


Ml8-34; Ml8-44; M34-34; M50-50; M2208; M2209; 
M4616; M4906; M5906; W715; W816; W826; W909; 
W1600; W2200; 64D-1234; 64D-1634; 64D-1638; 
64D-1644; 64D-1660 
1965-1940 


Belt - Fan; W/41 1/8" Belt 

O.C. 70524 % TR22405 

Belt - Fan; W/46 3/8" Belt 

O.C. 172856 ©TR24457 

Belt - Fan; W/50" Belt O.C.; 

Preferred Belt. 134809 2/TR28492PB 


Belt - Fan; W/50" Belt O.C.; 

Optional Belt. 

Belt - W.P.; W/40 3/4" Belt 

O.C. 

Belt - W.P.; W/44 3/8" Belt 

O.C. 

Belt - Gen.; W/36 1/2" Belt 

O.C. 

Belt - Gen.; W/36 7/8" Belt 
O.C. 


134809 

©TR28492 

132012 

TR24400 

178628 

TR24438 

70350 

TR22358 

132010 

TR22363 


Ml 8-44; M20-48; M34-34 


1965-1963 

Belt-Fan. 106897 ©49390HD 

Belt-W.P. 111727 TR22373 

Belt - Gen. 70885 TR22495 

M50-50 

1965-1962 

Belt-Fan. 106897 ©49390HD 

Belt-W.P. 111727 TR22373 

Belt - Gen. 70885 TR22495 

M2208; M2209; M4616; M4817; M4906; M5817; 
M5906 
1965-1963 

Belt-Fan. 106897 49390HD 

Belt-W.P. 111727 TR22373 

Belt - Gen. 70885 TR22495 

R SERIES 

1972-1970 


CUMMINS NHRS6B DIESEL ENG. 


FI834; Ml8-38; M20-48; M4817; M5817; W316; 
W816; W900; 64D-1644 
1965-1940 


Belt - Fan; W/41 1/8" Belt 

O.C. 

Belt - Fan; W/46 3/8" Belt 

O.C. 

Belt - Fan; W/50" Belt O.C.; 

Preferred Belt. 

Belt - Fan; W/50" Belt O.C.; 

Optional Belt. 

Belt - W.P.; W/40 3/4" Belt 

O.C. 

Belt - W.P.; W/44 3/8" Belt 

O.C. 

Belt - Gen.; W/36 1/2" Belt 
O.C. 


70524 

172856 

134809 

134809 

132012 

178628 

70350 


©TR22405 

©TR24457 

2/TR28492PB 

©TR28492 

TR24400 

TR24438 

TR22358 


Belt - Fan. 
Belt - W.P. 


106897 

111727 


©49390HD 

TR22373 


Belt - Gen.; W/36 7/8" Belt 
O.C. 


132010 


TR22363 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
V Use Notched Belt Only. 
s< Cut To Fit. 


o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

OSHKOSH - Continued 


Gates No. 


Application 


Mfr. Part No. 


PETERBILT - Continued 


Gates No. 


DETROIT DIESEL SERIES 60 DIESEL 
ENG. 

P SERIES 

1989-1987 

Belt - Fan. 1693390 

Belt - Alt.; Preferred Belt. 

Belt - Alt.; Optional Belt. 

Hose - Upper. 

Hose - Lower. 

NAVISTAR - See Internation¬ 
al/Navistar 
PETERBILT 


©49590HD 

2/9490PB 

©49490HD 

@23550 

@23562 


CATERPILLAR 1160 DIESEL ENG. 


200; 300 

1976-1971 

Belt - Fan. ©449463HD 

Belt - Alt. & Air Brake Compr. 9L1130 ©449670HD 

Belt - W.P. & Hyd. Pump. ©449570HD 

Hose - Upper. 26512 

Hose - Lower. 26512 

348 


1974 

Belt - Fan.9L894 ©449520HD 

Belt - Alt. & Air Brake Compr. 2P8720 ©49650HD 

Belt - W.P. & P.S.9L6125 . 449540HD 


CATERPILLAR 1673 DIESEL ENG. 

281 


CATERPILLAR 1693 DIESEL ENG. 


- Continued 

282 - Continued 
1977-1970 - Continued 

Belt - Alt.; (1973-1971). 7L2449 ©49440HD 

Belt - Alt.; W/65A. Alt. (1970). 9L2248 49480HD 

Belt - Alt.; W/85A. Alt. (1970). 9L1582 ©49465HD 

Belt - A.C.; (1977-1974). TR22495 

Belt - A.C.; (1973-1972). 49480HD 

Belt - A.C.; (1971). 49530HD 

Hose - Upper; (1977-1971). -:-3” I.D. 

Hose - Lower; (1977-1971). @->3 1/2” I.D. 

Hose - By Pass; (1977-1971). 3/4” I.D. 

Hose - Heater; (1977-1971). 3/4” I.D. 

289 

1977-1971 

Belt - Fan & W.P.; W/70 1/4" 

Belt O.C. (1977-1972). 49700HD 

Belt - Fan & W.P.; W/74 1/4" 

Belt O.C. (1977-1972). 9740 

Belt - Alt.; (1977-1972). ©449430HD 

Belt - A.C.; W/48 1/4” Belt 

O.C. (1977-1972). 49480HD 

Belt - A.C.; W/50" Belt O.C. 

(1977-1972). TR22495 

Belt - A.C.; W/52 3/4" Belt 

O.C. (1977-1972). 49525HD 

Hose - Upper. -X3” I.D. 

Hose - Lower. @->3 1/2” I.D. 

Hose - By Pass. 3/4” I.D. 

Hose - Heater. 3/4” I.D. 

352 


1965-1954 


Belt - Fan 
O.C. 

W/42 1/2" Belt 

.. 4M6291 

©49420HD 

Belt - Fan 
O.C. 

W/52 1/2" Belt 

.. 9L894 

©449520HD 

Belt - Fan 
O.C. 

W/54 3/8" Belt 


©TR24538 

Belt - Fan 
O.C. 

W/58 3/8" Belt 

.. 9L770 

©TR24578 

Belt - Alt.; W/43" Belt O.C... 

.. 4M6291 

49425HD 

Belt - Alt.; W/45 1/2" Belt 
O.C. 

.. 9L677 

49451 HD 

Belt - Air Brake Compr.; 
W3C 1/2" Belt O.C. 

.. 9L1197 

@9309 

Belt - Air Brake Compr.; 

W 32 1/2" Belt O.C. 

.. 9L579 

©49319HD 


CATERPILLAR 1674 DIESEL ENG. 


282; 289; 348; 352; 359 


1976-1971 



Belt - Fan. 

9L1213 

©49640HD 

Belt - Alt. 


49447HD 

Belt - A.C. 

7L2449 

49440HD 

Hose - Upper. 


^21115 



or 26532 

Hose - Lower - Eng. To Pipe. 


4-3” I.D. 

Hose - Lower - Pipe To Rad.. 


23572 

Hose - By Pass. 


1” I.D. 

Hose - Heater. 


3/4” I.D. 


CATERPILLAR 1693 DIESEL ENG. 


282 


1977-1970 

Belt - Fan & W.P.; (1977). 

9810 

Belt - Fan & W.P.; 

(1976-1974). 

9740 

Belt - Fan & W.P.; 

(1973-1970). 

49720HD 

Belt - Alt.; W/80A. Alt. 

(1977-1974). 9L1096 

©49425HD 

Belt - Alt.; W/85A. Alt. 

(1977-1974). 7L2449 

©49440HD 


1977-1970 

Belt - Fan & W.P.; (1977). 9810 

Belt - Fan & W.P.; 

(1976-1974). 9740 

Belt - Fan & W.P.; 

(1973-1970). 49720HD 

Belt - Alt.; W/80A. Alt. 

(1977-1974). 9L1096 ©49425HD 

Belt - Alt.; W/85A. Alt. 

(1977-1974). 7L2449 ©49440HD 

Belt - Alt.; (1973-1971). 7L2449 ©49440HD 

Belt - Alt.; W/65A. Alt. (1970). 9L2248 49480HD 

Belt - Alt.; W/85A. Alt. (1970). 9L1582 ©49465HD 

Belt - A.C.; (1977-1974). TR22495 

Belt - A.C.; (1973-1972). 49480HD 

Belt - A.C.; (1971). 49530HD 

Hose - Upper; (1977-1971). -:-3” I.D. 

Hose - Lower; (1977-1971). @->3 1/2” I.D. 

Hose - By Pass; (1977-1971). 3/4” I.D. 

Hose - Heater; (1977-1971). 3/4” I.D. 

359 

1977-1972 

Belt - Fan & W.P.; W/70 1/4" 

Belt O.C. 49700HD 

Belt - Fan & W.P.; W/74 1/4" 

Belt O.C. 9740 

Belt - Alt. ©449430HD 

Belt - A.C.; W/48 1/4" Belt 

O.C. 49480HD 

Belt - A.C.; W/50” Belt O.C.... TR22495 

Belt - A.C.; W/52 3/4” Belt 

O.C. 49525HD 

CATERPILLAR 3176 DIESEL ENG. 

320 

1990 

Belt - Fan & Alt. ♦K080710HD 

Belt - A.C. 4K060455HD 

Hose - Upper - Eng. To Pipe. ■4-2” I.D. 

Hose - Upper - Pipe To Rad. 4-2 1/2” I.D. 

Hose - Lower - Eng. To Cooler. 4-2 1/4” I.D. 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 4- Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

^ Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

PETERBILT - Continued 


Gates No. 


Application 


Mfr. Part No. 


PETERBILT - Continued 


Gates No. 


CATERPILLAR 3176 DIESEL ENG. 


CATERPILLAR 3306 DIESEL ENG. 


- Continued 

320 - Continued 


- Continued 

348 


1990 - Continued 

Hose - Lower - Pipe To Rad. -XT I.D. 

Hose - Lower - Pipe To Cooler. 2 1/4” I.D. 

Hose - Heater Inlet. 3/4” I.D. 

Hose - Heater Outlet. 5/8” I.D. 

357; 372; 375 

1990 

Belt - Fan & Alt.; W/72 5/8" 

Belt O.C. 4K080720HD 

Belt - Fan & Alt.; W/72" Belt 

O.C. 4K080716HD 

Belt - A.C.; W/V-Belt Drive. 49463HD 

Belt - A.C.; W/V-Ribbed Belt 

Drive. 4K060455HD 

Hose - Upper - Eng. To Pipe. ->2” I.D. 

Hose - Upper - Pipe To Rad. 2 1/2” I.D. 

Hose - Lower. ->3” I.D. 

Hose - Heater Inlet. 3/4” I.D. 

Hose - Heater Outlet. 5/8” I.D. 


CATERPILLAR 3208 DIESEL ENG. 

200; 300 

1977 


Belt - Fan.9L894 

Belt - W.P.9N1329 

Belt - Alt. & Air Brake Compr. 

Belt - P.S. 

Hose - Upper. 

Hose - Lower. 

Hose - Heater. 

Hose - Oil Cooler Outlet. 

Hose - Oil Cooler - Front Inlet. 

Hose - Oil Cooler - Rear Inlet. 


©449520HD 

©449435HD 

©449660HD 

©49525HD 

26512 

26513 
5/8” I.D. 

21380 
21824 

21381 


1985- 1975 

Belt - Fan; W/60 1/2" Belt 

O.C. (1985-1984). 

Belt - Fan; W/65 1/2" Belt 

O.C. (1985-1984). 

Belt - Fan; (1983-1982). 

Belt - Fan; W/60 1/2" Belt 

O.C. (1981-1980). 

Belt - Fan; (1979). 

Belt - Fan; (1977-1975). 

Belt - Alt.; W/80A. Alt. 

(1985-1982). 

Belt - Alt.; W/85A. Alt. 

(1981-1980). 

Belt - Alt.; (1979). 

Belt - Alt.; W/75A., 80A. Alt. 

(1977-1975). 

Hose - Upper; (1985-1980).. 
Hose - Upper; (1979-1975).. 
Hose - Lower; (1985-1980).. 
Hose - Lower; (1979-1975).. 

Hose - By Pass. 

Hose - Heater Inlet. 

Hose - Heater Outlet. 

349 

1986- 1985 

Belt - Fan; W/43 1/2" Belt 

O.C. 

Belt - Fan; W/60 1/2" Belt 

O.C. 

Belt - Alt.; W/80A. Alt. 

Hose - Upper. 

Hose - Lower. 

Hose - By Pass. 

Hose - Heater Inlet. 


CATERPILLAR 3306 DIESEL ENG. 


200; 300 

1975 

Belt - Fan. ©449540HD 

Belt - Alt. ©49420HD 

Hose - Upper. 2 1/2” I.D. 

Hose - Lower. 2 1/2” I.D. 

Hose - By Pass. 2 1/4” I.D. 

310 

1985-1984 

Belt - Fan. ©49525HD 

Belt - Alt. ©449500HD 

Hose - Upper. ©->2 1/2” I.D. 

Hose - Lower - Eng. To Pipe. ^-2 3/4” I.D. 

Hose - Lower - Pipe To Pipe. ->3” I.D. 

Hose - Lower - Pipe To Rad. ->3” I.D. 

Hose - Heater Inlet. 3/4” I.D. 

Hose - Heater Outlet. 5/8” I.D. 

320 

1990-1988 

Belt - Fan; (1990). ©449660HD 

Belt - Fan; (1989). ©449590HD 

Belt - Fan; (1988). ©49525HD 

Belt - Alt.; W/O A.C. 

(1990-1989). ©449463HD 

Belt - Alt.; (1988). ©49485HD 

Hose - Upper; (1990-1989). -:-2 1/2” I.D. 

Hose - Upper; (1988). ©->2 1/2” I.D. 

Hose - Lower; (1990-1989). *2 1/2” I.D. 

Hose - Lower - Eng. To Pipe; (1988). 2 1/2” I.D. 

Hose - Lower - Pipe To Pipe; (1988). -XT I.D. 

Hose - By Pass. 1 1/2” I.D. 

Hose - Heater Inlet. 3/4” I.D. 

Hose - Heater Outlet. 5/8” I.D. 


Hose - Heater Outlet. 

353 

1985-1975 

Belt - Fan; W/60 1/2" Belt 

O.C. (1985-1984). 

Belt - Fan; W/65 1/2" Belt 

O.C. (1985-1984). 

Belt - Fan; (1983-1982). 

Belt - Fan; W/60 1/2" Belt 

O.C. (1981-1980). 

Belt - Fan; (1979). 

Belt - Fan; (1977-1975). 

Belt - Alt.; W/80A. Alt. 

(1985-1982). 

Belt - Alt.; W/85A. Alt. 

(1981-1980). 

Belt - Alt.; (1979). 

Belt - Alt.; W/75A., 80A. Alt. 

(1977-1975). 

Hose - Upper; (1985-1980). 

Hose - Upper; (1979-1975). 

Hose - Lower; (1985-1980). 

Hose - Lower; (1979-1975). 

Hose - By Pass. 

Hose - Heater Inlet. 

Hose - Heater Outlet. 

357 

1990-1987 

Belt - Fan; W/57 3/8" Belt 
O.C.; Preferred Belt (1990).. 
Belt - Fan; W/57 3/8" Belt 
O.C.; Optional Belt (1990).... 
Belt - Fan; W/58 3/8" Belt 

O.C. (1990). 

Belt - Fan; W/59" Belt O.C. 
(1990). 


©49600HD 

©49560HD 

©49600HD 

©49600HD 

©49600HD 

©449590HD 

©♦♦9435HD 

©49455HD 
©♦49451 HD 

©♦♦9435HD 
26532 
*2 1/2” I.D. 
©■>2 1/2” I.D. 
*2 1/2” I.D. 
1 3/4” I.D. 
3/4” I.D. 
5/8” I.D. 


©449430HD 

©49600HD 
©449435HD 
@■>2 1/2” I.D. 
©■>2 1/2” I.D. 
1 3/4” I.D. 
3/4” I.D. 
5/8” I.D. 


©49600HD 

©49560HD 

©49600HD 

©49600HD 

©49600HD 

©449590HD 

©♦♦9435HD 

©49455HD 
©♦♦9451 HD 

©♦♦9435HD 
26532 
*2 1/2” I.D. 
©■>2 1/2” I.D. 
*2 1/2” I.D. 
1 3/4” I.D. 
3/4” I.D. 
5/8” I.D. 


2/9570PB 

©49570HD 

49580HD 

49585HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

PETERBILT - Continued 


Gates No. 


Application 


Mfr. Part No. 


PETERBILT - Continued 


Gates No. 


CATERPILLAR 3306 DIESEL ENG. 


- Continued 

357 - Continued 
1990-1987 - Continued 
Belt - Fan; W/64 3/8" Belt 

O.C.; Preferred Belt (1990).. 2/9640PB 

Belt - Fan; W/64 3/8" Belt 

O.C.; Optional Belt (1990).... ©49640HD 

Belt - Fan; W/66 3/8" Belt 

O.C.; Preferred Belt (1990).. 2/9660PB 

Belt - Fan; W/66 3/8" Belt 

O.C.; Optional Belt (1990).... ©49660HD 

Belt - Fan; W/57 3/8" Belt 

0.0.(1989-1987). ©49570HD 

Belt - Fan; W/58 3/8" Belt 

0.0.(1989-1987). ©49580HD 

Belt - Fan; W/59" Belt O.C. 

(1989-1987). ©49585HD 

Belt - Fan; W/64 3/8" Belt 

0.0.(1989-1987). ©49640HD 

Belt - Fan; W/66 3/8" Belt 

0.0.(1989-1987). ©♦49660HD 

Belt - Alt.; W/43 7/8" Belt 

O.C.; Preferred Belt (1990).. 2/9435PB 

Belt - Alt.; W/43 7/8" Belt 

O.C.; Optional Belt (1990).... ©49435HD 

Belt - Alt.; W/46 3/8" Belt 

O.C.; Preferred Belt (1990).. 2/9463PB 

Belt - Alt.; W/46 3/8" Belt 

O.C.; Optional Belt (1990).... ©49463HD 

Belt - Alt.; W/43 7/8" Belt 

O.C. (1989-1987). ©449435HD 

Belt - Alt.; W/46 3/8" Belt 

0.0.(1989-1987). ©49463HD 

Belt - Alt. & A.C.; W/46 1/2" 

Belt O.C.; Preferred Belt 

(1990). 2/9463PB 

Belt - Alt. & A.C.; W/46 1/2" 

Belt O.C.; Optional Belt 

(1990). ©49463HD 

Belt - Alt. & A.C.; W/50" Belt 

0.0.(1990). 49495HD 

Belt - Alt. & A.C.; W/54 1/2" 

Belt O.C.; Preferred Belt 

(1990). 2/9540PB 

Belt - Alt. & A.C.; W/54 1/2" 

Belt O.C.; Optional Belt 

(1990). ©49540HD 

Belt - Alt. & A.C.; W/56 1/2" 

Belt O.C.; Preferred Belt 

(1990). 2/9555PB 

Belt - Alt. & A.C.; W/56 1/2" 

Belt O.C.; Optional Belt 

(1990). ©49560HD 

Belt - Alt. & A.C.; W/59 3/8" 

Belt O.C.; Preferred Belt 

(1990). 2/9590PB 

Belt - Alt. & A.C.; W/59 3/8" 

Belt O.C.; Optional Belt 

(1990). ©49590HD 

Belt - Alt. & A.C.; W/46 1/2" 

Belt O.C. (1989-1987). ©449463HD 

Belt - Alt. & A.C.; W/50" Belt 

0.0.(1989-1987). ©49495HD 

Belt - Alt. & A.C.; W/54 1/2" 

Belt O.C. (1989-1987). ©♦49540HD 

Belt - Alt. & A.C.; W/56 1/2" 

Belt O.C. (1989-1987). ©49560HD 

Hose - Upper; (1990). -^2 1/2” I.D. 

Hose - Upper; (1989-1987). ©->2 1/2” I.D. 

Hose - Lower - Eng. To Pipe. *2 1/2” I.D. 

Hose - Lower - Pipe To Pipe. -XT I.D. 

Hose - Lower - Pipe To Rad. ->3” I.D. 

Hose - Heater Inlet. 3/4” I.D. 

Hose - Heater Outlet. 5/8” I.D. 


CATERPILLAR 3306 DIESEL ENG. 


- Continued 
359 
1987 

Belt - Fan; W/57 3/8" Belt 

O.C. ©49570HD 

Belt - Fan; W/58 3/8" Belt 

O.C. ©49580HD 

Belt - Fan; W/59" Belt O.C. ©49585HD 

Belt - Fan; W/64 3/8" Belt 

O.C. 49640HD 

Belt - Fan; W/66 3/8" Belt 

O.C. ©♦49660HD 

Belt - Alt.; W/43 7/8" Belt 

O.C. ©♦♦9435HD 

Belt - Alt.; W/46 3/8" Belt 

O.C. ©49463HD 

Belt - Alt. & A.C.; W/46 1/2" 

Belt O.C. . ♦♦9463HD 

Belt - Alt. & A.C.; W/50" Belt 

O.C. ©49495HD 

Belt - Alt. & A.C.; W/54 1/2" 

Belt O.C. ©♦49540HD 

Belt - Alt. & A.C.; W/56 1/2" 

Belt O.C. : 49560HD 

Hose - Upper. ©->2 1/2” I.D. 

Hose - Lower - Eng. To Pipe. -*2 1/2” I.D. 

Hose - Lower - Pipe To Pipe. ->3” I.D. 

Hose - Lower - Pipe To Rad. ->3” I.D. 

Hose - Heater Inlet. 3/4” I.D. 

Hose - Heater Outlet. 5/8” I.D. 

375 

1990-1987 

Belt - Fan; W/57 3/8" Belt 

O.C.; Preferred Belt (1990).. 2/9570PB 

Belt - Fan; W/57 3/8" Belt 

O.C.; Optional Belt (1990).... ©49570HD 

Belt - Fan; W/58 3/8" Belt 

O.C. (1990). 49580HD 

Belt - Fan; W/59" Belt O.C. 

(1990). 49585HD 

Belt - Fan; W/64 3/8" Belt 

O.C.; Preferred Belt (1990).. 2/9640PB 

Belt - Fan; W/64 3/8" Belt 

O.C.; Optional Belt (1990).... ©49640HD 

Belt - Fan; W/66 3/8" Belt 

O.C.; Preferred Belt (1990).. 2/9660PB 

Belt - Fan; W/66 3/8" Belt 

O.C.; Optional Belt (1990).... ©49660HD 

Belt - Fan; W/57 3/8" Belt 

O.C. (1989-1987). ©49570HD 

Belt - Fan; W/58 3/8" Belt 

O.C. (1989-1987). ©49580HD 

Belt - Fan; W/59" Belt O.C. 

(1989-1987). ©49585HD 

Belt - Fan; W/64 3/8" Belt 

O.C. (1989-1987). ©49640HD 

Belt - Fan; W/66 3/8" Belt 

O.C. (1989-1987). ©♦*9660HD 

Belt - Alt.; W/43 7/8" Belt 

O.C.; Preferred Belt (1990).. 2/9435PB 

Belt - Alt.; W/43 7/8" Belt 

O.C.; Optional Belt (1990).... ©49435HD 

Belt - Alt.; W/46 3/8" Belt 

O.C.; Preferred Belt (1990).. 2/9463PB 

Belt - Alt.; W/46 3/8" Belt 

O.C.; Optional Belt (1990).... ©49463HD 

Belt - Alt.; W/43 7/8" Belt 

O.C. (1989-1987). ©449435HD 

Belt - Alt.; W/46 3/8" Belt 

O.C. (1989-1987). ©49463HD 

Belt - Alt. & A.C.; W/46 1/2" 

Belt O.C.; Preferred Belt 

(1990). 2/9463PB 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durlon® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

PETERBILT - Continued 


Gates No. 


Application 


Mfr. Part No. 


PETERBILT - Continued 


Gates No. 


CATERPILLAR 3306 DIESEL ENG. 


- Continued 

375 - Continued 
1990-1987 - Continued 
Belt - Alt. & A.C.; W/46 1/2" 

Belt O.C.; Optional Belt 

(1990). : *9463HD 

Belt - Alt. & A.C.; W/50" Belt 

O.C. (1990). 49495HD 

Belt - Alt. & A.C.; W/54 1/2" 

Belt O.C.; Preferred Belt 

(1990). 2/9540PB 

Belt - Alt. & A.C.; W/54 1/2" 

Belt O.C.; Optional Belt 

(1990). ©49540HD 

Belt - Alt. & A.C.; W/56 1/2" 

Belt O.C.; Preferred Belt 

(1990). 2/9555PB 

Belt - Alt. & A.C.; W/56 1/2" 

Belt O.C.; Optional Belt 

(1990). ©49560HD 

Belt - Alt. & A.C.; W/59 3/8" 

Belt O.C.; Preferred Belt 

(1990). 2/9590PB 

Belt - Alt. & A.C.; W/59 3/8" 

Belt O.C.; Optional Belt 

(1990). ©49590HD 

Belt - Alt. & A.C.; W/46 1/2" 

Belt O.C. (1989-1987). ©449463HD 

Belt - Alt. & A.C.; W/50" Belt 

O.C.(1989-1987). ©49495HD 

Belt - Alt. & A.C.; W/54 1/2" 

Belt O.C. (1989-1987). ©♦49540HD 

Belt - Alt. & A.C.; W/56 1/2" 

Belt O.C. (1989-1987). ©49560HD 

Hose - Upper; (1990). &2 1/2” I.D. 

Hose - Upper; (1989-1987). ©->2 1/2” I.D. 

Hose - Lower - Eng. To Pipe. ->2 1/2” I.D. 

Hose - Lower - Pipe To Pipe. -XT I.D. 

Hose - Lower - Pipe To Rad. ->3” I.D. 

Hose - Heater Inlet. 3/4” I.D. 

Hose - Heater Outlet. 5/8” I.D. 

378 
1988 

Belt - Fan; W/57 3/8" Belt 

O.C. ©49570HD 

Belt - Fan; W/58 3/8" Belt 

O.C. ©49580HD 

Belt - Fan; W/59" Belt O.C. ©49585HD 

Belt - Fan; W/64 3/8" Belt 

O.C. ©49640HD 

Belt - Fan; W/66 3/8" Belt 

O.C. . ♦49660HD 

Belt - Alt.; W/43 7/8" Belt 

O.C. ©♦♦9435HD 

Belt - Alt.; W/46 3/8" Belt 

O.C. ©49463HD 

Belt - Alt. & A.C.; W/46 1/2" 

Belt O.C. ©♦49463HD 

Belt - Alt. & A.C.; W/50" Belt 

O.C. : *9495HD 

Belt - Alt. & A.C.; W/54 1/2" 

Belt O.C. ©449540HD 

Belt - Alt. & A.C.; W/56 1/2" 

Belt O.C. ©49560HD 

Hose - Upper. ©->2 1/2” I.D. 

Hose - Lower - Eng. To Pipe. ->2 1/2” I.D. 

Hose - Lower - Pipe To Pipe. ->3” I.D. 

Hose - Lower - Pipe To Rad. ->3” I.D. 

Hose - Heater Inlet. 3/4” I.D. 

Hose - Heater Outlet. 5/8” I.D. 

379 

1990-1987 

Belt - Fan; W/57 3/8" Belt 

O.C.; Preferred Belt (1990).. 2/9570PB 


CATERPILLAR 3306 DIESEL ENG. 

- Continued 


379 - Continued 
1990-1987 - Continued 
Belt - Fan; W/57 3/8" Belt 

O.C.; Optional Belt (1990).... ©49570HD 

Belt - Fan; W/58 3/8" Belt 

O.C. (1990). 49580HD 

Belt - Fan; W/59" Belt O.C. 

(1990). 49585HD 

Belt - Fan; W/64 3/8" Belt 

O.C.; Preferred Belt (1990).. 2/9640PB 

Belt - Fan; W/64 3/8" Belt 

O.C.; Optional Belt (1990).... ©49640HD 

Belt - Fan; W/66 3/8" Belt 

O.C.; Preferred Belt (1990).. 2/9660PB 

Belt - Fan; W/66 3/8" Belt 

O.C.; Optional Belt (1990).... ©49660HD 

Belt - Fan; W/57 3/8" Belt 

O.C.(1989-1987). ©49570HD 

Belt - Fan; W/58 3/8" Belt 

0.0.(1989-1987). ©49580HD 

Belt - Fan; W/59" Belt O.C. 

(1989-1987). ©49585HD 

Belt - Fan; W/64 3/8" Belt 

0.0.(1989-1987). ©49640HD 

Belt - Fan; W/66 3/8" Belt 

O.C. (1989-1987). ©♦49660HD 

Belt - Alt.; W/43 7/8" Belt 

O.C.; Preferred Belt (1990).. 2/9435PB 

Belt - Alt.; W/43 7/8" Belt 

O.C.; Optional Belt (1990).... ©49435HD 

Belt - Alt.; W/46 3/8" Belt 

O.C.; Preferred Belt (1990).. 2/9463PB 

Belt - Alt.; W/46 3/8" Belt 

O.C.; Optional Belt (1990).... ©49463HD 

Belt - Alt.; W/43 7/8" Belt 

O.C. (1989-1987). ©449435HD 

Belt - Alt.; W/46 3/8" Belt 

O.C.(1989-1987). ©49463HD 

Belt - Alt. & A.C.; W/46 1/2" 

Belt O.C.; Preferred Belt 

(1990). 2/9463PB 

Belt - Alt. & A.C.; W/46 1/2" 

Belt O.C.; Optional Belt 

(1990). ©49463HD 

Belt - Alt. & A.C.; W/50" Belt 

O.C. (1990). 49495HD 

Belt - Alt. & A.C.; W/54 1/2" 

Belt O.C.; Preferred Belt 

(1990). 2/9540PB 

Belt - Alt. & A.C.; W/54 1/2" 

Belt O.C.; Optional Belt 

(1990). ©49540HD 

Belt - Alt. & A.C.; W/56 1/2" 

Belt O.C.; Preferred Belt 

(1990). 2/9555PB 

Belt - Alt. & A.C.; W/56 1/2" 

Belt O.C.; Optional Belt 

(1990). ©49560HD 

Belt - Alt. & A.C.; W/59 3/8" 

Belt O.C.; Preferred Belt 

(1990). 2/9590PB 

Belt - Alt. & A.C.; W/59 3/8" 

Belt O.C.; Optional Belt 

(1990). ©49590HD 

Belt - Alt. & A.C.; W/46 1/2" 

Belt O.C. (1989-1987). ©449463HD 

Belt - Alt. & A.C.; W/50" Belt 

0.0.(1989-1987). ©49495HD 

Belt - Alt. & A.C.; W/54 1/2" 

Belt O.C. (1989-1987). ©449540HD 

Belt - Alt. & A.C.; W/56 1/2" 

Belt O.C. (1989-1987). ©49560HD 

Hose - Upper; (1990). 4-2 1/2” I.D. 

Hose - Upper; (1989-1987). ©->2 1/2” I.D. 

Hose - Lower - Eng. To Pipe. -*2 1/2” I.D. 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

PETERBILT - Continued 


Gates No. 


Application 


Mfr. Part No. 


PETERBILT - Continued 


Gates No. 


CATERPILLAR 3306 DIESEL ENG. 

- Continued 

379 - Continued 


CATERPILLAR 3406 DIESEL ENG. 

- Continued 

357 - Continued 


1990-1987 - Continued 

Hose - Lower - Pipe To Pipe. ->3” I.D. 

Hose - Lower - Pipe To Rad. ->3” I.D. 

Hose - Heater Inlet. 3/4” I.D. 

Hose - Heater Outlet. 5/8” I.D. 


CATERPILLAR 3406 DIESEL ENG. 


282 

1980-1974 

Belt - Fan. ©TR22588 

Belt - Alt. & A.C.; W/56 1/2" 

Belt O.C. ©49560HD 

Belt - Alt. & A.C.; W/58 1/2" 

Belt O.C. ©49580HD 

Hose - Upper. ©->2 1/2” I.D. 

Hose - Lower. @->3” I.D. 

Hose - Heater. 3/4” I.D. 

289 

1980- 1976 

Belt - Fan. ®>TR22625 

Belt - Alt. ©♦49490HD 

Belt - Alt. & A.C. ©♦49540HD 

Hose - Lower. @->3” I.D. 

Hose - Heater. 3/4” I.D. 

348 

1978 

Belt - Fan; W/1/2" Belt T.W.... ©♦49590HD 

Belt - Fan; W/5/8" Belt T.W.... ©TR22588 

Belt-Alt. ©449451 HD 

Hose - Upper. ©->2 1/2” I.D. 

352 

1981- 1974 

Belt - Fan. g)TR22588 

Belt - Alt. & A.C.; W/56 1/2" 

Belt O.C. ©49560HD 

Belt - Alt. & A.C.; W/58 1/2" 

Belt O.C. ©49580HD 

Hose - Upper. ©->2 1/2” I.D. 

Hose - Lower. ©->3” I.D. 

Hose - Heater. 3/4” I.D. 


1990-1987 - Continued 
Belt - Alt. & A.C.; W/59 1/2" 

Belt O.C.; Optional Belt 

(1990). 

Belt - Alt. & A.C.; W/57 1/2" 

Belt O.C. (1989-1987). 

Belt - Alt. & A.C.; W/59 1/2" 

Belt O.C. (1989-1987). 

Hose - Upper; (1990). 

Hose - Upper; (1989-1987). 

Hose - Lower; (1990). 

Hose - Lower; (1989-1987). 

Hose - By Pass. 

Hose - Heater Inlet. 

Hose - Heater Outlet. 

359 

1987-1976 

Belt - Fan; W/59 1/2" Belt 

O.C. (1987-1981). 

Belt - Fan; W/60 1/2" Belt 

O.C. (1987-1981). 

Belt - Fan; W/62 1/2" Belt 

O.C. (1987-1981). 

Belt - Fan; (1980-1976). 

Belt - Alt.; (1980-1976). 

Belt - Alt. & A.C.; W/55 1/2" 

Belt O.C. (1987-1981). 

Belt - Alt. & A.C.; W/56 1/2" 

Belt O.C. (1987-1981). 

Belt - Alt. & A.C.; 

(1980-1976). 

Hose - Upper; (1987-1981). 

Hose - Lower. 

Hose - Heater; (1980-1976). 

Hose - Heater Inlet; (1987-1981).. 
Hose - Heater Outlet; (1987-1981) 
362 

1990-1983 

Belt - Fan; Preferred Belt; 

W/56 1/2" Belt O.C. 

(1990-1988). 

Belt - Fan; Preferred Belt; 

W/57 1/2" Belt O.C. 


357 

1990-1987 


Belt - Fan; Preferred Belt; 
W/52 1/2" Belt O.C. 


Belt - Fan; Optional Belt; 

W/52 1/2" Belt O.C. 

Belt - Fan; W/54 1/2" Belt 

O.C. (1990). 

Belt - Fan; W/55 1/2" Belt 

O.C. (1990). 

Belt - Fan; W/54 1/2" Belt 

O.C. (1989-1987). 

Belt - Fan; W/55 1/2" Belt 
O.C. (1989-1987). 


Belt - Alt. 


Preferred Belt 


(1990). 

Belt - Alt.; Optional Belt 

(1990). 

Belt - Alt.; (1989-1987). 

Belt - Alt. & A.C.; W/57 1/2" 
Belt O.C.; Preferred Belt 

(1990). 

Belt - Alt. & A.C.; W/57 1/2" 
Belt O.C.; Optional Belt 

(1990). 

Belt - Alt. & A.C.; W/59 1/2" 
Belt O.C.; Preferred Belt 
(1990). 


D11024730 


♦2/TR22517PB 

©TR22517 

TR22534 

TR22553 

©TR22534 

©TR22553 

2/9490PB 

©49490HD 

©449490HD 

2/9570PB 

©49570HD 

2/9590PB 


Belt - Fan; Optional Belt; 
W/56 1/2" Belt O.C. 

(1990-1988). 

Belt - Fan; Optional Belt; 

W/57 1/2" Belt O.C. 

Belt - Fan; W/54 1/2" Belt 

O.C. (1990). 

Belt - Fan; W/59 1/2" Belt 

O.C. (1990). 

Belt - Fan; W/61" Belt O.C. 

(1990). 

Belt - Fan; W/54 1/2" Belt 

O.C. (1989-1988). 

Belt - Fan; W/59 1/2" Belt 

O.C. (1989-1983). 

Belt - Fan; W/61" Belt O.C. 

(1989-1983). 

Belt - Alt. & A.C.; W/52 1/2" 
Belt O.C.; Preferred Belt 

(1990). 

Belt - Alt. & A.C.; W/52 1/2" 
Belt O.C.; Optional Belt 

(1990). 

Belt - Alt. & A.C.; W/54 1/2" 
Belt O.C.; Preferred Belt 

(1990). 

Belt - Alt. & A.C.; W/54 1/2" 
Belt O.C.; Optional Belt 
(1990). 


©49590HD 

©449570HD 

©449590HD 
*2 1/2” I.D. 
©■>2 1/2” I.D. 

*3” I.D. 
@■>3” I.D. 

1 1/2” I.D. 
3/4” I.D. 
5/8” I.D. 


©TR22588 

©TR22607 

©TR22625 

©TR22625 

©449490HD 

©49550HD 

©49560HD 

©449540HD 
©■>2 1/2” I.D. 
©■>3” I.D. 
3/4” I.D. 
3/4” I.D. 
5/8” I.D. 


2/TR22553PB 

2/TR22570PB 

©TR22553 

©TR22570 

TR22534 

TR22588 

TR22607 

©TR22534 

©TR22588 

©TR22607 

2/9520PB 

©49520HD 

2/9540PB 

©49540HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

•*” Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

^ Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

PETERBILT - Continued 


Gates No. 


Application 


Mfr. Part No. 


PETERBILT - Continued 


Gates No. 


CATERPILLAR 3406 DIESEL ENG. 


- Continued 

362 - Continued 
1990-1983 - Continued 
Belt - Alt. & A.C.; W/57" Belt 

O.C. (1990). 49565HD 

Belt - Alt. & A.C.; W/52 1/2" 

Belt O.C. (1989-1983). ©449520HD 

Belt - Alt. & A.C.; W/54 1/2" 

Belt O.C. (1989-1983). ©449540HD 

Belt - Alt. & A.C.; W/57" Belt 

O.C. (1989-1988). ©49565HD 

Belt - Alt. & A.C.; W/55 1/2" 

Belt O.C. (1987-1983). ©449550HD 

Hose - Upper; (1990). ^2 1/2” I.D. 

Hose - Upper; (1989-1983). ©->2 1/2” I.D. 

Hose - Lower; (1990). -XT I.D. 

Hose - Lower; (1989-1983). @->3” I.D. 

Hose - By Pass. 1 1/2” I.D. 

Hose - Heater Inlet. 3/4” I.D. 

Hose - Heater Outlet. 5/8” I.D. 

372 

1990-1989 

Belt - Fan; Preferred Belt. 2/TR22570PB 

Belt - Fan; Optional Belt. ©TR22570 

Belt - Alt. & A.C.; Preferred 

Belt. 2/9540PB 

Belt - Alt. & A.C.; Optional 

Belt. 49540HD 

Hose - Upper; (1990). 2 1/2” I.D. 

Hose - Upper; (1989). ©->2 1/2” I.D. 

Hose - Lower; (1990). -XT I.D. 

Hose - Lower; (1989). @->3” I.D. 

Hose - By Pass. 1 1/2” I.D. 

Hose - Heater Inlet. 3/4” I.D. 

Hose - Heater Outlet. 5/8” I.D. 

377 

1990-1987 

Belt - Fan; Preferred Belt; 

W/52 1/2" Belt O.C. ♦2/TR22517PB 

Belt - Fan; Optional Belt; 

W/52 1/2" Belt O.C. D11024730 ©TR22517 

Belt - Fan; W/54 1/2" Belt 

O.C. (1990). TR22534 

Belt - Fan; W/55 1/2" Belt 

O.C. (1990). TR22553 

Belt - Fan; W/54 1/2" Belt 

O.C. (1989-1987). ©TR22534 

Belt - Fan; W/55 1/2" Belt 

O.C. (1989-1987). ©TR22553 

Belt - Alt.; Preferred Belt 

(1990). 2/9490PB 

Belt - Alt.; Optional Belt 

(1990). ©49490HD 

Belt - Alt.; (1989-1987). ©449490HD 

Belt - Alt. & A.C.; W/57 1/2" 

Belt O.C.; Preferred Belt 

(1990). 2/9570PB 

Belt - Alt. & A.C.; W/57 1/2" 

Belt O.C.; Optional Belt 

(1990). ©49570HD 

Belt - Alt. & A.C.; W/59 1/2" 

Belt O.C.; Preferred Belt 

(1990). 2/9590PB 

Belt - Alt. & A.C.; W/59 1/2" 

Belt O.C.; Optional Belt 

(1990). ©49590HD 

Belt - Alt. & A.C.; W/57 1/2" 

Belt O.C. (1989-1987). ©449570HD 

Belt - Alt. & A.C.; W/59 1/2" 

Belt O.C. (1989-1987). ©♦49590HD 

Hose - Upper; (1990). ^2 1/2” I.D. 

Hose - Upper; (1989-1987). ©->2 1/2” I.D. 

Hose - Lower; (1990). -XT I.D. 

Hose - Lower; (1989-1987). @->3” I.D. 


CATERPILLAR 3406 DIESEL ENG. 

- Continued 


377 - Continued 
1990-1987 - Continued 

Hose - By Pass. 1 1/2” I.D. 

Hose - Heater Inlet. 3/4” I.D. 

Hose - Heater Outlet. 5/8” I.D. 

378 

1990-1988 

Belt - Fan; W/54 1/2" Belt 

O.C. (1990). TR22534 

Belt - Fan; W/55 1/2" Belt 

O.C. (1990). TR22553 

Belt - Fan; Preferred Belt; 

W/52 1/2" Belt O.C. 

(1989-1988). ♦2/TR22517PB 

Belt - Fan; Optional Belt; 

W/52 1/2" Belt O.C. 

(1989-1988). Dll024730 ©TR22517 

Belt - Fan; W/54 1/2" Belt 

O.C. (1989-1988). ©TR22534 

Belt - Fan; W/55 1/2" Belt 

O.C. (1989-1988). ©TR22553 

Belt - Alt.; Preferred Belt 

(1990). 2/9490PB 

Belt - Alt.; Optional Belt 

(1990). ©49490HD 

Belt - Alt.; (1989-1988). ©449490HD 

Belt - Alt. & A.C.; W/57 1/2" 

Belt O.C.; Preferred Belt 

(1990). 2/9570PB 

Belt - Alt. & A.C.; W/57 1/2" 

Belt O.C.; Optional Belt 

(1990). ©49570HD 

Belt - Alt. & A.C.; W/59 1/2" 

Belt O.C.; Preferred Belt 

(1990). 2/9590PB 

Belt - Alt. & A.C.; W/59 1/2" 

Belt O.C.; Optional Belt 

(1990). ©49590HD 

Belt - Alt. & A.C.; W/57 1/2" 

Belt O.C. (1989-1988). ©449570HD 

Belt - Alt. & A.C.; W/59 1/2" 

Belt O.C. (1989-1988). ©♦49590HD 

Hose - Upper; (1990). ^2 1/2” I.D. 

Hose - Upper; (1989-1988). ©->2 1/2” I.D. 

Hose - Lower; (1990). ->3” I.D. 

Hose - Lower; (1989-1988). @->3” I.D. 

Hose - By Pass. 1 1/2” I.D. 

Hose - Heater Inlet. 3/4” I.D. 

Hose - Heater Outlet. 5/8” I.D. 

379 

1990-1987 

Belt - Fan; Preferred Belt; 

W/52 1/2" Belt O.C. ♦2/TR22517PB 

Belt - Fan; Optional Belt; 

W/52 1/2" Belt O.C. D11024730 ©TR22517 

Belt - Fan; W/54 1/2" Belt 

O.C. (1990). TR22534 

Belt - Fan; W/55 1/2" Belt 

O.C. (1990). TR22553 

Belt - Fan; W/54 1/2" Belt 

O.C. (1989-1987). ©TR22534 

Belt - Fan; W/55 1/2" Belt 

O.C. (1989-1987). ©TR22553 

Belt - Alt.; Preferred Belt 

(1990). 2/9490PB 

Belt - Alt.; Optional Belt 

(1990). ©49490HD 

Belt - Alt.; (1989-1987). ©♦49490HD 

Belt - Alt. & A.C.; W/57 1/2" 

Belt O.C.; Preferred Belt 

(1990). 2/9570PB 

Belt - Alt. & A.C.; W/57 1/2" 

Belt O.C.; Optional Belt 

(1990). ©49570HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durlon ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

4 


Green Stripe * 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

PETERBILT - Continued 


Gates No. 


Application 


Mfr. Part No. 


PETERBILT - Continued 


Gates No. 


CATERPILLAR 3406 DIESEL ENG. 


CUMMINS C SERIES 8.3 L DIESEL 


- Continued 

379 - Continued 
1990-1987 - Continued 
Belt - Alt. & A.C.; W/59 1/2" 

Belt O.C.; Preferred Belt 

(1990). 2/9590PB 

Belt - Alt. & A.C.; W/59 1/2" 

Belt O.C.; Optional Belt 

(1990). @*9590HD 

Belt - Alt. & A.C.; W/57 1/2" 

Belt O.C. (1989-1987). ©♦49570HD 

Belt - Alt. & A.C.; W/59 1/2" 

Belt O.C. (1989-1987). ©♦♦9590HD 

Hose - Upper; (1990). -^2 1/2” I.D. 

Hose - Upper; (1989-1987). ©->2 1/2” I.D. 

Hose - Lower; (1990). -XT I.D. 

Hose - Lower; (1989-1987). @->3” I.D. 

Hose - By Pass. 1 1/2” I.D. 

Hose - Heater Inlet. 3/4” I.D. 

Hose - Heater Outlet. 5/8” I.D. 


CATERPILLAR 3408 DIESEL ENG. 


282 

1980-1979 

Belt - Fan; (1979) . ©TR22588 

Belt - Alt.; (1979) . ©449451HD 

Belt - Alt. & A.C.; (1979) . ©49560HD 

Hose - Upper. ©->2 1/2” I.D. 

Hose - Lower. @->3 1/2” I.D. 

Hose - Heater. 5/8” I.D. 

289 

1980-1979 

Belt - Fan. ©TR22648 

Belt - Alt. ©♦49490HD 

Belt - A.C. TR22588 

Hose - Upper. ©->2 1/2” I.D. 

Hose - Lower. ©->3 1/2” I.D. 

Hose - Heater. 5/8” I.D. 


ENG. - Continued 

22-210 

1989 

Belt - Fan & Alt.; W/57 1/8" 



Belt O.C. 

Belt - Fan & Alt.; W/59 5/8" 

3911568 

♦K080565HD 

Belt O.C. 

3903097 

♦K080590HD 

Hose - Upper. 


©■>2” I.D. 

Hose - Lower - Eng. To Pipe. 


21901 

Hose - Lower - Pipe To Rad.. 


26511 

Hose - Heater. 

224; 227; 265 

1990 

Belt - Fan & Alt.; W/57 1/8" 


5/8” I.D. 

Belt O.C. 

Belt - Fan & Alt.; W/59 5/8" 

3911568 

♦K080565HD 

Belt O.C. 

3903097 

♦K080590HD 

Hose - Upper. 


©■>2” I.D. 

Hose - Lower - Eng. To Pipe. 


21901 

Hose - Lower - Pipe To Rad.. 


26511 

Hose - Heater. 

320 

1990 

Belt - Fan & Alt.; W/69 5/8" 


5/8” I.D. 

Belt O.C. 

Belt - Fan & Alt.; W/70 5/8" 

3911581 

♦K080690HD 

Belt O.C. 

Belt - Fan & Alt.; W/73 1/8" 

3911582 

♦K080700HD 

Belt O.C. 

Belt - A.C.; W/39 3/8" Belt 

3926861 

♦K080726HD 

O.C. 

Belt - A.C.; W/40 7/8" Belt 


♦9390HD 

O.C. 


♦9405HD 

Hose - Upper. 


*2” I.D. 

Hose - Lower - Eng. To Pipe. 


21901 

Hose - Lower - Pipe To Rad.. 


26511 

Hose - Heater. 

357 

1988 


5/8” I.D. 


352 

1981-1979 

Belt - Fan; (1979). 

Belt - Alt.; (1979). 

Belt - Alt. & A.C.; (1979) 

Hose - Upper. 

Hose - Lower. 

Hose - Heater. 

359 

1981-1979 

Belt - Fan. 

Belt - Alt. 

Belt - A.C. 

Hose - Upper. 

Hose - Lower. 

Hose - Heater. 


©TR22588 
©♦*9451 HD 
©♦9560HD 
©■>2 1/2” I.D. 
@■>3 1/2” I.D. 
5/8” I.D. 


©TR22648 
©♦♦9490HD 
TR22588 
©■>2 1/2” I.D. 
©■>3 1/2” I.D. 
5/8” I.D. 


Hose - Upper. 

Hose - Lower - Eng. To Pipe 
Hose - Lower - Pipe To Rad. 
Hose - Heater. 

375 

1988 

Belt - Fan & Alt.; W/69 1/2" 

Belt O.C. 

Belt - Fan & Alt.; W/70 1/2" 

Belt O.C. 

Belt - Fan & Alt.; W/72 1/2" 

Belt O.C. 

Belt - A.C.; W/26 3/8” Belt 

O.C. 

Belt - A.C.; W/36 7/8" Belt 

O.C. 

Belt - A.C.; W/39 3/8” Belt 
O.C. 


CUMMINS C SERIES 8.3 L DIESEL 
ENG. 


13-210 

1989-1988 

Belt - Fan & Alt.; W/57 1/8" 

Belt O.C. 3911568 

Belt - Fan & Alt.; W/59 5/8" 

Belt O.C. 3903097 

Hose - Upper. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

Hose - Heater. 


♦K080565HD 

♦K080590HD 
©■>2” I.D. 
21901 
26511 
5/8" I.D. 


Hose - Upper. 

Hose - Lower - Eng. To Pipe 
Hose - Lower - Pipe To Rad. 
Hose - Heater. 

376 

1990-1988 

Belt - Fan & Alt.; W/69 1/2" 

Belt O.C. 

Belt - Fan & Alt.; W/70 1/2" 

Belt O.C. 

Belt - Fan & Alt.; W/72 1/2" 

Belt O.C. 

Belt - A.C.; W/26 3/8” Belt 
O.C. 


3911581 

3904029 

3911585 


17391 


3911581 

3904029 

3911585 


©■>2 1/4” I.D. 
21901 
*3” I.D. 
5/8" I.D. 


♦K080690HD 

♦K080700HD 

♦K080720HD 

9260 

♦9365HD 

♦9390HD 
©■>2 1/4” I.D. 
21901 
*3” I.D. 

5/8" I.D. 


♦K080690HD 

♦K080700HD 

♦K080720HD 

9260 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durlon® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

Cut To Fit. * Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

PETERBILT - Continued 


Gates No. 


Application 


Mfr. Part No. 


PETERBILT - Continued 


CUMMINS C SERIES 8.3 L DIESEL 


CUMMINS KT DIESEL ENG. - 


ENG. - Continued 


352 - Continued 


376 - Continued 
1990-1988 - Continued 
Belt - A.C.; W/36 7/8" Belt 

O.C. 

Belt - A.C.; W/39 3/8" Belt 

O.C. 17391 

Hose - Upper; (1990). 

Hose - Upper; (1989-1988). 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

Hose - Heater. 


49365HD 

49390HD 
■ 0-2 1/4” I.D. 
©■>2 1/4” I.D. 
21901 
*3” I.D. 
5/8” I.D. 


CUMMINS KT DIESEL ENG. 


282 

1980-1978 

Belt - Alt.; W/V-Belt Drive; 

W/36 1/2" Belt O.C. ©49365HD 

Belt - Alt.; W/V-Belt Drive; 

W/49 7/8" Belt O.C.; Pre¬ 
ferred Belt. 2/TR28492PB 

Belt - Alt.; W/V-Belt Drive; 

W/49 7/8" Belt O.C.; Option¬ 
al Belt. ©TR28492 

Belt - Alt.; W/V-Ribbed Belt 

Drive. 206996 K050370 

Belt - A.C.; W/60 7/8" Belt 

O.C. TR24607 

Belt - A.C.; W/62 1/2" Belt 

O.C. TR24619 

Belt - A.C.; W/64 1/2" Belt 

O.C. TR24638 

Belt - A.C.; W/65" Belt O.C.... TR22648 

Hose - Upper. ©->2 1/2” I.D. 

Hose - Lower. ©->2 1/2” I.D. 

Hose - By Pass. 2 1/8” I.D. 

Hose - Heater. 3/4” I.D. 

289 

1979- 1975 

Belt - Alt.; W/V-Belt Drive 

(1979). ©49365HD 

Belt - Alt.; W/V-Belt Drive 

(1978-1975). ©49380HD 

Belt - Alt.; W/V-Ribbed Belt 

Drive (1978-1975). 206996 K050370 

Belt - A.C.; (1979). BX56 

Belt - A.C.; (1978-1975). TR24619 

Hose - Upper; W/Dual Hose (1979-1977).... @->2 1/2” I.D. 

Hose - Upper; W/Single Hose (1979-1977). s*=21115 

Hose - Upper; (1976-1975). -:-2 1/2” I.D. 

Hose - Lower; (1979-1977). ©->3 1/2” I.D. 

Hose - Lower; (1976-1975). ®->3 1/2” I.D. 

Hose - By Pass. 2 1/8” I.D. 

Hose - Heater. 3/4” I.D. 

352 

1980- 1978 

Belt - Alt.; W/V-Belt Drive; 

W/36 1/2" Belt O.C. ©49365HD 

Belt - Alt.; W/V-Belt Drive; 

W/49 7/8" Belt O.C.; Pre¬ 
ferred Belt. 2/TR28492PB 

Belt - Alt.; W/V-Belt Drive; 

W/49 7/8" Belt O.C.; Option¬ 
al Belt. ©TR28492 

Belt - Alt.; W/V-Ribbed Belt 

Drive. 206996 K050370 

Belt - A.C.; W/60 7/8" Belt 

O.C. TR24607 

Belt - A.C.; W/62 1/2" Belt 

O.C. TR24619 

Belt - A.C.; W/64 1/2" Belt 

O.C. TR24638 

Belt - A.C.; W/65" Belt O.C.... TR22648 


1980-1978 - Continued 

Hose - Upper. 

Hose - Lower. 

Hose - By Pass. 

Hose - Heater. 

359 

1979-1975 

Belt - Alt.; W/V-Belt Drive 

(1979). 

Belt - Alt.; W/V-Belt Drive 

(1978-1975). 

Belt - Alt.; W/V-Ribbed Belt 

Drive (1978-1975). 206996 

Belt - A.C.; (1979). 

Belt - A.C.; (1978-1975). 

Hose - Upper; W/Dual Hose (1979-1977).... 
Hose - Upper; W/Single Hose (1979-1977). 

Hose - Upper; (1976-1975). 

Hose - Lower; (1979-1977). 

Hose - Lower; (1976-1975). 

Hose - By Pass. 

Hose - Heater. 

CUMMINS L10 DIESEL ENG. 


310 

1987-1984 

Belt - Fan; W/51 1/8" Belt 

O.C. 3034943 

Belt - Fan; W/53 1/8" Belt 

O.C. 3034349 

Belt - Alt.; W/35 5/8" Belt 

O.C. 3039376 

Belt - Alt.; W/38 5/8" Belt 
O.C. 


Hose - Upper - Eng. To Pipe 
Hose - Upper - Pipe To Rad. 

Hose - Lower. 

Hose - By Pass. 

Hose - Heater Inlet. 

Hose - Heater Outlet. 

Hose - Oil Cooler. 

320 


1990-1988 

Belt - Fan; W/51 1/8" Belt 

O.C. 3034943 

Belt - Fan; W/53 1/8" Belt 

O.C. 3034349 

Belt - Fan; W/55 1/8" Belt 

O.C. 3034944 

Belt - Fan; W/56 5/8" Belt 

O.C. 3027697 

Belt - Fan; W/57 1/8" Belt 

O.C. 3034350 

Belt - Alt.; W/34 1/4" Belt 

O.C. 

Belt - Alt.; W/38 1/8" Belt 

O.C. 

Belt - Alt.; W/38 5/8" Belt 
O.C. 4050380 


Belt - A.C.; W/53 1/2" Belt 

O.C. 

Belt - A.C.; W/55 1/2" Belt 

O.C. 

Hose - Upper - Eng. To Pipe 
Hose - Upper - Pipe To Rad. 

Hose - Lower; (1990). 

Hose - Lower; (1989-1988).... 

Hose - By Pass. 

Hose - Heater Inlet. 

Hose - Heater Outlet. 

Hose - Oil Cooler. 


Gates No. 


Continued 


©■>2 1/2” I.D. 
©■>2 1/2” I.D. 
2 1/8” I.D. 
3/4” I.D. 


©49365HD 

©49380HD 

K050370 
BX56 
TR24619 
©■>2 1/2” I.D. 
s-=21115 
*2 1/2” I.D. 
©■>3 1/2” I.D. 
@■>3 1/2” I.D. 
2 1/8” I.D. 
3/4” I.D. 


K080505 

K080525 

♦K050350HD 

4K050380HD 
*2 1/4” I.D. 
*2 1/2” I.D. 
©■>2 1/2” I.D. 

1 5/8” I.D. 
3/4” I.D. 
5/8” I.D. 
*3” I.D. 


K080505 

K080525 

4K080545HD 

4K080560HD 

4K080565HD 

K050336 

K050375 

4K050380HD 

49530HD 

49550HD 
■ 0-2 1/4” I.D. 
*2 1/2” I.D. 
*2 1/2” I.D. 
©■>2 1/2” I.D. 

1 5/8” I.D. 
3/4” I.D. 
5/8” I.D. 
*3” I.D. 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

PETERBILT - Continued 


Gates No. 


Application 


Mfr. Part No. 


PETERBILT - Continued 


Gates No. 


CUMMINS L10 DIESEL ENG. - Continued 


CUMMINS L10 DIESEL ENG. - Continued 


349 

1986-1985 

Belt - Fan; W/51 1/8" Belt 

O.C. (1986). 

Belt - Fan; W/63 1/4" Belt 

O.C. 

Belt - Alt.; (1986). 

Belt - Alt.; W/38 5/8" Belt 

O.C. (1985). 

Hose - Upper. 

Hose - Lower. 

Hose - By Pass. 

Hose - Heater Inlet. 

Hose - Heater Outlet. 

Hose - Oil Cooler. 


3034943 

3034946 

3039376 


K080505 

K080626 

*K050350HD 

*K050380HD 
©■>2 1/4” I.D. 
©■>2 1/2” I.D. 

1 5/8” I.D. 
3/4" I.D. 
5/8" I.D. 
■>3” I.D. 


357 

1990-1988 


Belt - Fan; W/51 1/8" Belt 
O.C. 

.. 3034943 

K080505 

Belt - Fan; W/55 1/8" Belt 
O.C. 

.. 3034944 

*K080545HD 

Belt - Fan; W/59 1/8" Belt 
O.C. 

.. 3034945 

*K080585HD 

Belt - Alt.; W/35 1/8" Belt 
O.C. (1990). 

.. 3037425 

*K050340HD 

Belt - Alt.; W/35 5/8" Belt 
O.C. 


*K050350HD 

Belt - Alt.; W/35 1/8" Belt 
O.C. (1989-1988). 

.. 3037425 

*K050345HD 

Belt - A.C.; W/48 1/2" Belt 
O.C. 


*9480HD 


375; 379 

1990-1988 

Belt - Fan; W/51 1/8" Belt 

O.C. 3034943 

Belt - Fan; W/55 1/8" Belt 

O.C. 3034944 

Belt - Fan; W/59 1/8" Belt 

O.C. 3034945 

Belt - Alt.; W/35 1/8" Belt 

O.C. (1990). 3037425 

Belt - Alt.; W/35 5/8" Belt 

O.C. 

Belt - Alt.; W/38 5/8" Belt 

O.C. 

Belt - Alt.; W/35 1/8" Belt 
O.C. (1989-1988). 3037425 


Belt - A.C.; W/47 1/4" Belt 

O.C. 

Belt - A.C.; W/48 1/2“ Belt 

O.C. 

Belt - A.C.; W/52 1/2" Belt 

O.C. 

Belt - A.C.; W/57 1/4" Belt 

O.C. 202045 

Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

Hose - By Pass. 

Hose - Heater Inlet. 

Hose - Heater Outlet. 


K080505 

*K080545HD 

*K080585HD 

*K050340HD 

*K050350HD 

*K050380HD 

*K050345HD 

*9470HD 

*9480HD 

*9520HD 

*9570HD 
*2 1/4” I.D. 
*2 1/2” I.D. 
*2 1/2” I.D. 
*3” I.D. 

1 5/8” I.D. 
3/4” I.D. 
5/8” I.D. 


Belt - A.C.; W/52 1/2" Belt 

O.C. 

Hose - Upper; (1990). 

Hose - Upper; (1989-1988) 

Hose - Lower; (1990). 

Hose - Lower; (1989-1988) 

Hose - By Pass. 

Hose - Heater Inlet. 

Hose - Heater Outlet. 

Hose - Oil Cooler. 

362 


1990-1988 

Belt - Fan; W/51 1/8" Belt 

O.C. 3034943 

Belt - Fan; W/53 1/8" Belt 

O.C. 3034349 

Belt - Fan; W/55 1/8" Belt 

O.C. 3034944 

Belt - Fan; W/56 5/8" Belt 

O.C. 3027697 

Belt - Fan; W/57 1/8" Belt 

O.C. 3034350 

Belt - Alt.; W/34 1/4" Belt 

O.C. 

Belt - Alt.; W/38 1/8" Belt 

O.C. 

Belt - Alt.; W/38 5/8" Belt 
O.C. 4050380 


Belt - A.C.; W/53 1/2" Belt 

O.C. 

Belt - A.C.; W/55 1/2" Belt 

O.C. 

Hose - Upper - Eng. To Pipe 
Hose - Upper - Pipe To Rad. 

Hose - Lower; (1990). 

Hose - Lower; (1989-1988).... 

Hose - By Pass. 

Hose - Heater Inlet. 

Hose - Heater Outlet. 

Hose - Oil Cooler. 


*9520HD 
*2 1/4” I.D. 
©■>2 1/4” I.D. 

*2 1/2” I.D. 
©■>2 1/2” I.D. 
1 5/8” I.D. 
3/4" I.D. 
5/8" I.D. 
«” I.D. 


K080505 

K080525 

*K080545HD 

*K080560HD 

*K080565HD 

K050336 


Hose - Oil Cooler 


*3” I.D. 


CUMMINS NHC250 DIESEL ENG.; CUM¬ 
MINS NHCT270 DIESEL ENG. 


282; 351 

1973-1965 

Belt - Fan; Preferred Belt. 134809 

Belt - Fan; Optional Belt. 134809 

Belt - W.P. 178570 

Belt - Alt. 178573 

Belt - Fan & A.C. 


Hose - Upper - Eng. To Pipe 
Hose - Lower - Eng. To Pipe 
Hose - Lower - Pipe To Rad. 
Hose - By Pass. 

352 


2/TR28492PB 
©TR28492 
TR24400 
TR22397 
TR28545 
■>2” I.D. 

*2 1/2” I.D. 

1 5/8” I.D. 

1 1/2” I.D. 


1973-1965 

Belt - Fan; Preferred Belt.... 

... 134809 

2/TR2849 

Belt - Fan; Optional Belt. 

... 134809 

©TR28492 

Belt - W.P. 

... 178570 

TR24400 

Belt - Alt. 

... 178573 

TR22397 

Belt - Fan & A.C. 


TR28545 


K050375 

*K050380HD 


CUMMINS V555 DIESEL ENG. 

200; 300 

1977 


*9530HD 

*9550HD 
*2 1/4” I.D. 
*2 1/2” I.D. 
■ 0-2 1/2” I.D. 
©■>2 1/2” I.D. 
1 5/8” I.D. 
3/4" I.D. 
5/8" I.D. 


Belt - Fan. 

Belt - Alt. 

Hose - Upper. 
Hose - Lower. 

348 

1974-1973 

Belt - Fan. 

Belt - Alt. 

Hose - Lower. 


*3” I.D. 


Hose - By Pass 


202048 


202048 


©*961OHD 
@7370 
26511 
^20401 
or 26504 


©*961OHD 
@*9365HD 
*2 1/2” I.D. 
1 1/8” I.D. 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

^ Cut To Fit. * Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

PETERBILT - Continued 


Gates No. 


Application 


Mfr. Part No. 


PETERBILT - Continued 


Gates No. 


CUMMINS V903 DIESEL ENG.; CUM¬ 
MINS VT903 DIESEL ENG. 

282; 289; 352; 359 

1975-1974 

Belt - Fan & W.P. *9660HD 


Belt - Alt. 178463 

Belt - A.C. 

Hose - Upper. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

Hose - Heater. 


@*9405HD 
TR22461 
26523 
*2 1/4” I.D. 
*2 3/4” I.D. 
5/8” I.D. 


CUMMINS 6-CYL. 14.0 L DIESEL ENG. 

200 


1978-1977 

Belt - Fan; Preferred Belt. 

Belt - Fan; Optional Belt. 

Belt - W.P.; W/Dual V-Belts.... 215356 
Belt - W.P.; W/V-Ribbed Belt 

Drive. 217638 

Belt - Alt. 


2/TR28437PB 

©TR28437 

©)6596 

*K060435HD 

©♦*9470HD 


CUMMINS 6-CYL. 14.0 L DIESEL ENG. 


- Continued 

282 - Continued 
1980-1967 - Continued 
Tensioner Pulley - W.P.; 

W/V-Ribbed Belt (1980). 3064919 41111 

Hose - Upper. s<20731 

or 26524 

Hose - Lower. ©+2 1/2” I.D. 

Hose - By Pass. 1 1/2” I.D. 

Hose - Heater Inlet. 3/4” I.D. 

Hose - Heater Outlet. 5/8” I.D. 

Hose - Aftercooler. 21488 

289 

1980-1967 

Belt - Fan; W/46" Belt O.C. ©TR28454 

Belt - Fan; W/49" Belt O.C.; 

Preferred Belt (1980-1971)... 2/TR28492PB 

Belt - Fan; W/49" Belt O.C.; 

Optional Belt (1980-1971). ©TR28492 

Belt - Fan; W/51" Belt O.C. TR28501 


Idler Pulley; W/2-Groove Pul¬ 
ley. 3064920 

Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Cooler. 

Hose - Lower - Cooler To Rad. 

Hose - By Pass. 

Hose - Heater Inlet. 

Hose - Heater Outlet. 

Hose - Aftercooler. 

282 

1980-1967 

Belt - Fan; W/48 7/8" Belt 
O.C.; Preferred Belt 

(1980-1971). 

Belt - Fan; W/48 7/8" Belt 
O.C.; Optional Belt 

(1980-1971). 

Belt - Fan; W/49 7/8" Belt 
O.C.; Preferred Belt 


(1980-1971). 134809 

Belt - Fan; W/49 7/8" Belt 
O.C.; Optional Belt 

(1980-1971). 134809 

Belt - Fan; W/51 5/8" Belt 
O.C.; Preferred Belt 

(1980-1971). 3002864 

Belt - Fan; W/51 5/8" Belt 
O.C.; Optional Belt 

(1980-1971). 3002864 

Belt - Fan; W/48 7/8" Belt 

O.C. (1970-1967). 

Belt - Fan; W/49 7/8" Belt 

O.C. (1970-1967). 134809 

Belt - Fan; W/51 5/8" Belt 
O.C. (1970-1967). 3002864 


Belt - W.P.; W/Dual V-Belts.... 

Belt - W.P.; W/Single V-Belt... 

Belt - W.P.; W/V-Ribbed Belt 

Drive (1980-1971). 

Belt - W.P.; W/V-Ribbed Belt 

(1970-1967). 

Belt - Alt.; W/45 1/2" Belt 

O.C. 

Belt - Alt.; W/47" Belt O.C. 

Belt - A.C.; W/57 1/2" Belt 

O.C. 

Belt - A.C.; W/58 1/2" Belt 

O.C. 

Belt - A.C.; W/59 1/2" Belt 

O.C. 

Idler Pulley; W/2-Groove Pul¬ 
ley (1979-1971). 3064920 


41129 
4-2 1/4” I.D. 
*2 3/4” I.D. 
*2 1/2” I.D. 
*3” I.D. 
*3” I.D. 

1 1/2” I.D. 
3/4” I.D. 
5/8” I.D. 
21488 


2/TR28480PB 

©TR28480 

2/TR28492PB 

©TR28492 

2/TR28510PB 

©TR28510 

©TR28480 

©TR28492 


Belt - Fan; W/52" Belt O.C.; 

Preferred Belt (1980-1971)... 

Belt - Fan; W/52" Belt O.C.; 

Optional Belt (1980-1971). 

Belt - Fan; W/49" Belt O.C. 

(1970-1967). 

Belt - Fan; W/52" Belt O.C. 

(1970-1967). 

Belt - W.P.; W/6-Ribbed Belt 

(1980-1971). 217638 

Belt - W.P.; W/Dual V-Belts.... 

Belt - W.P.; W/Single V-Belt... 

Belt - W.P.; W/6-Ribbed Belt 

(1970-1967). 217638 

Belt - Alt.; W/45 1/2" Belt 


Hose - Upper. 

Hose - Lower. 

Hose - By Pass. 

Hose - Heater Inlet.... 
Hose - Heater Outlet.. 
Hose - Aftercooler. 

300 


2/TR28510PB 

©TR28510 

©TR28492 

©TR28510 

*K060435HD 

©6596 

TR24438 

©*K060435HD 


O.C. 


©♦*9451 HD 

Belt - Alt.; W/47" Belt O.C. 


©♦*9463HD 

Belt - A.C.; W/43" Belt O.C... 


TR28423 

Belt - A.C.; W/57 1/2" Belt 
O.C. 


TR28565 

Belt - A.C.; W/58" Belt O.C... 


TR28570 

Belt - A.C.; W/59" Belt O.C... 


TR28583 

Belt - A.C.; W/60" Belt O.C... 


TR28596 

Idler Pulley; W/2-Groove Pul¬ 
ley (1979-1971). 

3064920 

41129 

Tensioner Pulley - W.P.; 
W/V-Ribbed Belt (1980). 

3064919 

41111 


@■>2 1/4” I.D. 
©■>2 1/2” I.D. 
1 1/2” I.D. 
3/4” I.D. 
5/8” I.D. 
21488 


©TR28510 

@6596 

TR24438 

*K060435HD 

©*K060435HD 

©♦*9451 HD 
©♦♦9463HD 

TR28570 

TR28583 

TR28596 

41129 


1978-1977 

Belt - Fan; Preferred Belt. 

Belt - Fan; Optional Belt. 

Belt - W.P.; W/Dual V-Belts.... 215356 
Belt - W.P.; W/V-Ribbed Belt 

Drive. 217638 

Belt - Alt. 

Idler Pulley; W/2-Groove Pul¬ 
ley. 3064920 


Hose - Upper - Eng. To Pipe.... 

Hose - Upper - Pipe To Rad. 

Hose - Lower - Eng. To Pipe.... 
Hose - Lower - Pipe To Cooler. 
Hose - Lower - Cooler To Rad. 

Hose - By Pass. 

Hose - Heater Inlet. 

Hose - Heater Outlet. 

Hose - Aftercooler. 


2/TR28437PB 

©TR28437 

©)6596 

♦K060435HD 

©♦*9470HD 

41129 
*2 1/4” I.D. 

*2 3/4” I.D. 

*2 1/2” I.D. 
*3” I.D. 

*3” I.D. 

1 1/2” I.D. 
3/4” I.D. 

5/8” I.D. 
21488 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

* 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


3065000 

3062931 


3064919 


3065000 

3062931 


PETERBILT - Continued 

CUMMINS 6-CYL 14.0 L DIESEL ENG. 

- Continued 

310 

1987-1982 

Belt - Fan; Preferred Belt. 

Belt - Fan; Optional Belt. 

Belt - W.P. 

Belt - Alt. 

Belt - A.C. 

Idler Pulley; W/Flat Idler Pul¬ 
ley (1987-1985). 

Idler Pulley; W/V-Ribbed Belt 

(1987-1985). 

Tensioner Pulley; W/Big Cam 
III Eng.; W/V-Ribbed Belt 

(1985). 

Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad.. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad.. 

Hose - By Pass. 

Hose - Heater Inlet. 

Hose - Heater Outlet. 

Hose - Aftercooler. 

320 

1987 

Belt - Fan; Preferred Belt. 

Belt - Fan; Optional Belt. 

Belt - W.P. 

Belt - Alt. 

Belt - A.C. 

Idler Pulley; W/Flat Idler Pul¬ 
ley . 

Idler Pulley; W/V-Ribbed Belt. 

Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad.. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad.. 

Hose - By Pass. 

Hose - Heater Inlet. 

Hose - Heater Outlet. 

Hose - Aftercooler. 

348 

1985 

Idler Pulley; W/Flat Idler Pul¬ 
ley . 

Idler Pulley; W/V-Ribbed Belt. 

Tensioner Pulley; W/Big Cam 
III Eng.; W/V-Ribbed Belt. 

349 

1987-1985 

Belt - Fan; W/46" Belt O.C. 

(1986-1985). 

Belt - Fan; W/48" Belt O.C.; 

Preferred Belt (1986-1985)... 

Belt - Fan; W/48" Belt O.C.; 

Optional Belt (1986-1985). 

Belt - Fan; W/49" Belt O.C. 

(1986-1985). 

Belt - W.P.; W/4-Ribbed Belt 

(1986-1985). 

Belt - W.P.; W/6-Ribbed Belt 

(1986-1985). 

Belt - Alt.; (1986-1985). 

Belt - A.C.; (1986-1985). 

Idler Pulley; W/Flat Idler Pul¬ 
ley . 

Idler Pulley; W/V-Ribbed Belt. 

Tensioner Pulley; W/Big Cam 
III Eng.; W/V-Ribbed Belt 

(1985). 

Hose - Upper. 

Hose - Lower. 

Hose - By Pass. 


PETERBILT - Continued 

CUMMINS 6-CYL 14.0 L DIESEL ENG. 


3065000 

3062931 

3064919 


3065000 

3062931 


3064919 



- Continued 




349 - Continued 




1987-1985 - Continued 



2/TR28429PB 

Hose - Heater Inlet. 


3/4” I.D. 

©TR28429 

Hose - Heater Outlet. 


5/8” I.D. 

4K060435HD 

Hose - Aftercooler. 


21488 

©♦49463HD 




TR28412 

00£ 




1981-1967 



41173 

Belt - Fan; W/48 7/8" Belt 




O.C.: Preferred Belt 



41174 

(1981-1971). 


2/TR28480PB 


Belt - Fan; W/48 7/8" Belt 




O.C.; Optional Belt 



41111 

(1981-1971). 


©TR28480 

*2 1/4” I.D. 

Belt - Fan; W/49 7/8" Belt 



*2 1/2” I.D. 

O.C.; Preferred Belt 



*2 1/2” I.D. 

(1981-1971). 

134809 

2/TR28492PB 

■X3” I.D. 

Belt - Fan; W/49 7/8" Belt 



1 1/2” I.D. 

O.C.; Optional Belt 



3/4” I.D. 

(1981-1971). 

134809 

©TR28492 

5/8” 1 D 

Belt - Fan; W/51 5/8" Belt 



21488 

O.C.: Preferred Belt 




(1981-1971). 

3002864 

2/TR28510PB 


Belt - Fan; W/51 5/8" Belt 




O.C.; Optional Belt 



2/TR28429PB 

(1981-1971). 

3002864 

©TR28510 

©TR28429 

Belt - Fan; W/48 7/8" Belt 



4K060435HD 

O.C. (1970-1967). 


©TR28480 

©♦49463HD 

Belt - Fan; W/49 7/8" Belt 



TR28412 

O.C. (1970-1967). 

134809 

©TR28492 


Belt - Fan; W/51 5/8" Belt 



41173 

O.C. (1970-1967). 

3002864 

©TR28510 

41174 

Belt - W.P.; W/Dual V-Belts... 


@6596 

■4-2 1/4” I.D. 

Belt - W.P.; W/Single V-Belt.. 


TR24438 

*2 1/2” I.D. 

Belt - W.P.; W/V-Ribbed Belt 



*2 1/2” I.D. 

Drive (1981-1971). 


4K060435HD 

■0-3” I.D. 

Belt - W.P.; W/V-Ribbed Belt 



1 1/2” I.D. 

(1970-1967). 


©4K060435HD 

3/4” I.D. 

Belt - Alt.; W/45 1/2" Belt 



5/8” I.D. 

O.C. 


@♦49451 HD 

21488 

Belt - Alt.; W/47" Belt O.C. 


©♦49463HD 


Belt - A.C.; W/57 1/2" Belt 




O.C. 


TR28570 


Belt - A.C.; W/58 1/2“ Belt 




O.C. 


TR28583 

41173 

Belt - A.C.; W/59 1/2" Belt 



41174 

O.C. 


TR28596 


Idler Pulley; W/2-Groove Pul- 




ley (1979-1971). 

3064920 

41129 


Tensioner Pulley - W.P.; 




W/V-Ribbed Belt 




(1981-1980). 

3064919 

41111 

©TR28454 

Hose - Upper. 


<20731 




or 26524 

2/TR28473PB 

Hose - Lower. 


©■>2 1/2” I.D. 


Hose - By Pass. 


1 1/2” I.D. 

©TR28473 

Hose - Heater Inlet. 


3/4” I.D. 


Hose - Heater Outlet. 


5/8” I.D. 

©TR28483 

Hose - Aftercooler. 


21488 

4K040430HD 

353 




1986-1983 



4K060435HD 

Belt - Fan; Preferred Belt 



©49463HD 

(1983). 

3002864 

2/TR28510PB 

TR28423 

Belt - Fan; Optional Belt 




(1983). 

3002864 

©TR28510 

41173 

Belt - W.P.; W/Dual Belts 



41174 

(1983). 

215356 

26596 

Belt - W.P.; W/V-Ribbed Belt 




Drive (1983). 

217638 

♦K060435HD 

41111 

Belt - Alt.; (1983). 


©49465HD 

©■>2 1/4” I.D. 

Belt-A.C.; (1983). 


TR28583 

©■>2 1/2” I.D. 

Idler Pulley; W/Flat Idler Pul- 



1 1/2” I.D. 

ley (1986-1985). 

3065000 

41173 


© Two Required. © Six Required. 

® Three Required. ▲ Durion ® Silicone Hose Recommended. 

© Four Required. •*” Use Notched Belt Only. 

© Five Required. Cut To Fit. 


Green Stripe 8 4-Ply Coolant Hose Recommended. 

Q Use Wire Inserted Green Stripe® Coolant Hose. 

♦ PowerBand® Belt May Work, Use Template To Check. 
4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


PETERBILT - Continued 

CUMMINS 6-CYL. 14.0 L DIESEL ENG. 

- Continued 

353 - Continued 
1986-1983 - Continued 
Idler Pulley; W/V-Ribbed Belt 

(1986-1985). 3062931 

Tensioner Pulley; W/Big Cam 
III Eng.; W/V-Ribbed Belt 

(1985). 3064919 

Hose - Upper; (1983). 

Hose - Lower; (1983). 

Hose - By Pass; (1983). 

Hose - Heater Inlet; (1983). 

Hose - Heater Outlet; (1983). 

Hose - Aftercooler; (1983). 

357 

1990-1987 

Belt - Fan; (1988). 

Belt - W.P.; W/4-Ribbed Belt; 


Hose - Upper; (1990). 

Hose - Upper; (1989-1987). 

Hose - Lower; (1990). 

Hose - Lower; (1989-1987). 

Hose - By Pass. 

Hose - Heater Inlet. 

Hose - Heater Outlet. 

Hose - Aftercooler. 

359 

1987-1967 

Belt - Fan; W/46" Belt O.C. 

Belt - Fan; W/49" Belt O.C.; 

Preferred Belt (1987-1971)... 
Belt - Fan; W/49" Belt O.C.; 

Optional Belt (1987-1971). 

Belt - Fan; W/51" Belt O.C. 

Belt - Fan; W/52" Belt O.C.; 

Preferred Belt (1987-1971)... 
Belt - Fan; W/52" Belt O.C.; 

Optional Belt (1987-1971). 

Belt - Fan; W/49" Belt O.C. 

(1970-1967). 

Belt - Fan; W/52" Belt O.C. 

(1970-1967). 

Belt - W.P.; W/6-Ribbed Belt 

(1987-1971). 

Belt - W.P.; W/Dual V-Belts.... 
Belt - W.P.; W/Single V-Belt... 
Belt - W.P.; W/6-Ribbed Belt 

(1970-1967). 

Belt - Alt.; W/45 1/2" Belt 

O.C. 

Belt - Alt.; W/47" Belt O.C. 

Belt - A.C.; W/43" Belt O.C.... 
Belt - A.C.; W/57 1/2" Belt 

O.C. 

Belt - A.C.; W/58" Belt O.C.... 
Belt - A.C.; W/59" Belt O.C.... 
Belt - A.C.; W/60" Belt O.C.... 
Idler Pulley; W/Flat Idler Pul¬ 
ley (1987-1985). 

Idler Pulley; W/V-Ribbed Belt 

(1987-1985). 

Idler Pulley; W/2-Groove Pul¬ 
ley (1979-1971). 


217638 


217638 


3065000 

3062931 

3064920 


41174 


41111 

©■>2 1/4” I.D. 
©■>2 1/2” I.D. 
1 1/2” I.D. 
3/4” I.D. 
5/8” I.D. 
21488 


©TR28454 


Early (1988). 

3062620 

©K040445 

Belt - W.P.; W/4-Ribbed Belt; 

Late (1988). 

3063817 

©♦K040430HD 

Belt - W.P.; W/6-Ribbed Belt 

(1988). 

217638 

©♦K060435HD 

Belt - Alt.; (1988). 


©♦9463HD 

Belt - A.C.; (1988). 


TR28423 

Idler Pulley; W/Flat Idler Pul- 

ley. 

3065000 

41173 

Idler Pulley; W/V-Ribbed Belt. 

3062931 

41174 


*2 1/4” I.D. 
©■>2 1/4” I.D. 

*2 1/2” I.D. 
©■>2 1/2” I.D. 
1 1/2” I.D. 
3/4” I.D. 
5/8” I.D. 
21488 


©TR28454 

2/TR28492PB 

©TR28492 

TR28501 

2/TR28510PB 

©TR28510 

©TR28492 

©TR28510 

♦K060435HD 

©6596 

TR24438 

©♦K060435HD 

©♦49451 HD 
©♦♦9463HD 
TR28423 

TR28565 

TR28570 

TR28583 

TR28596 


41173 

41174 
41129 


PETERBILT - Continued 

CUMMINS 6-CYL 14.0 L DIESEL ENG. 

- Continued 

359 - Continued 
1987-1967 - Continued 
Tensioner Pulley; W/Big Cam 
III Eng.; W/V-Ribbed Belt 

(1985). 3064919 

Tensioner Pulley - W.P.; 

W/V-Ribbed Belt 

(1981-1980). 3064919 

Hose - Upper. 

Hose - Lower. 

Hose - By Pass. 

Hose - Heater Inlet. 

Hose - Heater Outlet. 

Hose - Aftercooler. 

362 

1990-1981 

Belt - Fan; W/48 5/8" Belt 

O.C.; Preferred Belt. 

Belt - Fan; W/48 5/8" Belt 

O.C.; Optional Belt. 

Belt - Fan; W/49 7/8" Belt 

O.C.; Preferred Belt. 134809 

Belt - Fan; W/49 7/8" Belt 

O.C.; Optional Belt. 

Belt - Fan; W/51" Belt O.C. 

Belt - W.P.; W/4-Ribbed Belt 

(1990-1989). 3063817 

Belt - W.P.; W/6-Ribbed Belt; 

W/43 1/8" Belt O.C. (1990).. 3076492 
Belt - W.P.; W/6-Ribbed Belt; 

W/44" Belt O.C. (1990). 217638 

Belt - W.P.; W/6-Ribbed Belt 

(1989-1981). 217638 

Belt - W.P.; W/4-Ribbed Belt; 

Early (1988). 3062620 

Belt - W.P.; W/4-Ribbed Belt; 

Late (1988). 3063817 


Idler Pulley; W/Flat Idler Pul¬ 
ley (1990-1985). 3065000 

Idler Pulley; W/V-Ribbed Belt 

(1990-1985). 3062931 

Tensioner Pulley; W/Big Cam 
III Eng.; W/V-Ribbed Belt 

(1985). 3064919 

Tensioner Pulley - W.P.; 

W/V-Ribbed Belt (1981). 3064919 

Hose - Upper; (1990). 

Hose - Upper; (1989-1981). 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

Hose - By Pass. 

Hose - Heater Inlet. 

Hose - Heater Outlet. 

Hose - Aftercooler. 

372 

1990-1989 

Belt - Fan; (1989). 

Belt - W.P.; W/4-Ribbed Belt 

(1989). 3063817 

Belt - Alt.; (1989). 

Belt - A.C.; (1989). 


41111 


41111 

©■>2 1/4” I.D. 
©■>2 1/2” I.D. 
1 1/2” I.D. 
3/4” I.D. 
5/8” I.D. 
21488 


2/TR28480PB 

©TR28480 

2/TR28492PB 

©TR28492 

TR28501 

♦K040430HD 

♦K060425HD 

♦K060435HD 

♦K060435HD 

K040445 

♦K040430HD 


Belt - Alt.; Preferred Belt 
(1990). 

2/9463PB 

Belt - Alt.; Optional Belt 
(1990). 

©♦9463HD 

Belt - Alt.; (1989-1981). 

©♦♦9463HD 

Belt - A.C.; W/42 1/2" Belt 

O.C. 

♦9420HD 

Belt - A.C.; W/57 1/8" Belt 

O.C. 

TR28565 

Belt - A.C.; W/58 7/8" Belt 

O.C. 

TR28583 


41173 

41174 


41111 

41111 

■>2 1/2” I.D. 
©■>2 1/2” I.D. 
■ 0-2 1/2” I.D. 
■ 0 - 3 " I.D. 

1 1/2” I.D. 
3/4” I.D. 
5/8” I.D. 
21488 


©TR28454 

♦K040430HD 

©♦9463HD 

TR28423 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durlon ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

♦ 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

PETERBILT - Continued 


Gates No. 


Application 


Mfr. Part No. 


PETERBILT - Continued 


Gates No. 


CUMMINS 6-CYL 14.0 L DIESEL ENG. 

- Continued 


372 - Continued 
1990-1989 - Continued 
Idler Pulley; W/Flat Idler Pul¬ 
ley. 3065000 41173 

Idler Pulley; W/V-Ribbed Belt. 3062931 41174 

Hose - Upper; (1990). ^2 1/2” I.D. 

Hose - Upper; (1989). ©->2 1/2” I.D. 

Hose - Lower - Eng. To Pipe. &2 1/2” I.D. 

Hose - Lower - Pipe To Rad. ->3” I.D. 

Hose - By Pass. 1 1/2” I.D. 

Hose - Heater Inlet. 3/4” I.D. 

Hose - Heater Outlet. 5/8” I.D. 

Hose - Aftercooler. 21488 

377 

1990-1987 

Belt - Fan; W/46" Belt O.C. 

(1990). TR28454 

Belt - Fan; W/48 5/8" Belt 

O.C.; Preferred Belt. 2/TR28480PB 

Belt - Fan; W/48 5/8" Belt 

O.C.; Optional Belt. ©TR28480 

Belt - Fan; W/50 1/2" Belt 

O.C.; Preferred Belt. 2/TR28501PB 

Belt - Fan; W/50 1/2" Belt 

O.C.; Optional Belt. ©TR28501 

Belt - Fan; W/51 1/2" Belt 

0.0.(1990). TR28510 

Belt - Fan; W/46" Belt O.C. 

(1989-1987). ©TR28454 

Belt - Fan; W/51 1/2" Belt 
O.C.; Preferred Belt 

(1989-1987). 2/TR28510PB 

Belt - Fan; W/51 1/2" Belt 
O.C.; Optional Belt 

(1989-1987). ©TR28510 

Belt - W.P.; W/4-Ribbed Belt 

(1990). 3063817 4K040430HD 

Belt - W.P.; W/6-Ribbed Belt; 

W/43" Belt O.C. 3076492 ♦K060425HD 

Belt - W.P.; W/6-Ribbed Belt; 

W/44" Belt O.C. 4K060435HD 

Belt - W.P.; W/4-Ribbed Belt; 

Early (1988). 3062620 K040445 

Belt - W.P.; W/4-Ribbed Belt; 

Late (1988). 3063817 4K040430HD 

Belt - Alt.; Preferred Belt 

(1990). 2/9463PB 

Belt - Alt.; Optional Belt 

(1990). ©49463HD 

Belt - Alt.; (1989-1987). ©♦49463HD 

Belt - A.C.; W/1/2" Belt T.W.; 

W/42 1/23" Belt O.C. (1990) 49420HD 

Belt - A.C.; W/46 7/8" Belt 

O.C.; Preferred Belt (1990).. 2/9463PB 

Belt - A.C.; W/46 7/8" Belt 

O.C.; Optional Belt (1990).... ©49463HD 

Belt - A.C.; W/57 1/2" Belt 

O.C. TR28565 

Belt - A.C.; W/58" Belt O.C.... TR28570 

Belt - A.C.; W/59" Belt O.C.... TR28583 

Belt - A.C.; W/60" Belt O.C.... TR28596 

Belt - A.C.; W/7/8" Belt T.W.; 

W/42 7/8" Belt O.C. TR28423 

Belt - A.C.; W/1/2" Belt T.W.; 

W/42 1/2" Belt O.C. 

(1989-1987). 49420HD 

Belt - A.C.; W/46 7/8" Belt 

O.C. (1989-1987). ©♦49463HD 

Idler Pulley; W/Flat Idler Pul¬ 
ley. 3065000 41173 

Idler Pulley; W/V-Ribbed Belt. 3062931 41174 

Hose - Upper; (1990). 42 1/4” I.D. 

Hose - Upper; (1989-1987). ©->2 1/4” I.D. 

Hose - Lower; (1990). ^2 1/2” I.D. 


CUMMINS 6-CYL 14.0 L DIESEL ENG. 


- Continued 

377 - Continued 
1990-1987 - Continued 

Hose - Lower; (1989-1987). ©->2 1/2” I.D. 

Hose - By Pass. 1 1/2” I.D. 

Hose - Heater Inlet. 3/4” I.D. 

Hose - Heater Outlet. 5/8” I.D. 

Hose - Aftercooler. 21488 

378 

1990-1988 

Belt - Fan; W/46" Belt O.C. 

(1990). TR28454 

Belt - Fan; W/48 5/8" Belt 

O.C.; Preferred Belt. 2/TR28480PB 

Belt - Fan; W/48 5/8" Belt 

O.C.; Optional Belt. ©TR28480 

Belt - Fan; W/50 1/2" Belt 

O.C.; Preferred Belt. 2/TR28501PB 

Belt - Fan; W/50 1/2" Belt 

O.C.; Optional Belt. ©TR28501 

Belt - Fan; W/51 1/2" Belt 

O.C. (1990). TR28510 

Belt - Fan; W/46" Belt O.C. 

(1989-1988). ©TR28454 

Belt - Fan; W/51 1/2" Belt 
O.C.; Preferred Belt 

(1989-1988). 2/TR28510PB 

Belt - Fan; W/51 1/2" Belt 
O.C.; Optional Belt 

(1989-1988). ©TR28510 

Belt - W.P.; W/4-Ribbed Belt 

(1990). 3063817 4K040430HD 

Belt - W.P.; W/6-Ribbed Belt; 

W/43" Belt O.C. 3076492 ♦K060425HD 

Belt - W.P.; W/6-Ribbed Belt; 

W/44" Belt O.C. 4K060435HD 

Belt - W.P.; W/4-Ribbed Belt; 

Early (1988). 3062620 K040445 

Belt - W.P.; W/4-Ribbed Belt; 

Late (1988). 3063817 4K040430HD 

Belt - Alt.; Preferred Belt 

(1990). 2/9463PB 

Belt - Alt.; Optional Belt 

(1990). : *9463HD 

Belt - Alt.; (1989-1988). ©♦♦9463HD 

Belt - A.C.; W/1/2" Belt T.W.; 

W/42 1/23" Belt O.C. (1990) 49420HD 

Belt - A.C.; W/46 7/8" Belt 

O.C.; Preferred Belt (1990).. 2/9463PB 

Belt - A.C.; W/46 7/8" Belt 

O.C.; Optional Belt (1990).... ©49463HD 

Belt - A.C.; W/57 1/2" Belt 

O.C. TR28565 

Belt - A.C.; W/58" Belt O.C.... TR28570 

Belt - A.C.; W/59" Belt O.C.... TR28583 

Belt - A.C.; W/60" Belt O.C.... TR28596 

Belt - A.C.; W/7/8" Belt T.W.; 

W/42 7/8" Belt O.C. TR28423 

Belt - A.C.; W/1/2" Belt T.W.; 

W/42 1/2" Belt O.C. 

(1989-1988). 49420HD 

Belt - A.C.; W/46 7/8" Belt 

O.C. (1989-1988). ©♦49463HD 

Idler Pulley; W/Flat Idler Pul¬ 
ley. 3065000 41173 

Idler Pulley; W/V-Ribbed Belt. 3062931 41174 

Hose - Upper; (1990). ^2 1/4” I.D. 

Hose - Upper; (1989-1988). ©->2 1/4” I.D. 

Hose - Lower; (1990). 2 1/2” I.D. 

Hose - Lower; (1989-1988). ©->2 1/2” I.D. 

Hose - By Pass. 1 1/2” I.D. 

Hose - Heater Inlet. 3/4” I.D. 

Hose - Heater Outlet. 5/8” I.D. 

Hose - Aftercooler. 21488 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

•*” Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

^ Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

PETERBILT - Continued 


Gates No. 


Application 


Mfr. Part No. 


PETERBILT - Continued 


Gates No. 


CUMMINS 6-CYL. 14.0 L DIESEL ENG. 


- Continued 

379 

1990-1987 

Belt - Fan; W/46" Belt O.C. 

(1990). TR28454 

Belt - Fan; W/48 5/8" Belt 

O.C.; Preferred Belt. 2/TR28480PB 

Belt - Fan; W/48 5/8" Belt 

O.C.; Optional Belt. ©TR28480 

Belt - Fan; W/50 1/2" Belt 

O.C.; Preferred Belt. 2/TR28501PB 

Belt - Fan; W/50 1/2" Belt 

O.C.; Optional Belt. ©TR28501 

Belt - Fan; W/51 1/2" Belt 

0.0.(1990). TR28510 

Belt - Fan; W/46" Belt O.C. 

(1989-1987). ©TR28454 

Belt - Fan; W/51 1/2" Belt 
O.C.; Preferred Belt 

(1989-1987). 2/TR28510PB 

Belt - Fan; W/51 1/2" Belt 
O.C.; Optional Belt 

(1989-1987). ©TR28510 

Belt - W.P.; W/4-Ribbed Belt 

(1990). 3063817 *K040430HD 

Belt - W.P.; W/6-Ribbed Belt; 

W/43" Belt O.C. 3076492 ♦K060425HD 

Belt - W.P.; W/6-Ribbed Belt; 

W/44" Belt O.C. *K060435HD 

Belt - W.P.; W/4-Ribbed Belt; 

Early (1988). 3062620 K040445 

Belt - W.P.; W/4-Ribbed Belt; 

Late (1988). 3063817 *K040430HD 

Belt - Alt.; Preferred Belt 

(1990). 2/9463PB 

Belt - Alt.; Optional Belt 

(1990). :• *9463HD 

Belt - Alt.; (1989-1987). @**9463HD 

Belt - A.C.; W/1/2" Belt T.W.; 

W/42 1/23" Belt O.C. (1990) *9420HD 

Belt - A.C.; W/46 7/8" Belt 

O.C.; Preferred Belt (1990).. 2/9463PB 

Belt - A.C.; W/46 7/8" Belt 

O.C.; Optional Belt (1990).... @*9463HD 

Belt - A.C.; W/57 1/2" Belt 

O.C. TR28565 

Belt - A.C.; W/58" Belt O.C.... TR28570 

Belt - A.C.; W/59" Belt O.C.... TR28583 

Belt - A.C.; W/60" Belt O.C.... TR28596 

Belt - A.C.; W/7/8" Belt T.W.; 

W/42 7/8" Belt O.C. TR28423 

Belt - A.C.; W/1/2" Belt T.W.; 

W/42 1/2" Belt O.C. 

(1989-1987). *9420HD 

Belt - A.C.; W/46 7/8" Belt 

O.C. (1989-1987). @**9463HD 

Idler Pulley; W/Flat Idler Pul¬ 
ley. 3065000 41173 

Idler Pulley; W/V-Ribbed Belt. 3062931 41174 

Hose - Upper; (1990). ^2 1/4” I.D. 

Hose - Upper; (1989-1987). ©->2 1/4” I.D. 

Hose - Lower; (1990). 2 1/2” I.D. 

Hose - Lower; (1989-1987). ©->2 1/2” I.D. 

Hose - By Pass. 1 1/2” I.D. 

Hose - Heater Inlet. 3/4” I.D. 

Hose - Heater Outlet. 5/8” I.D. 

Hose - Aftercooler. 21488 

387 

1986-1985 

Idler Pulley; W/Flat Idler Pul¬ 
ley. 3065000 41173 

Idler Pulley; W/V-Ribbed Belt. 3062931 41174 

Tensioner Pulley; W/Big Cam 
III Eng.; W/V-Ribbed Belt 

(1985). 3064919 41111 


DETROIT DIESEL 6-71 DIESEL ENG. 


200 

1978-1972 

Belt - Fan. @*9440HD 

Belt - Alt. ©*9412HD 

Belt - Air Brake Compr. *9451 HD 

Hose - Upper. s^20731 

Hose - Lower. ©->2 1/4” I.D. 

Hose - By Pass. 1” I.D. 

282 

1969-1965 

Belt - Gen. *9490HD 

Belt - Fan & Air Brake Com¬ 
pr. ©TR22720 

Hose - Upper. 26511 

Hose - Lower. ■4-2” I.D. 

Hose - By Pass. 1 3/4” I.D. 

300 

1978-1972 

Belt - Fan. ©*9440HD 

Belt - Alt. ©*9412HD 

Belt - Air Brake Compr. *9451 HD 

Hose - Upper. ^20731 

Hose - Lower. ©->2 1/4” I.D. 

Hose - By Pass. 1” I.D. 

310 

1986-1979 

Belt - Fan. ©**9530HD 

Belt - Alt. @*9420HD 

Belt - Air Brake Compr. *9451 HD 

Hose - Upper - Eng. To Pipe. 4-2” I.D. 

Hose - Upper - Pipe To Rad. 42 1/2” I.D. 

Hose - Lower - Eng. To Pipe. 4-2 1/4” I.D. 

Hose - Lower - Pipe To Rad. 4-3” I.D. 

Hose - Lower - Pipe To Cooler. 4-3” I.D. 

Hose - Lower - Cooler To Rad. 4-3” I.D. 

Hose - By Pass. 1 3/4” I.D. 

348 

1976-1974 

Belt - Fan; (1976). ®*9580HD 

Belt - Alt.; (1976). *9375HD 

Belt - Alt.; (1975-1974). *9420HD 

Belt - Fan & Air Brake Com¬ 
pr.; (1975-1974). ©*9700HD 

Hose - Upper; (1976). 26520 

Hose - Upper; (1975-1974). ^21379 

Hose - Lower; (1976). ©->2 3/4” I.D. 

Hose - Lower; (1975-1974). ©->2” I.D. 

Hose - By Pass - Inlet. 1 3/4” I.D. 

Hose - By Pass - Outlet. 2 3/8” I.D. 

Hose - Heater. 5/8” I.D. 

352 

1969-1965 

Belt - Gen. *9490HD 

Belt - Fan & Air Brake Com¬ 
pr. ©TR22720 

Hose - Upper. 26511 

Hose - Lower. 4-2” I.D. 

Hose - By Pass. 1 3/4” I.D. 


DETROIT DIESEL 6V-53 DIESEL ENG. 


200 ; 300 

1974-1972 

Belt - Fan. @*9400HD 

Belt - W.P. 5133177 @7370 

Belt-Alt. 5133177 @7370 

348 

1974-1973 

Belt - Fan. @**9490HD 

Belt-W.P. 5133177 @7370 

Belt-Alt. 5133177 @7370 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


4- 

o 

♦ 

* 


Green Stripe * 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 

Mfr. Part No. 

Gates No. 

PETERBILT - Continued 

DETROIT DIESEL 6V-71 DIESEL ENG. 

348 

1976 

Belt - Fan. 


©49580HD 

Belt - Alt. 


©49375HD 

Hose - Upper. 


<126520 

Hose - Lower. 


©23567 

Hose - By Pass. 


1 3/4” I.D. 

DETROIT DIESEL 6V-92 DIESEL ENG. 

282 

1980-1976 

Belt - Fan; W/58 1/4" Belt 
O.C. 


©49580HD 

Belt - Fan; W/61 1/4" Belt 
O.C. 


©4961 OHD 

Belt - Alt.; W/75A. Alt. 


©449313HD 

Belt - Alt.; W/85A. Alt. 


©49375HD 

Belt - A.C.; W/33 1/2" Belt 
O.C. 


49330HD 

Belt - A.C.; W/38 1/2" Belt 
O.C. 


49380HD 

Hose - Upper. 


<126522 

Hose - Lower. 


@->3” I.D. 

Hose - By Pass - Inlet. 


1 3/4” I.D. 

Hose - By Pass - Outlet. 


2 3/8” I.D. 

Hose - Heater Inlet. 


3/4” I.D. 

Hose - Heater Outlet. 


5/8” I.D. 

289 

1980-1976 

Belt - Fan. 

.. 5133764 

©49560HD 

Belt - Alt.; W/75A. Alt. 


©49313HD 

Belt - Alt.; W/85A. Alt. 


©49380HD 

Belt - A.C.; W/33 1/2" Belt 
O.C. 


49330HD 

Belt - A.C.; W/38 1/2" Belt 
O.C. 


©49380HD 


Hose 

Hose 

Hose 

Hose 

Hose 

Hose 

310 


- Upper. 

- Lower. 

- By Pass - Inlet. 

- By Pass - Outlet.. 

- Heater Inlet. 

- Heater Outlet. 


<1)26522 
©■>3” I.D. 

1 3/4” I.D. 

2 3/8” I.D. 
3/4” I.D. 
5/8” I.D. 


1985-1979 

Belt - Fan; (1985). ©49585HD 

Belt - Fan; W/49 1/2" Belt 

O.C. (1983-1979). ©449490HD 

Belt - Fan; W/53" Belt O.C. 

(1983-1979). ©49525HD 

Belt - Fan; W/56" Belt O.C. 

(1983-1979). ©49560HD 

Hose - Upper - Eng. To Pipe (Left & Right. @25804 

Hose - Upper - Pipe To Rad. (Left & Right ©2 1/2” I.D. 

Hose - Lower. ©->3” I.D. 

Hose - By Pass - Inlet. 1 3/4” I.D. 

Hose - By Pass - Outlet. 2 3/8” I.D. 

Hose - Heater Inlet. 3/4” I.D. 

Hose - Heater Outlet. 5/8” I.D. 

348 

1981-1976 

Belt - Fan; W/58 1/4" Belt 

O.C. ©49580HD 

Belt - Fan; W/61 1/4" Belt 

O.C. ©4961OHD 

Belt - Alt.; W/75A. Alt. ©449313HD 

Belt - Alt.; W/85A. Alt. ©49375HD 

Belt - A.C.; W/33 1/2" Belt 

O.C. 49330HD 

Belt - A.C.; W/38 1/2" Belt 

O.C. 49380HD 

Hose - Upper; (1977-1976). @26520 

Hose - Lower; (1977-1976). @->3” I.D. 

Hose - By Pass - Inlet; (1977-1976). 1 3/4” I.D. 


Application 


Mfr. Part No. Gates No. 


PETERBILT - Continued 

DETROIT DIESEL 6V-92 DIESEL ENG. 


- Continued 

348 - Continued 

1981-1976 - Continued 

Hose - By Pass - Outlet; (1977-1976). 2 3/8” I.D. 

Hose - Heater Inlet; (1977-1976). 3/4” I.D. 

Hose - Heater Outlet; (1977-1976). 5/8” I.D. 

349 

1986 

Belt - Fan. ©44971OHD 

Belt - Alt. ©49380HD 

Hose - Upper. 26522 

Hose - Lower. ©3” I.D. 

Hose - By Pass - Inlet. 1 3/4” I.D. 

Hose - By Pass - Outlet. 2 3/8” I.D. 

Hose - Heater Inlet. 3/4” I.D. 

Hose - Heater Outlet. 5/8” I.D. 

352 

1981-1976 

Belt - Fan; W/58 1/4" Belt 

O.C. ©49580HD 

Belt - Fan; W/61 1/4" Belt 

O.C. ©4961 OHD 

Belt - Alt.; W/75A. Alt. ©449313HD 

Belt - Alt.; W/85A. Alt. ©49375HD 

Belt - A.C.; W/33 1/2" Belt 

O.C. 49330HD 

Belt - A.C.; W/38 1/2" Belt 

O.C. 49380HD 

Hose - Upper. <©26522 

Hose - Lower. ©->3” I.D. 

Hose - By Pass - Inlet. 1 3/4” I.D. 

Hose - By Pass - Outlet. 2 3/8” I.D. 

Hose - Heater Inlet. 3/4” I.D. 

Hose - Heater Outlet. 5/8” I.D. 

359 

1981-1976 

Belt - Fan; (1981). ©49610HD 

Belt - Fan; (1980-1976). 5133764 ©49560HD 

Belt - Alt.; W/75A. Alt. ©49313HD 

Belt - Alt.; W/85A. Alt. ©49380HD 

Belt - A.C.; W/33 1/2" Belt 

O.C. 49330HD 

Belt - A.C.; W/38 1/2" Belt 

O.C. ©49380HD 

Hose - Upper. <©26522 

Hose - Lower. ©->3” I.D. 

Hose - By Pass - Inlet. 1 3/4” I.D. 

Hose - By Pass - Outlet. 2 3/8” I.D. 

Hose - Heater Inlet. 3/4” I.D. 

Hose - Heater Outlet. 5/8” I.D. 

362 

1985-1982 

Belt - Fan. ©449570HD 

Belt - Alt. ©449313HD 

Belt - A.C. ©49380HD 

Hose - Upper. 26522 

Hose - Lower. ©3” I.D. 

Hose - By Pass - Inlet. 1 3/4” I.D. 

Hose - By Pass - Outlet. 2 3/8” I.D. 

Hose - Heater Inlet. 3/4” I.D. 

Hose - Heater Outlet. 5/8” I.D. 


DETROIT DIESEL 8V-71 DIESEL ENG. 

282 

1977-1966 

Belt - Fan; W/55 1/2" Belt 

O.C. (1977-1971). 5133763 ©49550HD 

Belt - Fan; W/64 1/2" Belt 

O.C. (1977-1971). 17641 ©49640HD 

Belt - Fan; (1970-1966). 5119702 ©49540HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. 4 PowerBand® Belt May Work, Use Template To Check. 

^ Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 


370 





































































































Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

PETERBILT - Continued 


Gates No. 


Application 


Mfr. Part No. 


PETERBILT - Continued 


Gates No. 


DETROIT DIESEL 8V-71 DIESEL ENG. 


DETROIT DIESEL 8V-92 DIESEL ENG. 


- Continued 

282 - Continued 
1977-1966 - Continued 
Belt - Alt.; W/55A. Leece 

Neville Alt. (1977-1971). 

Belt - Alt.; W/55A., 65A., 75A. 


Delco Alt. (1977-1971). 5133177 

Belt - Alt.; W/62A., 85A. Del¬ 
co Alt. (1970-1969). 5133177 

Belt - Alt.; (1968-1966). 5133177 

Belt - A.C.; (1977-1971). 

Belt - A.C.; (1970-1969). 

Belt - A.C.; (1968-1966). 

Belt - Air Brake Compr.; 

(1970-1969). 5126763 


Hose - Upper. 

Hose - Lower. 

Hose - By Pass. 

Hose - Heater. 

289 

1972 

Belt - Fan. 5133763 

Belt - Alt.5133177 

Belt - A.C. 

Hose - Upper; 2-Piece Hose. 

Hose - Upper; 4-Piece Hose. 

Hose - Lower. 

Hose - By Pass. 

Hose - Heater. 

351 

1972 

Belt - Fan. 5133763 

Belt - Alt.5133177 

Hose - Upper. 

Hose - Lower. 

Hose - By Pass. 

352 

1977-1966 

Belt - Fan; W/55 1/2" Belt 


O.C. (1977-1971). 5133763 

Belt - Fan; W/64 1/2" Belt 

O.C. (1977-1971). 17641 

Belt - Fan; (1970-1966). 5119702 

Belt - Alt.; W/55A. Leece 

Neville Alt. (1977-1971). 

Belt - Alt.; W/55A., 65A., 75A. 

Delco Alt. (1977-1971). 5133177 

Belt - Alt.; W/62A., 85A. Del¬ 
co Alt. (1970-1969). 5133177 

Belt - Alt.; (1968-1966). 5133177 

Belt - A.C.; (1977-1971). 

Belt - A.C.; (1970-1969). 

Belt - A.C.; (1968-1966). 

Belt - Air Brake Compr.; 

(1970-1969). 5126763 


Hose - Upper. 

Hose - Lower. 

Hose - By Pass. 

Hose - Heater. 

359 

1972 

Belt - Fan. 5133763 

Belt - Alt.5133177 

Belt - A.C. 

Hose - Upper; 2-Piece Hose. 

Hose - Upper; 4-Piece Hose. 

Hose - Lower. 

Hose - By Pass. 

Hose - Heater. 


©*9380HD 

©7370 

@7370 

@7370 

TR28483 

TR28492 

TR22397 

@*9400HD 
@>26522 
@23547 
2 3/8” I.D. 
5/8” I.D. 


®*9550HD 
@7370 
TR28483 
>126522 
©■>2 1/4” I.D. 
>@23547 
2 3/8” I.D. 
5/8” I.D. 


®*9550HD 
©7370 
>126522 
>@23547 
2 3/8” I.D. 


282 

1980-1978 

Belt - Fan; W/55 1/4" Belt 

O.C. 

Belt - Fan; W/58 3/4" Belt 

O.C. 

Belt - Alt.; W/31 3/4" Belt 

O.C. 

Belt - Alt.; W/38 1/4" Belt 

O.C. 

Belt - A.C.; W/33 3/4" Belt 

O.C. 

Belt - A.C.; W/38 3/4" Belt 

O.C. 

Hose - Upper. 

Hose - Lower. 

Hose - By Pass - Inlet. 

Hose - By Pass - Outlet.... 
Hose - Heater. 

289 

1980-1974 

Belt - Fan; W/58 3/4" Belt 

O.C. (1980). 

Belt - Fan; W/61 1/4" Belt 

O.C. (1980). 

Belt - Fan; W/63 1/4" Belt 

O.C. 

Belt - Fan; W/55 1/4" Belt 

O.C. (1979-1974). 

Belt - Fan; W/58 1/4" Belt 

O.C. (1979-1974). 

Belt - Alt. 

Belt - A.C.; (1980). 

Belt - A.C.; W/33 3/4" Belt 

O.C. (1979-1974). 

Belt - A.C.; W/38 1/4" Belt 

O.C. (1979-1974). 

Hose - Upper. 

Hose - Lower. 

Hose - By Pass - Inlet. 

Hose - By Pass - Outlet.... 
Hose - Heater. 


®*9550HD 

®*9640HD 

®*9540HD 

©*9380HD 

©7370 

©7370 

@7370 

TR28483 

TR28492 

TR22397 

@*9400HD 
>126522 
>@23547 
2 3/8” I.D. 
5/8” I.D. 


352 

1980-1978 

Belt - Fan; W/55 1/4" Belt 

O.C. 

Belt - Fan; W/58 3/4" Belt 

O.C. 

Belt - Alt.; W/31 3/4" Belt 

O.C. 

Belt - Alt.; W/38 1/4" Belt 

O.C. 

Belt - A.C.; W/33 3/4" Belt 

O.C. 

Belt - A.C.; W/38 3/4" Belt 

O.C. 

Hose - Upper. 

Hose - Lower. 

Hose - By Pass - Inlet. 

Hose - By Pass - Outlet.... 
Hose - Heater. 

359 

1986-1974 


®*9550HD 
©7370 
TR28483 
>@26522 
©■>2 1/4” I.D. 
>@23547 
2 3/8” I.D. 


Belt - Fan; W/58 3/4" Belt 

O.C. (1986-1980). 

Belt - Fan; W/61 1/4" Belt 

O.C. (1986-1980). 

Belt - Fan; W/63 1/4" Belt 

O.C. 

Belt - Fan; W/55 1/4" Belt 

O.C. (1979-1974). 

Belt - Fan; W/58 1/4" Belt 
O.C. (1979-1974). 


5/8” I.D. 


Belt - Alt. 


5133763 


5133763 


®*9550HD 

®*9585HD 

©♦*9313HD 

@*9380HD 

©*9335HD 

©*9385HD 
@■>2 1/4” I.D. 
©■>3” I.D. 

1 3/4” I.D. 

2 3/8” I.D. 
3/4” I.D. 


®*9585HD 

©*961OHD 

®*9630HD 

©*9550HD 

®*9585HD 

©*9375HD 

@*9380HD 

@*9335HD 

@*9380HD 
©■>2 1/4” I.D. 
@-5-3” I.D. 

1 3/4” I.D. 

2 3/8” I.D. 
3/4” I.D. 


®*9550HD 

®*9585HD 

©♦*9313HD 

©*9380HD 

®*9335HD 

@*9385HD 
©■>2 1/4” I.D. 
@■>3” I.D. 

1 3/4” I.D. 

2 3/8” I.D. 
3/4” I.D. 


®*9585HD 

©*961OHD 

@*9630HD 

®*9550HD 

®*9585HD 

@*9375HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durlon ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

* 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 

Application Mtr. Part No. Gates No. I Application Mfr. Part No. Gates No. 


PETERBILT - Continued 

DETROIT DIESEL 8V-92 DIESEL ENG. 


- Continued 

359 - Continued 

1986- 1974 - Continued 

Belt - A.C.; (1986-1980). ©49380HD 

Belt - A.C.; W/33 3/4” Belt 

O.C.(1979-1974). 249335HD 

Belt - A.C.; W/38 1/4" Belt 

0.0.(1979-1974). ®*9380HD 

Hose - Upper. ©->2 1/4” I.D. 

Hose - Lower. ©->3” I.D. 

Hose - By Pass - Inlet. 1 3/4” I.D. 

Hose - By Pass - Outlet. 2 3/8” I.D. 

Hose - Heater. 3/4” I.D. 

362 

1987- 1984 

Belt - Fan. ®*9585HD 

Belt - Alt. .'♦♦9313HD 

Belt - A.C. I 49380HD 

Hose - Upper. ©->2 1/4” I.D. 

Hose - Lower. ©->3” I.D. 

Hose - By Pass - Inlet. 1 3/4” I.D. 

Hose - By Pass - Outlet. 2 3/8” I.D. 

Hose - Heater. 3/4” I.D. 

375; 377; 379 
1987 

Belt - Fan. ©4961OHD 

Belt - Alt. ©49375HD 

Belt - A.C. ©49380HD 

Hose - Upper. ©->2 1/4” I.D. 

Hose - Lower. ©->3” I.D. 

Hose - By Pass - Inlet. 1 3/4” I.D. 

Hose - By Pass - Outlet. 2 3/8” I.D. 

Hose - Heater. 3/4” I.D. 


DETROIT DIESEL 12V-71 DIESEL ENG. 

282 


PETERBILT - Continued 

DETROIT DIESEL 12V-71 DIESEL ENG. 


- Continued 

359 - Continued 

1974-1973 - Continued 

Hose - Lower - Eng. To Pipe. -^3 1/2” I.D. 

Hose - Lower - Pipe To Rad. -^3 3/4” I.D. 

Hose - By Pass. 2 3/4” I.D. 


DETROIT DIESEL 6-CYL. 11.1 L DIE¬ 
SEL ENG.; DETROIT DIESEL 6-CYL. 
12.7 L DIESEL ENG. 


372 

1990-1989 

Belt - Fan; W/55 1/2" Belt 

0.0.(1990). 49550HD 

Belt - Fan; W/56 1/2" Belt 

0.0.(1990). 49560HD 

Belt - Fan; W/55 1/2" Belt 

0.0.(1989). 49550HD 

Belt - Fan; W/56 1/2" Belt 

0.0.(1989). ©49560HD 

Belt - Alt. 2/951OPB 

Belt - A.C.; W/54 1/2" Belt 

0.C. 49540HD 

Belt - A.C.; W/55 1/2" Belt 

0.C. 49550HD 

Hose - Upper; (1990). -*2 1/2” I.D. 

Hose - Upper; (1989). ©->2 1/2” I.D. 

Hose - Lower; (1990). ^-2 1/2” I.D. 

Hose - Lower; (1989). ©->2 1/2” I.D. 

Hose - By Pass; (1990). 1 3/4” I.D. 

Hose - By Pass; (1989). A1 3/4” I.D. 

Hose - Heater Inlet. 3/4” I.D. 

Hose - Heater Outlet. 5/8” I.D. 

REO 


1974-1973 

Belt-Fan. 5133763 ©49550HD 

Belt-Alt. 5132386 ©9300 

Belt - A.C. TR28463 

Hose - Upper. 02 1/2” I.D. 

Hose - Lower - Eng. To Pipe. ->3 1/2” I.D. 

Hose - Lower - Pipe To Rad. -*3 3/4” I.D. 

Hose - By Pass. 2 3/4” I.D. 

289 

1974-1973 

Belt-Fan. 5133763 ©49550HD 

Belt-Alt. 5132386 @9300 


BUDA 6DT468 DIESEL ENG. 

23 SERIES; 50 SERIES; 506 SERIES 

1958-1950 

Belt - Fan & Gen. M60312 ©TR28657 

Belt - Supercharger. ©TR22397 

CONTINENTAL T6427 ENG. 

23 SERIES 

1955-1949 

Belt - Fan & Gen. 739A7 ©TR24562 

Belt - Compr. 1188M5 TR28473 


Belt - A.C. 

Belt - Air Brake Compr. 5139026 

Hose - Upper. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

Hose - By Pass. 

352 

1974-1973 

Belt - Fan. 5133763 

Belt - Alt. 5132386 

Belt - A.C. 

Hose - Upper. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 


Hose - By Pass. 

359 

1974-1973 

Belt - Fan. 5133763 

Belt - Alt. 5132386 

Belt - A.C. 

Belt - Air Brake Compr. 5139026 

Hose - Upper. 


TR28463 
©♦9420HD 
02 1/2” I.D. 
*3 1/2” I.D. 
*3 3/4” I.D. 
2 3/4” I.D. 


©♦9550HD 
@9300 
TR28463 
02 1/2” I.D. 
*3 1/2” I.D. 
*3 3/4” I.D. 
2 3/4” I.D. 


CUMMINS C SERIES 8.3 L DIESEL 
ENG. 

D430 SERIES; D603 SERIES; D630 SERIES 

1967-1960 


Belt - Fan; W/30 3/4" Belt 

O.C. 178455 

Belt - Fan; W/31 3/4" Belt 

O.C. 124424 

Belt - Fan; W/31 3/8" Belt 

O.C. 147099 

Belt - Fan; W/36 5/8" Belt 

O.C. 178531 

Belt - Fan; W/37 3/8" Belt 

O.C. 144158 

Belt - Fan; W/40 1/2" Belt 
O.C. 124426 


©TR22299 

©TR24315 

©TR24308 

©TR22358 

©TR24365 

©TR24400 


©♦9550HD 

@9300 

TR28463 


Belt - W.P.; W/30 3/4" Belt 

O.C. 

Belt - W.P.; W/33 1/2" Belt 
O.C. 


©♦9420HD Belt - W.P.; W/34 1/4" Belt 


02 1/2” I.D. O.C. 


101427 

111726 

111724 


TR22299 

TR22329 

TR22336 


© Two Required. © Six Required. Green Stripe 8 4-Ply Coolant Hose Recommended. 

® Three Required. A Durlon® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

© Four Required. V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

© Five Required. ^ Cut To Fit. ♦ Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

REO - Continued 


Gates No. 


Application 

REO - Continued 


Mfr. Part No. 


Gates No. 


CUMMINS C SERIES 8.3 L DIESEL 


CUMMINS C SERIES 8.3 L DIESEL 


ENG. - Continued 

D430 SERIES; D603 SERIES; D630 SERIES 

- Continued 


1967-1960 - Continued 
Belt - W.P.; W/36 1/2" Belt 


o.c. 

118547 

TR22358 

Belt - W.P.; W/38 3/8” Belt 
O.C. 

110895 

TR22380 

Belt - Fan & W.P. 

102422 

TR22344 

Belt - Alt.; W/12V., 100A. 
Leece Neville Alt.; W/54" 

Belt O.C. 

1009A7 

TR22534 

Belt - Alt.; W/Leece Neville 
Alt.; W/Low Mount Alt.; 

W/45" Belt O.C. 

1859G1 

TR22443 

Belt - Alt./Gen.; W/52 1/2" 

Belt O.C. 

134778 

TR22517 

Belt - Alt./Gen.; W/High 

Mount Alt. 

1709G1 

TR22514 

Belt - Alt./Gen.; W/Low Mount 
Alt.; W/44" Belt O.C. 

1728G1 

TR22434 

Belt - Gen.; W/12V., 30A. 
Gen.; W/52" Belt O.C. 

1709G1 

TR22514 

Belt - Gen.; W/12V., 50A. 
Gen.; W/Delco Gen.; W/54" 
Belt O.C. 

1009A7 

TR22534 

Belt - Gen.; W/48" Belt O.C... 

106070 

TR22474 

Belt - Gen.; W/50" Belt O.C... 

70885 

TR22495 

Belt - Gen.; W/57 3/8" Belt 
O.C. 

134787 

TR22570 

Belt - Gen.; W/High Mount 
Fan; W/54" Belt O.C. 

1009A7 

TR22534 

Belt - P.S.; VTM27; W/High 
Mount Fan; W/43" Belt O.C. 

311 OKI 6 

TR22425 

Belt - P.S.; VTM27; W/Low 
Mount Fan; W/38 1/4" Belt 
O.C. 

311 OKI 5 

49380HD 

Belt - P.S.; W/44" Belt O.C.... 

680331A 

TR22434 

Belt - P.S.; W/Low Mount 

Fan; W/1/2" Belt T.W.; W/33 
1/4" Belt O.C. 

3110K11 

49330HD 

Belt - P.S.; W/Low Mount 

Fan; W/21/32" Belt T.W.; 
W/34 1/4" Belt O.C. 

3110K11 

TR22336 


D633 SERIES; D703 SERIES; D730 SERIES; D733 
SERIES; DCL430 SERIES; DCL633 SERIES; 
DCL703 SERIES; DCL730 SERIES; DCL733 SE¬ 
RIES; DF300 SERIES; DF330 SERIES 
1966-1960 

Belt - Fan; W/30 3/4" Belt 


O.C. 

. 178455 

©TR22299 

Belt - Fan; W/31 3/4" Belt 
O.C. 

. 124424 

©TR24315 

Belt - Fan; W/31 3/8" Belt 
O.C. 

. 147099 

©TR24308 

Belt - Fan; W/36 5/8" Belt 
O.C. 

. 178531 

©TR22358 

Belt - Fan; W/37 3/8" Belt 
O.C. 

. 144158 

©TR24365 

Belt - Fan; W/40 1/2" Belt 
O.C. 

. 124426 

©TR24400 

Belt - W.P.; W/30 3/4" Belt 
O.C. 

. 101427 

TR22299 

Belt - W.P.; W/33 1/2" Belt 
O.C. 

. 111726 

TR22329 

Belt - W.P.; W/34 1/4" Belt 
O.C. 

. 111724 

TR22336 

Belt - W.P.; W/36 1/2" Belt 
O.C. 

. 118547 

TR22358 

Belt - W.P.; W/38 3/8" Belt 
O.C. 

. 110895 

TR22380 

Belt - Fan & W.P. 

. 102422 

TR22344 

Belt - Alt.; W/12V., 100A. 
Leece Neville Alt.; W/54" 
Belt O.C. 

. 1009A7 

TR22534 


ENG. - Continued 

D633 SERIES; D703 SERIES; D730 SERIES; D733 
SERIES; DCL430 SERIES; DCL633 SERIES; 
DCL703 SERIES; DCL730 SERIES; DCL733 SE¬ 
RIES; DF300 SERIES; DF330 SERIES - Continued 

1966-1960 -Continued 
Belt - Alt.; W/Leece Neville 
Alt.; W/Low Mount Alt.; 


W/45" Belt O.C. 

1859G1 

TR22443 

Belt - Alt./Gen.; W/52 1/2’ 

Belt O.C. 

134778 

TR22517 

Belt - Alt./Gen.; W/High 

Mount Alt. 

1709G1 

TR22514 

Belt - Alt./Gen.; W/Low Mount 
Alt.; W/44" Belt O.C. 

1728G1 

TR22434 

Belt - Gen.; W/12V., 30A. 
Gen.; W/52" Belt O.C. 

1709G1 

TR22514 

Belt - Gen.; W/12V., 50A. 
Gen.; W/Delco Gen.; W/54" 
Belt O.C. 

1009A7 

TR22534 

Belt - Gen.; W/48" Belt O.C... 

106070 

TR22474 

Belt - Gen.; W/50" Belt O.C... 

70885 

TR22495 

Belt - Gen.; W/57 3/8" Belt 
O.C. 

134787 

TR22570 

Belt - Gen.; W/High Mount 
Fan; W/54" Belt O.C. 

1009A7 

TR22534 

Belt - P.S.; VTM27; W/High 
Mount Fan; W/43" Belt O.C. 

311 OKI 6 

TR22425 

Belt - P.S.; VTM27; W/Low 
Mount Fan; W/38 1/4" Belt 
O.C. 

311 OKI 5 

49380HD 

Belt - P.S.; W/44" Belt O.C.... 

680331A 

TR22434 

Belt - P.S.; W/Low Mount 

Fan; W/1/2" Belt T.W.; W/33 
1/4" Belt O.C. 

3110K11 

49330HD 

Belt - P.S.; W/Low Mount 

Fan; W/21/32" Belt T.W.; 
W/34 1/4" Belt O.C. 

3110K11 

TR22336 

DF400 SERIES; DF430 SERIES; DF500 SERIES; 

DF530 SERIES 

1967-1954 

Belt - Fan; W/30 3/4" Belt 

O.C. 

178455 

©TR22299 

Belt - Fan; W/31 3/4" Belt 

O.C. 

124424 

©TR24315 

Belt - Fan; W/31 3/8" Belt 

O.C. 

147099 

©TR24308 

Belt - Fan; W/36 5/8" Belt 

O.C. 

178531 

©TR22358 

Belt - Fan; W/37 3/8" Belt 

O.C. 

144158 

©TR24365 

Belt - Fan; W/40 1/2" Belt 

O.C. 

124426 

©TR24400 

Belt - W.P.; W/30 3/4" Belt 
O.C. 

101427 

TR22299 

Belt - W.P.; W/33 1/2" Belt 
O.C. 

111726 

TR22329 

Belt - W.P.; W/34 1/4" Belt 
O.C. 

111724 

TR22336 

Belt - W.P.; W/36 1/2" Belt 
O.C. 

118547 

TR22358 

Belt - W.P.; W/38 3/8" Belt 
O.C. 

110895 

TR22380 

Belt - Fan & W.P. 

102422 

TR22344 

Belt - Alt.; W/12V., 100A. 
Leece Neville Alt.; W/54” 

Belt O.C. 

1009A7 

TR22534 

Belt - Alt.; W/Leece Neville 
Alt.; W/Low Mount Alt.; 

W/45" Belt O.C. 

1859G1 

TR22443 

Belt - Alt./Gen.; W/52 1/2" 

Belt O.C. 

134778 

TR22517 

Belt - Alt./Gen.; W/High 

Mount Alt. 

1709G1 

TR22514 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

REO - Continued 


Gates No. 


Application 

REO - Continued 


Mfr. Part No. 


Gates No. 


CUMMINS C SERIES 8.3 L DIESEL 
ENG. - Continued 

DF400 SERIES; DF430 SERIES; DF500 SERIES; 
DF530 SERIES - Continued 
1967-1954 - Continued 
Belt - Alt./Gen.; W/Low Mount 

Alt.; W/44" Belt O.C. 1728G1 TR22434 

Belt - Gen.; W/12V., 30A. 

Gen.; W/52" Belt O.C. 1709G1 TR22514 

Belt - Gen.; W/12V., 50A. 

Gen.; W/Delco Gen.; W/54" 

Belt O.C. 1009A7 TR22534 

Belt - Gen.; W/48" Belt O.C... 106070 TR22474 

Belt - Gen.; W/50" Belt O.C... 70885 TR22495 

Belt - Gen.; W/57 3/8" Belt 

O.C. 134787 TR22570 

Belt - Gen.; W/High Mount 

Fan; W/54" Belt O.C. 1009A7 TR22534 

Belt - P.S.; VTM27; W/High 

Mount Fan; W/43" Belt O.C. 311 OKI 6 TR22425 

Belt - P.S.; VTM27; W/Low 

Mount Fan; W/38 1/4" Belt 

O.C.311 OKI 5 49380HD 

Belt - P.S.; W/44" Belt O.C.... 680331A TR22434 

Belt - P.S.; W/Low Mount 

Fan; W/1/2" Belt T.W.; W/33 

1/4" Belt O.C.3110K115 49330HD 

Belt - P.S.; W/Low Mount 

Fan; W/21/32" Belt T.W.; 

W/34 1/4" Belt O.C.3110K119 TR22336 

DL603 SERIES; DL630 SERIES; DL703 SERIES; 
DL730 SERIES; DL733 SERIES 
1966-1960 


Belt - Fan; W/30 3/4" Belt 

O.C. 

178455 

©TR22299 

Belt - Fan; W/31 3/4" Belt 

O.C. 

124424 

©TR24315 

Belt - Fan; W/31 3/8" Belt 

O.C. 

147099 

©TR24308 

Belt - Fan; W/36 5/8" Belt 

O.C. 

178531 

©TR22358 

Belt - Fan; W/37 3/8" Belt 

O.C. 

144158 

©TR24365 

Belt - Fan; W/40 1/2" Belt 

O.C. 

124426 

©TR24400 

Belt - W.P. 

O.C. 

W/30 3/4" Belt 

101427 

TR22299 

Belt - W.P. 

O.C. 

W/33 1/2" Belt 

111726 

TR22329 

Belt - W.P. 

O.C. 

W/34 1/4" Belt 

111724 

TR22336 

Belt - W.P. 

O.C. 

W/36 1/2" Belt 

118547 

TR22358 

Belt - W.P. 

O.C. 

W/38 3/8" Belt 

110895 

TR22380 

Belt - Fan & W.P. 

102422 

TR22344 

Belt - Alt.; W/12V., 100A. 
Leece Neville Alt.; W/54" 

Belt O.C. 

1009A7 

TR22534 

Belt - Alt.; W/Leece Neville 
Alt.; W/Low Mount Alt.; 

W/45" Belt O.C. 

1859G1 

TR22443 

Belt - Alt./Gen.; W/52 1/2" 

Belt O.C. 

134778 

TR22517 

Belt - Alt./Gen.; W/High 

Mount Alt. 

1709G1 

TR22514 

Belt - Alt./Gen.; W/Low Mount 
Alt.; W/44" Belt O.C. 

1728G1 

TR22434 

Belt - Gen.; W/12V., 30A. 
Gen.; W/52" Belt O.C. 

1709G1 

TR22514 

Belt - Gen.; W/12V., 50A. 
Gen.; W/Delco Gen.; W/54" 
Belt O.C. 

1009A7 

TR22534 

Belt - Gen.; W/48" Belt O.C... 

106070 

TR22474 

Belt - Gen.; W/50" Belt O.C... 

70885 

TR22495 


CUMMINS C SERIES 8.3 L DIESEL 
ENG. - Continued 

DL603 SERIES; DL630 SERIES; DL703 SERIES; 
DL730 SERIES; DL733 SERIES - Continued 

1966 - 1960 - Continued 
Belt - Gen.; W/57 3/8" Belt 

O.C. 134787 TR22570 

Belt - Gen.; W/High Mount 

Fan; W/54" Belt O.C. 1009A7 TR22534 

Belt - P.S.; VTM27; W/High 

Mount Fan; W/43" Belt O.C. 311 OKI 6 TR22425 

Belt - P.S.; VTM27; W/Low 
Mount Fan; W/38 1/4" Belt 

O.C.311 OKI 5 49380HD 

Belt - P.S.; W/44" Belt O.C.... 680331A TR22434 

Belt - P.S.; W/Low Mount 
Fan; W/1/2" Belt T.W.; W/33 

1/4’ Belt O.C.311 OK115 49330HD 

Belt - P.S.; W/Low Mount 
Fan; W/21/32" Belt T.W.; 

W/34 1/4" Belt O.C.3110K119 TR22336 

E300 SERIES; E330 SERIES; E400 SERIES; E440 
SERIES; E500 SERIES; E510 SERIES; E530 SE¬ 
RIES; E540 SERIES 

1967 - 1954 

Belt - Fan; W/30 3/4" Belt 


O.C. 


178455 

©TR22299 

Belt - Fan; 
O.C. 

W/31 3/4" Belt 

124424 

©TR24315 

Belt - Fan; 
O.C. 

W/31 3/8" Belt 

147099 

©TR24308 

Belt - Fan; 
O.C. 

W/36 5/8" Belt 

178531 

©TR22358 

Belt - Fan; 
O.C. 

W/37 3/8" Belt 

144158 

©TR24365 

Belt - Fan; 
O.C. 

W/40 1/2" Belt 

124426 

©TR24400 

Belt - W.P. 

O.C. 

W/30 3/4" Belt 

101427 

TR22299 

Belt - W.P. 

O.C. 

W/33 1/2" Belt 

111726 

TR22329 

Belt - W.P. 

O.C. 

W/34 1/4" Belt 

111724 

TR22336 

Belt - W.P. 

O.C. 

W/36 1/2" Belt 

118547 

TR22358 

Belt - W.P. 

O.C. 

W/38 3/8" Belt 

110895 

TR22380 

Belt - Fan & W.P. 

102422 

TR22344 

Belt - Alt.; W/12V., 100A. 
Leece Neville Alt.; W/54" 

Belt O.C. 

1009A7 

TR22534 

Belt - Alt.; W/Leece Neville 
Alt.; W/Low Mount Alt.; 

W/45" Belt O.C. 

1859G1 

TR22443 

Belt - Alt./Gen.; W/52 1/2" 

Belt O.C. 

134778 

TR22517 

Belt - Alt./Gen.; W/High 

Mount Alt. 

1709G1 

TR22514 

Belt - Alt./Gen.; W/Low Mount 
Alt.; W/44" Belt O.C. 

1728G1 

TR22434 

Belt - Gen.; W/12V., 30A. 
Gen.; W/52" Belt O.C. 

1709G1 

TR22514 

Belt - Gen.; W/12V., 50A. 
Gen.; W/Delco Gen.; W/54" 
Belt O.C. 

1009A7 

TR22534 

Belt - Gen.; W/48" Belt O.C... 

106070 

TR22474 

Belt - Gen.; W/50" Belt O.C... 

70885 

TR22495 

Belt - Gen.; W/57 3/8" Belt 
O.C. 

134787 

TR22570 

Belt - Gen.; W/High Mount 
Fan; W/54" Belt O.C. 

1009A7 

TR22534 

Belt - P.S.; VTM27; W/High 
Mount Fan; W/43" Belt O.C. 

311 OKI 6 

TR22425 

Belt - P.S.; VTM27; W/Low 
Mount Fan; W/38 1/4" Belt 
O.C. 

311 OKI 5 

49380HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

^ Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

REO - Continued 


Gates No. 


Application 

REO - Continued 


Mfr. Part No. 


Gates No. 


CUMMINS C SERIES 8.3 L DIESEL 
ENG. - Continued 

E300 SERIES; E330 SERIES; E400 SERIES; E440 
SERIES; E500 SERIES; E510 SERIES; E530 SE¬ 
RIES; E540 SERIES - Continued 
1967-1954 - Continued 

Belt - P.S.; W/44" Belt O.C.... 680331A TR22434 

Belt - P.S.; W/Low Mount 
Fan; W/1/2" Belt T.W.; W/33 

1/4" Belt O.C.311 OK115 49330HD 

Belt - P.S.; W/Low Mount 
Fan; W/21/32" Belt T.W.; 

W/34 1/4" Belt O.C.3110K119 TR22336 

E630 SERIES: E700 SERIES: E730 SERIES 


1966-1960 

Belt - Fan; W/30 3/4" Belt 

O.C. 

Belt - Fan; W/31 3/4" Belt 

O.C. 

Belt - Fan; W/31 3/8" Belt 

O.C. 

Belt - Fan; W/36 5/8" Belt 

O.C. 

Belt - Fan; W/37 3/8" Belt 

O.C. 

Belt - Fan; W/40 1/2" Belt 

O.C. 

Belt - W.P.; W/30 3/4" Belt 

O.C. 

Belt - W.P.; W/33 1/2" Belt 

O.C. 

Belt - W.P.; W/34 1/4" Belt 

O.C. 

Belt - W.P.; W/36 1/2" Belt 

O.C. 

Belt - W.P.; W/38 3/8" Belt 

O.C. 

Belt - Fan & W.P. 

Belt - Alt.; W/12V., 100A. 
Leece Neville Alt.; W/54" 

Belt O.C. 

Belt - Alt.; W/Leece Neville 
Alt.; W/Low Mount Alt.; 

W/45" Belt O.C. 

Belt - Alt./Gen.; W/52 1/2" 

Belt O.C. 

Belt - Alt./Gen.; W/High 

Mount Alt. 

Belt - Alt./Gen.; W/Low Mount 

Alt.; W/44" Belt O.C. 

Belt - Gen.; W/12V., 30A. 

Gen.; W/52" Belt O.C. 

Belt - Gen.; W/12V., 50A. 
Gen.; W/Delco Gen.; W/54" 

Belt O.C. 

Belt - Gen.; W/48" Belt O.C... 
Belt - Gen.; W/50" Belt O.C... 
Belt - Gen.; W/57 3/8" Belt 

O.C. 

Belt - Gen.; W/High Mount 

Fan; W/54" Belt O.C. 

Belt - P.S.; VTM27; W/High 
Mount Fan; W/43" Belt O.C. 
Belt - P.S.; VTM27; W/Low 
Mount Fan; W/38 1/4" Belt 

O.C. 

Belt - P.S.; W/44" Belt O.C.... 
Belt - P.S.; W/Low Mount 
Fan; W/1/2" Belt T.W.; W/33 

1/4" Belt O.C. 

Belt - P.S.; W/Low Mount 
Fan; W/21/32" Belt T.W.; 
W/34 1/4" Belt O.C. 


178455 

©TR22299 

124424 

©TR24315 

147099 

©TR24308 

178531 

©TR22358 

144158 

©TR24365 

124426 

©TR24400 

101427 

TR22299 

111726 

TR22329 

111724 

TR22336 

118547 

TR22358 

110895 

102422 

TR22380 

TR22344 

1009A7 

TR22534 

1859G1 

TR22443 

134778 

TR22517 

1709G1 

TR22514 

1728G1 

TR22434 

1709G1 

TR22514 

1009A7 

106070 

70885 

TR22534 

TR22474 

TR22495 

134787 

TR22570 

1009A7 

TR22534 

311 OKI 6 

TR22425 

311 OKI 5 
680331A 

49380HD 

TR22434 

3110K115 

49330HD 

3110K119 

TR22336 


CUMMINS HRF6B DIESEL ENG. 

D430 SERIES; D603 SERIES; D630 SERIES 
1967-1960 

Belt - Fan; W/33 7/8" Belt 


O.C. 

126340 

©TR28333 

Belt - Fan; W/36 3/4" Belt 
O.C. 

151137 

©49365HD 

Belt - Fan; W/41 1/8" Belt 
O.C. 

134773 

©TR22405 

Belt - Fan; W/46 3/4" Belt 
O.C. 

172856 

©TR24461 

Belt - Fan; W/52 1/4" Belt 
O.C. 

134960 

©TR28514 

Belt - W.P.; W/28 3/4" Belt 
O.C. 

126841 

TR24281 

Belt - W.P.; W/31 3/4" Belt 
O.C. 

124424 

TR24315 

Belt - W.P.; W/31 3/8" Belt 
O.C. 

151138 

TR24308 

Belt - W.P.; W/40 3/4" Belt 
O.C. 

132012 

TR24400 

Belt - Alt.; W/46 1/2” Belt 

O.C. 

111725 

TR22461 

Belt - Alt.; W/55 7/8" Belt 

O.C. 

134803 

©TR22553 

Belt - Alt./Gen.; W/35 5/8’ 

Belt O.C. 

178448 

TR22350 

Belt - Alt./Gen.; W/38" Belt 
O.C. 

111727 

TR22373 

Belt - Alt./Gen.; W/39 3/4" 

Belt O.C. 

1930G11 

TR22392 

Belt - Gen.; W/36 1/2" Belt 
O.C. 

70350 

TR22358 

Belt - Gen.; W/41 1/8" Belt 
O.C. 

134773 

TR22405 

Belt - P.S.; V210; W/39 1/4" 
Belt O.C. 

3110K110 

49390HD 

Belt - P.S.; V210; W/41 3/8" 
Belt O.C. 

3110KI 9 

TR28406 

Belt - P.S.; VT16, VT17; 

W/41 3/8" Belt O.C. 

311 OKI 7 

49412HD 

Belt - Compr. 

134807 

©TR22358 


D633 SERIES; D703 SERIES; D730 SERIES; D733 
SERIES; DCL430 SERIES; DCL633 SERIES; 
DCL703 SERIES; DCL730 SERIES; DCL733 SE¬ 
RIES; DF300 SERIES; DF330 SERIES 
1966-1960 

Belt - Fan; W/33 7/8" Belt 


O.C. 

.. 126340 

©TR28333 

Belt - Fan; W/36 3/4" Belt 
O.C. 

.. 151137 

©49365HD 

Belt - Fan; W/41 1/8" Belt 
O.C. 

.. 134773 

©TR22405 

Belt - Fan; W/46 3/4" Belt 
O.C. 

.. 172856 

©TR24461 

Belt - Fan; W/52 1/4" Belt 
O.C. 

.. 134960 

©TR28514 

Belt - W.P.; W/28 3/4" Belt 
O.C. 

.. 126841 

TR24281 

Belt - W.P.; W/31 3/4" Belt 
O.C. 

.. 124424 

TR24315 

Belt - W.P.; W/31 3/8" Belt 
O.C. 

.. 151138 

TR24308 

Belt - W.P.; W/40 3/4" Belt 
O.C. 

.. 132012 

TR24400 

Belt - Alt.; W/46 1/2" Belt 

O.C. 

.. 111725 

TR22461 

Belt - Alt.; W/55 7/8" Belt 

O.C. 

.. 134803 

©TR22553 

Belt - Alt./Gen.; W/35 5/8" 
Belt O.C. 

.. 178448 

TR22350 

Belt - Alt./Gen.; W/38" Belt 
O.C. 

.. 111727 

TR22373 

Belt - Alt./Gen.; W/39 3/4" 
Belt O.C. 

.. 1930G11 

TR22392 

Belt - Gen.; W/36 1/2" Belt 
O.C. 

.. 70350 

TR22358 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

4 


Green Stripe * 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

REO - Continued 


Gates No. 


Application 

REO - Continued 


Mfr. Part No. 


Gates No. 


CUMMINS HRF6B DIESEL ENG. 


CUMMINS HRF6B DIESEL ENG. 


- Continued 

D633 SERIES; D703 SERIES; D730 SERIES; D733 
SERIES; DCL430 SERIES; DCL633 SERIES; 
DCL703 SERIES; DCL730 SERIES; DCL733 SE- 


RIES; DF300 SERIES; DF330 SERIES 

- Continued 

1966-1960 - Continued 

Belt - Gen.; W/41 1/8" Belt 
O.C. 

. 134773 

TR22405 

Belt - P.S.; V210; W/39 1/4" 
Belt O.C. 

. 3110K110 

*9390HD 

Belt - P.S.; V210; W/41 3/8" 
Belt O.C. 

. 3110KI 9 

TR28406 

Belt - P.S.; VT16, VT17; 

W/41 3/8" Belt O.C. 

. 3110KI 7 

*9412HD 

Belt - Compr. 

. 134807 

©TR22358 

DF400 SERIES; DF430 SERIES; DF500 SERIES; 

DF530 SERIES 

1967-1954 

Belt - Fan; W/33 7/8" Belt 
O.C. 

126340 

©TR28333 

Belt - Fan; W/36 3/4" Belt 
O.C. 

151137 

®*9365HD 

Belt - Fan; W/41 1/8" Belt 
O.C. 

134773 

©TR22405 

Belt - Fan; W/46 3/4" Belt 
O.C. 

172856 

©TR24461 

Belt - Fan; W/52 1/4" Belt 
O.C. 

134960 

©TR28514 

Belt - W.P.; W/28 3/4" Belt 
O.C. 

126841 

TR24281 

Belt - W.P.; W/31 3/4" Belt 
O.C. 

124424 

TR24315 

Belt - W.P.; W/31 3/8" Belt 
O.C. 

151138 

TR24308 

Belt - W.P.; W/40 3/4" Belt 
O.C. 

132012 

TR24400 

Belt - Alt.; W/46 1/2" Belt 

O.C. 

111725 

TR22461 

Belt - Alt.; W/55 7/8" Belt 

O.C. 

134803 

©TR22553 

Belt - Alt./Gen.; W/35 5/8" 

Belt O.C. 

178448 

TR22350 

Belt - Alt./Gen.; W/38" Belt 
O.C. 

111727 

TR22373 

Belt - Alt./Gen.; W/39 3/4" 

Belt O.C. 

1930G11 

TR22392 

Belt - Gen.; W/36 1/2" Belt 
O.C. 

70350 

TR22358 

Belt - Gen.; W/41 1/8" Belt 
O.C. 

134773 

TR22405 

Belt - P.S.; V210; W/39 1/4" 
Belt O.C. 

3110K110 

*9390HD 

Belt - P.S.; V210; W/41 3/8" 
Belt O.C. 

3110KI 9 

TR28406 

Belt - P.S.; VT16, VT17; 

W/41 3/8" Belt O.C. 

3110KI 7 

*9412HD 

Belt - Compr. 

134807 

©TR22358 

DL603 SERIES; DL630 SERIES; DL730 SERIES; 


DL733 SERIES 


1966-1960 

Belt - Fan; W/33 7/8" Belt 


O.C. 

. 126340 

©TR28333 

Belt - Fan; W/36 3/4" Belt 
O.C. 

. 151137 

®*9365HD 

Belt - Fan; W/41 1/8" Belt 
O.C. 

. 134773 

©TR22405 

Belt - Fan; W/46 3/4" Belt 
O.C. 

. 172856 

©TR24461 

Belt - Fan; W/52 1/4" Belt 
O.C. 

. 134960 

©TR28514 

Belt - W.P.; W/28 3/4" Belt 
O.C. 

. 126841 

TR24281 

Belt - W.P.; W/31 3/4" Belt 
O.C. 

. 124424 

TR24315 


- Continued 

DL603 SERIES; DL630 SERIES; DL730 SERIES; 
DL733 SERIES - Continued 


1966-1960 - Continued 
Belt - W.P.; W/31 3/8" Belt 


O.C. 

151138 

TR24308 

Belt - W.P.; W/40 3/4" Belt 
O.C. 

132012 

TR24400 

Belt - Alt.; W/46 1/2" Belt 

O.C. 

111725 

TR22461 

Belt - Alt.; W/55 7/8" Belt 

O.C. 

134803 

©TR22553 

Belt - Alt./Gen.; W/35 5/8" 

Belt O.C. 

178448 

TR22350 

Belt - Alt./Gen.; W/38" Belt 
O.C. 

111727 

TR22373 

Belt - Alt./Gen.; W/39 3/4" 

Belt O.C. 

1930G11 

TR22392 

Belt - Gen.; W/36 1/2" Belt 
O.C. 

70350 

TR22358 

Belt - Gen.; W/41 1/8" Belt 
O.C. 

134773 

TR22405 

Belt - P.S.; V210; W/39 1/4" 
Belt O.C. 

3110K110 

*9390HD 

Belt - P.S.; V210; W/41 3/8" 
Belt O.C. 

3110KI 9 

TR28406 

Belt - P.S.; VT16, VT17; 

W/41 3/8" Belt O.C. 

311 OKI 7 

*9412HD 

Belt - Compr. 

134807 

©TR22358 


E300 SERIES; E330 SERIES; E400 SERIES; E440 
SERIES; E500 SERIES; E510 SERIES; E530 SE¬ 
RIES; E540 SERIES 


1967-1954 

Belt - Fan; W/33 7/8" Belt 


O.C. 

126340 

©TR28333 

Belt - Fan; W/36 3/4" Belt 
O.C. 

151137 

®*9365HD 

Belt - Fan; W/41 1/8" Belt 
O.C. 

134773 

©TR22405 

Belt - Fan; W/46 3/4" Belt 
O.C. 

172856 

©TR24461 

Belt - Fan; W/52 1/4" Belt 
O.C. 

134960 

©TR28514 

Belt - W.P.; W/28 3/4" Belt 
O.C. 

126841 

TR24281 

Belt - W.P.; W/31 3/4" Belt 
O.C. 

124424 

TR24315 

Belt - W.P.; W/31 3/8" Belt 
O.C. 

151138 

TR24308 

Belt - W.P.; W/40 3/4" Belt 
O.C. 

132012 

TR24400 

Belt - Alt.; W/46 1/2" Belt 

O.C. 

111725 

TR22461 

Belt - Alt.; W/55 7/8" Belt 

O.C. 

134803 

©TR22553 

Belt - Alt./Gen.; W/35 5/8" 

Belt O.C. 

178448 

TR22350 

Belt - Alt./Gen.; W/38” Belt 
O.C. 

111727 

TR22373 

Belt - Alt./Gen.; W/39 3/4" 

Belt O.C. 

1930G11 

TR22392 

Belt - Gen.; W/36 1/2" Belt 
O.C. 

70350 

TR22358 

Belt - Gen.; W/41 1/8" Belt 
O.C. 

134773 

TR22405 

Belt - P.S.; V210; W/39 1/4" 
Belt O.C. 

3110K110 

*9390HD 

Belt - P.S.; V210; W/41 3/8" 
Belt O.C. 

3110KI 9 

TR28406 

Belt - P.S.; VT16, VT17; 

W/41 3/8" Belt O.C. 

311 OKI 7 

*9412HD 

Belt - Compr. 

134807 

©TR22358 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

^ Cut To Fit. * Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

REO - Continued 

CUMMINS HRF6B DIESEL ENG. 

- Continued 

E630 SERIES; E700 SERIES; E730 SERIES 
1966-1960 

Belt - Fan; W/33 7/8" Belt 


O.C. 

126340 

©TR28333 

Belt - Fan; W/36 3/4" Belt 
O.C. 

151137 

©49365HD 

Belt - Fan; W/41 1/8" Belt 
O.C. 

134773 

©TR22405 

Belt - Fan; W/46 3/4" Belt 
O.C. 

172856 

©TR24461 

Belt - Fan; W/52 1/4" Belt 
O.C. 

134960 

©TR28514 

Belt - W.P.; W/28 3/4" Belt 
O.C. 

126841 

TR24281 

Belt - W.P.; W/31 3/4" Belt 
O.C. 

124424 

TR24315 

Belt - W.P.; W/31 3/8" Belt 
O.C. 

151138 

TR24308 

Belt - W.P.; W/40 3/4" Belt 
O.C. 

132012 

TR24400 

Belt - Alt.; W/46 1/2" Belt 

O.C. 

111725 

TR22461 

Belt - Alt.; W/55 7/8" Belt 

O.C. 

134803 

©TR22553 

Belt - Alt./Gen.; W/35 5/8" 

Belt O.C. 

178448 

TR22350 

Belt - Alt./Gen.; W/38" Belt 
O.C. 

111727 

TR22373 

Belt - Alt./Gen.; W/39 3/4" 

Belt O.C. 

1930G11 

TR22392 

Belt - Gen.; W/36 1/2" Belt 
O.C. 

70350 

TR22358 

Belt - Gen.; W/41 1/8" Belt 
O.C. 

134773 

TR22405 

Belt - P.S.; V210; W/39 1/4" 
Belt O.C. 

3110K110 

49390HD 

Belt - P.S.; V210; W/41 3/8" 
Belt O.C. 

3110KI 9 

TR28406 

Belt - P.S.; VT16, VT17; 

W/41 3/8" Belt O.C. 

3110KI 7 

49412HD 

Belt - Compr. 

134807 

©TR22358 

703 SERIES 

1958-1956 

Belt - Fan; W/33 7/8" Belt 
O.C. 

126340 

2TR28333 

Belt - Fan; W/36 3/4" Belt 
O.C. 

151137 

©49365HD 

Belt - Fan; W/41 1/8" Belt 
O.C. 

134773 

©TR22405 

Belt - Fan; W/46 3/4" Belt 
O.C. 

172856 

©TR24461 

Belt - Fan; W/52 1/4" Belt 
O.C. 

134960 

©TR28514 

Belt - W.P.; W/28 3/4" Belt 
O.C. 

126841 

TR24281 

Belt - W.P.; W/31 3/4" Belt 
O.C. 

124424 

TR24315 

Belt - W.P.; W/31 3/8" Belt 
O.C. 

151138 

TR24308 

Belt - W.P.; W/40 3/4" Belt 
O.C. 

132012 

TR24400 

Belt - Alt.; W/46 1/2" Belt 

O.C. 

111725 

TR22461 

Belt - Alt.; W/55 7/8" Belt 

O.C. 

134803 

©TR22553 

Belt - Alt./Gen.; W/35 5/8" 

Belt O.C. 

178448 

TR22350 

Belt - Alt./Gen.; W/38" Belt 
O.C. 

111727 

TR22373 

Belt - Alt./Gen.; W/39 3/4" 

Belt O.C. 

1930G11 

TR22392 

Belt - Gen.; W/36 1/2" Belt 
O.C. 

70350 

TR22358 


Application Mfr. Part No. Gates No. 

REO - Continued 

CUMMINS HRF6B DIESEL ENG. 

- Continued 

703 SERIES - Continued 
1958-1956 - Continued 
Belt - Gen.; W/41 1/8” Belt 

O.C. 134773 TR22405 

Belt - P.S.; V210; W/39 1/4" 

Belt O.C.311 OK110 49390HD 

Belt - P.S.; V210; W/41 3/8" 

Belt O.C.311 OKI 9 TR28406 

Belt - P.S.; VT16, VT17; 

W/41 3/8" Belt O.C.311 OKI 7 49412HD 

Belt - Compr. 134807 TR22358 

CUMMINS JBS600 DIESEL ENG. 

20 SERIES; 30 SERIES; 506 SERIES 

1958-1950 

Belt - Fan. S3204 @7355 

Belt - Gen. S3205 49463HD 

CUMMINS JN130B DIESEL ENG.; CUM¬ 
MINS JNF130B DIESEL ENG. 

D430 SERIES; D603 SERIES; D630 SERIES 

1967-1960 

Belt - Fan; W/31 3/4" Belt 


O.C. 

124424 

©TR24315 

Belt - Fan; W/36 5/8" Belt 

O.C. 

124466 

©TR22358 

Belt - Fan; W/37 3/8" Belt 

O.C. 

124479 

©TR22363 

Belt - Fan; W/40 1/2" Belt 

O.C. 

124426 

©TR24400 

Belt - W.P.; W/30 3/4" Belt 
O.C. 

101427 

TR22299 

Belt - W.P.; W/35" Belt O.C... 

102422 

TR22344 

Belt - W.P.; W/38 3/8" Belt 
O.C. 

110895 

TR22380 

Belt - Alt.; W/48" Belt O.C. 

106070 

TR22474 

Belt - Alt.; W/52 1/2" Belt 

O.C. 

134788 

TR22517 

Belt - Alt.; W/57 3/8" Belt 

O.C. 

134787 

TR22570 

Belt - Alt.; W/59 1/8" Belt 

O.C. 

134800 

TR22588 

Belt - Alt./Gen.; W/High 

Mount Alt.; W/52" Belt O.C.. 

1709G1 

TR22514 

Belt - Alt./Gen.; W/Low Mount 
Alt.; W/44" Belt O.C. 

1728G1 

TR22434 

Belt - Gen.; W/High Mount 
Gen.; W/54" Belt O.C. 

1009A7 

©TR22534 

Belt - P.S.; VTM27; W/High 

Mount P.S.; W/43" Belt O.C. 3110K16 

TR22425 

Belt - P.S.; VTM27; W/Low 
Mount P.S.; W/34 1/4" Belt 
O.C. 

3110K11 

TR22336 

Belt - P.S.; VTM27; W/Low 
Mount P.S.; W/38 1/4" Belt 
O.C. 

311 OKI 5 

49380HD 

Belt - P.S.; W/Low Mount 

P.S.; W/33 1/4" Belt O.C. 

3110K11 

49330HD 


D633 SERIES; D703 SERIES; D730 SERIES; D733 
SERIES; DCL430 SERIES; DCL633 SERIES; 
DCL703 SERIES; DCL730 SERIES; DCL733 SE¬ 
RIES; DF300 SERIES; DF330 SERIES 
1966-1960 

Belt - Fan; W/31 3/4" Belt 

O.C. 124424 @TR24315 

Belt - Fan; W/36 5/8" Belt 

O.C. 124466 STR22358 

Belt - Fan; W/37 3/8" Belt 

O.C. 124479 @TR22363 

Belt - Fan; W/40 1/2" Belt 

O.C. 124426 @TR24400 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

4 


Green Stripe * 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

REO - Continued 


Gates No. 


Application 

REO - Continued 


Mfr. Part No. 


Gates No. 


CUMMINS JN130B DIESEL ENG.; CUM¬ 
MINS JNF130B DIESEL ENG. - Continued 

D633 SERIES; D703 SERIES; D730 SERIES; D733 
SERIES; DCL430 SERIES; DCL633 SERIES; 

DCL703 SERIES; DCL730 SERIES; DCL733 SE¬ 
RIES; DF300 SERIES; DF330 SERIES - Continued 

1966-1960 - Continued 
Belt - W.P.; W/30 3/4" Beit 


O.C. 

. 101427 

TR22299 

Belt - W.P.; W/35" Belt O.C... 102422 

TR22344 

Belt - W.P.; W/38 3/8" Belt 

O.C. 110895 

TR22380 

Belt - Alt. 

W/48" Belt O.C. 106070 

TR22474 

Belt - Alt. 
O.C. 

W/52 1/2" Belt 
. 134788 

TR22517 

Belt - Alt. 
O.C. 

W/57 3/8" Belt 
. 134787 

TR22570 

Belt - Alt. 
O.C. 

W/59 1/8" Belt 
. 134800 

TR22588 

Belt - Alt./Gen.; W/High 

Mount Alt.; W/52" Belt O.C.. 1709G1 

TR22514 

Belt - Alt./Gen.; W/Low Mount 

Alt.; W/44" Belt O.C. 1728G1 

TR22434 

Belt - Gen.; W/High Mount 

Gen.; W/54" Belt O.C. 1009A7 

©TR22534 

Belt - P.S.; VTM27; W/High 

Mount P.S.; W/43" Belt O.C. 3110K16 

TR22425 

Belt - P.S.; VTM27; W/Low 

Mount P.S.; W/34 1/4" Belt 

O.C.311 OK119 

TR22336 

Belt - P.S.; VTM27; W/Low 

Mount P.S.; W/38 1/4" Belt 

O.C.3110KI 5 

49380HD 

Belt - P.S.; W/Low Mount 

P.S.; W/33 1/4" Belt O.C.3110K115 

49330HD 

DF400 SERIES; DF430 SERIES; DF500 SERIES; 

DF530 SERIES 



CUMMINS JN130B DIESEL ENG.; CUM¬ 
MINS JNF130B DIESEL ENG. - Continued 

DL603 SERIES; DL630 SERIES; DL703 SERIES; 
DL730 SERIES; DL733 SERIES 
1966-1960 

Belt - Fan; W/31 3/4" Belt 


O.C. 

. 124424 

©TR24315 

Belt - Fan; W/36 5/8" Belt 

O.C. 124466 

©TR22358 

Belt - Fan; W/37 3/8" Belt 

O.C. 124479 

©TR22363 

Belt - Fan; W/40 1/2" Belt 

O.C. 124426 

©TR24400 

Belt - W.P.; W/30 3/4" Belt 

O.C. 101427 

TR22299 

Belt - W.P.; W/35" Belt O.C... 102422 

TR22344 

Belt - W.P.; W/38 3/8" Belt 

O.C. 110895 

TR22380 

Belt - Alt. 

W/48" Belt O.C. 106070 

TR22474 

Belt - Alt. 
O.C. 

W/52 1/2" Belt 
. 134788 

TR22517 

Belt - Alt. 
O.C. 

W/57 3/8" Belt 
. 134787 

TR22570 

Belt - Alt. 
O.C. 

W/59 1/8" Belt 
. 134800 

TR22588 

Belt - Alt./Gen.; W/High 

Mount Alt.; W/52" Belt O.C.. 1709G1 

TR22514 

Belt - Alt./Gen.; W/Low Mount 

Alt.; W/44" Belt O.C. 1728G1 

TR22434 

Belt - Gen.; W/High Mount 

Gen.; W/54" Belt O.C. 1009A7 

©TR22534 

Belt - P.S.; VTM27; W/High 

Mount P.S.; W/43" Belt O.C. 3110K16 

TR22425 

Belt - P.S.; VTM27; W/Low 

Mount P.S.; W/34 1/4" Belt 

O.C.3110K11 

TR22336 

Belt - P.S.; VTM27; W/Low 

Mount P.S.; W/38 1/4" Belt 

O.C.311 OKI 5 

49380HD 


1967-1954 

Belt - Fan; W/31 3/4" Belt 

O.C. 

Belt - Fan; W/36 5/8" Belt 

O.C. 

Belt - Fan; W/37 3/8" Beit 
O.C. 


Belt - Fan; W/40 1/2" Belt 
O.C. 


Belt - W.P. 

O.C. 

W/30 3/4" Belt 

Belt - W.P. 
Belt - W.P. 
O.C. 

W/35" Belt O.C... 
W/38 3/8" Belt 

Belt - Alt. 
Belt - Alt. 
O.C. 

W/48" Belt O.C. 

W/52 1/2" Belt 

Belt - Alt. 
O.C. 

W/57 3/8" Belt 

Belt - Alt. 
O.C. 

W/59 1/8" Belt 


Belt - Alt./Gen.; W/High 
Mount Alt.; W/52" Belt O.C.. 
Belt - Alt./Gen.; W/Low Mount 

Alt.; W/44" Belt O.C. 

Belt - Gen.; W/High Mount 

Gen.; W/54" Belt O.C. 

Belt - P.S.; VTM27; W/High 
Mount P.S.; W/43" Belt O.C. 
Belt - P.S.; VTM27; W/Low 
Mount P.S.; W/34 1/4" Belt 
O.C. 


Belt - P.S.; VTM27; W/Low 
Mount P.S.; W/38 1/4" Belt 
O.C. 


Belt - P.S.; W/Low Mount 
P.S.; W/33 1/4" Belt O.C. 


124424 

124466 

124479 

124426 

101427 

102422 


©TR24315 

©TR22358 

@TR22363 

@TR24400 

TR22299 

TR22344 


Belt - P.S.; W/Low Mount 

P.S.; W/33 1/4" Belt O.C.3110K115 49330HD 

E300 SERIES: E330 SERIES; E400 SERIES; E440 
SERIES; E500 SERIES; E510 SERIES; E530 SE¬ 
RIES; E540 SERIES 
1967-1954 

Belt - Fan; W/31 3/4" Belt 

O.C. 124424 ©TR24315 

Belt - Fan; W/36 5/8" Belt 

O.C. 124466 ©TR22358 

Belt - Fan; W/37 3/8" Belt 

O.C. 124479 ©TR22363 


110895 

106070 

134788 

TR22380 

TR22474 

TR22517 

Belt - Fan; W/40 1/2" Belt 

O.C. 

Belt - W.P.; W/30 3/4" Belt 

O.C. 

Belt - W.P.; W/35" Belt O.C... 

134787 

TR22570 

Belt - W.P.; W/38 3/8" Belt 
O.C. 

134800 

TR22588 

Belt - Alt. 
Belt - Alt. 
O.C. 

W/48" Belt O.C. 

W/52 1/2" Belt 

1709G1 

TR22514 

Belt - Alt. 
O.C. 

W/57 3/8" Belt 

1728G1 

TR22434 

Belt - Alt. 
O.C. 

W/59 1/8" Belt 

1009A7 

311 OKI 6 

©TR22534 

TR22425 

Belt - Alt./Gen.; W/High 

Mount Alt.; W/52" Belt O.C.. 
Belt - Alt./Gen.; W/Low Mount 


Alt.; W/44" Belt O.C. 


124426 

101427 

102422 

110895 

106070 

134788 

134787 

134800 

1709G1 

1728G1 


©TR24400 

TR22299 

TR22344 

TR22380 

TR22474 

TR22517 

TR22570 

TR22588 

TR22514 

TR22434 


311OK119 TR22336 

311 OKI 5 49380HD 

311 OK115 49330HD 


Belt - Gen.; W/High Mount 

Gen.; W/54" Belt O.C. 

Belt - P.S.; VTM27; W/High 
Mount P.S.; W/43" Belt O.C. 
Belt - P.S.; VTM27; W/Low 
Mount P.S.; W/34 1/4" Belt 
O.C. 


1009A7 

©TR22534 

311 OKI 6 

TR22425 

3110K119 

TR22336 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durlon® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

^ Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

REO - Continued 


Gates No. 


Application 

REO - Continued 


Mfr. Part No. 


Gates No. 


CUMMINS JN130B DIESEL ENG.; CUM¬ 
MINS JNF130B DIESEL ENG. - Continued 

E300 SERIES; E330 SERIES; E400 SERIES; E440 
SERIES; E500 SERIES; E510 SERIES; E530 SE¬ 
RIES; E540 SERIES - Continued 
1967-1954 - Continued 
Belt - P.S.; VTM27; W/Low 
Mount P.S.; W/38 1/4" Belt 


o.c. 

311 OKI 5 

49380HD 

Belt - P.S.; W/Low Mount 

P.S.; W/33 1/4" Belt O.C. 

3110K115 

49330HD 

E630 SERIES; E700 SERIES; E730 SERIES 

1966-1960 

Belt - Fan; W/31 3/4" Belt 

O.C. 

124424 

©TR24315 

Belt - Fan; W/36 5/8" Belt 

O.C. 

124466 

©TR22358 

Belt - Fan; W/37 3/8" Belt 

O.C. 

124479 

©TR22363 

Belt - Fan; W/40 1/2" Belt 

O.C. 

124426 

©TR24400 

Belt - W.P.; W/30 3/4" Belt 
O.C. 

101427 

TR22299 

Belt - W.P.; W/35" Belt O.C... 

102422 

TR22344 

Belt - W.P.; W/38 3/8" Belt 
O.C. 

110895 

TR22380 

Belt - Alt.; W/48" Belt O.C. 

106070 

TR22474 

Belt - Alt.; W/52 1/2" Belt 

O.C. 

134788 

TR22517 

Belt - Alt.; W/57 3/8" Belt 

O.C. 

134787 

TR22570 

Belt - Alt.; W/59 1/8" Belt 

O.C. 

134800 

TR22588 

Belt - Alt./Gen.; W/High 

Mount Alt.; W/52" Belt O.C.. 

1709G1 

TR22514 

Belt - Alt./Gen.; W/Low Mount 
Alt.; W/44" Belt O.C. 

1728G1 

TR22434 

Belt - Gen.; W/High Mount 
Gen.; W/54" Belt O.C. 

1009A7 

©TR22534 

Belt - P.S.; VTM27; W/High 
Mount P.S.; W/43" Belt O.C. 

311 OKI 6 

TR22425 

Belt - P.S.; VTM27; W/Low 
Mount P.S.; W/34 1/4" Belt 
O.C. 

3110K119 

TR22336 

Belt - P.S.; VTM27; W/Low 
Mount P.S.; W/38 1/4" Belt 
O.C. 

311 OKI 5 

49380HD 

Belt - P.S.; W/Low Mount 

P.S.; W/33 1/4" Belt O.C. 

3110K115 

49330HD 

CUMMINS JT6B DIESEL ENG 


A600 SERIES 

1967-1954 

Hose - Upper. 


><20420 

or 

26507 

Hose - Lower. 


26521 

20 SERIES 

1958-1950 

Belt - Fan & W.P. 

70888 

©49360HD 

Belt - Gen. 

70885 

TR22495 


CUMMINS NH DIESEL ENG. 

B630 SERIES; B700 SERIES; B730 SERIES; B830 
SERIES 
1962-1959 

Belt - Fan; W/41 1/8" Belt 


O.C. 

... 134773 

©TR22405 

Belt - Fan; W/46 3/8" Belt 
O.C. 

... 172856 

©TR24457 

Belt - Gen. 

... 129738 

TR22358 

Belt - Compr. 

... 134807 

TR22358 


CUMMINS NH180 DIESEL ENG. 

D430 SERIES; D603 SERIES; D630 SERIES 

1967-1960 

Belt - Fan; W/33 7/8" Belt 


O.C. 

126340 

©TR28333 

Belt - Fan; W/36 3/4" Belt 
O.C. 

151137 

©49365HD 

Belt - Fan; W/41 1/8" Belt 
O.C. 

134773 

©TR22405 

Belt - Fan; W/46 3/4" Belt 
O.C. 

172856 

©TR24461 

Belt - Fan; W/52 1/4" Belt 
O.C. 

134960 

©TR28514 

Belt - W.P.; W/28 3/4" Belt 
O.C. 

126841 

TR24281 

Belt - W.P.; W/31 3/4" Belt 
O.C. 

124424 

TR24315 

Belt - W.P.; W/31 3/8" Belt 
O.C. 

151138 

TR24308 

Belt - W.P.; W/40 3/4" Belt 
O.C. 

132012 

TR24400 

Belt - Alt.; W/46 1/2" Belt 

O.C. 

111725 

TR22461 

Belt - Alt.; W/55 7/8" Belt 

O.C. 

134803 

©TR22553 

Belt - Alt./Gen.; W/35 5/8’ 

Belt O.C. 

178448 

TR22350 

Belt - Alt./Gen.; W/38" Belt 
O.C. 

111727 

TR22373 

Belt - Alt./Gen.; W/39 3/4" 

Belt O.C. 

1930G11 

TR22392 

Belt - Gen.; W/36 1/2“ Belt 
O.C. 

70350 

TR22358 

Belt - Gen.; W/41 1/8" Belt 
O.C. 

134773 

TR22405 

Belt - P.S.; V210; W/39 1/4" 
Belt O.C. 

3110K110 

49390HD 

Belt - P.S.; V210; W/41 3/8" 
Belt O.C. 

3110KI 9 

TR28406 

Belt - P.S.; VT16, VT17; 

W/41 3/8" Belt O.C. 

311 OKI 7 

49412HD 

Belt - Compr. 

134807 

©TR22358 


D633 SERIES; D703 SERIES; D730 SERIES; D733 
SERIES; DCL430 SERIES; DCL633 SERIES; 
DCL703 SERIES; DCL730 SERIES; DCL733 SE¬ 
RIES; DF300 SERIES; DF330 SERIES 
1966-1960 

Belt - Fan; W/33 7/8" Belt 


O.C. 

.. 126340 

©TR28333 

Belt - Fan; W/36 3/4" Belt 
O.C. 

.. 151137 

©49365HD 

Belt - Fan; W/41 1/8" Belt 
O.C. 

.. 134773 

©TR22405 

Belt - Fan; W/46 3/4" Belt 
O.C. 

.. 172856 

©TR24461 

Belt - Fan; W/52 1/4" Belt 
O.C. 

.. 134960 

©TR28514 

Belt - W.P.; W/28 3/4" Belt 
O.C. 

.. 126841 

TR24281 

Belt - W.P.; W/31 3/4" Belt 
O.C. 

.. 124424 

TR24315 

Belt - W.P.; W/31 3/8" Belt 
O.C. 

.. 151138 

TR24308 

Belt - W.P.; W/40 3/4" Belt 
O.C. 

.. 132012 

TR24400 

Belt - Alt.; W/46 1/2" Belt 

O.C. 

.. 111725 

TR22461 

Belt - Alt.; W/55 7/8" Belt 

O.C. 

.. 134803 

©TR22553 

Belt - Alt./Gen.; W/35 5/8" 
Belt O.C. 

.. 178448 

TR22350 

Belt - Alt./Gen.; W/38" Belt 
O.C. 

.. 111727 

TR22373 

Belt - Alt./Gen.; W/39 3/4" 
Belt O.C. 

.. 1930G11 

TR22392 

Belt - Gen.; W/36 1/2" Belt 
O.C. 

.. 70350 

TR22358 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only, 
x Cut To Fit. 


o 

♦ 

4 


Green Stripe * 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

REO - Continued 


Gates No. 


Application 

REO - Continued 


Mfr. Part No. 


Gates No. 


CUMMINS NH180 DIESEL ENG. 


CUMMINS NH180 DIESEL ENG. 


- Continued 

D633 SERIES; D703 SERIES; D730 SERIES; D733 
SERIES; DCL430 SERIES; DCL633 SERIES; 
DCL703 SERIES; DCL730 SERIES; DCL733 SE- 


RIES; DF300 SERIES; DF330 SERIES 

- Continued 

1966-1960 - Continued 

Belt - Gen.; W/41 1/8" Belt 
O.C. 

. 134773 

TR22405 

Belt - P.S.; V210; W/39 1/4" 
Belt O.C. 

. 3110K110 

*9390HD 

Belt - P.S.; V210; W/41 3/8" 
Belt O.C. 

. 3110KI 9 

TR28406 

Belt - P.S.; VT16, VT17; 

W/41 3/8" Belt O.C. 

. 3110KI 7 

*9412HD 

Belt - Compr. 

. 134807 

©TR22358 

DF400 SERIES; DF430 SERIES; DF500 SERIES; 

DF530 SERIES 

1967-1954 

Belt - Fan; W/33 7/8" Belt 
O.C. 

126340 

©TR28333 

Belt - Fan; W/36 3/4" Belt 
O.C. 

151137 

®*9365HD 

Belt - Fan; W/41 1/8" Belt 
O.C. 

134773 

©TR22405 

Belt - Fan; W/46 3/4" Belt 
O.C. 

172856 

©TR24461 

Belt - Fan; W/52 1/4" Belt 
O.C. 

134960 

©TR28514 

Belt - W.P.; W/28 3/4" Belt 
O.C. 

126841 

TR24281 

Belt - W.P.; W/31 3/4" Belt 
O.C. 

124424 

TR24315 

Belt - W.P.; W/31 3/8" Belt 
O.C. 

151138 

TR24308 

Belt - W.P.; W/40 3/4" Belt 
O.C. 

132012 

TR24400 

Belt - Alt.; W/46 1/2" Belt 

O.C. 

111725 

TR22461 

Belt - Alt.; W/55 7/8" Belt 

O.C. 

134803 

©TR22553 

Belt - Alt./Gen.; W/35 5/8" 

Belt O.C. 

178448 

TR22350 

Belt - Alt./Gen.; W/38" Belt 
O.C. 

111727 

TR22373 

Belt - Alt./Gen.; W/39 3/4" 

Belt O.C. 

1930G11 

TR22392 

Belt - Gen.; W/36 1/2" Belt 
O.C. 

70350 

TR22358 

Belt - Gen.; W/41 1/8" Belt 
O.C. 

134773 

TR22405 

Belt - P.S.; V210; W/39 1/4" 
Belt O.C. 

3110K110 

*9390HD 

Belt - P.S.; V210; W/41 3/8" 
Belt O.C. 

3110KI 9 

TR28406 

Belt - P.S.; VT16, VT17; 

W/41 3/8" Belt O.C. 

3110KI 7 

*9412HD 

Belt - Compr. 

134807 

©TR22358 

DL603 SERIES; DL630 SERIES; DL730 SERIES; 


DL733 SERIES 


1966-1960 

Belt - Fan; W/33 7/8" Belt 


O.C. 

. 126340 

©TR28333 

Belt - Fan; W/36 3/4" Belt 
O.C. 

. 151137 

®*9365HD 

Belt - Fan; W/41 1/8" Belt 
O.C. 

. 134773 

©TR22405 

Belt - Fan; W/46 3/4" Belt 
O.C. 

. 172856 

©TR24461 

Belt - Fan; W/52 1/4" Belt 
O.C. 

. 134960 

©TR28514 

Belt - W.P.; W/28 3/4" Belt 
O.C. 

. 126841 

TR24281 

Belt - W.P.; W/31 3/4" Belt 
O.C. 

. 124424 

TR24315 


- Continued 

DL603 SERIES; DL630 SERIES; DL730 SERIES; 
DL733 SERIES - Continued 


1966-1960 - Continued 
Belt - W.P.; W/31 3/8" Belt 


O.C. 

151138 

TR24308 

Belt - W.P.; W/40 3/4" Belt 
O.C. 

132012 

TR24400 

Belt - Alt.; W/46 1/2" Belt 

O.C. 

111725 

TR22461 

Belt - Alt.; W/55 7/8" Belt 

O.C. 

134803 

©TR22553 

Belt - Alt./Gen.; W/35 5/8" 

Belt O.C. 

178448 

TR22350 

Belt - Alt./Gen.; W/38" Belt 
O.C. 

111727 

TR22373 

Belt - Alt./Gen.; W/39 3/4" 

Belt O.C. 

1930G11 

TR22392 

Belt - Gen.; W/36 1/2" Belt 
O.C. 

70350 

TR22358 

Belt - Gen.; W/41 1/8" Belt 
O.C. 

134773 

TR22405 

Belt - P.S.; V210; W/39 1/4" 
Belt O.C. 

3110K110 

*9390HD 

Belt - P.S.; V210; W/41 3/8" 
Belt O.C. 

3110KI 9 

TR28406 

Belt - P.S.; VT16, VT17; 

W/41 3/8" Belt O.C. 

311 OKI 7 

*9412HD 

Belt - Compr. 

134807 

©TR22358 


E300 SERIES; E330 SERIES; E400 SERIES; E440 
SERIES; E500 SERIES; E510 SERIES; E530 SE¬ 
RIES; E540 SERIES 


1967-1954 

Belt - Fan; W/33 7/8" Belt 


O.C. 

126340 

©TR28333 

Belt - Fan; W/36 3/4" Belt 
O.C. 

151137 

®*9365HD 

Belt - Fan; W/41 1/8" Belt 
O.C. 

134773 

©TR22405 

Belt - Fan; W/46 3/4" Belt 
O.C. 

172856 

©TR24461 

Belt - Fan; W/52 1/4" Belt 
O.C. 

134960 

©TR28514 

Belt - W.P.; W/28 3/4" Belt 
O.C. 

126841 

TR24281 

Belt - W.P.; W/31 3/4" Belt 
O.C. 

124424 

TR24315 

Belt - W.P.; W/31 3/8" Belt 
O.C. 

151138 

TR24308 

Belt - W.P.; W/40 3/4" Belt 
O.C. 

132012 

TR24400 

Belt - Alt.; W/46 1/2" Belt 

O.C. 

111725 

TR22461 

Belt - Alt.; W/55 7/8" Belt 

O.C. 

134803 

©TR22553 

Belt - Alt./Gen.; W/35 5/8" 

Belt O.C. 

178448 

TR22350 

Belt - Alt./Gen.; W/38” Belt 
O.C. 

111727 

TR22373 

Belt - Alt./Gen.; W/39 3/4" 

Belt O.C. 

1930G11 

TR22392 

Belt - Gen.; W/36 1/2" Belt 
O.C. 

70350 

TR22358 

Belt - Gen.; W/41 1/8" Belt 
O.C. 

134773 

TR22405 

Belt - P.S.; V210; W/39 1/4" 
Belt O.C. 

3110K110 

*9390HD 

Belt - P.S.; V210; W/41 3/8" 
Belt O.C. 

3110KI 9 

TR28406 

Belt - P.S.; VT16, VT17; 

W/41 3/8" Belt O.C. 

311 OKI 7 

*9412HD 

Belt - Compr. 

134807 

©TR22358 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

^ Cut To Fit. * Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. Application Mfr. Part No. Gates No. 


REO - Continued 

CUMMINS NHRS6B DIESEL ENG. 

DL703 SERIES 

1966-1960 

Belt - Fan; W/46" Belt O.C 159823 ©TR28454 

Belt - Fan; W/47" Belt O.C 118237 ©TR28463 

Belt - Fan; W/50" Belt O.C.; 

Preferred Belt. 134809 2/TR28492PB 

Belt - Fan; W/50" Belt O.C.; 

Optional Belt. 134809 ©TR28492 

Belt - W.P. 178628 TR24438 

Belt - Gen.; W/36 7/8" Belt 

O.C. 132010 TR22363 

Belt - Gen.; W/41 5/8" Belt 

O.C. 134797 TR22410 

Belt - P.S.; W/39 1/4” Belt 

O.C.311 OK110 *9390HD 

Belt - P.S.; W/41 3/8" Belt 

O.C.311 OKI 7 ©*9412HD 

CUMMINS 6-CYL. 14.0 L DIESEL ENG. 

DL730 SERIES 

1966- 1960 

Belt - Fan; W/46" Belt O.C. 159823 ©TR28454 

Belt - Fan; W/47" Belt O.C. 118237 ©TR28463 

Belt - Fan; W/50" Belt O.C.; 

Preferred Belt. 134809 2/TR28492PB 

Belt - Fan; W/50" Belt O.C.; 

Optional Belt. 134809 ©TR28492 

Belt-W.P. 178628 TR24438 

Belt - Gen.; W/36 7/8" Belt 

O.C. 132010 TR22363 

Belt - Gen.; W/41 5/8" Belt 

O.C. 134797 TR22410 

Belt - P.S.; W/39 1/4” Belt 

O.C.311 OK110 *9390HD 

Belt - P.S.; W/41 3/8" Belt 

O.C.311 OKI 7 ©*9412HD 

E540 SERIES 

1967- 1954 

Belt - Fan; W/46" Belt O.C. 159823 ©TR28454 

Belt - Fan; W/47" Belt O.C. 118237 ©TR28463 

Belt - Fan; W/50" Belt O.C.; 

Preferred Belt. 134809 2/TR28492PB 


REO - Continued 

CUMMINS 6-CYL 14.0 L DIESEL ENG. 

- Continued 

E730 SERIES - Continued 
1966-1960 - Continued 
Belt - Fan; W/36 3/4" Belt 


O.C. 

151137 

@*9365HD 

Belt - Fan; W/41 1/8" Belt 
O.C. 

134773 

©TR22405 

Belt - Fan; W/46 3/4" Belt 
O.C. 

172856 

©TR24461 

Belt - Fan; W/52 1/4" Belt 
O.C. 

134960 

©TR28514 

Belt - W.P.; W/28 3/4" Belt 
O.C. 

126841 

TR24281 

Belt - W.P.; W/31 3/4" Belt 
O.C. 

124424 

TR24315 

Belt - W.P.; W/31 3/8" Belt 
O.C. 

151138 

TR24308 

Belt - W.P.; W/40 3/4" Belt 
O.C. 

132012 

TR24400 

Belt - Alt.; W/46 1/2" Belt 

O.C. 

111725 

TR22461 

Belt - Alt.; W/55 7/8" Belt 

O.C. 

134803 

©TR22553 

Belt - Alt./Gen.; W/35 5/8" 

Belt O.C. 

178448 

TR22350 

Belt - Alt./Gen.; W/38" Belt 
O.C. 

111727 

TR22373 

Belt - Alt./Gen.; W/39 3/4" 

Belt O.C. 

1930G11 

TR22392 

Belt - Gen.; W/36 1/2" Belt 
O.C. 

70350 

TR22358 

Belt - Gen.; W/41 1/8" Belt 
O.C. 

134773 

TR22405 

Belt - P.S.; V210; W/39 1/4" 
Belt O.C. 

3110K110 

*9390HD 

Belt - P.S.; V210; W/41 3/8" 
Belt O.C. 

3110KI 9 

TR28406 

Belt - P.S.; VT16, VT17; 

W/41 3/8" Belt O.C. 

3110KI 7 

*9412HD 

Belt - Compr. 

134807 

©TR22358 

CUMMINS V-8 265 DIESEL ENG. 


Belt - Fan; W/50" Belt O.C.; 

Optional Belt. 134809 ©TR28492 

Belt-W.P. 178628 TR24438 

Belt - Gen.; W/36 7/8" Belt 

O.C. 132010 TR22363 

Belt - Gen.; W/41 5/8" Belt 

O.C. 134797 TR22410 

Belt - P.S.; W/39 1/4” Belt 

O.C.311 OK110 *9390HD 

Belt - P.S.; W/41 3/8" Belt 

O.C.311 OKI 7 @*9412HD 


D430 SERIES; D603 SERIES; D630 SERIES 


1967-1960 

Belt - Fan. 

. 141712 

©TR24489 

Belt - W.P. 

. 154593 

©TR24530 

Belt - Fan & W.P. 

. 150088 

©.TR24607 

Belt - Alt. 

. 110896 

TR22329 

Belt - Gen.; W/35 5/8" Belt 
O.C. 

. 178448 

TR22350 

Belt - Gen.; W/53 1/2" Belt 
O.C. 

. 141713 

TR24530 


E630 SERIES; E700 SERIES 
1966-1960 

Belt - Fan; W/46" Belt O.C. 159823 

©TR28454 

Belt - Fan; W/47" Belt O.C... 

118237 

©TR28463 

Belt - Fan; W/50" Belt O.C.; 
Preferred Belt. 

134809 

2/TR28492PB 

Belt - Fan; W/50" Belt O.C.; 
Optional Belt. 

134809 

©TR28492 

Belt - W.P. 

178628 

TR24438 

Belt - Gen.; W/36 7/8" Belt 
O.C. 

132010 

TR22363 

Belt - Gen.; W/41 5/8" Belt 
O.C. 

134797 

TR22410 

Belt - P.S.; W/39 1/4” Belt 
O.C. 

3110K110 

*9390HD 

Belt - P.S.; W/41 3/8" Belt 
O.C. 

3110KI 7 

@*9412HD 

E730 SERIES 

1966-1960 

Belt - Fan; W/33 7/8" Belt 
O.C. 

126340 

©TR28333 


D633 SERIES; D703 SERIES; D730 SERIES; D733 
SERIES; DCL430 SERIES; DCL633 SERIES; 
DCL703 SERIES; DCL730 SERIES; DCL733 SE¬ 
RIES; DF300 SERIES; DF330 SERIES 


1966-1960 

Belt - Fan. 

.. 141712 

©TR24489 

Belt - W.P. 

.. 154593 

©.TR24530 

Belt - Fan & W.P. 

.. 150088 

©.TR24607 

Belt - Alt. 

.. 110896 

TR22329 

Belt - Gen.; W/35 5/8" Belt 
O.C. 

.. 178448 

TR22350 

Belt - Gen.; W/53 1/2" Belt 
O.C. 

.. 141713 

TR24530 

DF400 SERIES; DF430 SERIES; 

DF500 SERIES; 

DF530 SERIES 

1967-1954 

Belt - Fan. 

.. 141712 

©TR24489 

Belt - W.P. 

.. 154593 

©TR24530 

Belt - Fan & W.P. 

.. 150088 

©TR24607 

Belt - Alt. 

.. 110896 

TR22329 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

* 


Green Stripe * 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


REO - Continued 

CUMMINS V-8 265 DIESEL ENG. 

- Continued 

DF400 SERIES; DF430 SERIES; DF500 SERIES; 
DF530 SERIES - Continued 
1967-1954 - Continued 
Belt - Gen.; W/35 5/8" Beit 

O.C. 178448 TR22350 

Belt - Gen.; W/53 1/2" Beit 

O.C. 141713 TR24530 

DL603 SERIES; DL630 SERIES; DL730 SERIES; 
DL733 SERIES 


1966-1960 

Belt - Fan. 

.. 141712 

©TR24489 

Belt - W.P. 

.. 154593 

©.TR24530 

Belt - Fan & W.P. 

.. 150088 

©.TR24607 

Belt - Alt. 

.. 110896 

TR22329 

Belt - Gen.; W/35 5/8" Belt 
O.C. 

.. 178448 

TR22350 

Belt - Gen.; W/53 1/2" Belt 
O.C. 

.. 141713 

TR24530 


E300 SERIES; E330 SERIES; E400 SERIES; E440 
SERIES; E500 SERIES; E510 SERIES; E530 SE¬ 
RIES; E540 SERIES 


1967-1954 

Belt - Fan. 

.. 141712 

©TR24489 

Belt - W.P. 

.. 154593 

©TR24530 

Belt - Fan & W.P. 

.. 150088 

©TR24607 

Belt - Alt. 

.. 110896 

TR22329 

Belt - Gen.; W/35 5/8" Belt 
O.C. 

.. 178448 

TR22350 

Belt - Gen.; W/53 1/2" Belt 
O.C. 

.. 141713 

TR24530 


E630 SERIES; E700 SERIES; E730 SERIES 

1966- 1960 

Belt - Fan. 141712 ©TR24489 

Belt - W.P. 154593 ©TR24530 

Belt - Fan & W.P. 150088 ©TR24607 

Belt-Alt. 110896 TR22329 

Belt - Gen.; W/35 5/8" Belt 

O.C. 178448 TR22350 

Belt - Gen.; W/53 1/2" Belt 

O.C. 141713 TR24530 

DETROIT DIESEL 6-71E DIESEL ENG.; 
DETROIT DIESEL 6-71N DIESEL ENG. 

D430 SERIES; D603 SERIES; D630 SERIES 

1967- 1960 

Belt - Alt./Gen.; W/1/2" Belt 

T.W.; W/37 1/4" Belt O.C. 1930G13 ©49370HD 

Belt - Alt./Gen.; W/40 1/4" 

Belt O.C. 1930G15 49400HD 

Belt - Alt./Gen.; W/41 3/8" 

Belt O.C. 1930G14 49412HD 

Belt - P.S.; W/44" Belt O.C.... 3110K113 TR22434 

Belt - P.S.; W/57 1/4" Belt 

O.C.311 OKI 22 49570HD 

Belt - P.S.; W/59" Belt O.C.... 3110K121 TR28583 

Belt - P.S.; W/61 1/2" Belt 

O.C.311 OKI 20 TR28616 

D633 SERIES; D703 SERIES; D730 SERIES; D733 
SERIES; DCL430 SERIES; DCL633 SERIES; 
DCL703 SERIES; DCL730 SERIES; DCL733 SE¬ 
RIES; DF300 SERIES; DF330 SERIES 
1966-1960 

Belt - Alt./Gen.; W/1/2" Belt 

T.W.; W/37 1/4" Belt O.C. 1930G13 ©49370HD 

Belt - Alt./Gen.; W/40 1/4" 

Belt O.C. 1930G15 49400HD 

Belt - Alt./Gen.; W/41 3/8" 

Belt O.C. 1930G14 *9412HD 

Belt - P.S.; W/44" Belt O.C.... 3110K113 TR22434 


REO - Continued 

DETROIT DIESEL 6-71E DIESEL ENG.; 
DETROIT DIESEL 6-71N DIESEL ENG. 

- Continued 

D633 SERIES; D703 SERIES; D730 SERIES; D733 
SERIES; DCL430 SERIES; DCL633 SERIES; 
DCL703 SERIES; DCL730 SERIES; DCL733 SE¬ 
RIES; DF300 SERIES; DF330 SERIES - Continued 

1966- 1960 - Continued 
Belt - P.S.; W/57 1/4" Belt 

O.C.311 OKI 22 49570HD 

Belt - P.S.; W/59" Belt O.C.... 3110K121 TR28583 

Belt - P.S.; W/61 1/2" Belt 

O.C.311 OKI 20 TR28616 

DF400 SERIES; DF430 SERIES; DF500 SERIES; 
DF530 SERIES 

1967- 1954 

Belt - Alt./Gen.; W/1/2" Belt 

T.W.; W/37 1/4" Belt O.C. 1930G13 ©49370HD 

Belt - Alt./Gen.; W/40 1/4" 

Belt O.C. 1930G15 49400HD 

Belt - Alt./Gen.; W/41 3/8" 

Belt O.C. 1930G14 49412HD 

Belt - P.S.; W/44" Belt O.C.... 3110K113 TR22434 

Belt - P.S.; W/57 1/4" Belt 

O.C.311 OKI 22 49570HD 

Belt - P.S.; W/59" Belt O.C.... 3110K121 TR28583 

Belt - P.S.; W/61 1/2" Belt 

O.C.311 OKI 20 TR28616 

DL603 SERIES; DL630 SERIES; DL703 SERIES; 
DL730 SERIES; DL733 SERIES 

1966- 1960 

Belt - Alt./Gen.; W/1/2" Belt 

T.W.; W/37 1/4" Belt O.C. 1930G13 ©49370HD 

Belt - Alt./Gen.; W/40 1/4" 

Belt O.C. 1930G15 *9400HD 

Belt - Alt./Gen.; W/41 3/8" 

Belt O.C. 1930G14 *9412HD 

Belt - P.S.; W/44" Belt O.C.... 3110K113 TR22434 

Belt - P.S.; W/57 1/4" Belt 

O.C.311 OKI 22 49570HD 

Belt - P.S.; W/59" Belt O.C.... 3110K121 TR28583 

Belt - P.S.; W/61 1/2" Belt 

O.C.311 OKI 20 TR28616 

E300 SERIES; E330 SERIES; E400 SERIES; E440 
SERIES; E500 SERIES; E510 SERIES; E530 SE¬ 
RIES; E540 SERIES 

1967- 1954 

Belt - Alt./Gen.; W/1/2" Belt 

T.W.; W/37 1/4" Belt O.C. 1930G13 ©49370HD 

Belt - Alt./Gen.; W/40 1/4" 

Belt O.C. 1930G15 *9400HD 

Belt - Alt./Gen.; W/41 3/8" 

Belt O.C. 1930G14 *9412HD 

Belt - P.S.; W/44" Belt O.C.... 3110K113 TR22434 

Belt - P.S.; W/57 1/4" Belt 

O.C.311 OKI 22 49570HD 

Belt - P.S.; W/59" Belt O.C.... 3110K121 TR28583 

Belt - P.S.; W/61 1/2" Belt 

O.C.311 OKI 20 TR28616 

E630 SERIES; E700 SERIES; E730 SERIES 
1966-1960 

Belt - Alt./Gen.; W/1/2" Belt 

T.W.; W/37 1/4" Belt O.C. 1930G13 ©49370HD 

Belt - Alt./Gen.; W/40 1/4" 

Belt O.C. 1930G15 *9400HD 

Belt - Alt./Gen.; W/41 3/8" 

Belt O.C. 1930G14 *9412HD 

Belt - P.S.; W/44" Belt O.C.... 3110K113 TR22434 

Belt - P.S.; W/57 1/4" Belt 

O.C.311 OKI 22 49570HD 

Belt - P.S.; W/59" Belt O.C.... 3110K121 TR28583 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durlon® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

•*” Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

^ Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


REO - Continued 

DETROIT DIESEL 6-71E DIESEL ENG.; 
DETROIT DIESEL 6-71N DIESEL ENG. 

- Continued 

E630 SERIES; E700 SERIES; E730 SERIES 

- Continued 

1966- 1960 - Continued 
Belt - P.S.; W/61 1/2" Belt 

O.C.311 OKI 20 TR28616 

DETROIT DIESEL 6V-53 DIESEL ENG. 

D430 SERIES; D603 SERIES; D630 SERIES 

1967- 1960 

Belt - Fan. 5173885 

Belt - Alt.; W/60A. Alt.; W/3/8" 

Belt T.W.; W/37 1/8" Belt 

O.C. 

Belt - Alt./Gen.; W/39 1/8" 

Belt O.C. 1930G12 

Belt - P.S.; W/44" Belt O.C.... 3110K113 
Belt - P.S.; W/57 1/4" Belt 

O.C.3110KI 22 

Belt - P.S.; W/59" Belt O.C.... 3110K121 
Belt - P.S.; W/61 1/2" Belt 
O.C.3110KI 20 

D633 SERIES; D703 SERIES; D730 SERIES; D733 

SERIES; DCL430 SERIES; DCL633 SERIES; 

DCL703 SERIES; DCL730 SERIES; DCL733 SE¬ 
RIES; DF300 SERIES; DF330 SERIES 

1966- 1960 

Belt - Fan. 5173885 

Belt - Alt.; W/60A. Alt.; W/3/8" 

Belt T.W.; W/37 1/8" Belt 

O.C. 

Belt - Alt./Gen.; W/39 1/8" 

Belt O.C. 1930G12 

Belt - P.S.; W/44" Belt O.C.... 3110K113 
Belt - P.S.; W/57 1/4" Belt 

O.C.3110KI 22 

Belt - P.S.; W/59" Belt O.C.... 3110K121 
Belt - P.S.; W/61 1/2" Belt 
O.C.3110KI 20 

DF400 SERIES; DF430 SERIES; DF500 SERIES; 

DF530 SERIES 

1967- 1954 

Belt - Fan. 5173885 

Belt - Alt.; W/60A. Alt.; W/3/8" 

Belt T.W.; W/37 1/8" Belt 

O.C. 

Belt - Alt./Gen.; W/39 1/8" 


©♦49540HD 


@7370 

@7390 

TR22434 

49570HD 

TR28583 

TR28616 


©♦49540HD 


@7370 

@7390 

TR22434 

49570HD 

TR28583 

TR28616 


©♦49540HD 


@7370 


Belt O.C. 

1930G12 

<1.7390 

Belt - P.S.; W/44" Belt O.C.... 

3110K113 

TR22434 

Belt - P.S.; W/57 1/4" Belt 

O.C. 

311 OKI 22 

49570HD 

Belt - P.S.; W/59" Belt O.C.... 

3110KI 21 

TR28583 

Belt - P.S.; W/61 1/2" Belt 

O.C. 

311 OKI 20 

TR28616 

DL603 SERIES 

1966-1960 

Belt - Fan. 

5173885 

©449540HD 

Belt - Alt.; W/60A. Alt.; W/3/8" 
Belt T.W.; W/37 1/8" Belt 

O.C. 


@7370 

Belt - Alt./Gen.; W/39 1/8" 

Belt O.C. 

1930G12 

@7390 

Belt - P.S.; W/44" Belt O.C.... 

3110K113 

TR22434 

Belt - P.S.; W/57 1/4" Belt 

O.C. 

311 OKI 22 

49570HD 

Belt - P.S.; W/59" Belt O.C.... 

3110KI 21 

TR28583 

Belt - P.S.; W/61 1/2" Belt 

O.C. 

311 OKI 20 

TR28616 


DL630 SERIES 
1967-1960 

Belt - Fan. 


REO - Continued 

DETROIT DIESEL 6V-53 DIESEL ENG. 

- Continued 

DL630 SERIES - Continued 
1967-1960 - Continued 
Belt - Alt.; W/60A. Alt.; W/3/8" 

Belt T.W.; W/37 1/8" Belt 

O.C. @7370 

Belt - Alt./Gen.; W/39 1/8" 

Belt O.C. 1930G12 

Belt - P.S.; W/44" Belt O.C.... 3110K113 
Belt - P.S.; W/57 1/4" Belt 

O.C.311 OKI 22 

Belt - P.S.; W/59" Belt O.C.... 3110K121 
Belt - P.S.; W/61 1/2" Belt 

O.C.311 OKI 20 

DL703 SERIES; DL730 SERIES; DL733 SERIES 

1966-1960 

Belt - Fan. 5173885 

Belt - Alt.; W/60A. Alt.; W/3/8" 

Belt T.W.; W/37 1/8" Belt 

O.C. 

Belt - Alt./Gen.; W/39 1/8" 


@7390 

TR22434 

49570HD 

TR28583 

TR28616 


©♦49540HD 


@7370 


Belt O.C. 

1930G12 

@7390 

Belt - P.S.; W/44" Belt O.C.... 

3110K113 

TR22434 

Belt - P.S.; W/57 1/4" Belt 

O.C. 

311 OKI 22 

49570HD 

Belt - P.S.; W/59" Belt O.C.... 

3110KI 21 

TR28583 

Belt - P.S.; W/61 1/2" Belt 

O.C. 

311 OKI 20 

TR28616 

E300 SERIES 

1967-1960 

Belt - Fan. 

5173885 

©449540HD 

Belt - Alt.; W/60A. Alt.; W/3/8" 
Belt T.W.; W/37 1/8" Belt 

O.C. 


@7370 

Belt - Alt./Gen.; W/39 1/8’ 

Belt O.C. 

1930G12 

@7390 

Belt - P.S.; W/44" Belt O.C.... 

3110K113 

TR22434 

Belt - P.S.; W/57 1/4" Belt 

O.C. 

311 OKI 22 

49570HD 

Belt - P.S.; W/59" Belt O.C.... 

3110KI 21 

TR28583 

Belt - P.S.; W/61 1/2" Belt 

O.C. 

311 OKI 20 

TR28616 


5173885 


©♦49540HD 


E330 SERIES; E400 SERIES; E440 SERIES; E500 
SERIES; E510 SERIES; E530 SERIES; E540 SE¬ 
RIES 
1967-1954 

Belt - Fan. 5173885 

Belt - Alt.; W/60A. Alt.; W/3/8" 

Belt T.W.; W/37 1/8" Belt 

O.C. 

Belt - Alt./Gen.; W/39 1/8" 

Belt O.C. 1930G12 

Belt - P.S.; W/44" Belt O.C.... 3110K113 
Belt - P.S.; W/57 1/4" Belt 

O.C.311 OKI 22 

Belt - P.S.; W/59" Belt O.C.... 3110K121 

Belt - P.S.; W/61 1/2" Belt 

O.C.3110KI 20 

E630 SERIES; E700 SERIES; E730 SERIES 

1966-1960 

Belt - Fan. 5173885 

Belt - Alt.; W/60A. Alt.; W/3/8" 

Belt T.W.; W/37 1/8" Belt 

O.C. 

Belt - Alt./Gen.; W/39 1/8" 

Belt O.C. 1930G12 

Belt - P.S.; W/44" Belt O.C.... 3110K113 

Belt - P.S.; W/57 1/4" Belt 

O.C.3110KI 22 

Belt - P.S.; W/59" Belt O.C.... 3110K121 

Belt - P.S.; W/61 1/2" Belt 
O.C.311 OKI 20 


©♦49540HD 


@7370 

@7390 

TR22434 

49570HD 

TR28583 

TR28616 


©♦49540HD 


@7370 

@7390 

TR22434 

49570HD 

TR28583 


TR28616 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

REO - Continued 


Gates No. 


Application 

REO - Continued 


Mfr. Part No. 


Gates No. 


INTERNATIONAL/NAVISTAR XL264 
ENG. 

431 SERIES 

1958-1956 

Belt - Fan & Gen.; W/50A. 


Gen. 83937HA TR32491 

Belt - Compr. TR22363 


INTERNATIONAL/NAVISTAR XL372 
ENG.; INTERNATIONAL/NAVISTAR 
XL450 ENG.; INTERNATION¬ 
AL/NAVISTAR XL501 ENG. 

532 SERIES; 630 SERIES; 662 SERIES; 720 SE¬ 
RIES; 730 SERIES; 830 SERIES 


1958-1956 

Belt - Fan & Gen. 35974HA ©TR22517 

Belt - Compr. 8381 6HA TR34467 


PERKINS 6-CYL. 354 DIESEL ENG. 

D430 SERIES; D603 SERIES; D630 SERIES 

1967-1960 


Belt - Fan & Alt.; W/40A. 
Leece Neville Alt.; W/54" 

Belt O.C. 

Belt - Fan & Alt.; W/55 7/8" 

Belt O.C. 

Belt - Fan & Gen.; W/52 1/2" 

Belt O.C. 

Belt - Fan & Gen.; W/54" Belt 

O.C. 

Belt - P.S. 


1030A7 

©TR22534 

1020A7 

©TR22553 


©TR22517 

1030A7 

©TR22534 

©TR22545 


D633 SERIES; D703 SERIES; D730 SERIES; D733 
SERIES; DCL430 SERIES; DCL633 SERIES; 
DCL703 SERIES; DCL730 SERIES; DCL733 SE¬ 
RIES; DF300 SERIES; DF330 SERIES 
1966-1960 


Belt - Fan & Alt.; W/40A. 
Leece Neville Alt.; W/54" 

Belt O.C. 

Belt - Fan & Alt.; W/55 7/8" 

Belt O.C. 

Belt - Fan & Gen.; W/52 1/2" 


1030A7 

©TR22534 

1020A7 

©TR22553 


©TR22517 

1030A7 

©TR22534 

©TR22545 


Belt O.C. 

Belt - Fan & Gen.; W/54" Belt 

O.C. 

Belt - P.S. 


DF400 SERIES; DF430 SERIES; DF500 SERIES; 
DF530 SERIES 


PERKINS 6-CYL. 354 DIESEL ENG. 


- Continued 

DL630 SERIES 

1967-1960 


Belt - Fan & Alt.; W/40A. 
Leece Neville Alt.; W/54" 

Belt O.C. 

Belt - Fan & Alt.; W/55 7/8" 

Belt O.C. 

Belt - Fan & Gen.; W/52 1/2" 


Belt - Fan & Alt.; W/40A. 
Leece Neville Alt.; W/54" 

Belt O.C. 

Belt - Fan & Alt.; W/55 7/8" 

Belt O.C. 

Belt - Fan & Gen.; W/52 1/2" 


1030A7 ©TR22534 

1020A7 ©TR22553 

©TR22517 

©TR22534 
©TR22545 

DL733 SERIES 


1030A7 

©TR22534 

1020A7 

©TR22553 


©TR22517 

1030A7 

©TR22534 

©TR22545 


Belt O.C. 

Belt - Fan & Gen.; W/54" Belt 

O.C. 

Belt - P.S. 


Belt O.C. 

Belt - Fan & Gen.; W/54" Belt 

O.C. 1030A7 

Belt - P.S. 

DL703 SERIES; DL730 SERIES; 

1966-1960 


E300 SERIES; E330 SERIES; E400 SERIES; E440 
SERIES; E500 SERIES; E510 SERIES; E530 SE¬ 
RIES; E540 SERIES 
1967-1954 


Belt - Fan & Alt.; W/40A. 
Leece Neville Alt.; W/54" 


Belt O.C. 

1030A7 

©TR22534 

Belt - Fan & Alt.; W/55 7/8" 



Belt O.C. 

1020A7 

©TR22553 

Belt - Fan & Gen.; W/52 1/2" 



Belt O.C. 


©TR22517 

Belt - Fan & Gen.; W/54" Belt 



O.C. 

1030A7 

©TR22534 

Belt - P.S. 


©TR22545 

E630 SERIES; E700 SERIES; E730 SERIES 


1966-1960 


Belt - Fan & Alt.; W/40A. 
Leece Neville Alt.; W/54" 

Belt O.C. 

Belt - Fan & Alt.; W/55 7/8" 

Belt O.C. 

Belt - Fan & Gen.; W/52 1/2" 

Belt O.C. 

Belt - Fan & Gen.; W/54" Belt 

O.C. 

Belt - P.S. 


1030A7 

©TR22534 

1020A7 

©TR22553 


©TR22517 

1030A7 

©TR22534 

©TR22545 


1967-1954 

Belt - Fan & Alt.; W/40A. 
Leece Neville Alt.; W/54" 


Belt O.C. 

Belt - Fan & Alt.; W/55 7/8" 

1030A7 

©TR22534 

Belt O.C. 

Belt - Fan & Gen.; W/52 1/2" 

1020A7 

©TR22553 

Belt O.C. 

Belt - Fan & Gen.; W/54" Belt 


©TR22517 

O.C. 

1030A7 

©TR22534 

Belt - P.S. 

DL603 SERIES 


©TR22545 


1966-1960 

Belt - Fan & Alt.; W/40A. 

Leece Neville Alt.; W/54" 

Belt O.C. 1030A7 ©TR22534 

Belt - Fan & Alt.; W/55 7/8" 

Belt O.C. 1020A7 ©TR22553 

Belt - Fan & Gen.; W/52 1/2" 

Belt O.C. ©TR22517 

Belt - Fan & Gen.; W/54" Belt 

O.C. 1030A7 ©TR22534 

Belt - P.S. ©TR22545 


REO OA110 ENG. 

A375 SERIES; A475 SERIES; A600 SERIES; A700 
SERIES; A800 SERIES; AC400 SERIES; AC500 SE¬ 
RIES; AC600 SERIES; AC700 SERIES; AC800 SE¬ 
RIES 
1967-1959 

Belt - Fan; W/26 1/2" Belt 


O.C. 

. 1305A7 

6926 

Belt - Fan; W/32 1/4" Belt 
O.C. 

. 1403A7 

©6932 

Belt - Fan; W/35" Belt O.C... 

. 1383A7 

©TR22344 

Belt - Gen.; W/12V., 30A. 
Gen.; W/P.S.; Ser. No. 
522855 & After. 

.1349G1 

49360HD 

Belt - Gen.; W/12V., 40A. 
Gen.; W/P.S.; Ser. No. 
522855 & After. 

. 1331G1 

49380HD 

Belt - Gen.; W/12V., 50A. 
Gen.; W/P.S.; Ser. No. 
522855 & After. 

. 1358G1 

49405HD 

Belt - Gen.; W/12V., 60A. 
Leece Neville Alt.; W/P.S... 

. 1197G1 

©49425HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

REO - Continued 


Gates No. 


Application 

REO - Continued 


Mfr. Part No. 


Gates No. 


REO OA110 ENG. - Continued 

A375 SERIES; A475 SERIES; A600 SERIES; A700 
SERIES; A800 SERIES; AC400 SERIES; AC500 SE¬ 
RIES; AC600 SERIES; AC700 SERIES; AC800 
SERIES - Continued 


REO OA110 ENG. - Continued 

A375 SERIES; A475 SERIES; A600 SERIES; A700 
SERIES; A800 SERIES; AC400 SERIES; AC500 SE¬ 
RIES; AC600 SERIES; AC700 SERIES; AC800 
SERIES - Continued 


1967-1959 - Continued 
Belt - Gen.; W/6V, 12V. 

Gen.; W/P.S.; Ser. No. 

513114 Thru 522854. 

Belt - Gen. & Compr.; 

W/P.S.; Ser. No. 513113 & 

Before. 

Belt - Fan & Alt.; W/12V, 

100A. Alt. 

Belt - Fan & Alt.; W/40A. 

Leece Neville Alt. 

Belt - Fan & Alt.; W/60A. Alt.. 
Belt - Fan & Alt.; W/60A. Au- 
tolite, Delco, Leece Neville 

Alt. 

Belt - Fan & Alt.; W/Leece 

Neville Alt.; W/Tilt Eng. 

Belt - Fan & Alt.; W/Leece 
Neville Alt.; W/Vertical Eng... 
Belt - Fan & Gen.; W/12V., 

30A., 40A. Alt. 

Belt - Fan & Gen.; W/12V., 

35A., 40A. Autolite Gen. 

Belt - Fan & Gen.; W/12V., 

40A., 50A., 55A. Gen. 

Belt - Fan & Gen.; W/12V., 
50A. L.C.I. Gen.; Ser. No. 

528823 & Before. 

Belt - Fan & Gen.; W/12V., 
50A. L.C.I. Gen.; Ser. No. 

528824 & After. 

Belt - Fan & Gen.; W/12V., 
55A. L.C.I. Gen.; W/54" Belt 

O. C. 

Belt - Fan & Gen.; W/12V., 

55A. L.C.I. Gen.; W/55 7/8" 

Belt O.C. 

Belt - Fan & Gen.; W/6V., 
12V., 30A. Gen.; W/Dual 

Belts. 

Belt - Fan & Gen.; W/6V., 
12V., 30A. Gen.; W/Single 

Belt. 

Belt - Fan & P.S.; W/6V, 

45A. Gen.; W/Ross HP70 

P. S. Pump. 

Belt - Fan & P.S.; W/6V, 

50A., 12V., 40A. Gen.; 
W/Ross HP70 P.S. Pump; 

Ser. No. 513114 & After. 

Belt - Fan & P.S.; W/6V, 
55A., 12V., 40A. Gen.; 
W/Ross HP70 P.S. Pump; 
Ser. No. 513113 & Before.... 
Belt - Fan & P.S.; W/Ross 
HPS70 P.S. Pump; Ser. No. 

528824 & Before. 

Belt - P.S.; Model No. A, AC. 

Belt - P.S.; VTM27; Tilt. 

Belt - P.S.; VTM27; W/36 

1/4" Belt O.C. 

Belt - P.S.; VTM27; W/38 

3/4" Belt O.C. 

Belt - P.S.; VTM27; W/40 

1/4" Belt O.C. 

Belt - P.S.; VTM27; W/41 

3/8" Belt O.C. 

Belt - P.S.; W/Ross HPS70 
P.S. Pump; Ser. No. 528824 
Thru 538378. 


1196G1 

49400HD 

1092G1 

TR24365 

1020A7 

©TR22553 

1788G1 

1009A7 

©TR22553 

©TR22534 

1788G1 

©TR22553 

1789G1 

©TR22545 

1009A7 

©TR22534 

1863G1 

©TR22534 

1009A7 

©TR22534 

1020A7 

©TR22553 

1358G1 

©49405HD 

1020A7 

©TR22553 

1009A7 

©TR22534 

1020A7 

©TR22553 

1009A7 

©TR22534 

919A7 

TR28550 

1020A7 

©TR22553 

1210A7 

©TR22553 

1209A7 

©49560HD 

1209A7 

1585K1 

311 OKI 2 

©49560HD 
49341 HD 
49440HD 

1349G1 

49360HD 

1475K1 

49385HD 

3110K114 

49400HD 

2473K1 

49412HD 

2119K1 

49425HD 


1967-1959 - Continued 
Belt - P.S.; W/Ross HPS70 
P.S. Pump; Ser. No. 538378 

& After. 1196G1 49400HD 

Belt - Compr.; Ser. No. 

201713 & Before. 1563M5 TR30467 

Belt - Compr.; Ser. No. 

201714 & After; W/46" Belt 

O.C. 1649M5 TR28454 

Belt - Compr.; Ser. No. 

201714 & After; W/47" Belt 

O.C. 3022M5 TR28463 

Belt - Compr.; W/P.S.; Ser. 

No. 528824 & Before. 3252M5 TR28557 

C200 SERIES: C300 SERIES: C400 SERIES: C500 


SERIES 

1967-1959 

Belt - Fan; W/26 1/2" Belt 

O.C. 

Belt - Fan; W/32 1/4" Belt 

O.C. 

Belt - Fan; W/35" Belt O.C. 

Belt - Gen.; W/12V., 30A. 
Gen.; W/P.S.; Ser. No. 

522855 & After. 

Belt - Gen.; W/12V., 40A. 
Gen.; W/P.S.; Ser. No. 

522855 & After. 

Belt - Gen.; W/12V., 50A. 
Gen.; W/P.S.; Ser. No. 

522855 & After. 

Belt - Gen.; W/12V., 60A. 

Leece Neville Alt.; W/P.S. 

Belt - Gen.; W/6V., 12V. 

Gen.; W/P.S.; Ser. No. 

513114 Thru 522854. 

Belt - Gen. & Compr.; 

W/P.S.; Ser. No. 513113 & 

Before. 

Belt - Fan & Alt.; W/12V, 

100A. Alt. 

Belt - Fan & Alt.; W/40A. 

Leece Neville Alt. 

Belt - Fan & Alt.; W/60A. Alt.. 
Belt - Fan & Alt.; W/60A. Au¬ 
tolite, Delco, Leece Neville 

Alt. 

Belt - Fan & Alt.; W/Leece 

Neville Alt.; W/Tilt Eng. 

Belt - Fan & Alt.; W/Leece 
Neville Alt.; W/Vertical Eng... 
Belt - Fan & Gen.; W/12V., 

30A., 40A. Alt. 

Belt - Fan & Gen.; W/12V., 

35A., 40A. Autolite Gen. 

Belt - Fan & Gen.; W/12V., 

40A., 50A., 55A. Gen. 

Belt - Fan & Gen.; W/12V., 
50A. L.C.I. Gen.; Ser. No. 

528823 & Before. 

Belt - Fan & Gen.; W/12V., 
50A. L.C.I. Gen.; Ser. No. 

528824 & After. 

Belt - Fan & Gen.; W/12V., 
55A. L.C.I. Gen.; W/54" Belt 

O.C. 

Belt - Fan & Gen.; W/12V., 
55A. L.C.I. Gen.; W/55 7/8" 

Belt O.C. 

Belt - Fan & Gen.; W/6V., 
12V., 30A. Gen.; W/Dual 
Belts. 


1305A7 

6926 

1403A7 

1383A7 

©6932 

©TR22344 

1349G1 

49360HD 

1331G1 

49380HD 

1358G1 

49405HD 

1197G1 

©49425HD 

1196G1 

49400HD 

1092G1 

TR24365 

1020A7 

©TR22553 

1788G1 

1009A7 

©TR22553 

©TR22534 

1788G1 

©TR22553 

1789G1 

©TR22545 

1009A7 

©TR22534 

1863G1 

©TR22534 

1009A7 

©TR22534 

1020A7 

©TR22553 

1358G1 

©49405HD 

1020A7 

©TR22553 

1009A7 

©TR22534 

1020A7 

©TR22553 

1009A7 

©TR22534 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

4 


Green Stripe * 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


REO - Continued 

REO OA110 ENG. - Continued 

C200 SERIES; C300 SERIES; C400 SERIES; C500 
SERIES - Continued 

1967-1959 - Continued 
Belt - Fan & Gen.; W/6V., 

12V., 30A. Gen.; W/Single 

Belt.919A7 TR28550 

Belt - Fan & P.S.; W/6V., 

45A. Gen.; W/Ross HP70 

P.S. Pump. 1020A7 ©TR22553 

Belt - Fan & P.S.; W/6V., 

50A., 12V., 40A. Gen.; 

W/Ross HP70 P.S. Pump; 

Ser. No. 513114 & After. 1210A7 ©TR22553 

Belt - Fan & P.S.; W/6V, 

55A., 12V., 40A. Gen.; 

W/Ross HP70 P.S. Pump; 

Ser. No. 513113 & Before.... 1209A7 ©*9560HD 

Belt - Fan & P.S.; W/Ross 
HPS70 P.S. Pump; Ser. No. 

528824 & Before. 1209A7 ©49560HD 

Belt - P.S.; Model No. A, AC . 1585K1 *9341 HD 

Belt - P.S.; VTM27; Tilt.3110K12 *9440HD 

Belt - P.S.; VTM27; W/36 

1/4" Belt O.C. 1349G1 49360HD 

Belt - P.S.; VTM27; W/38 

3/4" Belt O.C. 1475K1 49385HD 

Belt - P.S.; VTM27; W/40 

1/4" Belt O.C.311 OK114 *9400HD 

Belt - P.S.; VTM27; W/41 

3/8” Belt O.C. 2473K1 *9412HD 

Belt - P.S.; W/Ross HPS70 
P.S. Pump; Ser. No. 528824 

Thru 538378. 2119K1 49425HD 

Belt - P.S.; W/Ross HPS70 
P.S. Pump; Ser. No. 538378 

& After. 1196G1 *9400HD 

Belt - Compr.; Ser. No. 

201713 & Before. 1563M5 TR30467 

Belt - Compr.; Ser. No. 

201714 & After; W/46" Belt 

O.C. 1649M5 TR28454 

Belt - Compr.; Ser. No. 

201714 & After; W/47" Belt 

O.C. 3022M5 TR28463 

Belt - Compr.; W/P.S.; Ser. 

No. 528824 & Before. 3252M5 TR28557 

Hose - Upper; Ser. No. 235649 & Before; 

W/Allison Trans. (1963-1959). ^20046 

or 26502 

Hose - Upper; Ser. No. 235649 & Before; 

W/Std., Tandem Chassis; W/O Allison 

Trans. (1963-1959). <20046 

or 26502 

Hose - Upper; Ser. No. 235650 & After; 

W/Allison Trans. (1963-1959). ^20295 

or 26504 

Hose - Upper; Ser. No. 235650 & After; 

W/Std., Tandem Chassis; W/O Allison 

Trans. (1963-1959). <20295 

or 26504 

Hose - Lower; W/Allison Trans. 

(1963-1959). <20727 

or 26501 

Hose - Lower; W/Std. Chassis; W/O Alli¬ 
son Trans. (1963-1959). ^20431 

Hose - Lower; W/Tandem Chassis; W/O 

Allison Trans. (1963-1959). 20431 

Hose - By Pass; W/15" Tilt Eng. 

(1963-1959). ^20661 

Hose - By Pass; W/Allison Trans. 

(1963-1959). 25253 


REO - Continued 

REO OA110 ENG. - Continued 

Cl0164; D300 SERIES; D400 SERIES; D430 SE¬ 
RIES; D500 SERIES; D600 SERIES; D630 SERIES; 
D700 SERIES; D730 SERIES; DF300 SERIES; 
DF330 SERIES; DF400 SERIES; DF430 SERIES; 
DF500 SERIES; DF530 SERIES; DF600 SERIES; 
DF630 SERIES; DF700 SERIES; DF730 SERIES; 
E200 SERIES; E300 SERIES; E330 SERIES; E400 
SER 

1967-1959 

Belt - Fan; W/26 1/2" Belt 

O.C. 1305A7 6926 

Belt - Fan; W/32 1/4" Belt 

O.C. 1403A7 ©6932 

Belt - Fan; W/35" Belt O.C. 1383A7 ©TR22344 

Belt - Gen.; W/12V., 30A. 

Gen.; W/P.S.; Ser. No. 

522855 & After. 1349G1 49360HD 

Belt - Gen.; W/12V., 40A. 

Gen.; W/P.S.; Ser. No. 

522855 & After. 1331G1 49380HD 

Belt - Gen.; W/12V., 50A. 

Gen.; W/P.S.; Ser. No. 

522855 & After. 1358G1 *9405HD 

Belt - Gen.; W/12V., 60A. 

Leece Neville Alt.; W/P.S. 1197G1 @*9425HD 

Belt - Gen.; W/6V, 12V. 

Gen.; W/P.S.; Ser. No. 

513114 Thru 522854. 1196G1 *9400HD 

Belt - Gen. & Compr.; 

W/P.S.; Ser. No. 513113 & 

Before. 1092G1 TR24365 

Belt - Fan & Alt.; W/12V, 

100A. Alt. 1020A7 ©TR22553 

Belt - Fan & Alt.; W/40A. 

Leece Neville Alt. 1788G1 ©TR22553 

Belt - Fan & Alt.; W/60A. Alt.. 1009A7 ©TR22534 

Belt - Fan & Alt.; W/60A. Au- 
tolite, Delco, Leece Neville 

Alt. 1788G1 : TR22553 

Belt - Fan & Alt.; W/Leece 

Neville Alt.; W/Tilt Eng. 1789G1 ©TR22545 

Belt - Fan & Alt.; W/Leece 

Neville Alt.; W/Vertical Eng... 1009A7 ©TR22534 

Belt - Fan & Gen.; W/12V., 

30A., 40A. Alt. 1863G1 ©TR22534 

Belt - Fan & Gen.; W/12V., 

35A., 40A. Autolite Gen. 1009A7 ©TR22534 

Belt - Fan & Gen.; W/12V., 

40A., 50A., 55A. Gen. 1020A7 ©TR22553 

Belt - Fan & Gen.; W/12V., 

50A. L.C.I. Gen.; Ser. No. 

528823 & Before. 1358G1 *9405HD 

Belt - Fan & Gen.; W/12V., 

50A. L.C.I. Gen.; Ser. No. 

528824 8. After. 1020A7 . TR22553 

Belt - Fan & Gen.; W/12V., 

55A. L.C.I. Gen.; W/54" Belt 

O. C. 1009A7 ©TR22534 

Belt - Fan & Gen.; W/12V., 

55A. L.C.I. Gen.; W/55 7/8" 

Belt O.C. 1020A7 ©TR22553 

Belt - Fan & Gen.; W/6V., 

12V., 30A. Gen.; W/Dual 

Belts. 1009A7 ©TR22534 

Belt - Fan & Gen.; W/6V., 

12V., 30A. Gen.; W/Single 

Belt.919A7 TR28550 

Belt - Fan & P.S.; W/6V, 

45A. Gen.; W/Ross HP70 

P. S. Pump. 1020A7 ©TR22553 

Belt - Fan & P.S.; W/6V, 

50A., 12V., 40A. Gen.; 

W/Ross HP70 P.S. Pump; 

Ser. No. 513114 & After. 1210A7 ©TR22553 


© Two Required. © Six Required. 

® Three Required. ▲ Durion ® Silicone Hose Recommended. 

© Four Required. •*” Use Notched Belt Only. 

© Five Required. Cut To Fit. 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Q Use Wire Inserted Green Stripe® Coolant Hose. 

♦ PowerBand® Belt May Work, Use Template To Check. 

* Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

REO - Continued 


Gates No. 


Application 

REO - Continued 


Mfr. Part No. 


Gates No. 


REO OA110 ENG. - Continued 

Cl0164; D300 SERIES; D400 SERIES; D430 SE¬ 
RIES; D500 SERIES; D600 SERIES; D630 SERIES; 

D700 SERIES; D730 SERIES; DF300 SERIES; 

DF330 SERIES; DF400 SERIES; DF430 SERIES; 

DF500 SERIES; DF530 SERIES; DF600 SERIES; 

DF630 SERIES; DF700 SERIES; DF730 SERIES; 

E200 SERIES; E300 SERIES; E330 SERIES; E400 

SER - Continued 
1967-1959 - Continued 
Belt - Fan & P.S.; W/6V, 

55A., 12V., 40A. Gen.; 

W/Ross HP70 P.S. Pump; 

Ser. No. 513113 & Before.... 1209A7 
Belt - Fan & P.S.; W/Ross 
HPS70 P.S. Pump; Ser. No. 

528824 & Before. 1209A7 

Belt - P.S.; Model No. A, AC. 1585K1 

Belt - P.S.; VTM27; Tilt.311 OKI2 

Belt - P.S.; VTM27; W/36 

1/4" Belt O.C. 1349G1 

Belt - P.S.; VTM27; W/38 
3/4" Belt O.C. 1475K1 


REO OA130 ENG.; REO OA145 ENG. 

- Continued 

A375 SERIES; A475 SERIES; A600 SERIES; A700 
SERIES; A800 SERIES; AC400 SERIES; AC500 SE¬ 
RIES; AC600 SERIES; AC700 SERIES; AC800 
SERIES - Continued 

1967-1959 - Continued 
Belt - Fan; W/32 1/4" Belt 


O.C. 

.. 1403A7 

<1.6932 

Belt - Fan; W/35" Belt O.C... 

.. 1383A7 

©TR22344 

Belt - Gen.; W/12V., 30A. 
Gen.; W/P.S.; Ser. No. 
522855 & After. 

.. 1349G1 

49360HD 

Belt - Gen.; W/12V., 40A. 
Gen.; W/P.S.; Ser. No. 
522855 & After. 

.. 1331G1 

49380HD 

Belt - Gen.; W/12V., 50A. 
Gen.; W/P.S.; Ser. No. 
522855 & After. 

.. 1358G1 

49405HD 

Belt - Gen.; W/12V., 60A. 
Leece Neville Alt.; W/P.S... 

.. 1197G1 

©49425HD 

Belt - Gen.; W/6V, 12V. 
Gen.; W/P.S.; Ser. No. 
513114 Thru 522854. 

.. 1196G1 

49400HD 


©49560HD 

©49560HD 
49341 HD 
49440HD 

49360HD 

49385HD 


Belt - P.S.; VTM27; W/40 

1/4" Belt O.C.3110K114 49400HD 

Belt - P.S.; VTM27; W/41 

3/8" Belt O.C. 2473K1 49412HD 

Belt - P.S.; W/Ross HPS70 
P.S. Pump; Ser. No. 528824 

Thru 538378. 2119K1 49425HD 

Belt - P.S.; W/Ross HPS70 
P.S. Pump; Ser. No. 538378 

& After. 1196G1 49400HD 


Belt - Gen. & Compr.; 

W/P.S.; Ser. No. 513113 & 

Before. 

Belt - Fan & Alt.; W/12V, 

100A. Alt. 

Belt - Fan & Alt.; W/40A. 

Leece Neville Alt. 

Belt - Fan & Alt.; W/60A. Alt.. 
Belt - Fan & Alt.; W/60A. Au- 
tolite, Delco, Leece Neville 


Belt - Compr.; Ser. No. 

201713 & Before. 1563M5 TR30467 

Belt - Compr.; Ser. No. 

201714 & After; W/46" Belt 

O.C. 1649M5 TR28454 

Belt - Compr.; Ser. No. 

201714 & After; W/47" Belt 

O.C. 3022M5 TR28463 

Belt - Compr.; W/P.S.; Ser. 

No. 528824 & Before. 3252M5 TR28557 

19 SERIES; 20 SERIES; 21 SERIES; 22 SERIES; 23 
SERIES; 50 SERIES; 120 SERIES; 122 SERIES; 506 


SERIES 

1958-1950 

Hose - Upper; Ser. No. 521739 & Before; 

W/Air Brakes. ^<20046 

or 26603 

Hose - Upper; Ser. No. 521739 & Before; 

W/Hyd. Brakes. <20046 

or 26602 

Hose - Upper; Ser. No. 521740 & After. s-<20046 

or 26603 

Hose - Lower; Ser. No. 174748 Thru 

521739; W/Air Brakes. 21256 

Hose - Lower; Ser. No. 174748 Thru 

521739; W/Hyd. Brakes. ^<21256 

Hose - Lower; Ser. No. 521740 & After. 21256 

Hose - Lower; Ser. No. 72939 & Before 1 3/4” I.D. 

Hose - Lower; Ser. No. 72940 Thru 

174747. <20957 

or 26501 


REO OA130 ENG.; REO OA145 ENG. 

A375 SERIES; A475 SERIES; A600 SERIES; A700 
SERIES; A800 SERIES; AC400 SERIES; AC500 SE¬ 
RIES; AC600 SERIES; AC700 SERIES; AC800 SE¬ 
RIES 


Alt. 

Belt - Fan & Alt.; W/Leece 

Neville Alt.; W/Tilt Eng. 

Belt - Fan & Alt.; W/Leece 
Neville Alt.; W/Vertical Eng... 
Belt - Fan & Gen.; W/12V., 

30A.. 40A. Alt. 

Belt - Fan & Gen.; W/12V., 

35A., 40A. Autolite Gen. 

Belt - Fan & Gen.; W/12V., 

40A., 50A., 55A. Gen. 

Belt - Fan & Gen.; W/12V., 
50A. L.C.I. Gen.; Ser. No. 

528823 & Before. 

Belt - Fan & Gen.; W/12V., 
50A. L.C.I. Gen.; Ser. No. 

528824 & After. 

Belt - Fan & Gen.; W/12V., 
55A. L.C.I. Gen.; W/54" Belt 

O. C. 

Belt - Fan & Gen.; W/12V., 

55A. L.C.I. Gen.; W/55 7/8" 

Belt O.C. 

Belt - Fan & Gen.; W/6V., 
12V., 30A. Gen.; W/Dual 

Belts. 

Belt - Fan & Gen.; W/6V., 
12V., 30A. Gen.; W/Single 

Belt. 

Belt - Fan & P.S.; W/6V, 

45A. Gen.; W/Ross HP70 

P. S. Pump. 

Belt - Fan & P.S.; W/6V, 

50A., 12V., 40A. Gen.; 
W/Ross HP70 P.S. Pump; 

Ser. No. 513114 & After. 

Belt - Fan & P.S.; W/6V, 
55A., 12V., 40A. Gen.; 
W/Ross HP70 P.S. Pump; 
Ser. No. 513113 & Before.... 


1967-1959 

Belt - Fan; W/26 1/2" Belt 
O.C. 1305A7 


Belt - Fan & P.S.; W/Ross 
HPS70 P.S. Pump; Ser. No. 


6926 


528824 & Before 


1092G1 

1020A7 

1788G1 

1009A7 

1788G1 

1789G1 

1009A7 

1863G1 

1009A7 

1020A7 

1358G1 

1020A7 

1009A7 

1020A7 

1009A7 

919A7 

1020A7 

1210A7 

1209A7 

1209A7 


TR24365 

©TR22553 

©TR22553 

©TR22534 

©TR22553 

©TR22545 

©TR22534 

©TR22534 

©TR22534 

©TR22553 

©49405HD 

©TR22553 

©TR22534 

©TR22553 

©TR22534 

TR28550 

©TR22553 

©TR22553 

©49560HD 

©49560HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
V Use Notched Belt Only. 

Cut To Fit. 


o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

REO - Continued 

REO OA130 ENG.; REO OA145 ENG. 

- Continued 

A375 SERIES; A475 SERIES; A600 SERIES; A700 
SERIES; A800 SERIES; AC400 SERIES; AC500 SE¬ 
RIES; AC600 SERIES; AC700 SERIES; AC800 
SERIES - Continued 
1967-1959 - Continued 

Belt - P.S.; VTM27; Tilt.3110K12 49440HD 

Belt - P.S.; VTM27; W/36 

1/4" Belt O.C. 1349G1 49360HD 

Belt - P.S.; VTM27; W/38 

3/4" Belt O.C. 1475K1 49385HD 

Belt - P.S.; VTM27; W/40 

1/4" Belt O.C.3110K114 49400HD 

Belt - P.S.; VTM27; W/41 

3/8" Belt O.C. 2473K1 49412HD 

Belt - P.S.; W/34 1/2" Belt 

O. C. 1585K1 49341 HD 

Belt - P.S.; W/Ross HPS70 

P. S. Pump; Ser. No. 528824 

Thru 538378. 2119K1 49425HD 

Belt - P.S.; W/Ross HPS70 

P.S. Pump; Ser. No. 538378 

& After. 1196G1 49400HD 

Belt - Compr.; Ser. No. 

201713 & Before. 1563M5 TR30467 

Belt - Compr.; Ser. No. 

201714 & After; W/46" Belt 

O.C. 1649M5 TR28454 

Belt - Compr.; Ser. No. 

201714 & After; W/47" Belt 

O.C. 3022M5 TR28463 

Belt - Compr.; W/P.S.; Ser. 

No. 528824 & Before. 3252M5 TR28557 

C200 SERIES; C300 SERIES; C400 SERIES; C500 
SERIES 
1967-1959 

Belt - Fan; W/26 1/2" Belt 

O.C. 1305A7 6926 

Belt - Fan; W/32 1/4" Belt 

O.C. 1403A7 ©6932 

Belt - Fan; W/35" Belt O.C. 1383A7 ©TR22344 

Belt - Gen.; W/12V., 30A. 

Gen.; W/P.S.; Ser. No. 

522855 & After. 1349G1 49360HD 

Belt - Gen.; W/12V., 40A. 

Gen.; W/P.S.; Ser. No. 

522855 & After. 1331G1 49380HD 

Belt - Gen.; W/12V., 50A. 

Gen.; W/P.S.; Ser. No. 

522855 & After. 1358G1 49405HD 

Belt - Gen.; W/12V., 60A. 

Leece Neville Alt.; W/P.S. 1197G1 ©49425HD 

Belt - Gen.; W/6V, 12V. 

Gen.; W/P.S.; Ser. No. 

513114 Thru 522854. 1196G1 49400HD 

Belt - Gen. & Compr.; 

W/P.S.; Ser. No. 513113 & 

Before. 1092G1 TR24365 

Belt - Fan & Alt.; W/12V, 

100A. Alt. 1020A7 ©TR22553 

Belt - Fan & Alt.; W/40A. 

Leece Neville Alt. 1788G1 ©TR22553 

Belt - Fan & Alt.; W/60A. Alt.. 1009A7 ©TR22534 

Belt - Fan & Alt.; W/60A. Au- 

tolite, Delco, Leece Neville 

Alt. 1788G1 TR22553 

Belt - Fan & Alt.; W/Leece 

Neville Alt.; W/Tilt Eng. 1789G1 ©TR22545 

Belt - Fan & Alt.; W/Leece 

Neville Alt.; W/Vertical Eng... 1009A7 ©TR22534 

Belt - Fan & Gen.; W/12V., 

30A., 40A. Alt. 1863G1 ©TR22534 

Belt - Fan & Gen.; W/12V., 

35A., 40A. Autolite Gen. 1009A7 ©TR22534 


Application Mfr. Part No. Gates No. 

REO - Continued 

REO OA130 ENG.; REO OA145 ENG. 

- Continued 

C200 SERIES; C300 SERIES; C400 SERIES; C500 
SERIES - Continued 

1967-1959 - Continued 
Belt - Fan & Gen.; W/12V., 

40A., 50A., 55A. Gen. 1020A7 ©TR22553 

Belt - Fan & Gen.; W/12V., 

50A. L.C.I. Gen.; Ser. No. 

528823 & Before. 1358G1 ©49405HD 

Belt - Fan & Gen.; W/12V., 

50A. L.C.I. Gen.; Ser. No. 

528824 & After. 1020A7 TR22553 

Belt - Fan & Gen.; W/12V., 

55A. L.C.I. Gen.; W/54" Belt 

O. C. 1009A7 TR22534 

Belt - Fan & Gen.; W/12V., 

55A. L.C.I. Gen.; W/55 7/8" 

Belt O.C. 1020A7 ©TR22553 

Belt - Fan & Gen.; W/6V., 

12V., 30A. Gen.; W/Dual 

Belts. 1009A7 ©TR22534 

Belt - Fan & Gen.; W/6V., 

12V., 30A. Gen.; W/Single 

Belt.919A7 TR28550 

Belt - Fan & P.S.; W/6V., 

45A. Gen.; W/Ross HP70 

P. S. Pump. 1020A7 ©TR22553 

Belt - Fan & P.S.; W/6V., 

50A., 12V., 40A. Gen.; 

W/Ross HP70 P.S. Pump; 

Ser. No. 513114 & After. 1210A7 ©TR22553 

Belt - Fan & P.S.; W/6V., 

55A., 12V., 40A. Gen.; 

W/Ross HP70 P.S. Pump; 

Ser. No. 513113 & Before.... 1209A7 ©49560HD 

Belt - Fan & P.S.; W/Ross 
HPS70 P.S. Pump; Ser. No. 

528824 & Before. 1209A7 ©49560HD 

Belt - P.S.; VTM27; Tilt.3110K12 49440HD 

Belt - P.S.; VTM27; W/36 

1/4" Belt O.C. 1349G1 49360HD 

Belt - P.S.; VTM27; W/38 

3/4" Belt O.C. 1475K1 49385HD 

Belt - P.S.; VTM27; W/40 

1/4" Belt O.C.3110K114 49400HD 

Belt - P.S.; VTM27; W/41 

3/8” Belt O.C. 2473K1 49412HD 

Belt - P.S.; W/Ross HPS70 
P.S. Pump; Ser. No. 528824 

Thru 538378. 2119K1 49425HD 

Belt - P.S.; W/Ross HPS70 
P.S. Pump; Ser. No. 538378 

& After. 1196G1 49400HD 

Belt - Compr.; Ser. No. 

201713 & Before. 1563M5 TR30467 

Belt - Compr.; Ser. No. 

201714 & After; W/46" Belt 

O.C. 1649M5 TR28454 

Belt - Compr.; Ser. No. 

201714 & After; W/47" Belt 

O.C. 3022M5 TR28463 

Belt - Compr.; W/P.S.; Ser. 

No. 528824 & Before. 3252M5 TR28557 

Hose - Upper; Ser. No. 235649 & Before; 

W/Allison Trans. (1963-1959). <20046 

or 26502 

Hose - Upper; Ser. No. 235649 & Before; 

W/Std., Tandem Chassis; W/O Allison 

Trans. (1963-1959). <20046 

or 26502 

Hose - Upper; Ser. No. 235650 & After; 

W/Allison Trans. (1963-1959). <20295 

or 26504 

Hose - Upper; Ser. No. 235650 & After; 

W/Std., Tandem Chassis; W/O Allison 

Trans. (1963-1959). <20295 

or 26504 


© Two Required. © Six Required. Green Stripe 8 4-Ply Coolant Hose Recommended. 

® Three Required. ▲ Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

© Four Required. V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

© Five Required. s< Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

REO - Continued 

REO OA130 ENG.; REO OA145 ENG. 

- Continued 

C200 SERIES; C300 SERIES; C400 SERIES; C500 


SERIES - Continued 
1967-1959 - Continued 
Hose - Lower; W/Allison Trans. 

(1963-1959). <20727 

or 26501 

Hose - Lower; W/Std. Chassis; W/O Alli¬ 
son Trans. (1963-1959). <20431 

Hose - Lower; W/Tandem Chassis; W/O 

Allison Trans. (1963-1959). 20431 

Hose - By Pass; W/15' Tilt Eng. 

(1963-1959). <20661 

Hose - By Pass; W/Allison Trans. 

(1963-1959). 25253 


Cl0164; D300 SERIES; D400 SERIES; D430 SE¬ 
RIES; D500 SERIES; D600 SERIES; D630 SERIES; 
D700 SERIES; D730 SERIES; DF300 SERIES; 
DF330 SERIES; DF400 SERIES; DF430 SERIES; 
DF500 SERIES; DF530 SERIES; DF600 SERIES; 
DF630 SERIES; DF700 SERIES; DF730 SERIES; 
E200 SERIES; E300 SERIES; E330 SERIES; E400 
SER 

1967-1959 

Belt - Fan; W/26 1/2" Belt 

O.C. 1305A7 6926 

Belt - Fan; W/32 1/4" Belt 

O.C. 1403A7 @6932 

Belt - Fan; W/35" Belt O.C. 1383A7 @TR22344 

Belt - Gen.; W/12V., 30A. 

Gen.; W/P.S.; Ser. No. 

522855 & After. 1349G1 49360HD 

Belt - Gen.; W/12V., 40A. 

Gen.; W/P.S.; Ser. No. 

522855 & After. 1331G1 49380HD 

Belt - Gen.; W/12V., 50A. 

Gen.; W/P.S.; Ser. No. 

522855 & After. 1358G1 49405HD 

Belt - Gen.; W/12V., 60A. 

Leece Neville Alt.; W/P.S. 1197G1 ©49425HD 

Belt - Gen.; W/6V„ 12V. 

Gen.; W/P.S.; Ser. No. 

513114 Thru 522854. 1196G1 49400HD 

Belt - Gen. & Compr.; 

W/P.S.; Ser. No. 513113 & 

Before. 1092G1 TR24365 

Belt - Fan & Alt.; W/12V, 

100A. Alt. 1020A7 @TR22553 

Belt - Fan & Alt.; W/40A. 

Leece Neville Alt. 1788G1 @TR22553 

Belt - Fan & Alt.; W/60A. Alt.. 1009A7 @TR22534 

Belt - Fan & Alt.; W/60A. Au- 
tolite, Delco, Leece Neville 

Alt. 1788G1 ©TR22553 

Belt - Fan & Alt.; W/Leece 

Neville Alt.; W/Tilt Eng. 1789G1 @TR22545 

Belt - Fan & Alt.; W/Leece 

Neville Alt.; W/Vertical Eng... 1009A7 @TR22534 

Belt - Fan & Gen.; W/12V., 

30A., 40A. Alt. 1863G1 @TR22534 

Belt - Fan & Gen.; W/12V., 

35A., 40A. Autolite Gen. 1009A7 @TR22534 

Belt - Fan & Gen.; W/12V., 

40A., 50A., 55A. Gen. 1020A7 @TR22553 

Belt - Fan & Gen.; W/12V., 

50A. L.C.I. Gen.; Ser. No. 

528823 & Before. 1358G1 ©49405HD 

Belt - Fan & Gen.; W/12V., 

50A. L.C.I. Gen.; Ser. No. 

528824 8. After. 1020A7 @TR22553 

Belt - Fan & Gen.; W/12V., 

55A. L.C.I. Gen.; W/54" Belt 

O.C. 1009A7 @TR22534 


Application Mfr. Part No. Gates No. 

REO - Continued 

REO OA130 ENG.; REO OA145 ENG. 

- Continued 

Cl0164; D300 SERIES; D400 SERIES; D430 SE¬ 
RIES; D500 SERIES; D600 SERIES; D630 SERIES; 
D700 SERIES; D730 SERIES; DF300 SERIES; 
DF330 SERIES; DF400 SERIES; DF430 SERIES; 
DF500 SERIES; DF530 SERIES; DF600 SERIES; 
DF630 SERIES; DF700 SERIES; DF730 SERIES; 
E200 SERIES; E300 SERIES; E330 SERIES; E400 
SER - Continued 
1967-1959 - Continued 


Belt - Fan & Gen.; W/12V., 
55A. L.C.I. Gen.; W/55 7/8" 


Belt O.C. 

1020A7 

©TR22553 

Belt - Fan & Gen.; W/6V., 
12V., 30A. Gen.; W/Dual 
Belts. 

1009A7 

©TR22534 

Belt - Fan & Gen.; W/6V., 
12V., 30A. Gen.; W/Single 
Belt. 

919A7 

TR28550 

Belt - Fan & P.S.; W/6V, 

45A. Gen.; W/Ross HP70 
P.S. Pump. 

1020A7 

©TR22553 

Belt - Fan & P.S.; W/6V., 

50A., 12V., 40A. Gen.; 
W/Ross HP70 P.S. Pump; 
Ser. No. 513114 & After. 

1210A7 

©TR22553 

Belt - Fan & P.S.; W/6V, 

55A., 12V., 40A. Gen.; 
W/Ross HP70 P.S. Pump; 
Ser. No. 513113 & Before.... 

1209A7 

©49560HD 

Belt - Fan & P.S.; W/Ross 
HPS70 P.S. Pump; Ser. No. 
528824 & Before. 

1209A7 

©49560HD 

Belt - P.S.; VTM27; Tilt. 

311 OKI 2 

49440HD 

Belt - P.S.; VTM27; W/36 

1/4" Belt O.C. 

1349G1 

49360HD 

Belt - P.S.; VTM27; W/38 

3/4" Belt O.C. 

1475K1 

49385HD 

Belt - P.S.; VTM27; W/40 

1/4" Belt O.C. 

3110K114 

49400HD 

Belt - P.S.; VTM27; W/41 

3/8" Belt O.C. 

2473K1 

49412HD 

Belt - P.S.; W/Ross HPS70 
P.S. Pump; Ser. No. 528824 
Thru 538378. 

2119K1 

49425HD 

Belt - P.S.; W/Ross HPS70 
P.S. Pump; Ser. No. 538378 
& After. 

1196G1 

49400HD 

Belt - Compr.; Ser. No. 

201713 & Before. 

1563M5 

TR30467 

Belt - Compr.; Ser. No. 

201714 & After; W/46" Belt 
O.C. 

1649M5 

TR28454 

Belt - Compr.; Ser. No. 

201714 & After; W/47" Belt 
O.C. 

3022M5 

TR28463 

Belt - Compr.; W/P.S.; Ser. 

No. 528824 & Before. 

3252M5 

TR28557 


19 SERIES; 20 SERIES; 21 SERIES; 22 SERIES; 23 
SERIES; 50 SERIES; 120 SERIES; 122 SERIES; 506 
SERIES 


1958-1950 

Hose - Upper; Ser. No. 521740 Thru 
524329; W/455F2, 557F2, 640F2 Rads.... ^20046 

or 26603 

Hose - Upper; Ser. No. 521740 Thru 
824329; W/656F2, 678F2 Rads. <20046 

Hose - Upper; Ser. No. 524330 & After; 

W/640F2 Rad. <20046 

or 26502 

Hose - Upper; Ser. No. 524330 & After; 

W/752F2 Rads. <20046 

or 26502 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 
s< Cut To Fit. 


o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

REO - Continued 


Gates No. 


Application 

REO - Continued 


Mfr. Part No. 


Gates No. 


REO OA130 ENG.; REO OA145 ENG. 

- Continued 

19 SERIES; 20 SERIES; 21 SERIES; 22 SERIES; 23 
SERIES; 50 SERIES; 120 SERIES; 122 SERIES; 506 
SERIES - Continued 
1958-1950-Continued 
Hose - Upper; Ser. No. 72939 & Before; 

W/Air Brakes. 

Hose - Upper; Ser. No. 72939 & Before; 

W/Hyd. Brakes. 

Hose - Upper; Ser. No. 72940 Thru 
521739. 

Hose - Lower; Ser. No. 174747 & Before... 

Hose - Lower; Ser. No. 174748 Thru 

521739; W/Air Brakes. 

Hose - Lower; Ser. No. 174748 Thru 

521739; W/Hyd. Brakes. 

Hose - Lower; Ser. No. 521740 Thru 
524329; W/455F2, 557F2, 640F2 Rads.... 

Hose - Lower; Ser. No. 521740 Thru 

824329; W/656F2, 678F2 Rads. 

Hose - Lower; Ser. No. 524330 & After; 

W/640F2 Rad. 

Hose - Lower; Ser. No. 524330 & After; 

W/752F2 Rads. 

Hose - By Pass; W/15' Tilt Eng. 

REO OA220 ENG. 

A600 SERIES; A700 SERIES; A800 SERIES 


1960-1957 

Hose - Upper; Ser. No. 519436 & Before... 26529 

Hose - Upper; Ser. No. 519437 & After 26529 

Hose - Lower; Ser. No. 519436 & Before... ©3” I.D. 

Hose - Lower; Ser. No. 519437 & After 03” I.D. 

REO OA253 ENG. 


19 SERIES; 20 SERIES; 21 SERIES; 120 SERIES; 
122 SERIES 
1958-1951 

Belt - Fan & Gen.; W/12V. 

Gen.; W/Air Brakes. 1020A7 ©TR22553 

Belt - Fan & Gen.; W/30A. 

Gen.919A7 TR28550 

Belt - Fan & Gen.; W/40A. 

Gen. 1029A7 TR24562 

Belt - Fan & Gen.; W/6V. 

Gen.; W/Air Brakes. 1009A7 ©TR22534 

Belt - Compr. 1563M5 TR30467 

REO OA255 ENG. 

C200 SERIES; C300 SERIES; C400 SERIES; C500 


SERIES 

1963-1959 

Hose - Upper; Ser. No. 235649 & Before; 

W/Allison Trans. ^<20046 

or 26502 

Hose - Upper; Ser. No. 235649 & Before; 

W/Std., Tandem Chassis; W/O Allison 

Trans. ^-<20046 

or 26502 

Hose - Upper; Ser. No. 235650 & After; 

W/Allison Trans. s-=20295 

or 26504 

Hose - Upper; Ser. No. 235650 & After; 

W/Std., Tandem Chassis; W/O Allison 

Trans. s-=20295 

or 26504 

Hose - Lower; W/Allison Trans. :x20727 

or 26501 

Hose - Lower; W/Std. Chassis; W/O Alli¬ 
son Trans. s<20431 



^20957 

or 

26501 


^20957 

or 

26603 


^20046 

or 

26603 

^20957 

or 

26501 


21256 


^21256 


21256 


21256 


21256 


^20431 

^20661 


REO OA255 ENG. - Continued 

C200 SERIES; C300 SERIES; C400 SERIES; C500 
SERIES - Continued 


1963-1959 - Continued 

Hose - Lower; W/Tandem Chassis; W/O 

Allison Trans. 

Hose - By Pass; W/15' Tilt Eng. 

Hose - By Pass; W/Allison Trans. 

19 SERIES; 20 SERIES; 21 SERIES 


1958-1950 

Belt - Fan & Gen.; W/12V. 

Gen.; W/Air Brakes 

(1958-1951). 1020A7 

Belt - Fan & Gen.; W/30A. 

Gen. (1958-1951). 919A7 

Belt - Fan & Gen.; W/40A. 

Gen. (1958-1951). 1029A7 

Belt - Fan & Gen.; W/6V. 

Gen.; W/Air Brakes 

(1958-1951). 1009A7 

Belt - Compr.; (1958-1951). 1563M5 


Hose - Upper; Ser. No. 521739 & Before; 
W/Air Brakes. 

Hose - Upper; Ser. No. 521739 & Before; 
W/Hyd. Brakes. 

Hose - Upper; Ser. No. 521740 & After. 

Hose - Lower; Ser. No. 174748 Thru 

521739; W/Air Brakes. 

Hose - Lower; Ser. No. 174748 Thru 

521739; W/Hyd. Brakes. 

Hose - Lower; Ser. No. 521740 & After. 

Hose - Lower; Ser. No. 72939 & Before. 

Hose - Lower; Ser. No. 72940 Thru 
174747. 

22 SERIES; 23 SERIES; 50 SERIES 

1958-1950 

Hose - Upper; Ser. No. 521739 & Before; 
W/Air Brakes. 

Hose - Upper; Ser. No. 521739 & Before; 
W/Hyd. Brakes. 

Hose - Upper; Ser. No. 521740 & After. 

Hose - Lower; Ser. No. 174748 Thru 

521739; W/Air Brakes. 

Hose - Lower; Ser. No. 174748 Thru 

521739; W/Hyd. Brakes. 

Hose - Lower; Ser. No. 521740 & After. 

Hose - Lower; Ser. No. 72939 & Before. 

Hose - Lower; Ser. No. 72940 Thru 
174747. 

120 SERIES; 122 SERIES 


1958-1950 

Belt - Fan & Gen.; W/12V. 

Gen.; W/Air Brakes 

(1958-1951). 1020A7 

Belt - Fan & Gen.; W/30A. 

Gen. (1958-1951). 919A7 

Belt - Fan & Gen.; W/40A. 

Gen. (1958-1951). 1029A7 

Belt - Fan & Gen.; W/6V. 

Gen.; W/Air Brakes 

(1958-1951). 1009A7 

Belt - Compr.; (1958-1951). 1563M5 


Hose - Upper; Ser. No. 521739 & Before; 
W/Air Brakes. 


or 


or 

or 


or 


or 


or 

or 


or 


Hose - Upper; Ser. No. 521739 & Before; 
W/Hyd. Brakes. 


or 


or 


20431 

^20661 

25253 


©TR22553 

TR28550 

TR24562 


©TR22534 

TR30467 

^20046 

26603 

^20046 

26602 

^20046 

26603 

21256 

s<21256 
21256 
1 3/4” I.D. 

^20957 

26501 


^20046 

26603 

s-=20046 

26602 

^20046 

26603 

21256 

^21256 
21256 
1 3/4” I.D. 

^20957 

26501 


©TR22553 

TR28550 

TR24562 


©TR22534 

TR30467 

^20046 

26603 

^20046 

26602 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

^ Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


REO - Continued 

REO OA255 ENG. - Continued 

120 SERIES; 122 SERIES - Continued 
1958-1950 -Continued 
Hose - Upper; Ser. No. 521740 & After. 


Hose - Lower; Ser. No. 174748 Thru 

521739; W/Air Brakes. 

Hose - Lower; Ser. No. 174748 Thru 

521739; W/Hyd. Brakes. 

Hose - Lower; Ser. No. 521740 & After... 
Hose - Lower; Ser. No. 72939 & Before.. 
Hose - Lower; Ser. No. 72940 Thru 
174747. 


506 SERIES 

1958-1950 

Hose - Upper; Ser. No. 521739 & Before; 


W/Air Brakes. 


Hose - Upper; Ser. No. 521739 & Before; 
W/Hyd. Brakes. 


Hose - Upper; Ser. No. 521740 & After... 

Hose - Lower; Ser. No. 174748 Thru 

521739; W/Air Brakes. 

Hose - Lower; Ser. No. 174748 Thru 

521739; W/Hyd. Brakes. 

Hose - Lower; Ser. No. 521740 & After... 
Hose - Lower; Ser. No. 72939 & Before.. 
Hose - Lower; Ser. No. 72940 Thru 
174747. 


<20046 

26603 

21256 

<21256 
21256 
1 3/4” I.D. 

<20957 

26501 


<20046 

26603 

<20046 

26602 

<20046 

26603 

21256 

=■<21256 
21256 
1 3/4” I.D. 

=<20957 

26501 


REO OA292 ENG.; REO OA331 ENG. 

C200 SERIES; C300 SERIES; C400 SERIES; C500 
SERIES 


1963-1959 

Hose - Upper; Ser. No. 235649 & Before; 
W/Allison Trans. 


Hose - Upper; Ser. No. 235649 & Before; 
W/Std., Tandem Chassis; W/O Allison 
Trans. 

Hose - Upper; Ser. No. 235650 & After; 
W/Allison Trans. 


Hose - Upper; Ser. No. 235650 & After; 
W/Std., Tandem Chassis; W/O Allison 
Trans. 

Hose - Lower; W/Allison Trans. 


Hose - Lower; W/Std. Chassis; W/O Alli¬ 
son Trans. 

Hose - Lower; W/Tandem Chassis; W/O 

Allison Trans. 

Hose - By Pass; W/15' Tilt Eng. 

Hose - By Pass; W/Allison Trans. 

19 SERIES; 20 SERIES; 21 SERIES 

1958-1950 

Belt - Fan & Gen.; W/50A. 

Gen. 1020A7 

Belt - Fan & Gen.; W/Std. 

Gen. 1009A7 

Belt - Compr. 1649M5 

Hose - Upper; Ser. No. 521740 Thru 
524329; W/455F2, 557F2, 640F2 Rads.... 

Hose - Upper; Ser. No. 521740 Thru 

824329; W/656F2, 678F2 Rads. 

Hose - Upper; Ser. No. 524330 & After; 
W/640F2 Rad. 


=<20046 

26502 


=<20046 

26502 

=<20295 

26504 


=<20295 

26504 

=<20727 

26501 

=<20431 

20431 

=<20661 

25253 


©TR22553 

©TR22534 

TR28454 

=<20046 

26603 

=<20046 

=<20046 

26502 


REO - Continued 

REO OA292 ENG.; REO OA331 ENG. 

- Continued 

19 SERIES; 20 SERIES; 21 SERIES - Continued 
1958-1950-Continued 
Hose - Upper; Ser. No. 524330 & After; 

W/752F2 Rads. <20046 

or 26502 

Hose - Upper; Ser. No. 72939 & Before; 

W/Air Brakes. =<20957 

or 26501 

Hose - Upper; Ser. No. 72939 & Before; 

W/Hyd. Brakes. =<20957 

or 26603 

Hose - Upper; Ser. No. 72940 Thru 

521739. <20046 

or 26603 

Hose - Lower; Ser. No. 174747 & Before... =<20957 

or 26501 

Hose - Lower; Ser. No. 174748 Thru 

521739; W/Air Brakes. 21256 

Hose - Lower; Ser. No. 174748 Thru 

521739; W/Hyd. Brakes. =<21256 

Hose - Lower; Ser. No. 521740 Thru 
524329; W/455F2, 557F2, 640F2 Rads.... 21256 

Hose - Lower; Ser. No. 521740 Thru 

824329; W/656F2, 678F2 Rads. 21256 

Hose - Lower; Ser. No. 524330 & After; 

W/640F2 Rad. 21256 

Hose - Lower; Ser. No. 524330 & After; 

W/752F2 Rads. <20431 

Hose - By Pass; W/15' Tilt Eng. =<20661 

22 SERIES 

1958-1950 

Belt - Fan & Gen.; W/12V. 

Gen. 1020A7 : TR22553 

Belt - Fan & Gen.; W/6V. 

Gen. 1009A7 ©TR22534 

Belt-Compr. 1649M5 TR28454 

Hose - Upper; Ser. No. 521740 Thru 
524329; W/455F2, 557F2, 640F2 Rads.... =<20046 

or 26603 

Hose - Upper; Ser. No. 521740 Thru 

824329; W/656F2, 678F2 Rads. <20046 

Hose - Upper; Ser. No. 524330 & After; 

W/640F2 Rad. <20046 

or 26502 

Hose - Upper; Ser. No. 524330 & After; 

W/752F2 Rads. <20046 

or 26502 

Hose - Upper; Ser. No. 72939 & Before; 

W/Air Brakes. <20957 

or 26501 

Hose - Upper; Ser. No. 72939 & Before; 

W/Hyd. Brakes. <20957 

or 26603 

Hose - Upper; Ser. No. 72940 Thru 

521739. <20046 

or 26603 

Hose - Lower; Ser. No. 174747 & Before... <20957 

or 26501 

Hose - Lower; Ser. No. 174748 Thru 

521739; W/Air Brakes. 21256 

Hose - Lower; Ser. No. 174748 Thru 

521739; W/Hyd. Brakes. <21256 

Hose - Lower; Ser. No. 521740 Thru 
524329; W/455F2, 557F2, 640F2 Rads.... 21256 

Hose - Lower; Ser. No. 521740 Thru 

824329; W/656F2, 678F2 Rads. 21256 

Hose - Lower; Ser. No. 524330 & After; 

W/640F2 Rad. 21256 

Hose - Lower; Ser. No. 524330 & After; 

W/752F2 Rads. <20431 

Hose - By Pass; W/15' Tilt Eng. <20661 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

< Cut To Fit. 


o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

REO - Continued 

REO OA292 ENG.; REO OA331 ENG. 

- Continued 

23 SERIES; 50 SERIES 

1958-1950 

Hose - Upper; Ser. No. 521740 Thru 
524329; W/455F2, 557F2, 640F2 Rads.... s-=20046 

or 26603 

Hose - Upper; Ser. No. 521740 Thru 

824329; W/656F2, 678F2 Rads. <20046 

Hose - Upper; Ser. No. 524330 & After; 


W/640F2 Rad. <20046 

or 26502 

Hose - Upper; Ser. No. 524330 & After; 

W/752F2 Rads. <20046 

or 26502 

Hose - Upper; Ser. No. 72939 & Before; 

W/Air Brakes. ^<20957 

or 26501 

Hose - Upper; Ser. No. 72939 & Before; 

W/Hyd. Brakes. ^<20957 

or 26603 

Hose - Upper; Ser. No. 72940 Thru 

521739. <20046 

or 26603 

Hose - Lower; Ser. No. 174747 & Before... ^<20957 

or 26501 


Application Mfr. Part No. Gates No. 

REO - Continued 

REO OA292 ENG.; REO OA331 ENG. 

- Continued 

120 SERIES; 122 SERIES - Continued 


1958-1950 - Continued 

Hose - Lower; Ser. No. 524330 & After; 

W/640F2 Rad. 21256 

Hose - Lower; Ser. No. 524330 & After; 

W/752F2 Rads. <20431 

Hose - By Pass; W/15' Tilt Eng. ^<20661 

506 SERIES 

1958-1950 

Hose - Upper; Ser. No. 521740 Thru 
524329; W/455F2, 557F2, 640F2 Rads.... ^=20046 

or 26603 

Hose - Upper; Ser. No. 521740 Thru 

824329; W/656F2, 678F2 Rads. <20046 

Hose - Upper; Ser. No. 524330 & After; 

W/640F2 Rad. <20046 

or 26502 

Hose - Upper; Ser. No. 524330 & After; 

W/752F2 Rads. <20046 

or 26502 

Hose - Upper; Ser. No. 72939 & Before; 

W/Air Brakes. ^<20957 

or 26501 


Hose - Lower; Ser. No. 174748 Thru 

521739; W/Air Brakes. 

Hose - Lower; Ser. No. 174748 Thru 

521739; W/Hyd. Brakes. 

Hose - Lower; Ser. No. 521740 Thru 
524329; W/455F2, 557F2, 640F2 Rads.... 
Hose - Lower; Ser. No. 521740 Thru 

824329; W/656F2, 678F2 Rads. 

Hose - Lower; Ser. No. 524330 & After; 

W/640F2 Rad. 

Hose - Lower; Ser. No. 524330 & After; 

W/752F2 Rads. 

Hose - By Pass; W/15' Tilt Eng. 

120 SERIES; 122 SERIES 

1958-1950 

Belt - Fan & Gen.; W/50A. 


Gen. 1020A7 

Belt - Fan & Gen.; W/Std. 

Gen. 1009A7 

Belt - Compr. 1649M5 


Hose - Upper; Ser. No. 521740 Thru 
524329; W/455F2, 557F2, 640F2 Rads.... 

Hose - Upper; Ser. No. 521740 Thru 

824329; W/656F2, 678F2 Rads. 

Hose - Upper; Ser. No. 524330 & After; 
W/640F2 Rad. 

Hose - Upper; Ser. No. 524330 & After; 
W/752F2 Rads. 

Hose - Upper; Ser. No. 72939 & Before; 
W/Air Brakes. 

Hose - Upper; Ser. No. 72939 & Before; 
W/Hyd. Brakes. 

Hose - Upper; Ser. No. 72940 Thru 
521739. 

Hose - Lower; Ser. No. 174747 & Before... 

Hose - Lower; Ser. No. 174748 Thru 

521739; W/Air Brakes. 

Hose - Lower; Ser. No. 174748 Thru 

521739; W/Hyd. Brakes. 

Hose - Lower; Ser. No. 521740 Thru 
524329; W/455F2, 557F2, 640F2 Rads.... 
Hose - Lower; Ser. No. 521740 Thru 
824329; W/656F2, 678F2 Rads. 


21256 

^<21256 

21256 

21256 

21256 

^20431 

^20661 

©TR22553 

©TR22534 

TR28454 


Hose - Upper; Ser. No. 72939 & Before; 

W/Hyd. Brakes. <20957 

or 26603 

Hose - Upper; Ser. No. 72940 Thru 

521739. <20046 

or 26603 

Hose - Lower; Ser. No. 174747 & Before... ^<20957 

or 26501 

Hose - Lower; Ser. No. 174748 Thru 

521739; W/Air Brakes. 21256 

Hose - Lower; Ser. No. 174748 Thru 

521739; W/Hyd. Brakes. ^21256 

Hose - Lower; Ser. No. 521740 Thru 
524329; W/455F2, 557F2, 640F2 Rads.... 21256 

Hose - Lower; Ser. No. 521740 Thru 

824329; W/656F2, 678F2 Rads. 21256 

Hose - Lower; Ser. No. 524330 & After; 

W/640F2 Rad. 21256 

Hose - Lower; Ser. No. 524330 & After; 

W/752F2 Rads. <20431 

Hose - By Pass; W/15' Tilt Eng. s-=20661 


^20046 
or 26603 

^20046 


REO OH160 ENG.; REO OH170 ENG. 

A375 SERIES; A475 SERIES; A600 SERIES; A700 
SERIES; A800 SERIES 
1967-1959 



^20046 

Belt - Fan; W/26 1/2" Belt 



or 

26502 

O.C. 

1305A7 

6926 

Belt - Fan; W/32 1/4" Belt 


^=20046 

26502 

O.C. 

1403A7 

@6932 

or 

Belt - Fan; W/35" Belt O.C.... 
Belt - Gen.; W/12V., 30A. 

1383A7 

©TR22344 


or 

s<20957 

26501 

Gen.; W/P.S.; Ser. No. 
522855 & After. 

1349G1 

49360HD 

Belt - Gen.; W/12V., 40A. 


<20957 

Gen.; W/P.S.; Ser. No. 



or 

26603 

522855 & After. 

1331G1 

49380HD 


Belt - Gen.; W/12V., 50A. 


s-=20046 

Gen.; W/P.S.; Ser. No. 



or 

26603 

522855 & After. 

1358G1 

49405HD 


<20957 

Belt - Gen.; W/12V., 60A. 



or 

26501 

Leece Neville Alt.; W/P.S.... 
Belt - Gen.; W/6V„ 12V. 

1197G1 

©49425HD 


21256 

Gen.; W/P.S.; Ser. No. 
513114 Thru 522854. 

1196G1 

49400HD 


^21256 

Belt - Gen. & Compr.; 





W/P.S.; Ser. No. 513113 & 




21256 

Before. 

Belt - Fan & Alt.; W/12V., 

1092G1 

TR24365 


21256 

100A. Alt. 

1020A7 

©TR22553 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

REO - Continued 

REO OH160 ENG.; REO OH170 ENG. 

- Continued 

A375 SERIES; A475 SERIES; A600 SERIES; A700 
SERIES; A800 SERIES - Continued 
1967-1959 - Continued 
Belt - Fan & Alt.; W/40A. 

Leece Neville Alt. 1788G1 ©TR22553 

Belt - Fan & Alt.; W/60A. Alt.. 1009A7 @TR22534 

Belt - Fan & Alt.; W/60A. Au- 
tolite, Delco, Leece Neville 


Application Mfr. Part No. Gates No. 

REO - Continued 

REO OH160 ENG.; REO OH170 ENG. 

- Continued 

A375 SERIES; A475 SERIES; A600 SERIES; A700 
SERIES; A800 SERIES - Continued 
1967-1959 - Continued 
Belt - Compr.; W/P.S.; Ser. 

No. 528824 & Before. 3252M5 TR28557 

AC400 SERIES; AC500 SERIES; AC600 SERIES; 
AC700 SERIES; AC800 SERIES 


Alt. 1788G1 

Belt - Fan & Alt.; W/Leece 

Neville Alt.; W/Tilt Eng. 1789G1 

Belt - Fan & Alt.; W/Leece 
Neville Alt.; W/Vertical Eng... 1009A7 
Belt - Fan & Gen.; W/12V., 

30A., 40A. Alt. 1863G1 

Belt - Fan & Gen.; W/12V., 

35A., 40A. Autolite Gen. 1009A7 

Belt - Fan & Gen.; W/12V., 

40A., 50A., 55A. Gen. 1020A7 

Belt - Fan & Gen.; W/12V., 

50A. L.C.I. Gen.; Ser. No. 

528823 & Before. 1358G1 

Belt - Fan & Gen.; W/12V., 

50A. L.C.I. Gen.; Ser. No. 

528824 & After. 1020A7 

Belt - Fan & Gen.; W/12V., 

55A. L.C.I. Gen.; W/54" Belt 

O. C. 1009A7 

Belt - Fan & Gen.; W/12V., 

55A. L.C.I. Gen.; W/55 7/8" 

Belt O.C. 1020A7 

Belt - Fan & Gen.; W/6V., 

12V., 30A. Gen.; W/Dual 

Belts. 1009A7 

Belt - Fan & Gen.; W/6V., 

12V., 30A. Gen.; W/Single 

Belt.919A7 

Belt - Fan & P.S.; W/6V, 

45A. Gen.; W/Ross HP70 

P. S. Pump. 1020A7 


Belt - Fan & P.S.; W/6V, 

50A., 12V., 40A. Gen.; 

W/Ross HP70 P.S. Pump; 

Ser. No. 513114 & After. 1210A7 

Belt - Fan & P.S.; W/6V, 

55A., 12V., 40A. Gen.; 

W/Ross HP70 P.S. Pump; 

Ser. No. 513113 & Before.... 1209A7 
Belt - Fan & P.S.; W/Ross 
HPS70 P.S. Pump; Ser. No. 


528824 & Before. 1209A7 

Belt - P.S.; VTM27; Tilt.311 OKI2 

Belt - P.S.; VTM27; W/36 

1/4" Belt O.C. 1349G1 

Belt - P.S.; VTM27; W/38 

3/4" Belt O.C. 1475K1 

Belt - P.S.; VTM27; W/40 

1/4" Belt O.C.3110K114 

Belt - P.S.; VTM27; W/41 

3/8" Belt O.C. 2473K1 

Belt - P.S.; W/34 1/2" Belt 

O. C. 1585K1 

Belt - P.S.; W/Ross HPS70 

P. S. Pump; Ser. No. 528824 

Thru 538378. 2119K1 

Belt - P.S.; W/Ross HPS70 
P.S. Pump; Ser. No. 538378 

& After. 1196G1 

Belt - Compr.; Ser. No. 

201713 & Before. 1563M5 

Belt - Compr.; Ser. No. 

201714 & After; W/46" Belt 

O.C. 1649M5 

Belt - Compr.; Ser. No. 

201714 & After; W/47" Belt 

O.C. 3022M5 


©TR22553 

©TR22545 

©■TR22534 

©TR22534 

©TR22534 

©TR22553 

©49405HD 

©TR22553 

©TR22534 

©TR22553 

©TR22534 

TR28550 


1967-1957 

Belt - Fan; W/26 1/2" Belt 

O.C. (1967-1959). 

Belt - Fan; W/32 1/4" Belt 

O.C. (1967-1959). 

Belt - Fan; W/35" Belt O.C. 

(1967-1959). 

Belt - Gen.; W/12V., 30A. 
Gen.; W/P.S.; Ser. No. 
522855 8. After (1967-1959). 
Belt - Gen.; W/12V., 40A. 
Gen.; W/P.S.; Ser. No. 
522855 & After (1967-1959). 
Belt - Gen.; W/12V., 50A. 
Gen.; W/P.S.; Ser. No. 
522855 & After (1967-1959). 
Belt - Gen.; W/12V., 60A. 
Leece Neville Alt.; W/P.S. 

(1967-1959). 

Belt - Gen.; W/6V, 12V. 

Gen.; W/P.S.; Ser. No. 
513114 Thru 522854 

(1967-1959). 

Belt - Gen. & Compr.; 

W/P.S.; Ser. No. 513113 8, 

Before (1967-1959). 

Belt - Fan & Alt.; W/12V, 

100A. Alt. (1967-1959). 

Belt - Fan & Alt.; W/40A. 
Leece Neville Alt. 


©TR22553 

©TR22553 

©49560HD 

©49560HD 

49440HD 

49360HD 

49385HD 

49400HD 

49412HD 

49341 HD 

49425HD 

49400HD 

TR30467 

TR28454 

TR28463 


(1967-1959). 

Belt - Fan & Alt.; W/60A. Alt. 

(1967-1959). 

Belt - Fan & Alt.; W/60A. Au¬ 
tolite, Delco, Leece Neville 

Alt. (1967-1959). 

Belt - Fan & Alt.; W/Leece 
Neville Alt.; W/Tilt Eng. 

(1967-1959). 

Belt - Fan & Alt.; W/Leece 
Neville Alt.; W/Vertical Eng. 

(1967-1959). 

Belt - Fan & Gen.; W/12V., 
30A., 40A. Alt. (1967-1959).. 
Belt - Fan & Gen.; W/12V., 
35A., 40A. Autolite Gen. 

(1967-1959). 

Belt - Fan & Gen.; W/12V., 
40A., 50A., 55A. Gen. 

(1967-1959). 

Belt - Fan & Gen.; W/12V., 
50A. L.C.I. Gen.; Ser. No. 
528823 & Before 

(1967-1959). 

Belt - Fan & Gen.; W/12V., 
50A. L.C.I. Gen.; Ser. No. 
528824 & After (1967-1959). 
Belt - Fan & Gen.; W/12V., 
55A. L.C.I. Gen.; W/54" Belt 

O.C. (1967-1959). 

Belt - Fan & Gen.; W/12V., 
55A. L.C.I. Gen.; W/55 7/8" 

Belt O.C. (1967-1959). 

Belt - Fan & Gen.; W/6V., 
12V., 30A. Gen.; W/Dual 
Belts (1967-1959). 


1305A7 

1403A7 

1383A7 

1349G1 

1331G1 

1358G1 

1197G1 

1196G1 

1092G1 

1020A7 

1788G1 

1009A7 

1788G1 

1789G1 

1009A7 

1863G1 

1009A7 

1020A7 

1358G1 

1020A7 

1009A7 

1020A7 

1009A7 


6926 

@>6932 

©TR22344 

49360HD 

49380HD 

49405HD 

©49425HD 

49400HD 

TR24365 

©TR22553 

©TR22553 

©TR22534 

©TR22553 

©TR22545 

©TR22534 

©TR22534 

©TR22534 

©TR22553 

©49405HD 

©TR22553 

©TR22534 

©TR22553 

©TR22534 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durlon ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

4 


Green Stripe * 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

REO - Continued 

REO OH160 ENG.; REO OH170 ENG. 

- Continued 

AC400 SERIES; AC500 SERIES; AC600 SERIES; 
AC700 SERIES; AC800 SERIES - Continued 
1967-1957 - Continued 
Belt - Fan & Gen.; W/6V., 

12V., 30A. Gen.; W/Single 

Belt (1967-1959). 919A7 TR28550 

Belt - Fan & P.S.; W/6V, 

45A. Gen.; W/Ross HP70 

P.S. Pump (1967-1959). 1020A7 ©TR22553 

Belt - Fan & P.S.; W/6V., 

50A., 12V., 40A. Gen.; 

W/Ross HP70 P.S. Pump; 

Ser. No. 513114 & After 

(1967-1959). 1210A7 ©TR22553 

Belt - Fan & P.S.; W/6V, 

55A., 12V., 40A. Gen.; 

W/Ross HP70 P.S. Pump; 

Ser. No. 513113 & Before 

(1967-1959). 1209A7 ©49560HD 

Belt - Fan & P.S.; W/Ross 
HPS70 P.S. Pump; Ser. No. 

528824 & Before 

(1967-1959). 1209A7 ©49560HD 

Belt - P.S.; VTM27; Tilt 

(1967-1959). 311 OKI 2 49440HD 

Belt - P.S.; VTM27; W/36 

1/4" Belt O.C. (1967-1959)... 1349G1 49360HD 

Belt - P.S.; VTM27; W/38 

3/4" Belt O.C. (1967-1959)... 1475K1 49385HD 

Belt - P.S.; VTM27; W/40 

1/4" Belt O.C. (1967-1959)... 3110K114 49400HD 

Belt - P.S.; VTM27; W/41 

3/8" Belt O.C. (1967-1959)... 2473K1 49412HD 

Belt - P.S.; W/34 1/2" Belt 

O. C. (1967-1959). 1585K1 49341 HD 

Belt - P.S.; W/Ross HPS70 

P. S. Pump; Ser. No. 528824 

Thru 538378 (1967-1959). 2119K1 49425HD 

Belt - P.S.; W/Ross HPS70 
P.S. Pump; Ser. No. 538378 

& After (1967-1959). 1196G1 49400HD 

Belt - Compr.; Ser. No. 

201713 & Before 

(1967-1959). 1563M5 TR30467 

Belt - Compr.; Ser. No. 

201714 & After; W/46" Belt 

O.C. (1967-1959). 1649M5 TR28454 

Belt - Compr.; Ser. No. 

201714 & After; W/47" Belt 

O.C. (1967-1959). 3022M5 TR28463 

Belt - Compr.; W/P.S.; Ser. 

No. 528824 & Before 

(1967-1959). 3252M5 TR28557 

Hose - Upper; Ser. No. 528859 & Before 

(1960-1957). ^20727 

or 26501 

Hose - Upper; Ser. No. 528860 & After 

(1960-1957). ^20727 

or 26501 

Hose - Lower; Ser. No. 528859 & Before 

(1960-1957). 26504 

Hose - Lower; Ser. No. 528860 & After 

(1960-1957). 20431 

Hose - By Pass; W/15' Tilt Eng. 

(1960-1957). ^20661 

C200 SERIES; C300 SERIES; C400 SERIES; C500 


SERIES 

1967-1959 

Belt - Fan; W/26 1/2" Belt 
O.C. 

. 1305A7 

6926 

Belt - Fan; W/32 1/4" Belt 
O.C. 

. 1403A7 

@6932 

Belt - Fan; W/35" Belt O.C.. 

. 1383A7 

©TR22344 


Application Mfr. Part No. Gates No. 

REO - Continued 

REO OH160 ENG.; REO OH170 ENG. 

- Continued 

C200 SERIES; C300 SERIES; C400 SERIES; C500 
SERIES - Continued 
1967-1959 - Continued 
Belt - Gen.; W/12V., 30A. 

Gen.; W/P.S.; Ser. No. 

522855 & After. 1349G1 49360HD 

Belt - Gen.; W/12V., 40A. 

Gen.; W/P.S.; Ser. No. 

522855 & After. 1331G1 49380HD 

Belt - Gen.; W/12V., 50A. 

Gen.; W/P.S.; Ser. No. 

522855 & After. 1358G1 49405HD 

Belt - Gen.; W/12V., 60A. 

Leece Neville Alt.; W/P.S. 1197G1 ©49425HD 

Belt - Gen.; W/6V., 12V. 

Gen.; W/P.S.; Ser. No. 

513114 Thru 522854. 1196G1 49400HD 

Belt - Gen. & Compr.; 

W/P.S.; Ser. No. 513113 & 

Before. 1092G1 TR24365 

Belt - Fan & Alt.; W/12V, 

100A. Alt. 1020A7 TR22553 

Belt - Fan & Alt.; W/40A. 

Leece Neville Alt. 1788G1 ©TR22553 

Belt - Fan & Alt.; W/60A. Alt.. 1009A7 ©TR22534 

Belt - Fan & Alt.; W/60A. Au- 
tolite, Delco, Leece Neville 

Alt. 1788G1 TR22553 

Belt - Fan & Alt.; W/Leece 

Neville Alt.; W/Tilt Eng. 1789G1 ©TR22545 

Belt - Fan & Alt.; W/Leece 

Neville Alt.; W/Vertical Eng... 1009A7 ©TR22534 

Belt - Fan & Gen.; W/12V., 

30A., 40A. Alt. 1863G1 ©TR22534 

Belt - Fan & Gen.; W/12V., 

35A., 40A. Autolite Gen. 1009A7 ©TR22534 

Belt - Fan & Gen.; W/12V., 

40A., 50A., 55A. Gen. 1020A7 ©TR22553 

Belt - Fan & Gen.; W/12V., 

50A. L.C.I. Gen.; Ser. No. 

528823 & Before. 1358G1 ©49405HD 

Belt - Fan & Gen.; W/12V., 

50A. L.C.I. Gen.; Ser. No. 

528824 8. After. 1020A7 TR22553 

Belt - Fan & Gen.; W/12V., 

55A. L.C.I. Gen.; W/54" Belt 

O. C. 1009A7 TR22534 

Belt - Fan & Gen.; W/12V., 

55A. L.C.I. Gen.; W/55 7/8" 

Belt O.C. 1020A7 TR22553 

Belt - Fan & Gen.; W/6V., 

12V., 30A. Gen.; W/Dual 

Belts. 1009A7 TR22534 

Belt - Fan & Gen.; W/6V., 

12V., 30A. Gen.; W/Single 

Belt.919A7 TR28550 

Belt - Fan & P.S.; W/6V., 

45A. Gen.; W/Ross HP70 

P. S. Pump. 1020A7 ©TR22553 

Belt - Fan & P.S.; W/6V., 

50A., 12V., 40A. Gen.; 

W/Ross HP70 P.S. Pump; 

Ser. No. 513114 & After. 1210A7 ©TR22553 

Belt - Fan & P.S.; W/6V., 

55A., 12V., 40A. Gen.; 

W/Ross HP70 P.S. Pump; 

Ser. No. 513113 & Before.... 1209A7 ©49560HD 

Belt - Fan & P.S.; W/Ross 
HPS70 P.S. Pump; Ser. No. 

528824 8. Before. 1209A7 ©49560HD 

Belt - P.S.; VTM27; Tilt.3110K12 49440HD 

Belt - P.S.; VTM27; W/36 

1/4" Belt O.C. 1349G1 49360HD 

Belt - P.S.; VTM27; W/38 

3/4" Belt O.C. 1475K1 49385HD 


© Two Required. © Six Required. Green Stripe 8 4-Ply Coolant Hose Recommended. 

® Three Required. ▲ Durlon® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

© Four Required. V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

© Five Required. ^ Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

REO - Continued 

REO OH160 ENG.; REO OH170 ENG. 

- Continued 

C200 SERIES; C300 SERIES; C400 SERIES; C500 
SERIES - Continued 

1967-1959 - Continued 
Belt - P.S.; VTM27; W/40 

1/4" Belt O.C.3110K114 49400HD 

Belt - P.S.; VTM27; W/41 

3/8" Belt O.C. 2473K1 *9412HD 

Belt - P.S.; W/Ross HPS70 
P.S. Pump; Ser. No. 528824 

Thru 538378. 2119K1 49425HD 

Belt - P.S.; W/Ross HPS70 
P.S. Pump; Ser. No. 538378 

& After. 1196G1 49400HD 

Belt - Compr.; Ser. No. 

201713 & Before. 1563M5 TR30467 

Belt - Compr.; Ser. No. 

201714 & After; W/46" Belt 

O.C. 1649M5 TR28454 

Belt - Compr.; Ser. No. 

201714 & After; W/47" Belt 

O.C. 3022M5 TR28463 

Belt - Compr.; W/P.S.; Ser. 

No. 528824 & Before. 3252M5 TR28557 

Hose - Upper; Ser. No. 235649 & Before; 

W/Allison Trans. (1963-1959). ^20046 

or 26502 

Hose - Upper; Ser. No. 235649 & Before; 

W/Std., Tandem Chassis; W/O Allison 

Trans. (1963-1959). <20046 

or 26502 

Hose - Upper; Ser. No. 235650 & After; 

W/Allison Trans. (1963-1959). ^20295 

or 26504 

Hose - Upper; Ser. No. 235650 & After; 

W/Std., Tandem Chassis; W/O Allison 

Trans. (1963-1959). <20295 

or 26504 

Hose - Lower; W/Allison Trans. 

(1963-1959). <20727 

or 26501 

Hose - Lower; W/Std. Chassis; W/O Alli¬ 
son Trans. (1963-1959). ^20431 

Hose - Lower; W/Tandem Chassis; W/O 

Allison Trans. (1963-1959). 20431 

Hose - By Pass; W/15' Tilt Eng. 

(1963-1959). <20661 

Hose - By Pass; W/Allison Trans. 

(1963-1959). 25253 

Cl0164; D300 SERIES; D400 SERIES; D430 SE¬ 
RIES; D500 SERIES; D600 SERIES; D630 SERIES; 
D700 SERIES; D730 SERIES; DF300 SERIES; 
DF330 SERIES; DF400 SERIES; DF430 SERIES; 
DF500 SERIES; DF530 SERIES; DF600 SERIES; 
DF630 SERIES; DF700 SERIES; DF730 SERIES; 
E200 SERIES; E300 SERIES; E330 SERIES; E400 
SER 

1967-1959 

Belt - Fan; W/26 1/2" Belt 


O.C. 

. 1305A7 

6926 

Belt - Fan; W/32 1/4" Belt 
O.C. 

. 1403A7 

@6932 

Belt - Fan; W/35" Belt O.C... 

. 1383A7 

©TR22344 

Belt - Gen.; W/12V., 30A. 
Gen.; W/P.S.; Ser. No. 
522855 & After. 

. 1349G1 

49360HD 

Belt - Gen.; W/12V., 40A. 
Gen.; W/P.S.; Ser. No. 
522855 & After. 

. 1331G1 

49380HD 

Belt - Gen.; W/12V., 50A. 
Gen.; W/P.S.; Ser. No. 
522855 & After. 

. 1358G1 

49405HD 

Belt - Gen.; W/12V., 60A. 
Leece Neville Alt.; W/P.S... 

. 1197G1 

©49425HD 


Application Mfr. Part No. Gates No. 

REO - Continued 

REO OH160 ENG.; REO OH170 ENG. 

- Continued 

Cl0164; D300 SERIES; D400 SERIES; D430 SE¬ 
RIES; D500 SERIES; D600 SERIES; D630 SERIES; 
D700 SERIES; D730 SERIES; DF300 SERIES; 
DF330 SERIES; DF400 SERIES; DF430 SERIES; 
DF500 SERIES; DF530 SERIES; DF600 SERIES; 
DF630 SERIES; DF700 SERIES; DF730 SERIES; 
E200 SERIES; E300 SERIES; E330 SERIES; E400 
SER - Continued 
1967-1959 - Continued 
Belt - Gen.; W/6V., 12V. 

Gen.; W/P.S.; Ser. No. 

513114 Thru 522854. 1196G1 49400HD 

Belt - Gen. & Compr.; 

W/P.S.; Ser. No. 513113 & 

Before. 1092G1 TR24365 

Belt - Fan & Alt.; W/12V, 

100A. Alt. 1020A7 TR22553 

Belt - Fan & Alt.; W/40A. 

Leece Neville Alt. 1788G1 ©TR22553 

Belt - Fan & Alt.; W/60A. Alt.. 1009A7 ©TR22534 

Belt - Fan & Alt.; W/60A. Au- 
tolite, Delco, Leece Neville 

Alt. 1788G1 TR22553 

Belt - Fan & Alt.; W/Leece 

Neville Alt.; W/Tilt Eng. 1789G1 ©TR22545 

Belt - Fan & Alt.; W/Leece 

Neville Alt.; W/Vertical Eng... 1009A7 @TR22534 

Belt - Fan & Gen.; W/12V., 

30A., 40A. Alt. 1863G1 TR22534 

Belt - Fan & Gen.; W/12V., 

35A., 40A. Autolite Gen. 1009A7 ©TR22534 

Belt - Fan & Gen.; W/12V., 

40A., 50A., 55A. Gen. 1020A7 ©TR22553 

Belt - Fan & Gen.; W/12V., 

50A. L.C.I. Gen.; Ser. No. 

528823 & Before. 1358G1 49405HD 

Belt - Fan & Gen.; W/12V., 

50A. L.C.I. Gen.; Ser. No. 

528824 & After. 1020A7 TR22553 

Belt - Fan & Gen.; W/12V., 

55A. L.C.I. Gen.; W/54" Belt 

O. C. 1009A7 TR22534 

Belt - Fan & Gen.; W/12V., 

55A. L.C.I. Gen.; W/55 7/8" 

Belt O.C. 1020A7 ©TR22553 

Belt - Fan & Gen.; W/6V., 

12V., 30A. Gen.; W/Dual 

Belts. 1009A7 TR22534 

Belt - Fan & Gen.; W/6V., 

12V., 30A. Gen.; W/Single 

Belt.919A7 TR28550 

Belt - Fan & P.S.; W/6V, 

45A. Gen.; W/Ross HP70 

P. S. Pump. 1020A7 TR22553 

Belt - Fan & P.S.; W/6V, 

50A., 12V., 40A. Gen.; 

W/Ross HP70 P.S. Pump; 

Ser. No. 513114 & After. 1210A7 ©TR22553 

Belt - Fan & P.S.; W/6V, 

55A., 12V., 40A. Gen.; 

W/Ross HP70 P.S. Pump; 


Ser. No. 513113 & Before.... 

1209A7 

©49560HD 

Belt - Fan & P.S.; W/Ross 
HPS70 P.S. Pump; Ser. No. 
528824 & Before. 

1209A7 

©49560HD 

Belt - P.S.: VTM27; Tilt. 

311 OKI 2 

49440HD 

Belt - P.S.; VTM27; W/36 

1/4" Belt O.C. 

1349G1 

49360HD 

Belt - P.S.; VTM27; W/38 

3/4" Belt O.C. 

1475K1 

49385HD 

Belt - P.S.; VTM27; W/40 

1/4" Belt O.C. 

3110K114 

49400HD 

Belt - P.S.; VTM27; W/41 

3/8" Belt O.C. 

2473K1 

49412HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
V Use Notched Belt Only. 
s< Cut To Fit. 


o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


REO - Continued 

REO OH160 ENG.; REO OH170 ENG. 

- Continued 

Cl0164; D300 SERIES; D400 SERIES; D430 SE¬ 
RIES; D500 SERIES; D600 SERIES; D630 SERIES; 
D700 SERIES; D730 SERIES; DF300 SERIES; 
DF330 SERIES; DF400 SERIES; DF430 SERIES; 
DF500 SERIES; DF530 SERIES; DF600 SERIES; 
DF630 SERIES; DF700 SERIES; DF730 SERIES; 
E200 SERIES; E300 SERIES; E330 SERIES; E400 
SER - Continued 
1967-1959 - Continued 
Belt - P.S.; W/Ross HPS70 
P.S. Pump; Ser. No. 528824 


Belt - P.S.; W/Ross HPS70 
P.S. Pump; Ser. No. 538378 


Belt - Compr.; Ser. No. 


Belt - Compr.; Ser. No. 
201714 & After; W/46" Belt 

O.C. 

Belt - Compr.; Ser. No. 
201714 & After; W/47" Belt 

O.C. 

Belt - Compr.; W/P.S.; Ser. 


19 SERIES; 20 SERIES; 21 SERIES 

1958-1950 

Hose - Upper; Ser. No. 521739 & Before... 

Hose - Upper; Ser. No. 521740 Thru 
524249; W/557F2, 640F2 Rads. 


Hose - Upper; Ser. No. 521740 Thru 
524249; W/652F2, 678F2 Rads. 


Hose - Upper; Ser. No. 524250 & After; 
W/640F2 Rad. 


Hose - Upper; Ser. No. 524250 & After; 
W 752-2 776F2 Rads. 


Hose - Lower; Ser. No. 521739 & Before; 

W/Air Brakes. 

Hose - Lower; Ser. No. 521739 & Before; 

W/Hyd. Brakes. 

Hose - Lower; Ser. No. 521740 Thru 

524249; W/557F2, 640F2 Rads. 

Hose - Lower; Ser. No. 521740 Thru 

524249; W/652F2, 678F2 Rads. 

Hose - Lower; Ser. No. 524250 & After; 

W/640F2 Rad. 

Hose - Lower; Ser. No. 524250 & After; 

W/752F2, 776F2 Rads. 

Hose - By Pass; W/15' Tilt Eng. 

22 SERIES 

1958-1950 

Belt - Gen.; W/P.S.; Ser. No. 

513114 & After (1958-1954). 1196G1 
Belt - Gen. & Compr.; Ser. 

No. 513113 & Before 

(1958-1954). 1092G1 

Belt - Fan & Gen.; W/12V. 

Gen. (1958-1954). 1020A7 

Belt - Fan & Gen.; W/12V., 

30A. Gen.; W/P.S. 

(1958-1954). 1349G1 

Belt - Fan & Gen.; W/12V., 

40A. Gen.; W/P.S. 

(1958-1954). 1331G1 

Belt - Fan & Gen.; W/12V., 

50A. Gen.; W/P.S. 

(1958-1954). 


=<20046 

26603 

=<20046 

26603 

<20046 

26502 

<20046 

26502 

<20046 

26502 

21256 

<21256 

21256 

21256 

21256 

<20431 

=■<20661 


49400HD 


TR24365 

©TR22553 


49360HD 


49380HD 


49405HD 


REO - Continued 

REO OH160 ENG.; REO OH170 ENG. 

- Continued 

22 SERIES - Continued 
1958-1950 - Continued 
Belt - Fan & Gen.; W/6V. 

Gen. (1958-1954). 1009A7 

Belt - Fan & P.S.; 

(1958-1954). 1210A7 

Belt - Compr.; W/O P.S. 

(1958-1954). 1649M5 

Belt - Compr.; W/P.S. 

(1958-1954). 2252M5 

Hose - Upper; Ser. No. 521739 & Before. 


©TR22534 

©TR22553 

TR28454 

TR28557 
=<20046 
or 26603 


2119K1 

49425HD 

Hose - Upper; Ser. No. 521740 Thru 



524249; W/557F2, 640F2 Rads. 


=<20046 




or 

26603 

1196G1 

♦9400HD 

Hose - Upper; Ser. No. 521740 Thru 





524249; W/652F2, 678F2 Rads. 


=<20046 

1563M5 

TR30467 

Hose - Upper; Ser. No. 524250 & After; 

or 

26502 



W/640F2 Rad. 


=<20046 

1649M5 

TR28454 

Hose - Upper; Ser. No. 524250 & After; 

or 

26502 



W/752F2, 776F2 Rads. 


=<20046 

3022M5 

TR28463 

Hose - Lower; Ser. No. 521739 & Before; 

or 

26502 

3252M5 

TR28557 

W/Air Brakes. 


21256 


Hose - Lower; Ser. No. 521739 & Before; 

W/Hyd. Brakes. 

Hose - Lower; Ser. No. 521740 Thru 

524249; W/557F2, 640F2 Rads. 

Hose - Lower; Ser. No. 521740 Thru 

524249; W/652F2, 678F2 Rads. 

Hose - Lower; Ser. No. 524250 & After; 

W/640F2 Rad. 

Hose - Lower; Ser. No. 524250 & After; 

W/752F2, 776F2 Rads. 

Hose - By Pass; W/15' Tilt Eng. 

23 SERIES 

1958-1950 

Hose - Upper; Ser. No. 521739 & Before. 

Hose - Upper; Ser. No. 521740 Thru 
524249; W/557F2, 640F2 Rads. 

Hose - Upper; Ser. No. 521740 Thru 
524249; W/652F2, 678F2 Rads. 

Hose - Upper; Ser. No. 524250 & After; 
W/640F2 Rad. 

Hose - Upper; Ser. No. 524250 & After; 
W/752F2, 776F2 Rads. 

Hose - Lower; Ser. No. 521739 & Before; 

W/Air Brakes. 

Hose - Lower; Ser. No. 521739 & Before; 

W/Hyd. Brakes. 

Hose - Lower; Ser. No. 521740 Thru 

524249; W/557F2, 640F2 Rads. 

Hose - Lower; Ser. No. 521740 Thru 

524249; W/652F2, 678F2 Rads. 

Hose - Lower; Ser. No. 524250 & After; 

W/640F2 Rad. 

Hose - Lower; Ser. No. 524250 & After; 

W/752F2, 776F2 Rads. 

Hose - By Pass; W/15' Tilt Eng. 

50 SERIES 

1958-1950 

Belt - Gen. & Compr.; W/6V. 

Gen.; W/P.S.; Ser. No. 

513113 & Before 

(1958-1954). 1092G1 


=<21256 

21256 

21256 

21256 

=<20431 

=<20661 


=<20046 
or 26603 

=<20046 
or 26603 

=<20046 
or 26502 

=<20046 
or 26502 

=<20046 
or 26502 

21256 

=<21256 

21256 

21256 

21256 

=<20431 

=<20661 


TR24365 


© Two Required. © Six Required. 

® Three Required. ▲ Durion ® Silicone Hose Recommended. 

© Four Required. V Use Notched Belt Only. 

© Five Required. =< Cut To Fit. 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Q Use Wire Inserted Green Stripe® Coolant Hose. 

♦ PowerBand® Belt May Work, Use Template To Check. 

* Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

REO - Continued 

REO OH160 ENG.; REO OH170 ENG. 

- Continued 

50 SERIES - Continued 
1958-1950 - Continued 
Belt - Gen. & Compr.; W/6V., 

12V. Gen.; W/P.S.; Ser. No. 

513114 Thru 522854 

(1958-1954). 1196G1 49400HD 

Belt - Fan & Gen.; W/12V. 

Gen.; W/O P.S. (1958-1954) 1020A7 ©TR22553 

Belt - Fan & Gen.; W/12V., 

30A. Gen.; W/P.S.; Ser. No. 

522855 & After (1958-1954). 1349G1 49360HD 

Belt - Fan & Gen.; W/12V., 

40A. Gen.; W/P.S.; Ser. No. 

522855 & After (1958-1954). 1331G1 49380HD 

Belt - Fan & Gen.; W/12V., 

50A. Gen.; W/P.S.; Ser. No. 

522855 & After (1958-1954). 1358G1 49405HD 

Belt - Fan & Gen.; W/6V. 

Gen.; W/O P.S. (1958-1954) 1009A7 ©TR22534 

Belt - Fan & P.S.; Ser. No. 

513113 & Before 

(1958-1954). 1210A7 ©TR22553 

Belt - Fan & P.S.; Ser. No. 

513114 & After (1958-1954). 1209A7 ©49560HD 

Belt - Compr.; W/O P.S.; Ser. 

No. 513113 & Before 

(1958-1954). 1649M5 TR28454 

Belt - Compr.; W/O P.S.; Ser. 

No. 513114 & After 

(1958-1954). 2252M5 TR28557 

Belt - Compr.; W/P.S. 

(1958-1954). 2252M5 TR28557 

Flose - Upper; Ser. No. 521739 & Before... ^=20046 

or 26603 

Flose - Upper; Ser. No. 521740 Thru 

524249; W/557F2, 640F2 Rads. <20046 

or 26603 

Flose - Upper; Ser. No. 521740 Thru 

524249; W/652F2, 678F2 Rads. ^20046 

or 26502 

Flose - Upper; Ser. No. 524250 & After; 

W/640F2 Rad. <20046 

or 26502 

Flose - Upper; Ser. No. 524250 & After; 

W/752F2, 776F2 Rads. <20046 

or 26502 

Flose - Lower; Ser. No. 521739 & Before; 

W/Air Brakes. 21256 

Flose - Lower; Ser. No. 521739 & Before; 

W/Hyd. Brakes. <21256 

Flose - Lower; Ser. No. 521740 Thru 

524249; W/557F2, 640F2 Rads. 21256 

Flose - Lower; Ser. No. 521740 Thru 

524249; W/652F2, 678F2 Rads. 21256 

Flose - Lower; Ser. No. 524250 & After; 

W/640F2 Rad. 21256 

Flose - Lower; Ser. No. 524250 & After; 

W/752F2, 776F2 Rads. <20431 

Flose - By Pass; W/15' Tilt Eng. s-<=20661 

120 SERIES; 122 SERIES 
1958-1950 

Flose - Upper; Ser. No. 521739 & Before... ^<20046 

or 26603 

Flose - Upper; Ser. No. 521740 Thru 

524249; W/557F2, 640F2 Rads. <20046 

or 26603 

Flose - Upper; Ser. No. 521740 Thru 

524249; W/652F2, 678F2 Rads. <20046 

or 26502 

Flose - Upper; Ser. No. 524250 & After; 

W/640F2 Rad. <20046 

or 26502 

Flose - Upper; Ser. No. 524250 & After; 

W/752F2, 776F2 Rads. <20046 

or 26502 


Application Mfr. Part No. Gates No. 

REO - Continued 

REO OH160 ENG.; REO OH170 ENG. 

- Continued 

120 SERIES; 122 SERIES - Continued 


1958-1950 -Continued 

Flose - Lower; Ser. No. 521739 & Before; 

W/Air Brakes. 21256 

Flose - Lower; Ser. No. 521739 & Before; 

W/Hyd. Brakes. <21256 

Hose - Lower; Ser. No. 521740 Thru 

524249; W/557F2, 640F2 Rads. 21256 

Hose - Lower; Ser. No. 521740 Thru 

524249; W/652F2, 678F2 Rads. 21256 

Hose - Lower; Ser. No. 524250 & After; 

W/640F2 Rad. 21256 

Hose - Lower; Ser. No. 524250 & After; 

W/752F2, 776F2 Rads. <20431 

Hose - By Pass; W/15' Tilt Eng. ^<20661 


506 SERIES 

1958-1950 

Belt - Gen. & Compr.; W/6V. 

Gen.; W/P.S.; Ser. No. 

513113 & Before 

(1958-1954). 1092G1 TR24365 

Belt - Gen. & Compr.; W/6V., 

12V. Gen.; W/P.S.; Ser. No. 

513114 Thru 522854 

(1958-1954). 1196G1 49400HD 

Belt - Fan & Gen.; W/12V. 

Gen.; W/O P.S. (1958-1954) 1020A7 ©TR22553 

Belt - Fan & Gen.; W/12V., 

30A. Gen.; W/P.S.; Ser. No. 

522855 & After (1958-1954). 1349G1 49360HD 

Belt - Fan & Gen.; W/12V., 

40A. Gen.; W/P.S.; Ser. No. 

522855 & After (1958-1954). 1331G1 49380HD 

Belt - Fan & Gen.; W/12V., 

50A. Gen.; W/P.S.; Ser. No. 

522855 & After (1958-1954). 1358G1 49405HD 

Belt - Fan & Gen.; W/6V. 

Gen.; W/O P.S. (1958-1954) 1009A7 ©TR22534 

Belt - Fan & P.S.; Ser. No. 

513113 & Before 

(1958-1954). 1210A7 ©TR22553 

Belt - Fan & P.S.; Ser. No. 

513114 & After (1958-1954). 1209A7 ©49560HD 

Belt - Compr.; W/O P.S.; Ser. 

No. 513113 & Before 

(1958-1954). 1649M5 TR28454 

Belt - Compr.; W/O P.S.; Ser. 

No. 513114 & After 

(1958-1954). 2252M5 TR28557 

Belt - Compr.; W/P.S. 

(1958-1954). 2252M5 TR28557 

Hose - Upper; Ser. No. 521739 & Before... s<20046 

or 26603 

Hose - Upper; Ser. No. 521740 Thru 

524249; W/557F2, 640F2 Rads. <20046 

or 26603 

Hose - Upper; Ser. No. 521740 Thru 

524249; W/652F2, 678F2 Rads. <20046 

or 26502 

Hose - Upper; Ser. No. 524250 & After; 

W/640F2 Rad. <20046 

or 26502 

Hose - Upper; Ser. No. 524250 & After; 

W/752F2, 776F2 Rads. <20046 

or 26502 

Hose - Lower; Ser. No. 521739 & Before; 

W/Air Brakes. 21256 

Hose - Lower; Ser. No. 521739 & Before; 

W/Hyd. Brakes. <21256 

Hose - Lower; Ser. No. 521740 Thru 

524249; W/557F2, 640F2 Rads. 21256 

Hose - Lower; Ser. No. 521740 Thru 

524249; W/652F2, 678F2 Rads. 21256 

Hose - Lower; Ser. No. 524250 & After; 

W/640F2 Rad. 21256 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

Cut To Fit. 


o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

REO - Continued 

REO OH160 ENG.; REO OH170 ENG. 

- Continued 

506 SERIES - Continued 
1958-1950 -Continued 
Hose - Lower; Ser. No. 524250 & After; 


W/752F2, 776F2 Rads. <20431 

Hose - By Pass; W/15' Tilt Eng. ^<20661 

REO OH185 ENG. 


A375 SERIES; A475 SERIES; A600 SERIES; A700 
SERIES; A800 SERIES; AC400 SERIES; AC500 SE¬ 
RIES; AC600 SERIES; AC700 SERIES; AC800 SE¬ 
RIES 
1967-1959 

Belt - Fan; W/26 1/2" Belt 

O.C. 1305A7 

Belt - Fan; W/32 1/4" Belt 

O.C. 1403A7 

Belt - Fan; W/35" Belt O.C. 1383A7 

Belt - Gen.; W/12V., 30A. 

Gen.; W/P.S.; Ser. No. 

522855 & After. 1349G1 

Belt - Gen.; W/12V., 40A. 

Gen.; W/P.S.; Ser. No. 

522855 & After. 1331G1 

Belt - Gen.; W/12V., 50A. 

Gen.; W/P.S.; Ser. No. 

522855 & After. 1358G1 

Belt - Gen.; W/12V., 60A. 

Leece Neville Alt.; W/P.S. 1197G1 

Belt - Gen.; W/6V., 12V. 

Gen.; W/P.S.; Ser. No. 

513114 Thru 522854. 1196G1 

Belt - Gen. & Compr.; 

W/P.S.; Ser. No. 513113 & 

Before. 1092G1 

Belt - Fan & Alt.; W/12V, 

100A. Alt. 1020A7 

Belt - Fan & Alt.; W/40A. 

Leece Neville Alt. 1788G1 

Belt - Fan & Alt.; W/60A. Alt.. 1009A7 

Belt - Fan & Alt.; W/60A. Au- 
tolite, Delco, Leece Neville 

Alt. 1788G1 

Belt - Fan & Alt.; W/Leece 

Neville Alt.; W/Tilt Eng. 1789G1 

Belt - Fan & Alt.; W/Leece 
Neville Alt.; W/Vertical Eng... 1009A7 
Belt - Fan & Gen.; W/12V., 

30A.. 40A. Alt. 1863G1 

Belt - Fan & Gen.; W/12V., 

35A., 40A. Autolite Gen. 1009A7 

Belt - Fan & Gen.; W/12V., 

40A., 50A., 55A. Gen. 1020A7 

Belt - Fan & Gen.; W/12V., 

50A. L.C.I. Gen.; Ser. No. 

528823 & Before. 1358G1 

Belt - Fan & Gen.; W/12V., 

50A. L.C.I. Gen.; Ser. No. 

528824 & After. 1020A7 

Belt - Fan & Gen.; W/12V., 

55A. L.C.I. Gen.; W/54" Belt 

O. C. 1009A7 

Belt - Fan & Gen.; W/12V., 

55A. L.C.I. Gen.; W/55 7/8" 

Belt O.C. 1020A7 

Belt - Fan & Gen.; W/6V., 

12V., 30A. Gen.; W/Dual 

Belts. 1009A7 

Belt - Fan & Gen.; W/6V., 

12V., 30A. Gen.; W/Single 

Belt.919A7 

Belt - Fan & P.S.; W/6V, 

45A. Gen.; W/Ross HP70 

P. S. Pump. 1020A7 


Application Mfr. Part No. Gates No. 

REO - Continued 

REO OH185 ENG. - Continued 

A375 SERIES; A475 SERIES; A600 SERIES; A700 
SERIES; A800 SERIES; AC400 SERIES; AC500 SE¬ 
RIES; AC600 SERIES; AC700 SERIES; AC800 
SERIES - Continued 

1967-1959 - Continued 
Belt - Fan & P.S.; W/6V, 

50A., 12V., 40A. Gen.; 

W/Ross HP70 P.S. Pump; 

Ser. No. 513114 & After. 1210A7 ©TR22553 

Belt - Fan & P.S.; W/6V, 

55A., 12V., 40A. Gen.; 

W/Ross HP70 P.S. Pump; 

Ser. No. 513113 & Before.... 1209A7 ©49560HD 

Belt - Fan & P.S.; W/Ross 

HPS70 P.S. Pump; Ser. No. 

528824 & Before. 1209A7 ©49560HD 

Belt - P.S.; VTM27; Tilt.3110KI2 49440HD 

Belt - P.S.; VTM27; W/36 

1/4" Belt O.C. 1349G1 49360HD 

Belt - P.S.; VTM27; W/38 

3/4" Belt O.C. 1475K1 49385HD 

Belt - P.S.; VTM27; W/40 

1/4" Belt O.C.3110K114 49400HD 

Belt - P.S.; VTM27; W/41 

3/8” Belt O.C. 2473K1 *9412HD 

Belt - P.S.; W/34 1/2" Belt 

O. C. 1585K1 49341 HD 

Belt - P.S.; W/Ross HPS70 

P. S. Pump; Ser. No. 528824 

Thru 538378. 2119K1 49425HD 

Belt - P.S.; W/Ross HPS70 

P.S. Pump; Ser. No. 538378 

& After. 1196G1 49400HD 

Belt - Compr.; Ser. No. 

201713 & Before. 1563M5 TR30467 

Belt - Compr.; Ser. No. 

201714 & After; W/46" Belt 

O.C. 1649M5 TR28454 

Belt - Compr.; Ser. No. 

201714 & After; W/47" Belt 

O.C. 3022M5 TR28463 

Belt - Compr.; W/P.S.; Ser. 

No. 528824 & Before. 3252M5 TR28557 

C200 SERIES; C300 SERIES; C400 SERIES; C500 
SERIES 
1967-1957 

Belt - Fan; W/26 1/2" Belt 

O.C. (1967-1959). 1305A7 6926 

Belt - Fan; W/32 1/4" Belt 

O.C. (1967-1959). 1403A7 <1.6932 

Belt - Fan; W/35" Belt O.C. 

(1967-1959). 1383A7 ©TR22344 

Belt - Gen.; W/12V., 30A. 

Gen.; W/P.S.; Ser. No. 

522855 & After (1967-1959). 1349G1 49360HD 

Belt - Gen.; W/12V., 40A. 

Gen.; W/P.S.; Ser. No. 

522855 & After (1967-1959). 1331G1 49380HD 

Belt - Gen.; W/12V., 50A. 

Gen.; W/P.S.; Ser. No. 

522855 & After (1967-1959). 1358G1 49405HD 


Belt - Gen.; W/12V., 60A. 
Leece Neville Alt.; W/P.S. 


(1967-1959). 

Belt - Gen.; W/6V, 12V. 

Gen.; W/P.S.; Ser. No. 
513114 Thru 522854 

1197G1 

©49425HD 

(1967-1959). 

Belt - Gen. & Compr.; 

W/P.S.; Ser. No. 513113 & 

1196G1 

49400HD 

Before (1967-1959). 

Belt - Fan & Alt.; W/12V, 

1092G1 

TR24365 

100A. Alt. (1967-1959). 

Belt - Fan & Alt.; W/40A. 
Leece Neville Alt. 

1020A7 

©TR22553 

(1967-1959). 

1788G1 

©TR22553 


6926 

<1.6932 

©TR22344 

49360HD 

49380HD 

49405HD 

©49425HD 

49400HD 

TR24365 

@TR22553 

@TR22553 

©TR22534 

©TR22553 

©TR22545 

©TR22534 

@TR22534 

©TR22534 

©TR22553 

©49405HD 

©TR22553 

©TR22534 

©TR22553 

©TR22534 

TR28550 

©TR22553 


© Two Required. © Six Required. Green Stripe 8 4-Ply Coolant Hose Recommended. 

® Three Required. ▲ Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

© Four Required. V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

© Five Required. s< Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


REO - Continued 

REO OH185 ENG. - Continued 

C200 SERIES; C300 SERIES; C400 SERIES; C500 
SERIES - Continued 
1967-1957 - Continued 
Belt - Fan & Alt.; W/60A. Alt. 

(1967-1959). 1009A7 ©TR22534 

Belt - Fan & Alt.; W/60A. Au- 
tolite, Delco, Leece Neville 

Alt. (1967-1959). 1788G1 ©TR22553 

Belt - Fan & Alt.; W/Leece 
Neville Alt.; W/Tilt Eng. 

(1967-1959). 1789G1 ©TR22545 

Belt - Fan & Alt.; W/Leece 
Neville Alt.; W/Vertical Eng. 

(1967-1959). 1009A7 ©TR22534 

Belt - Fan & Gen.; W/12V., 

30A., 40A. Alt. (1967-1959).. 1863G1 ©TR22534 

Belt - Fan & Gen.; W/12V., 

35A., 40A. Autolite Gen. 

(1967-1959). 1009A7 ©TR22534 

Belt - Fan & Gen.; W/12V., 

40A., 50A., 55A. Gen. 

(1967-1959). 1020A7 ©TR22553 

Belt - Fan & Gen.; W/12V., 

50A. L.C.I. Gen.; Ser. No. 

528823 & Before 

(1967-1959). 1358G1 ©49405HD 

Belt - Fan & Gen.; W/12V., 

50A. L.C.I. Gen.; Ser. No. 

528824 & After (1967-1959). 1020A7 ©TR22553 

Belt - Fan & Gen.; W/12V., 

55A. L.C.I. Gen.; W/54" Belt 

O. C. (1967-1959). 1009A7 ©TR22534 

Belt - Fan & Gen.; W/12V., 

55A. L.C.I. Gen.; W/55 7/8" 

Belt O.C. (1967-1959). 1020A7 ©TR22553 

Belt - Fan & Gen.; W/6V., 

12V., 30A. Gen.; W/Dual 

Belts (1967-1959). 1009A7 ©TR22534 

Belt - Fan & Gen.; W/6V., 

12V., 30A. Gen.; W/Single 

Belt (1967-1959). 919A7 TR28550 

Belt - Fan & P.S.; W/6V, 

45A. Gen.; W/Ross HP70 

P. S. Pump (1967-1959). 1020A7 ©TR22553 

Belt - Fan & P.S.; W/6V, 

50A., 12V., 40A. Gen.; 

W/Ross HP70 P.S. Pump; 

Ser. No. 513114 & After 

(1967-1959). 1210A7 ©TR22553 

Belt - Fan & P.S.; W/6V, 

55A., 12V., 40A. Gen.; 

W/Ross HP70 P.S. Pump; 

Ser. No. 513113 & Before 

(1967-1959). 1209A7 ©49560HD 

Belt - Fan & P.S.; W/Ross 
HPS70 P.S. Pump; Ser. No. 

528824 & Before 

(1967-1959). 1209A7 ©49560HD 

Belt - P.S.; VTM27; Tilt 

(1967-1959). 311 OKI 2 49440HD 

Belt - P.S.; VTM27; W/36 

1/4" Belt O.C. (1967-1959)... 1349G1 49360HD 

Belt - P.S.; VTM27; W/38 

3/4" Belt O.C. (1967-1959)... 1475K1 49385HD 

Belt - P.S.; VTM27; W/40 

1/4" Belt O.C. (1967-1959)... 3110K114 49400HD 

Belt - P.S.; VTM27; W/41 

3/8" Belt O.C. (1967-1959)... 2473K1 49412HD 

Belt - P.S.; W/Ross HPS70 
P.S. Pump; Ser. No. 528824 

Thru 538378 (1967-1959) 2119K1 49425HD 

Belt - P.S.; W/Ross HPS70 
P.S. Pump; Ser. No. 538378 

& After (1967-1959). 1196G1 49400HD 

Belt - Compr.; Ser. No. 

201713 & Before 

(1967-1959). 1563M5 TR30467 


1649M5 

TR28454 

3022M5 

TR28463 

3252M5 

TR28557 

26509 

20431 


REO - Continued 

REO OH185 ENG. - Continued 

C200 SERIES; C300 SERIES; C400 SERIES; C500 
SERIES - Continued 

1967-1957 - Continued 
Belt - Compr.; Ser. No. 

201714 & After; W/46" Belt 

O.C. (1967-1959). 1649M5 

Belt - Compr.; Ser. No. 

201714 & After; W/47" Belt 

O.C. (1967-1959). 3022M5 

Belt - Compr.; W/P.S.; Ser. 

No. 528824 & Before 

(1967-1959). 3252M5 

Hose - Upper; (1960-1957).. 

Hose - Lower; (1960-1957).. 

Cl0164; D300 SERIES; D400 SERIES; D430 SE¬ 
RIES; D500 SERIES; D600 SERIES; D630 SERIES; 
D700 SERIES; D730 SERIES; DF300 SERIES; 
DF330 SERIES; DF400 SERIES; DF430 SERIES; 
DF500 SERIES; DF530 SERIES; DF600 SERIES; 
DF630 SERIES; DF700 SERIES; DF730 SERIES; 
E200 SERIES; E300 SERIES; E330 SERIES; E400 
SER 

1967-1959 

Belt - Fan; W/26 1/2" Belt 

O.C. 

Belt - Fan; W/32 1/4" Belt 

O.C. 

Belt - Fan; W/35" Belt O.C. 

Belt - Gen.; W/12V., 30A. 

Gen.; W/P.S.; Ser. No. 

522855 & After. 

Belt - Gen.; W/12V., 40A. 

Gen.; W/P.S.; Ser. No. 

522855 & After. 

Belt - Gen.; W/12V., 50A. 

Gen.; W/P.S.; Ser. No. 

522855 & After. 

Belt - Gen.; W/12V., 60A. 

Leece Neville Alt.; W/P.S. 

Belt - Gen.; W/6V., 12V. 

Gen.; W/P.S.; Ser. No. 

513114 Thru 522854. 

Belt - Gen. & Compr.; 

W/P.S.; Ser. No. 513113 & 

Before. 

Belt - Fan & Alt.; W/12V, 

100A. Alt. 

Belt - Fan & Alt.; W/40A. 

Leece Neville Alt. 

Belt - Fan & Alt.; W/60A. Alt.. 

Belt - Fan & Alt.; W/60A. Au¬ 
tolite, Delco, Leece Neville 

Alt. 

Belt - Fan & Alt.; W/Leece 

Neville Alt.; W/Tilt Eng. 

Belt - Fan & Alt.; W/Leece 
Neville Alt.; W/Vertical Eng... 

Belt - Fan & Gen.; W/12V., 

30A., 40A. Alt. 

Belt - Fan & Gen.; W/12V., 

35A., 40A. Autolite Gen. 

Belt - Fan & Gen.; W/12V., 

40A., 50A., 55A. Gen. 

Belt - Fan & Gen.; W/12V., 

50A. L.C.I. Gen.; Ser. No. 

528823 & Before. 

Belt - Fan & Gen.; W/12V., 

50A. L.C.I. Gen.; Ser. No. 

528824 & After. 

Belt - Fan & Gen.; W/12V., 

55A. L.C.I. Gen.; W/54" Belt 

O.C. 

Belt - Fan & Gen.; W/12V., 

55A. L.C.I. Gen.; W/55 7/8" 

Belt O.C. 


1305A7 

1403A7 

1383A7 


1349G1 

1331G1 

1358G1 

1197G1 

1196G1 

1092G1 

1020A7 

1788G1 

1009A7 

1788G1 

1789G1 

1009A7 

1863G1 

1009A7 

1020A7 


6926 

<1.6932 

©TR22344 


49360HD 

49380HD 

49405HD 

©♦9425HD 

49400HD 

TR24365 

©TR22553 

©TR22553 

©TR22534 

©TR22553 

©TR22545 

©TR22534 

©TR22534 

©TR22534 

©TR22553 


1358G1 

1020A7 

1009A7 

1020A7 


©49405HD 

©TR22553 

©TR22534 

©TR22553 


© Two Required. © Six Required. 

® Three Required. ▲ Durion ® Silicone Hose Recommended. O 

© Four Required. •*” Use Notched Belt Only. ♦ 

© Five Required. ^ Cut To Fit. 4 


Green Stripe® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

REO - Continued 


Gates No. 


Application 

REO - Continued 


Mfr. Part No. 


Gates No. 


REO OH185 ENG. - Continued 

Cl0164; D300 SERIES; D400 SERIES; D430 SE¬ 
RIES; D500 SERIES; D600 SERIES; D630 SERIES; 
D700 SERIES; D730 SERIES; DF300 SERIES; 
DF330 SERIES; DF400 SERIES; DF430 SERIES; 
DF500 SERIES; DF530 SERIES; DF600 SERIES; 
DF630 SERIES; DF700 SERIES; DF730 SERIES; 
E200 SERIES; E300 SERIES; E330 SERIES; E400 
SER - Continued 


1967-1959 - Continued 
Belt - Fan & Gen.; W/6V., 
12V., 30A. Gen.; W/Dual 


Belts. 

1009A7 

©TR22534 

Belt - Fan & Gen.; W/6V., 
12V., 30A. Gen.; W/Single 
Belt. 

919A7 

TR28550 

Belt - Fan & P.S.; W/6V, 

45A. Gen.; W/Ross HP70 
P.S. Pump. 

1020A7 

©TR22553 

Belt - Fan & P.S.; W/6V, 

50A., 12V., 40A. Gen.; 
W/Ross HP70 P.S. Pump; 
Ser. No. 513114 & After. 

1210A7 

©TR22553 

Belt - Fan & P.S.; W/6V, 

55A., 12V., 40A. Gen.; 
W/Ross HP70 P.S. Pump; 
Ser. No. 513113 & Before.... 

1209A7 

©49560HD 

Belt - Fan & P.S.; W/Ross 
HPS70 P.S. Pump; Ser. No. 
528824 & Before. 

1209A7 

©49560HD 

Belt - P.S.; VTM27; Tilt. 

311 OKI 2 

49440HD 

Belt - P.S.; VTM27; W/36 

1/4" Belt O.C. 

1349G1 

49360HD 

Belt - P.S.; VTM27; W/38 

3/4" Belt O.C. 

1475K1 

49385HD 

Belt - P.S.; VTM27; W/40 

1/4" Belt O.C. 

3110K114 

49400HD 

Belt - P.S.; VTM27; W/41 

3/8" Belt O.C. 

2473K1 

49412HD 

Belt - P.S.; W/Ross HPS70 
P.S. Pump; Ser. No. 528824 
Thru 538378. 

2119K1 

49425HD 

Belt - P.S.; W/Ross HPS70 
P.S. Pump; Ser. No. 538378 
& After. 

1196G1 

49400HD 

Belt - Compr.; Ser. No. 

201713 & Before. 

1563M5 

TR30467 

Belt - Compr.; Ser. No. 

201714 & After; W/46" Belt 
O.C. 

1649M5 

TR28454 

Belt - Compr.; Ser. No. 

201714 & After; W/47" Belt 
O.C. 

3022M5 

TR28463 

Belt - Compr.; W/P.S.; Ser. 

No. 528824 & Before. 

3252M5 

TR28557 


REO OH186 ENG.; REO OH200 ENG. 

A375 SERIES; A475 SERIES; A600 SERIES; A700 
SERIES; A800 SERIES; AC400 SERIES; AC500 SE¬ 
RIES; AC600 SERIES; AC700 SERIES; AC800 SE¬ 
RIES 


1967-1959 

Belt - Fan; W/26 1/2" Belt 


O.C. 

. 1305A7 

6926 

Belt - Fan; W/32 1/4" Belt 
O.C. 

. 1403A7 

<1.6932 

Belt - Fan; W/35" Belt O.C.. 

. 1383A7 

©TR22344 

Belt - Gen.; W/12V., 30A. 
Gen.; W/P.S.; Ser. No. 
522855 & After. 

. 1349G1 

49360HD 

Belt - Gen.; W/12V., 40A. 
Gen.; W/P.S.; Ser. No. 
522855 & After. 

. 1331G1 

49380HD 

Belt - Gen.; W/12V., 50A. 
Gen.; W/P.S.; Ser. No. 
522855 & After. 

. 1358G1 

49405HD 


REO OH186 ENG.; REO OH200 ENG. 

- Continued 

A375 SERIES; A475 SERIES; A600 SERIES; A700 
SERIES; A800 SERIES; AC400 SERIES; AC500 SE 


RIES; AC600 SERIES; Ai 
SERIES - Continued 
1967-1959 - Continued 
Belt - Gen.; W/12V., 60A. 

Leece Neville Alt.; W/P.S. 

Belt - Gen.; W/6V., 12V. 

Gen.; W/P.S.; Ser. No. 

513114 Thru 522854. 

Belt - Gen. & Compr.; 

W/P.S.; Ser. No. 513113 & 

Before. 

Belt - Fan & Alt.; W/12V, 

100A. Alt. 

Belt - Fan & Alt.; W/40A. 

Leece Neville Alt. 

Belt - Fan & Alt.; W/60A. Alt.. 
Belt - Fan & Alt.; W/60A. Au- 
tolite, Delco, Leece Neville 

Alt. 

Belt - Fan & Alt.; W/Leece 

Neville Alt.; W/Tilt Eng. 

Belt - Fan & Alt.; W/Leece 
Neville Alt.; W/Vertical Eng... 
Belt - Fan & Gen.; W/12V., 

30A., 40A. Alt. 

Belt - Fan & Gen.; W/12V., 

35A., 40A. Autolite Gen. 

Belt - Fan & Gen.; W/12V., 

40A., 50A., 55A. Gen. 

Belt - Fan & Gen.; W/12V., 
50A. L.C.I. Gen.; Ser. No. 

528823 & Before. 

Belt - Fan & Gen.; W/12V., 
50A. L.C.I. Gen.; Ser. No. 

528824 & After. 

Belt - Fan & Gen.; W/12V., 
55A. L.C.I. Gen.; W/54" Belt 

O. C. 

Belt - Fan & Gen.; W/12V., 

55A. L.C.I. Gen.; W/55 7/8" 

Belt O.C. 

Belt - Fan & Gen.; W/6V., 
12V., 30A. Gen.; W/Dual 

Belts. 

Belt - Fan & Gen.; W/6V., 
12V., 30A. Gen.; W/Single 

Belt. 

Belt - Fan & P.S.; W/6V, 

45A. Gen.; W/Ross HP70 

P. S. Pump. 

Belt - Fan & P.S.; W/6V, 

50A., 12V., 40A. Gen.; 
W/Ross HP70 P.S. Pump; 

Ser. No. 513114 & After. 

Belt - Fan & P.S.; W/6V, 

55A., 12V., 40A. Gen.; 
W/Ross HP70 P.S. Pump; 
Ser. No. 513113 & Before.... 
Belt - Fan & P.S.; W/Ross 
HPS70 P.S. Pump; Ser. No. 

528824 & Before. 

Belt - P.S.; VTM27; Tilt. 

Belt - P.S.; VTM27; W/36 

1/4" Belt O.C. 

Belt - P.S.; VTM27; W/38 

3/4" Belt O.C. 

Belt - P.S.; VTM27; W/40 

1/4" Belt O.C. 

Belt - P.S.; VTM27; W/41 

3/8" Belt O.C. 

Belt - P.S.; W/34 1/2" Belt 
O.C. 


SERIES; AC800 


1197G1 

©49425HD 

1196G1 

49400HD 

1092G1 

TR24365 

1020A7 

©TR22553 

1788G1 

1009A7 

©TR22553 

©TR22534 

1788G1 

©TR22553 

1789G1 

©TR22545 

1009A7 

©TR22534 

1863G1 

©TR22534 

1009A7 

©TR22534 

1020A7 

©TR22553 

1358G1 

©49405HD 

1020A7 

©TR22553 

1009A7 

©TR22534 

1020A7 

©TR22553 

1009A7 

©TR22534 

919A7 

TR28550 

1020A7 

©TR22553 

1210A7 

©TR22553 

1209A7 

©49560HD 

1209A7 

311 OKI 2 

©49560HD 

49440HD 

1349G1 

49360HD 

1475K1 

49385HD 

3110K114 

49400HD 

2473K1 

49412HD 

1585K1 

49341 HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

^ Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

REO - Continued 

REO OH186 ENG.; REO OH200 ENG. 

- Continued 

A375 SERIES; A475 SERIES; A600 SERIES; A700 
SERIES; A800 SERIES; AC400 SERIES; AC500 SE¬ 
RIES; AC600 SERIES; AC700 SERIES; AC800 
SERIES - Continued 


1967-1959 - Continued 
Belt - P.S.; W/Ross HPS70 
P.S. Pump; Ser. No. 528824 


Thru 538378. 

Belt - P.S.; W/Ross HPS70 

.. 2119K1 

49425HD 

P.S. Pump; Ser. No. 538378 


& After. 

.. 1196G1 

49400HD 

Belt - Compr.; Ser. No. 

201713 & Before. 

Belt - Compr.; Ser. No. 

.. 1563M5 

TR30467 

201714 & After; W/46" Belt 
O.C. 

.. 1649M5 

TR28454 

Belt - Compr.; Ser. No. 



201714 & After; W/47" Belt 
O.C. 

.. 3022M5 

TR28463 

Belt - Compr.; W/P.S.; Ser. 


No. 528824 & Before. 

.. 3252M5 

TR28557 

C200 SERIES; C300 SERIES; C400 SERIES; C500 
SERIES; Cl0164; D300 SERIES; D400 SERIES; 
D430 SERIES; D500 SERIES; D600 SERIES; D630 

SERIES; D700 SERIES; 

D730 SERIES; 

DF300 SE- 


RIES; DF330 SERIES; DF400 SERIES; DF430 SE¬ 
RIES; DF500 SERIES; DF530 SERIES; DF600 SE¬ 
RIES; DF630 SERIES; DF700 SERIES; DF730 SER 
1967-1959 

Belt - Fan; W/26 1/2" Belt 


O.C. 

1305A7 

6926 

Belt - Fan; W/32 1/4" Belt 

O.C. 

1403A7 

@6932 

Belt - Fan; W/35" Belt O.C.... 

1383A7 

©TR22344 

Belt - Gen.; W/12V., 30A. 
Gen.; W/P.S.; Ser. No. 
522855 & After. 

1349G1 

49360HD 

Belt - Gen.; W/12V., 40A. 
Gen.; W/P.S.; Ser. No. 
522855 & After. 

1331G1 

49380HD 

Belt - Gen.; W/12V., 50A. 
Gen.; W/P.S.; Ser. No. 
522855 & After. 

1358G1 

49405HD 

Belt - Gen.; W/12V., 60A. 
Leece Neville Alt.; W/P.S.... 

1197G1 

©49425HD 

Belt - Gen.; W/6V, 12V. 

Gen.; W/P.S.; Ser. No. 
513114 Thru 522854. 

1196G1 

49400HD 

Belt - Gen. & Compr.; 

W/P.S.; Ser. No. 513113 & 
Before. 

1092G1 

TR24365 

Belt - Fan & Alt.; W/12V, 
100A. Alt. 

1020A7 

©TR22553 


Application Mfr. Part No. Gates No. 

REO - Continued 

REO OH186 ENG.; REO OH200 ENG. 

- Continued 

C200 SERIES; C300 SERIES; C400 SERIES; C500 
SERIES; Cl0164; D300 SERIES; D400 SERIES; 
D430 SERIES; D500 SERIES; D600 SERIES; D630 
SERIES; D700 SERIES; D730 SERIES; DF300 SE¬ 
RIES; DF330 SERIES; DF400 SERIES; DF430 SE¬ 
RIES; DF500 SERIES; DF530 SERIES; DF600 SE¬ 
RIES; DF630 SERIES; DF700 SERIES; DF730 SER 

- Continued 


1967-1959 - Continued 
Belt - Fan & Gen.; W/12V., 
50A. L.C.I. Gen.; Ser. No. 


528824 & After. 

1020A7 

©TR22553 

Belt - Fan & Gen.; W/12V., 
55A. L.C.I. Gen.; W/54" Belt 
O.C. 

1009A7 

©TR22534 

Belt - Fan & Gen.; W/12V., 
55A. L.C.I. Gen.; W/55 7/8" 
Belt O.C. 

1020A7 

©TR22553 

Belt - Fan & Gen.; W/6V., 
12V., 30A. Gen.; W/Dual 
Belts. 

1009A7 

©TR22534 

Belt - Fan & Gen.; W/6V., 
12V., 30A. Gen.; W/Single 
Belt. 

919A7 

TR28550 

Belt - Fan & P.S.; W/6V, 

45A. Gen.; W/Ross HP70 
P.S. Pump. 

1020A7 

©TR22553 

Belt - Fan & P.S.; W/6V., 

50A., 12V., 40A. Gen.; 
W/Ross HP70 P.S. Pump; 
Ser. No. 513114 & After. 

1210A7 

©TR22553 

Belt - Fan & P.S.; W/6V, 

55A., 12V., 40A. Gen.; 
W/Ross HP70 P.S. Pump; 
Ser. No. 513113 & Before.... 

1209A7 

©49560HD 

Belt - Fan & P.S.; W/Ross 
HPS70 P.S. Pump; Ser. No. 
528824 & Before. 

1209A7 

©49560HD 

Belt - P.S.; VTM27; Tilt. 

311 OKI 2 

49440HD 

Belt - P.S.; VTM27; W/36 

1/4" Belt O.C. 

1349G1 

49360HD 

Belt - P.S.; VTM27; W/38 

3/4" Belt O.C. 

1475K1 

49385HD 

Belt - P.S.; VTM27; W/40 

1/4" Belt O.C. 

3110K114 

49400HD 

Belt - P.S.; VTM27; W/41 

3/8" Belt O.C. 

2473K1 

49412HD 

Belt - P.S.; W/Ross HPS70 
P.S. Pump; Ser. No. 528824 
Thru 538378. 

2119K1 

49425HD 

Belt - P.S.; W/Ross HPS70 
P.S. Pump; Ser. No. 538378 
& After. 

1196G1 

49400HD 


Belt - Compr.; Ser. No. 


Belt - Fan & Alt.; W/40A. 

Leece Neville Alt. 1788G1 

Belt - Fan & Alt.; W/60A. Alt.. 1009A7 
Belt - Fan & Alt.; W/60A. Au- 
tolite, Delco, Leece Neville 

Alt. 1788G1 

Belt - Fan & Alt.; W/Leece 

Neville Alt.; W/Tilt Eng. 1789G1 

Belt - Fan & Alt.; W/Leece 
Neville Alt.; W/Vertical Eng... 1009A7 
Belt - Fan & Gen.; W/12V., 

30A., 40A. Alt. 1863G1 

Belt - Fan & Gen.; W/12V., 

35A., 40A. Autolite Gen. 1009A7 

Belt - Fan & Gen.; W/12V., 

40A., 50A., 55A. Gen. 1020A7 

Belt - Fan & Gen.; W/12V., 

50A. L.C.I. Gen.; Ser. No. 

528823 & Before. 1358G1 


©TR22553 

©TR22534 

©TR22553 

ZTR22545 


201713 & Before. 1563M5 TR30467 

Belt - Compr.; Ser. No. 

201714 & After; W/46" Belt 

O.C. 1649M5 TR28454 

Belt - Compr.; Ser. No. 

201714 & After; W/47" Belt 

O.C. 3022M5 TR28463 

Belt - Compr.; W/P.S.; Ser. 

No. 528824 & Before. 3252M5 TR28557 


©TR22534 

@TR22534 

©TR22534 

©TR22553 


REO OV195 ENG.; REO OV200 ENG. 

A375 SERIES; A475 SERIES 

1967-1954 

Belt - Fan & W.P.; W/High 

Mount Fan. 1146A7 TR22461 

Belt - Fan & W.P.; W/Low 

Mount Fan. 1403A7 «>6932 


©49405HD 


Belt - Compr. & Gen.; Ser. 
No. 211716 & Before. 


2287M5 


©449550HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 


401 





















































Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

REO - Continued 

REO OV195 ENG.; REO OV200 ENG. 

- Continued 

A375 SERIES; A475 SERIES - Continued 
1967-1954 - Continued 
Belt - Compr. & Gen.; 

W/12V., 50A. Gen. 1209A7 ©49560HD 

Belt - Compr. & Gen.; 

W/12V., 50A, 55A. L.C.I. 

Delco Gen. 1172A7 ©449540HD 

Belt - Compr. & Gen.; W/6V., 

12V., 30A. Gen.; Ser. No. 

211717 & After. 1172A7 ©449540HD 

Belt - Compr. & Alt.; W/12V., 

100A. Alt. 1232A7 ©TR22495 

Belt - Compr. & Alt.; W/54 

1/4" Belt O.C. 1425G1 ©449540HD 

Belt - Compr. & Alt.; W/56 

1/4" Belt O.C. 1654G1 ©49560HD 

Belt - P.S.; VTM27; W/35 

1/4" Belt O.C. 2840K1 49350HD 

Belt - P.S.; W/44 1/4" Belt 

O.C.311 OKI 2 49440HD 

Belt - P.S.; W/Pesco P.S. 

Pump; Tilt. 1585K1 49341 HD 

Belt - P.S.; W/Vickers P.S. 

Pump; Tilt. 1349G1 49360HD 

A600 SERIES; A700 SERIES; A800 SERIES 

1967-1954 

Belt - Fan & W.P.; W/High 


Mount Fan. 

1146A7 

TR22461 

Belt - Fan & W.P.; W/Low 
Mount Fan. 

1403A7 

<1.6932 

Belt - Compr. & Gen.; Ser. 

No. 211716 & Before. 

2287M5 

©449550HD 

Belt - Compr. & Gen.; 

W 12V.. 50A. Gen. 

1209A7 

©49560HD 

Belt - Compr. & Gen.; 

W/12V., 50A, 55A. L.C.I. 
Delco Gen. 

1172A7 

©449540HD 

Belt - Compr. & Gen.; W/6V., 
12V., 30A. Gen.; Ser. No. 
211717 & After. 

1172A7 

©449540HD 

Belt - Compr. & Alt.; W/12V., 
100A. Alt. 

1232A7 

©TR22495 

Belt - Compr. & Alt.; W/54 

1/4" Belt O.C. 

1425G1 

©449540HD 

Belt - Compr. & Alt.; W/56 

1/4" Belt O.C. 

1654G1 

©49560HD 

Belt - P.S.; VTM27; W/35 

1/4" Belt O.C. 

2840K1 

49350HD 

Belt - P.S.; W/44 1/4" Belt 
O.C. 

311 OKI 2 

49440HD 

Belt - P.S.; W/Pesco P.S. 
Pump; Tiit. 

1585K1 

49341 HD 

Belt - P.S.; W/Vickers P.S. 
Pump; Tiit. 

1349G1 

49360HD 


Hose - Upper; Tandem Chassis No. 

525783 & Before (1960-1954). 26529 

Hose - Upper; Tandem Chassis No. 

525784 & After (1960-1954). 26531 

Hose - Upper; W/Std. Chassis (1960-1954) 26529 

Hose - Lower; Chassis No. 519436 & Be¬ 
fore (1960-1954). ©3” I.D. 

Hose - Lower; Chassis No. 519437 & After 

(1960-1954). 03” I.D. 

Hose - By Pass; W/15' Tilt Eng. 

(1960-1954). 1 1/2” I.D. 


Application Mfr. Part No. Gates No. 

REO - Continued 

REO OV195 ENG.; REO OV200 ENG. 

- Continued 

AC400 SERIES; AC500 SERIES; AC600 SERIES; 
AC700 SERIES; AC800 SERIES; C200 SERIES; 
C300 SERIES; C400 SERIES; C500 SERIES; 

Cl0164; D300 SERIES; D400 SERIES; D430 SE¬ 
RIES; D500 SERIES; D600 SERIES; D630 SERIES; 
D700 SERIES; D730 SERIES; DF300 SERIES; 
DF330 SERIES; DF400 SERIES; DF430 SERIES; 
DF500 SER 


1967-1954 

Belt - Fan & W.P.; W/High 


Mount Fan. 

1146A7 

TR22461 

Belt - Fan & W.P.; W/Low 
Mount Fan. 

1403A7 

<2.6932 

Belt - Compr. & Gen.; Ser. 

No. 211716 & Before. 

2287M5 

©449550HD 

Belt - Compr. & Gen.; 

W/12V., 50A. Gen. 

1209A7 

©49560HD 

Belt - Compr. & Gen.; 

W/12V., 50A, 55A. L.C.I. 
Delco Gen. 

1172A7 

©449540HD 

Belt - Compr. & Gen.; W/6V., 
12V., 30A. Gen.; Ser. No. 
211717 & After. 

1172A7 

©449540HD 

Belt - Compr. & Alt.; W/12V., 
100A. Alt. 

1232A7 

©TR22495 

Belt - Compr. & Alt.; W/54 

1/4" Belt O.C. 

1425G1 

©449540HD 

Belt - Compr. & Alt.; W/56 

1/4" Belt O.C. 

1654G1 

©49560HD 

Belt - P.S.; VTM27; W/35 

1/4" Belt O.C. 

2840K1 

49350HD 

Belt - P.S.; W/44 1/4" Belt 
O.C. 

311 OKI 2 

49440HD 

Belt - P.S.; W/Pesco P.S. 
Pump; Tiit. 

1585K1 

49341 HD 

Belt - P.S.; W/Vickers P.S. 
Pump; Tiit. 

1349G1 

49360HD 


REO OV207 ENG. 

A375 SERIES; A475 SERIES 

1967-1954 

Belt - Fan & W.P.; W/High 

Mount Fan. 1146A7 TR22461 

Belt - Fan & W.P.; W/Low 

Mount Fan. 1403A7 <2)6932 

Belt - Compr. & Gen.; Ser. 

No. 211716 & Before. 2287M5 ©449550HD 

Belt - Compr. & Gen.; 

W 12V. 50A. Gen. 1209A7 ©49560HD 

Belt - Compr. & Gen.; 

W/12V., 50A, 55A. L.C.I. 

Delco Gen. 1172A7 ©449540HD 

Belt - Compr. & Gen.; W/6V., 

12V., 30A. Gen.; Ser. No. 

211717 & After.1172A7 ©449540HD 

Belt - Compr. & Alt.; W/12V, 

100A. Alt. 1232A7 ©TR22495 

Belt - Compr. & Alt.; W/54 

1/4" Belt O.C. 1425G1 ©449540HD 

Belt - Compr. & Alt.; W/56 

1/4" Belt O.C. 1654G1 ©49560HD 

Belt - P.S.; VTM27; W/35 

1/4" Belt O.C. 2840K1 49350HD 

Belt - P.S.; W/44 1/4" Belt 

O.C.311 OKI 2 49440HD 

Belt - P.S.; W/Pesco P.S. 

Pump; Tilt. 1585K1 49341 HD 

Belt - P.S.; W/Vickers P.S. 

Pump; Tilt. 1349G1 49360HD 

A600 SERIES; A700 SERIES; A800 SERIES 

1967-1954 

Belt - Fan & W.P.; W/High 

Mount Fan. 1146A7 TR22461 


© Two Required. © Six Required. Green Stripe 8 4-Ply Coolant Hose Recommended. 

® Three Required. ▲ Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

© Four Required. V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

© Five Required. Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

REO - Continued 


Gates No. 


Application 

REO - Continued 


Mfr. Part No. 


Gates No. 


REO OV207 ENG. - Continued 

A600 SERIES: A700 SERIES: A800 SERIES 


- Continued 
1967-1954 - Continued 
Belt - Fan & W.P.; W/Low 

Mount Fan. 

Belt - Compr. & Gen.; Ser. 

No. 211716 & Before. 

Belt - Compr. & Gen.; 

W 12V.. 50A. Gen. 

Belt - Compr. & Gen.; 

W/12V., 50A, 55A. L.C.I. 

Delco Gen. 

Belt - Compr. & Gen.; W/6V., 
12V., 30A. Gen.; Ser. No. 

211717 & After. 

Belt - Compr. & Alt.; W/12V., 

100A. Alt. 

Belt - Compr. & Alt.; W/54 
1/4" Belt O.C. 


1403A7 

<1.6932 

2287M5 

©449550HD 

1209A7 

©49560HD 

1172A7 

©449540HD 

1172A7 

©449540HD 

1232A7 

©TR22495 

1425G1 

©449540HD 


REO OV207 ENG. - Continued 

AC400 SERIES; AC500 SERIES; AC600 SERIES; 
AC700 SERIES; AC800 SERIES; C200 SERIES; 
C300 SERIES; C400 SERIES; C500 SERIES; 

Cl0164; D300 SERIES; D400 SERIES; D430 SE¬ 
RIES; D500 SERIES; D600 SERIES; D630 SERIES; 
D700 SERIES; D730 SERIES; DF300 SERIES; 
DF330 SERIES; DF400 SERIES; DF430 SERIES; 


DF500 SER - Continued 
1967-1954 - Continued 

Belt - P.S.; VTM27; W/35 
1/4" Belt O.C. 

.. 2840K1 

49350HD 

Belt - P.S.; W/44 1/4" Belt 
O.C. 

.. 3110KI 2 

49440HD 

Belt - P.S.; W/Pesco P.S. 
Pump; Tiit. 

.. 1585K1 

49341 HD 

Belt - P.S.; W/Vickers P.S. 
Pump; Tiit. 

.. 1349G1 

49360HD 


Belt - Compr. & Alt.; W/56 

1/4" Belt O.C. 1654G1 : 49560HD 

Belt - P.S.; VTM27; W/35 


REO OV220 ENG.; REO OV225 ENG. 

A375 SERIES; A475 SERIES 


1/4" Belt O.C. 2840K1 49350HD 

Belt - P.S.; W/44 1/4" Belt 

O.C.311 OKI 2 49440HD 


Belt - P.S.; W/Pesco P.S. 

Pump; Tilt. 1585K1 

Belt - P.S.; W/Vickers P.S. 

Pump; Tilt. 1349G1 

Hose - Upper; (1960-1957). 

Hose - Upper; Tandem Chassis No. 

525783 & Before (1956-1954). 

Hose - Upper; Tandem Chassis No. 

525784 & After (1956-1954). 

Hose - Upper; W/Std. Chassis (1956-1954) 
Hose - Lower; Ser. No. 519436 & Before 

(1960-1957). 

Hose - Lower; Ser. No. 519437 & After 

(1960-1957). 

Hose - Lower; Chassis No. 519436 & Be¬ 
fore (1956-1954). 

Hose - Lower; Chassis No. 519437 & After 

(1956-1954). 

Hose - By Pass; W/15' Tilt Eng. 
(1956-1954). 


49341 HD 

49360HD 

26529 

26529 

26531 

26529 

©3” I.D. 

03” I.D. 

©3” I.D. 

03” I.D. 

1 1/2” I.D. 


AC400 SERIES; AC500 SERIES; AC600 SERIES; 
AC700 SERIES; AC800 SERIES; C200 SERIES; 
C300 SERIES; C400 SERIES; C500 SERIES; 

Cl0164; D300 SERIES; D400 SERIES; D430 SE¬ 
RIES; D500 SERIES; D600 SERIES; D630 SERIES; 
D700 SERIES; D730 SERIES; DF300 SERIES; 
DF330 SERIES; DF400 SERIES; DF430 SERIES; 
DF500 SER 


1967-1954 

Belt - Fan & W.P.; W/High 

Mount Fan. 

Belt - Fan & W.P.; W/Low 

Mount Fan. 

Belt - Compr. & Gen.; Ser. 

No. 211716 & Before. 

Belt - Compr. & Gen.; 

W 12V.. 50A. Gen. 

Belt - Compr. & Gen.; 

W/12V., 50A, 55A. L.C.I. 

Delco Gen. 

Belt - Compr. & Gen.; W/6V., 
12V., 30A. Gen.; Ser. No. 

211717 & After. 

Belt - Compr. & Alt.; W/12V., 

100A. Alt. 

Belt - Compr. & Alt.; W/54 

1/4" Belt O.C. 

Belt - Compr. & Alt.; W/56 
1/4" Belt O.C. 


1146A7 

TR22461 

1403A7 

©6932 

2287M5 

©449550HD 

1209A7 

©49560HD 

1172A7 

©449540HD 

1172A7 

©449540HD 

1232A7 

©TR22495 

1425G1 

©449540HD 

1654G1 

©49560HD 


1967-1954 

Belt - Fan & W.P.; W/High 


Mount Fan. 

1146A7 

TR22461 

Belt - Fan & W.P.; W/Low 
Mount Fan. 

1403A7 

<26932 

Belt - Compr. & Gen.; Ser. 

No. 211716 & Before. 

2287M5 

©449550HD 

Belt - Compr. & Gen.; 

W 12V.. 50A. Gen. 

1209A7 

©49560HD 

Belt - Compr. & Gen.; 

W/12V., 50A., 55A. L.C.I. 
Delco Gen. 

1172A7 

©449540HD 

Belt - Compr. & Gen.; W/6V., 
12V., 30A. Gen.; Ser. No. 
211717 & After. 

1172A7 

©449540HD 

Belt - Compr. & Alt.; W/12V., 
100A. Alt. 

1232A7 

©TR22495 

Belt - Compr. & Alt.; W/54 

1/4" Belt O.C. 

1425G1 

©449540HD 

Belt - Compr. & Alt.; W/56 

1/4" Belt O.C. 

1654G1 

©49560HD 

Belt - P.S.; VTM27; W/35 

1/4" Belt O.C. 

2840K1 

49350HD 

Belt - P.S.; W/44 1/4" Belt 
O.C. 

311 OKI 2 

49440HD 

Belt - P.S.; W/Pesco P.S. 
Pump; Tiit. 

1585K1 

49341 HD 

Belt - P.S.; W/Vickers P.S. 
Pump; Tiit. 

1349G1 

49360HD 

600 SERIES; A700 SERIES; A800 SERIES 

1967-1954 

Belt - Fan & W.P.; W/High 
Mount Fan. 

1146A7 

TR22461 

Belt - Fan & W.P.; W/Low 
Mount Fan. 

1403A7 

@6932 

Belt - Compr. & Gen.; Ser. 

No. 211716 & Before. 

2287M5 

©449550HD 

Belt - Compr. & Gen.; 

W/12V., 50A. Gen. 

1209A7 

©49560HD 

Belt - Compr. & Gen.; 

W/12V., 50A., 55A. L.C.I. 
Delco Gen. 

1172A7 

©449540HD 

Belt - Compr. & Gen.; W/6V., 
12V., 30A. Gen.; Ser. No. 
211717 & After. 

1172A7 

©449540HD 

Belt - Compr. & Alt.; W/12V., 
100A. Alt. 

1232A7 

©TR22495 

Belt - Compr. & Alt.; W/54 

1/4" Belt O.C. 

1425G1 

©449540HD 

Belt - Compr. & Alt.; W/56 

1/4" Belt O.C. 

1654G1 

©49560HD 

Belt - P.S.; VTM27; W/35 

1/4" Belt O.C. 

2840K1 

49350HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durlon ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

4 


Green Stripe * 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. Gates No. 


REO - Continued 

REO OV220 ENG.; REO OV225 ENG. 

- Continued 

A600 SERIES; A700 SERIES; A800 SERIES 

- Continued 
1967-1954 - Continued 
Belt - P.S.; W/44 1/4" Belt 

O.C.311 OKI 2 49440HD 

Belt - P.S.; W/Pesco P.S. 

Pump; Tilt. 1585K1 49341 HD 

Belt - P.S.; W/Vickers P.S. 

Pump; Tilt. 1349G1 49360HD 

Hose - Upper; Tandem Chassis No. 

525783 & Before (1960-1954). 26529 

Hose - Upper; Tandem Chassis No. 

525784 & After (1960-1954). 26531 

Hose - Upper; W/Std. Chassis (1960-1954) 26529 

Hose - Lower; Chassis No. 519436 & Be¬ 
fore (1960-1954). ©3” I.D. 

Hose - Lower; Chassis No. 519437 & After 

(1960-1954). 03” I.D. 

Hose - By Pass; W/15' Tilt Eng. 

(1960-1954). 1 1/2” I.D. 

AC400 SERIES; AC500 SERIES; AC600 SERIES; 
AC700 SERIES; AC800 SERIES; C200 SERIES; 
C300 SERIES; C400 SERIES; C500 SERIES; 

Cl0164; D300 SERIES; D400 SERIES; D430 SE¬ 
RIES; D500 SERIES; D600 SERIES; D630 SERIES; 
D700 SERIES; D730 SERIES; DF300 SERIES; 
DF330 SERIES; DF400 SERIES; DF430 SERIES; 
DF500 SER 


1967-1954 

Belt - Fan & W.P.; W/High 

Mount Fan. 

Belt - Fan & W.P.; W/Low 

Mount Fan. 

Belt - Compr. & Gen.; Ser. 

No. 211716 & Before. 

Belt - Compr. & Gen.; 

W/12V., 50A. Gen. 

Belt - Compr. & Gen.; 

W/12V., 50A, 55A. L.C.I. 

Delco Gen. 

Belt - Compr. & Gen.; W/6V., 
12V., 30A. Gen.; Ser. No. 

211717 & After. 

Belt - Compr. & Alt.; W/12V., 

100A. Alt. 

Belt - Compr. & Alt.; W/54 

1/4" Belt O.C. 

Belt - Compr. & Alt.; W/56 
1/4" Belt O.C. 


1146A7 

TR22461 

1403A7 

<2.6932 

2287M5 

©449550HD 

1209A7 

©49560HD 

1172A7 

©449540HD 

1172A7 

©449540HD 

1232A7 

©TR22495 

1425G1 

©449540HD 

1654G1 

©49560HD 


REO - Continued 

REO OV235 ENG. - Continued 

A375 SERIES; A475 SERIES - Continued 
1967-1954 - Continued 
Belt - Compr. & Gen.; W/6V., 

12V., 30A. Gen.; Ser. No. 


211717 & After. 

1172A7 

©449540HD 

Belt - Compr. & Alt.; W/12V., 
100A. Alt. 

1232A7 

©TR22495 

Belt - Compr. & Alt.; W/54 

1/4" Belt O.C. 

1425G1 

©449540HD 

Belt - Compr. & Alt.; W/56 

1/4" Belt O.C. 

1654G1 

©49560HD 

Belt - P.S.; VTM27; W/35 

1/4" Belt O.C. 

2840K1 

49350HD 

Belt - P.S.; W/44 1/4" Belt 
O.C. 

311 OKI 2 

49440HD 

Belt - P.S.; W/Pesco P.S. 
Pump; Tilt. 

1585K1 

49341 HD 

Belt - P.S.; W/Vickers P.S. 
Pump; Tilt. 

1349G1 

49360HD 

600 SERIES; A700 SERIES; A800 SERIES 

1967-1954 

Belt - Fan & W.P.; W/High 
Mount Fan. 

1146A7 

TR22461 

Belt - Fan & W.P.; W/Low 
Mount Fan. 

1403A7 

<26932 

Belt - Compr. & Gen.; Ser. 

No. 211716 & Before. 

2287M5 

©449550HD 

Belt - Compr. & Gen.; 

W 12V.. 50A. Gen. 

1209A7 

©49560HD 

Belt - Compr. & Gen.; 

W/12V., 50A., 55A. L.C.I. 
Delco Gen. 

1172A7 

©449540HD 

Belt - Compr. & Gen.; W/6V., 
12V., 30A. Gen.; Ser. No. 
211717 & After. 

1172A7 

©449540HD 

Belt - Compr. & Alt.; W/12V., 
100A. Alt. 

1232A7 

©TR22495 

Belt - Compr. & Alt.; W/54 

1/4" Belt O.C. 

1425G1 

©449540HD 

Belt - Compr. & Alt.; W/56 

1/4’ Belt O.C. 

1654G1 

©49560HD 

Belt - P.S.; VTM27; W/35 

1/4" Belt O.C. 

2840K1 

49350HD 

Belt - P.S.; W/44 1/4" Belt 
O.C. 

311 OKI 2 

49440HD 


Belt - P.S.; VTM27; W/35 

1/4" Beit O.C. 

Belt - P.S.; W/44 1/4" Belt 

O.C. 

Belt - P.S.; W/Pesco P.S. 

Pump; Tilt. 

Belt - P.S.; W/Vickers P.S. 
Pump; Tilt. 


2840K1 

49350HD 

311 OKI 2 

49440HD 

1585K1 

49341 HD 

1349G1 

49360HD 


REO OV235 ENG. 

A375 SERIES; A475 SERIES 
1967-1954 

Belt - Fan & W.P.; W/High 


Mount Fan. 

.. 1146A7 

TR22461 

Belt - Fan & W.P.; W/Low 
Mount Fan. 

.. 1403A7 

@6932 

Belt - Compr. & Gen.; Ser. 
No. 211716 & Before. 

.. 2287M5 

©449550HD 

Belt - Compr. & Gen.; 
W/12V., 50A. Gen. 

.. 1209A7 

©49560HD 

Belt - Compr. & Gen.; 
W/12V., 50A., 55A. L.C.I. 
Delco Gen. 

.. 1172A7 

©449540HD 


Belt - P.S.; W/Pesco P.S. 

Pump; Tilt. 1585K1 

Belt - P.S.; W/Vickers P.S. 

Pump; Tilt. 1349G1 

Hose - Upper; (1960-1957). 

Hose - Upper; Tandem Chassis No. 

525783 & Before (1956-1954). 

Hose - Upper; Tandem Chassis No. 

525784 & After (1956-1954). 

Hose - Upper; W/Std. Chassis (1956-1954) 
Hose - Lower; Ser. No. 519436 & Before 

(1960-1957). 

Hose - Lower; Ser. No. 519437 & After 

(1960-1957). 

Hose - Lower; Chassis No. 519436 & Be¬ 
fore (1956-1954). 

Hose - Lower; Chassis No. 519437 & After 

(1956-1954). 

Hose - By Pass; W/15' Tilt Eng. 
(1956-1954). 


49341 HD 

49360HD 

26529 

26529 

26531 

26529 

©3” I.D. 

03” I.D. 

©3” I.D. 

03” I.D. 

1 1/2” I.D. 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

^ Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


REO - Continued 


REO OV235 ENG. - Continued 

AC400 SERIES; AC500 SERIES; AC600 SERIES; 
AC700 SERIES; AC800 SERIES; C200 SERIES; 
C300 SERIES; C400 SERIES; C500 SERIES; 

Cl0164; D300 SERIES; D400 SERIES; D430 SE¬ 
RIES; D500 SERIES; D600 SERIES; D630 SERIES; 
D700 SERIES; D730 SERIES; DF300 SERIES; 
DF330 SERIES; DF400 SERIES; DF430 SERIES; 
DF500 SER 
1967-1954 

Belt - Fan & W.P.; W/High 

Mount Fan. 1146A7 

Belt - Fan & W.P.; W/Low 

Mount Fan. 1403A7 

Belt - Compr. & Gen.; Ser. 

No. 211716 & Before. 2287M5 

Belt - Compr. & Gen.; 

W 12V.. 50A. Gen. 1209A7 

Belt - Compr. & Gen.; 

W/12V., 50A, 55A. L.C.I. 

Delco Gen. 1172A7 

Belt - Compr. & Gen.; W/6V., 

12V., 30A. Gen.; Ser. No. 

211717 & After. 1172A7 

Belt - Compr. & Alt.; W/12V., 

100A. Alt. 1232A7 

Belt - Compr. & Alt.; W/54 

1/4” Belt O.C. 1425G1 

Belt - Compr. & Alt.; W/56 

1/4" Belt O.C. 1654G1 

Belt - P.S.; VTM27; W/35 

1/4" Belt O.C. 2840K1 

Belt - P.S.; W/44 1/4" Belt 

O.C.311 OKI 2 

Belt - P.S.; W/Pesco P.S. 

Pump; Tilt. 1585K1 

Belt - P.S.; W/Vickers P.S. 

Pump; Tilt. 1349G1 

SEAGRAVE 

HALL SCOTT 935 ENG. 

SEAGRAVE 

1958 

Belt - Fan; W/27 1/8" Belt 
O.C. 405487 

HALL SCOTT 1091 ENG. 

SEAGRAVE 

1964-1960 

Belt - Fan; W/27 1/8" Belt 

O.C. 405487 

Hose - Upper. 

Hose - Lower. 

SEAGRAVE V12 ENG. 

SEAGRAVE 

1955 

Belt - Fan; W/61 1/2" Belt 

O.C.J688 

Belt - Fan; W/61 1/4" Belt 

O.C. 27073 

Belt - P.S.; W/530 Eng.XI5292 

Belt - Compr.XI5118 

WAUKESHA 145GZ ENG. 

SEAGRAVE 

1964 

Hose - Upper. 

Hose - Lower. 


TR22461 

<1.6932 

©♦49550HD 

©♦9560HD 

©♦♦9540HD 

©♦♦9540HD 
©TR22495 
©♦♦9540HD 
©49560HD 
49350HD 
♦9440HD 
49341 HD 
49360HD 


STUDEBAKER 

DETROIT DIESEL 3-53 DIESEL ENG. 

El5; E25 


1964-1963 

Belt - Fan. 

.. 1694304 

©49360HD 

Belt - Gen. & W.P.; W/Std. 
Gen. 

.. 1548513 

7380 

Belt - P.S. 

.. 1551219 

7360 

Belt - Fan & V.P. 

.. 1694302 

©449451 HD 


DETROIT DIESEL 4-53 DIESEL ENG. 

E35; E45 

1964-1961 

Belt - Gen. & W.P.; W/37 


5/8" Belt O.C. 

Belt - Gen. & W.P.: W/38 

. 1694310 

©7375 

1/8" Belt O.C. 

. 1548510 

©7619 

Belt - P.S. 

. 1551219 

7360 

Belt - Fan & Compr. 

. 1684301 

©449490HD 

Belt - Fan & V.P.; W/Compr... 

. 1694302 

©449451 HD 

Hose - Upper. 


23515 

STUDEBAKER 6-CYL. 170 ENG.; STU 

DEBAKER 6-CYL. 186 ENG. 
BAKER 6-CYL. 246 ENG. 

E3; El 4 

1960-1957 

; STUDE- 

Belt - Fan & Gen.; (1960). 

Belt - Fan & Gen.; 

. 1541609 

7440 

(1959-1957). 

El 5 

1964-1955 

. 677266 

TR24414 

Belt - Fan & Gen.; (1955). 

. 675418 

TR24379 

Hose - Upper; (1964-1962). 


20386 
or 25478 

Hose - Upper; (1960). 


25255 

Hose - Upper; (1959-1955). 


1 1/4” I.D. 

Hose - Lower; (1964-1960). 


25480 


Hose - Lower; (1959-1955).. 

El 6; E17 


1/2” I.D. 



1960-1957 

Belt - Fan & Gen.; (I960).... 

... 1541609 

7440 


Belt - Fan & Gen.; 
(1959-1957). 

... 677266 

TR24414 

@7270 

M15; M15A 

1948-1941 

Belt - Fan & Gen. 

... 675418 

TR24379 


Belt - Compr.; 
W/Westinghouse Compr.... 

... 213149 

TR28437 


Hose - Upper. 


1 1/4” I.D. 


Hose - Lower. 


^20121 

@7270 

2 1/2” I.D. 

2 1/2” I.D. 

M16; M17 

1948-1941 

Belt - Fan & Gen. 

... 663295 

or 25476 

TR24461 


Belt - Compr.; 
W/Westinghouse Compr.... 

... 213130 

TR22380 


Hose - Upper. 


25252 


Hose - Lower. 


26509 

©TR28616 

2R14 

1954-1949 

Belt - Fan & Gen. 

... 677266 

TR24414 

©TR22607 

Hose - Upper. 


1 1/4” I.D. 

TR22386 

TR22514 

2R15 

1954-1949 

Belt - Fan & Gen. 

... 675418 

TR24379 


Hose - Upper. 


1 1/4” I.D. 


Hose - Lower. 


25480 

26516 
©2 1/4” I.D. 

2R16; 2R17; 3R14 
1954-1949 

Belt - Fan & Gen. 

... 677266 

TR24414 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
V Use Notched Belt Only. 

Cut To Fit. 


O 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 


STUDEBAKER - Continued 
STUDEBAKER 6-CYL 170 ENG.; STU¬ 
DEBAKER 6-CYL 186 ENG.; STUDE¬ 
BAKER 6-CYL. 246 ENG. - Continued 

2R16; 2R17; 3R14 - Continued 

1954-1949 - Continued 


Hose - Upper. 1 1/4” I.D. 

3R15 

1954-1949 

Belt - Fan & Gen. 675418 TR24379 

Hose - Upper. 1 1/4” I.D. 

Hose - Lower. 25480 

3R16; 3R17 

1954-1949 

Belt - Fan & Gen. 677266 TR24414 

Hose - Upper. 1 1/4” I.D. 

8E5 

1964-1963 

Belt-Fan & Gen. 1694314 7390 

Hose - Upper. 25476 


STUDEBAKER V-8 259 ENG.; STUDE¬ 
BAKER V-8 289 ENG. 

E2 

1964-1955 

Belt - Fan & Alt.; (1959-1956) 1688205 
Belt - Fan & Gen.; W/56 5/8" 

Belt O.C. (1964-1960). 1563072 

Belt - Fan & Gen.; W/59 3/8" 

Belt O.C. (1964-1960). 1685853 

Belt - Fan & Gen.; W/A.C. 

(1964-1960). 529374 

Belt - Fan & Gen.; 


Application Mfr. Part No. Gates No. 

UD (NISSAN) - Continued 


NISSAN FE6 DIESEL ENG. 



CLA; CMA 




1989 

Belt - Fan & Alt.; W/49 5/8" 

Belt O.C. 

Belt - Fan & Alt.; W/52" Belt 

2114097008 


©TR22485 

O.C. 

21140Z5604 


©TR22514 

Belt - A.C.; W/1/2" Belt T.W... 
Belt - A.C.; W/11/16" Belt 



49380HD 

T.W.; W/38" Belt O.C. 

Belt - A.C.; W/11/16" Belt 

197820954 


TR22373 

T.W.; W/40" Belt O.C. 

Hose - Upper. 



TR22397 

x20957 


or 

26502 

Hose - Lower. 



s-=20957 



or 

26502 

Hose - By Pass. 

UD1800; UD2000 



^20782 

1990-1989 

Belt - Fan & Alt.; W/49 5/8" 

Belt O.C. (1990). 

Belt - Fan & Alt.; W/52" Belt 

2114097008 


TR22485 

O.C. (1990). 

Belt - Fan & Alt.; W/49 5/8" 

21140Z5604 


TR22514 

Belt O.C. (1989). 

Belt - Fan & Alt.; W/52" Belt 

2114097008 


©TR22485 

O.C. (1989). 

21140Z5604 


©TR22514 

Belt - A.C.; W/1/2" Belt T.W... 
Belt - A.C.; W/11/16" Belt 



49380HD 

T.W.; W/38" Belt O.C. 

Belt - A.C.; W/11/16" Belt 

197820954 


TR22373 

T.W.; W/40" Belt O.C. 

Hose - Upper. 



TR22397 

x20957 


or 

26502 

Hose - Lower. 



s-=20957 



or 

26502 

Hose - By Pass. 



^20782 


7619 

7565 

7590 

7560 


(1959-1956). 

1685853 

7585 

Belt - Fan & Gen.; (1955). 

684131 

7603 

Belt - P.S.; W/Eaton P.S. 
Pump (1959-1956). 

1691072 

7395 

Belt - P.S.; W/Saginaw P.S. 
Pump (1959-1956). 

534302 

7520 

El3; E28; E38; E40 
1964-1955 

Belt - Fan & Alt.; W/Dual 

Belts (1964-1960). 

1688205 

7619 

Belt - Fan & Alt.; W/Single 

Belt (1964-1960). 

1688205 

7619 

Belt - Fan & Alt.; (1958-1956) 

1688205 

7619 

Belt - Fan & Gen.; 

(1964-1960). 

1685853 

7590 

Belt - Fan & Gen.; 

(1958-1956). 

1685853 

7590 

Belt - Fan & Gen.; (1955). 

684131 

7603 

Belt - P.S.; (1964-1960). 

1691072 

7395 

Belt - P.S.; W/Eaton P.S. 
Pump (1958-1956). 

1691072 

7400 

Belt - P.S.; W/Saginaw P.S. 
Pump (1958-1956). 

534302 

7520 

Belt - Compr.; (1964-1960). 

1546971 

7440 

UD (NISSAN) 

NISSAN FD35T DIESEL ENG. 


UD1100 

1990-1989 

Belt - Fan & Alt. 


TR22425 

Belt - Fan & P.S. 

1195001D00 

TR22386 

Belt - A.C. 

21066T8310 

*9570HD 

Hose - Upper. 


^20584 

or 

26502 

Hose - Lower. 


^=20046 

Hose - By Pass. 


▲1” I.D. 


NISSAN FE6T DIESEL ENG. 


UD1800; UD2000; UD2300; UD2600; UD2800 

1990-1989 


Belt - Fan & Alt.; W/49 5/8" 

Belt O.C. (1990). 

Belt - Fan & Alt.; W/52" Belt 

O.C. (1990). 

Belt - Fan & Alt.; W/49 5/8" 

Belt O.C. (1989). 

Belt - Fan & Alt.; W/52" Belt 

O.C. (1989). 

Belt - A.C.; W/1/2" Belt T.W. 
Belt - A.C.; W/11/16" Belt 

T.W.; W 38 Belt O.C. 

Belt - A.C.; W/11/16" Belt 
T.W.; W/40" Belt O.C 
Hose - Upper 

Hose - Lower 

Hose - By Pass 

UD XPRESS 

1989 


2114097008 

TR22485 

21140Z5604 

TR22514 

2114097008 

©TR22485 

21140Z5604 

©TR22514 

49380HD 

197820954 

TR22373 


TR22397 

s-=20957 

26502 

^20957 

26502 

^20782 


or 

or 


Belt - Fan & Alt.; W/49 5/8" 

Belt O.C. 

Belt - Fan & Alt.; W/52" Belt 

O.C. 

Belt - A.C.; W/1/2" Belt T.W. 
Belt - A.C.; W/11/16" Belt 

T.W.; W 38 Belt O.C. 

Belt - A.C.; W/11/16" Belt 
T.W.; W/40" Belt O.C 
Hose - Upper 

Hose - Lower 

Hose - By Pass 


2114097008 ©TR22485 

21140Z5604 ©TR22514 

49380HD 

197820954 TR22373 

TR22397 
^20957 
or 26502 
s^20957 
or 26502 
^20782 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

•*” Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

^ Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


UD (NISSAN) - Continued 

NISSAN NE6 DIESEL ENG. 

CPB 

1989- 1986 

Belt - Fan & Alt.; W/53 1/8" 

Belt O.C. TR22525 

Belt - Fan & Alt.; W/53 7/8" 

Belt O.C. 2114095008 ©TR22534 

Belt - Fan & Alt.; W/55" Belt 

O.C. 2114095006 ©TR22545 

Belt - A.C.; W/55” Belt O.C.... TR22545 

Belt - A.C.; W/59 1/8” Belt 

O.C. 2114095009 TR22588 

Hose - Upper; (1988-1986). <20401 

or 26524 

Hose - Lower - Eng. To Pipe; (1988-1986). 2 1/8” I.D. 

Hose - Lower - Pipe To Rad.; (1988-1986). 26511 

CPC 

1989 

Belt - Fan & Alt.; W/53 1/8" 

Belt O.C. TR22525 

Belt - Fan & Alt.; W/53 7/8" 

Belt O.C. 2114095008 TR22534 

Belt - Fan & Alt.; W/55" Belt 

O.C. 2114095006 ©TR22545 

Belt - A.C.; W/55” Belt O.C.... TR22545 

Belt - A.C.; W/59 1/8” Belt 

O.C. 2114095009 TR22588 

NISSAN NE6T DIESEL ENG. 

CPC 

1988-1986 

Belt - Fan & Alt.; W/53 1/8" 

Belt O.C. TR22525 

Belt - Fan & Alt.; W/53 7/8" 

Belt O.C. 2114095008 ©TR22534 

Belt - Fan & Alt.; W/55" Belt 

O.C. 2114095006 ©TR22545 

Belt - A.C.; W/55" Belt O.C.... TR22545 

Belt - A.C.; W/59 1/8” Belt 

O.C. 2114095009 TR22588 

Hose - Upper. ^<20401 

or 26524 

Hose - Lower - Eng. To Pipe. 2 1/8” I.D. 

Hose - Lower - Pipe To Rad. 26511 

UD550T; UD3000; UD3300 

1990- 1989 

Belt - Fan & Alt.; W/53 1/8" 

Belt O.C. TR22525 

Belt - Fan & Alt.; W/53 7/8" 

Belt O.C. (1990). 2114095008 TR22534 

Belt - Fan & Alt.; W/55" Belt 

O.C. (1990). 2114095006 TR22545 

Belt - Fan & Alt.; W/53 7/8" 

Belt O.C. (1989). 2114095008 ©TR22534 

Belt - Fan & Alt.; W/55" Belt 

O.C. (1989). 2114095006 TR22545 

Belt - A.C.; W/55” Belt O.C.... TR22545 

Belt - A.C.; W/59 1/8” Belt 

O.C. 2114095009 

Hose - Upper. 


TR22588 
21378 
or 26511 
26511 


Hose - Lower. 

VOLVO - See Autocar & White 
GMC Also 

CUMMINS 6-CYL 14.0 L DIESEL ENG. 

WCA SERIES; WCM SERIES; WCS SERIES; WG 
SERIES; WH SERIES; WIA SERIES; WIL SERIES; 
WIM SERIES 
1990 

Idler Pulley; W/Flat Idler Pul¬ 
ley. 3065000 41173 

Idler Pulley; W/V-Ribbed Belt. 3062931 41174 


VOLVO ■ See Autocar & White 
GMC Also - Continued 
VOLVO 6-CYL. 5.5 L DIESEL ENG. 


FE6 

1989-1987 

Belt - Alt. 966695 

Belt - A.C. 967129 

VOLVO 6-CYL. 6.7 L DIESEL ENG. 

FE7 

1989-1987 

Belt - Alt. 966920 

Belt - A.C. 967129 

VOLVO D315 DIESEL ENG. 

N12; 1223T; 1225 

1986-1985 

Belt - Fan. 967143 

Belt - Alt. 966695 

Belt - A.C. 965387 

VOLVO TD60 DIESEL ENG.; VOLVO 
TD61 DIESEL ENG. 

F6 

1982-1980 

Belt - W.P.; W/43 1/4" Belt 

O.C. 958494 

Belt - W.P.; W/43 3/4" Belt 

O.C. 967116 

Belt - Alt. 958315 

Belt - A.C.; W/43 5/8” Belt 


7450 

7495 


7450 

♦9500HD 


7575 

7450 

7405 


©♦♦9430HD 

©♦♦9435HD 

7445 


O.C. GTFLN8427 

Belt - A.C.; W/46 3/8” Belt 
O.C. 

FE6 

1989-1987 

Belt - Alt. 966695 

Belt - A.C. 967129 


7430 


♦9463HD 


7440 

♦9500HD 


VOLVO TD70 DIESEL ENG. 

F7 

1985-1980 

Belt - W.P. 958494 

Belt - Alt. 958316 

Belt - A.C. 9663886135 

F86 

1985-1980 

Belt - W.P. 

Belt - Alt. 958312 

FE7 

1985- 1980 

Belt - Alt. 

Belt - A.C. 967129 

Hose - Upper. 

VOLVO TD70E DIESEL ENG. 

F86 

1978 

Belt - W.P. & Idler. *9440HD 

Belt - Alt. 958312 7417 

VOLVO TD70F DIESEL ENG. 

F7 

1986- 1980 

Belt - W.P. 9671196135 '♦♦9451 HD 

Belt - Alt. 9583186135 7473 

Belt - A.C. 9663886135 ♦9490HD 


©♦♦9430HD 

7455 

♦9490HD 


©♦♦9430HD 

7417 


7450 
♦9500HD 
■>2” I.D. 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

Cut To Fit. 


o 

♦ 

♦ 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

VOLVO ■ See Autocar & White 


Application Mfr. Part No. 

WALTER - Continued 


Gates No. 


GMC Also - Continued 

VOLVO TD71 DIESEL ENG. 


F7 

1985-1980 

Belt - W.P. 958494 ©449430HD 

Belt - Alt. 958316 7455 

Belt - A.C. 9663886135 49490HD 

F86 

1985-1980 

Belt - W.P . ©449430HD 

Belt - Alt. 958312 7417 

FE7 

1985-1980 

Belt - Alt. 7450 

Belt - A.C. 967129 49500HD 

Hose - Upper. ■4-2” I.D. 


VOLVO TD100 DIESEL ENG.; VOLVO 
TD120 DIESEL ENG.; VOLVO TD121 
DIESEL ENG. 


WAUKESHA MZA ENG. - Continued 

FYM 

1961-1955 

Hose - Upper. 

Hose - Lower. 

FZM 

1960-1955 

Hose - Upper. 

Hose - Lower. 


2” I.D. 

1 3/4” I.D. 


2” I.D. 

1 3/4” I.D. 


WAUKESHA 135GZ ENG. 

AGB 

1961-1955 

Belt - Fan. 

Hose - Upper. 

Hose - Lower. 

AGR 

1960-1955 

Belt - Fan. 

Hose - Upper. 

Hose - Lower. 


9279 
2” I.D. 

2 1/4” I.D. 


9279 
2” I.D. 

2 1/4” I.D. 


F6 

1986-1983 


Belt - W.P. 9671166135 ©449430HD 

Belt - Alt. 966695 7455 

Belt - A.C. 49463HD 


N10; N12 
1988-1980 

Belt - Fan; W/58 1/4" Belt 


O.C. 

... 967143 

©49580HD 

Belt - Fan; W/59 1/2" Belt 
O.C. 

... 967145 

49590HD 


Belt - Alt.; W/41 5/8" Belt 


O.C. 960289 7417 


Belt - Alt.; W/44 1/8" Belt 

O.C. 

. 966695 

49440HD 

Belt - A.C.; W/34 1/2" Belt 
O.C. 


49341 HD 

Belt - A.C.; W/42" Belt O.C.. 

. 966387 

49412HD 

Hose - Upper. 


26511 

Hose - Lower. 


26509 

Hose - Filler Tank. 


26515 


VOLVO VE 7 DIESEL ENG. 

FE6 


1990 

Belt - Alt. 

. 966695 

7440 

Belt - A.C. 

. 967129 

49500HD 

E7 

1990-1987 

Belt - Alt. 

. 966920 

7455 

Belt - A.C.; (1990). 

. 967129 

49500HD 

Belt - A.C.; (1987). 


49500HD 


FYM 

1961-1955 

Belt - Fan. 

Hose - Upper. 

Hose - Lower. 

FZM 

1960-1955 

Belt - Fan. 

Hose - Upper. 

Hose - Lower. 

WAUKESHA 140GZ ENG. 

AEB; AGR 

1960- 1955 

Belt - Gen. 

Hose - Upper. 

Hose - Lower. 

FYM 

1961- 1955 

Belt - Gen. 

Hose - Upper. 

Hose - Lower. 

FZM 

1960-1955 

Belt - Gen. 

Hose - Upper. 

Hose - Lower. 

WAUKESHA 145GK ENG. 

FYM 


WALTER 

FORD V-8 534 ENG. 

FFB; FFBL; FFK 

1962-1961 

Belt - Gen. & W.P. B8QH8620C 

Belt - P.S. B8QH33558A 

Belt - Compr. B6A8620C 

Hose - Upper. 

WAUKESHA MZA ENG. 

AGR 

1960-1955 

Hose - Upper. 

Hose - Lower. 


1961-1955 

Belt - Gen. 78382 

Hose - Upper. 

Hose - Lower. 


©TR22578 

49400HD 

49425HD 

20369 


WARD LA FRANCE 

CHRYSLER 56A ENG. 

FIRE TRUCK 

1960-1958 

Belt - Fan. 1557307 


2” I.D. 

1 3/4” I.D. 


Belt - Alt.; W/50A. Alt. 

Hose - Upper; (1960). 

Hose - Upper; (1959-1958). 
Hose - Lower; (I960). 


9279 
2” I.D. 

2 1/4” I.D. 


9279 
2” I.D. 

2 1/4” I.D. 


TR32513 
2 1/4” I.D. 
2 1/4” I.D. 


TR32513 
2 1/4” I.D. 
2 1/4” I.D. 


TR32513 
2 1/4” I.D. 
2 1/4” I.D. 


TR34545 
2 1/4” I.D. 
2 1/4” I.D. 


©49390HD 

49490HD 

26521 

26502 

26501 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 4- Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

•*” Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

^ Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

WARD LA FRANCE - Continued 
CONTINENTAL R660 ENG.; CONTINEN¬ 
TAL R6572 ENG.; CONTINENTAL 
R6602 ENG. 

FIRE TRUCK 

1960-1958 

Belt - Fan & Gen.; W/12V. 

Gen. D2229 TR28666 


Application Mfr. Part No. Gates No. 

WESTERN STAR - Continued 
CATERPILLAR 3406 DIESEL ENG. 

WSH SERIES 

1982-1979 

Belt - Fan. 8001938 TR22664 

Belt - Alt. & Compr. 027125635 ©*9590HD 

Flose - Upper - Eng. To Pipe. s<22177 

Flose - Upper - Pipe To Rad. <r2 1/4” I.D. 

Flose - Lower. @->3” I.D. 


Belt - Fan & Gen.; W/6V. 

Gen. D1267 

CONTINENTAL T6427 ENG. 

FIRE TRUCK 

1960-1958 

Belt - Fan & Gen. 0500292 

Belt - Compr.; W/47 7/8" Belt 

O.C.; Preferred Belt. 0500293 

Belt - Compr.; W/47 7/8" Belt 

O.C.; Optional Belt. 0500293 

Belt - Compr.; W/50" Belt 

O.C.; Preferred Belt. 0500320 

Belt - Compr.; W/50" Belt 
O.C.; Optional Belt. 0500320 


WAUKESHA 145GZ ENG. 


©TR28565 


©TR28575 

2/TR28483PB 

©TR28483 

2/TR28501PB 

©TR28501 


3800 SERIES 

1989 

Belt - Fan; W/62 1/2" Belt 

O.C. 

Belt - Fan; W/64" Belt O.C. 
Belt - Fan; W/65 1/4" Belt 
O.C. 


Belt - Alt. 


Belt - Alt. & A.C. 
Belt O.C. 

W/51 1/4" 

Belt - Alt. & A.C. 
Belt O.C. 

W/52 3/4" 

Belt - Alt. & A.C. 
Belt O.C. 

W/54 3/4" 

Belt - Alt. & A.C. 

W/56 1/4" 


Belt O.C. 


FIRE TRUCK 

1960-1958 

Flose - Upper; Early (1960) 
Flose - Upper; Late (1960). 
Flose - Upper; (1959-1958). 
Flose - Lower; Early (1960) 
Flose - Lower; Late (1960). 
Hose - Lower; (1959-1958). 


26521 

26522 
26521 

26521 

26522 
26521 


Hose - Upper; W/2 1/2" I.D. Hose 
Hose - Upper; W/2 1/4" I.D. Hose 
Hose - Lower; W/2 3/4" I.D. Hose 
Hose - Lower; W/3" I.D. Hose. 

4800 SERIES; 4900 SERIES 

1989-1980 

Belt - Fan; W/62 1/2" Belt 
O.C. 


WESTERN STAR 


CATERPILLAR 3306 DIESEL ENG. 


3800 SERIES 


1989 

Belt - Fan 
O.C. 

W/67 3/8" Belt 

Belt - Fan 
O.C. 

W/69 3/8" Belt 

Belt - Fan 
O.C. 

W/75 5/8" Belt 

Belt - Alt. 



Hose - Upper. 

Hose - Lower. 

4800 SERIES; 4900 SERIES 


1989-198 

Belt - Fan 
O.C. 

7 

W/67 3/8" Belt 

Belt - Fan 
O.C. 

W/69 3/8" Belt 

Belt - Fan 
O.C. 

W/75 5/8" Belt 

Belt - Alt. 



Hose - Upper.... 
Hose - Lower.... 

6900 SERIES 

1989 


Belt - Fan 
O.C. 

W/67 3/8" Belt 

Belt - Fan 
O.C. 

W/69 3/8" Belt 

Belt - Fan 
O.C. 

W/75 5/8" Belt 

Belt - Alt. 



Hose - Upper.. 
Hose - Lower.. 


©♦*9670HD 

©♦*9690HD 

©*9755HD 
©♦*9476HD 
©■>2 1/2” I.D. 
©■>2 1/2” I.D. 


©♦*9670HD 

©♦♦9690HD 

©*9755HD 
©♦*9476HD 
©■>2 1/2” I.D. 
©■>2 1/2” I.D. 


©♦*9670HD 

©♦♦9690HD 

©*9755HD 
©♦*9476HD 
©■>2 1/2” I.D. 
©■>2 1/2” I.D. 


Belt - Fan; W/64" Belt O.C. 

Belt - Fan; W/65 1/4" Belt 

O.C. 

Belt - Alt. 


Belt - Alt. & A.C. 
Belt O.C. 

W/51 1/4" 

Belt - Alt. & A.C. 
Belt O.C. 

W/52 3/4" 

Belt - Alt. & A.C. 
Belt O.C. 

W/54 3/4" 

Belt - Alt. & A.C. 

W/56 1/4" 


Belt O.C. 


Hose - Upper; W/2 1/2" I.D. Hose 
Hose - Upper; W/2 1/4" I.D. Hose 
Hose - Lower; W/2 3/4" I.D. Hose 
Hose - Lower; W/3" I.D. Hose. 

6900 SERIES 

1989 

Belt - Fan; W/62 1/2" Belt 

O.C. 

Belt - Fan; W/64" Belt O.C. 

Belt - Fan; W/65 1/4" Belt 
O.C. 


Belt - Alt. 


Belt - Alt. & A.C. 
Belt O.C. 

W/51 1/4" 

Belt - Alt. & A.C. 
Belt O.C. 

W/52 3/4" 

Belt - Alt. & A.C. 
Belt O.C. 

W/54 3/4" 

Belt - Alt. & A.C. 

W/56 1/4" 


Belt O.C. 


Hose - Upper; W/2 1/2" I.D. Hose 
Hose - Upper; W/2 1/4" I.D. Hose 
Hose - Lower; W/2 3/4" I.D. Hose 
Hose - Lower; W/3" I.D. Hose. 


©TR20619 

©TR22635 

©TR22648 

*9480HD 

©♦*951OHD 

©♦♦9525HD 

©♦♦9545HD 

©*9560HD 
<©23550 
©■>2 1/4” I.D. 
<©23567 
<©23575 


©TR20619 

©TR22635 

©TR22648 

♦9480HD 

©♦*951OHD 

©♦*9525HD 

@**9545HD 

©*9560HD 
<©23550 
©■>2 1/4” I.D. 
@23567 
<©23575 


©TR20619 

©TR22635 

©TR22648 

*9480HD 

©♦*951OHD 

©♦*9525HD 

©♦*9545HD 

©*9560HD 
<©23550 
©■>2 1/4” I.D. 
<©23567 
@23575 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

* 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

WESTERN STAR - Continued 

CUMMINS C SERIES 8.3 L DIESEL 


ENG. 

3800 SERIES 

1990-1989 

Belt-Fan & Alt. 3911585 4X080720HD 

Belt - A.C. 49400HD 

Hose - Upper - Eng. To Pipe. -*2 1/4” I.D. 

Hose - Upper - Pipe To Rad. -^2 1/2” I.D. 

Hose - Lower - Eng. To Pipe. 21901 

Hose - Lower - Pipe To Rad. 2 1/2” I.D. 

4800 SERIES; 4900 SERIES; 6900 SERIES 

1989 

Belt-Fan & Alt. 3911585 4X080720HD 

Belt - A.C. 49400HD 

Hose - Upper - Eng. To Pipe. -^2 1/4” I.D. 

Hose - Upper - Pipe To Rad. -^2 1/2” I.D. 

Hose - Lower - Eng. To Pipe. 21901 

Hose - Lower - Pipe To Rad. 4-2 1/2” I.D. 

CUMMINS L10 DIESEL ENG. 

3800 SERIES; 4800 SERIES 

1990-1989 

Belt - Fan; W/59" Belt O.C. 3034945 4X080585HD 

Belt - Fan; W/61 3/4" Belt 

O.C. 4X08061OHD 

Belt - Alt. 3039376 4X050350HD 

Belt - A.C. 49525HD 

Hose - Upper. Al” I.D. 

Hose - Lower; (1990). 1 1/4” I.D. 

Hose - Lower; (1989). Al 1/4” I.D. 

4900 SERIES; 6900 SERIES 

1989 

Belt - Fan; W/59" Belt O.C. 3034945 4X080585HD 

Belt - Fan; W/61 3/4" Belt 

O.C. 4X08061OHD 

Belt - Alt. 3039376 4K050350HD 

Belt - A.C. 49525HD 

Hose - Upper. Al” I.D. 

Hose - Lower. A1 1/4” I.D. 


CUMMINS 6-CYL. 14.0 L DIESEL ENG. 


WSH SERIES 

1984-1979 

Belt - Fan; W/49 7/8" Belt 

O.C.; Preferred Belt. 2/TR28492PB 

Belt - Fan; W/49 7/8" Belt 

O.C.; Optional Belt. ©TR28492 

Belt - Fan; W/51 5/8" Belt 

O.C.; Preferred Belt. 2/TR28510PB 

Belt - Fan; W/51 5/8" Belt 

O.C.; Optional Belt. ©TR28510 

Belt - Fan; W/52" Belt O.C. ©TR28514 

Belt - Fan; W/53 1/2" Belt 

O.C. 49530HD 

Belt - W.P.; W/6-Ribbed Belt.. 4K060435HD 

Belt - W.P.; W/Dual Belts 

(1984-1982). @6596 

Belt - W.P.; W/Eccentric Adj- 

mt. (1984-1982). TR24438 

Belt - W.P.; W/V-Belt Drive; 

W/Dual Belts (1981). @6596 

Belt - W.P.; W/V-Belt Drive; 

W/Eccentric Adjmt. (1981).... TR24438 

Belt - W.P.; W/Dual Belts 

(1980-1979). @6596 

Belt - W.P.; W/Eccentric Adj¬ 
mt. (1980-1979). TR24438 

Belt - Alt.; W/36 3/8" Belt 

O.C. 49360HD 

Belt - Alt.; W/40 1/2" Belt 

O.C. 49400HD 

Belt - Alt.; W/45 3/8" Belt 

O.C. @449451 HD 


Application Mfr. Part No. Gates No. 

WESTERN STAR - Continued 

CUMMINS 6-CYL. 14.0 L DIESEL ENG. 


- Continued 

WSH SERIES - Continued 

1984-1979 - Continued 

Belt - A.C.; W/41" Belt O.C.... 49405HD 

Belt - A.C.; W/45 1/2" Belt 

O.C. 7450 

Tensioner Pulley - W.P.; 

W/V-Ribbed Belt (1980). 3064919 41111 

Hose - Upper; W/Low Flow Cool. Al” I.D. 

Hose - Lower; W/Low Flow Cool. Al 1/4” I.D. 

Hose - Aftercooler. 21488 

3800 SERIES 

1989 

Belt - Fan; W/49 7/8" Belt 

O.C.; Preferred Belt. 2/TR28492PB 

Belt - Fan; W/49 7/8" Belt 

O.C.; Optional Belt. @TR28492 

Belt - Fan; W/51 5/8" Belt 

O.C.; Preferred Belt. 2/TR28510PB 

Belt - Fan; W/51 5/8" Belt 

O.C.; Optional Belt. @TR28510 

Belt - Fan; W/52" Belt O.C. @TR28514 

Belt - Fan; W/53 1/2" Belt 

O.C. 49530HD 

Belt - W.P.; W/4-Ribbed Belt.. 4K040430HD 

Belt - W.P.; W/6-Ribbed Belt.. 4K060435HD 

Belt - W.P.; W/Dual Belts. @6596 

Belt - W.P.; W/Eccentric Adj¬ 
mt. TR24438 

Belt - Alt.; W/36 3/8" Belt 

O.C. 49360HD 

Belt - Alt.; W/40 1/2" Belt 

O.C. 49400HD 

Belt - Alt.; W/45 3/8" Belt 

O.C. @449451 HD 

Belt - A.C.; W/41" Belt O.C.... 49405HD 

Belt - A.C.; W/45 1/2" Belt 

O.C. 7450 

Idler Pulley; W/Flat Idler Pul¬ 
ley. 3065000 41173 

Idler Pulley; W/V-Ribbed Belt. 3062931 41174 

Hose - Upper; W/Low Flow Cool. Al” I.D. 

Hose - Lower; W/Low Flow Cool. Al 1/4” I.D. 

Hose - Aftercooler. 21488 

4800 SERIES 

1989-1980 

Belt - Fan; W/49 7/8" Belt 

O.C.; Preferred Belt. 2/TR28492PB 

Belt - Fan; W/49 7/8" Belt 

O.C.; Optional Belt. @TR28492 

Belt - Fan; W/51 5/8" Belt 

O.C.; Preferred Belt. 2/TR28510PB 

Belt - Fan; W/51 5/8" Belt 

O.C.; Optional Belt. @TR28510 

Belt - Fan; W/52" Belt O.C. @TR28514 

Belt - Fan; W/53 1/2" Belt 

O.C. ©49530HD 

Belt - W.P.; W/4-Ribbed Belt 

(1989). 4X040430 HD 

Belt - W.P.; W/6-Ribbed Belt.. 4X060435HD 

Belt - W.P.; W/Dual Belts. @6596 

Belt - W.P.; W/Eccentric Adj¬ 
mt. TR24438 

Belt - W.P.; W/4-Ribbed Belt; 

Early (1988). X040445 

Belt - W.P.; W/4-Ribbed Belt; 

Late (1988). 4X040430HD 

Belt - Alt.; W/36 3/8" Belt 

O.C. 49360HD 

Belt - Alt.; W/40 1/2" Belt 

O.C. 49400HD 

Belt - Alt.; W/45 3/8" Belt 

O.C. @449451 HD 

Belt - A.C.; W/41" Belt O.C.... 49405HD 


© Two Required. © Six Required. Green Stripe 8 4-Ply Coolant Hose Recommended. 

® Three Required. A Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

© Four Required. V Use Notched Belt Only. 4 PowerBand® Belt May Work, Use Template To Check. 

© Five Required. ^ Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

WESTERN STAR - Continued 

CUMMINS 6-CYL. 14.0 L DIESEL ENG. 

- Continued 


Application Mfr. Part No. Gates No. 

WESTERN STAR - Continued 

CUMMINS 6-CYL. 14.0 L DIESEL ENG. 

- Continued 


4800 SERIES - Continued 


1989-1980 - Continued 
Belt - A.C.; W/45 1/2" Belt 

O.C. 

Idler Pulley; W/Flat Idler Pul¬ 
ley (1989-1985). 3065000 

Idler Pulley; W/V-Ribbed Belt 

(1989-1985). 3062931 

Tensioner Pulley; W/Big Cam 
III Eng.; W/V-Ribbed Belt 

(1985). 3064919 

Tensioner Pulley - W.P.; 

W/V-Ribbed Belt 

(1981-1980). 3064919 


Hose - Upper; W/Low Flow Cool. 
Hose - Lower; W/Low Flow Cool. 
Hose - Aftercooler. 

4900 SERIES 

1990-1980 

Belt - Fan; W/49 7/8" Belt 

O.C.; Preferred Belt. 

Belt - Fan; W/49 7/8" Belt 

O.C.; Optional Belt. 

Belt - Fan; W/51 5/8" Belt 

O.C.; Preferred Belt. 

Belt - Fan; W/51 5/8" Belt 

O.C.; Optional Belt. 

Belt - Fan; W/52" Belt O.C. 

Belt - Fan; W/53 1/2" Belt 

O.C. 

Belt - W.P.; W/4-Ribbed Belt 

(1990-1989). 

Belt - W.P.; W/6-Ribbed Belt.. 

Belt - W.P.; W/Dual Belts. 

Belt - W.P.; W/Eccentric Adj- 

mt. 

Belt - W.P.; W/4-Ribbed Belt; 

Early (1988). 

Belt - W.P.; W/4-Ribbed Belt; 

Late (1988). 

Belt - Alt.; W/36 3/8" Belt 

O.C. 

Belt - Alt.; W/40 1/2" Belt 

O.C. 

Belt - Alt.; W/45 3/8" Belt 

O.C. 

Belt - A.C.; W/41" Belt O.C.... 


Belt - A.C.; W/45 1/2" Belt 

O.C. 

Idler Pulley; W/Flat Idler Pul¬ 
ley (1990-1985). 3065000 

Idler Pulley; WA/-Ribbed Belt 

(1990-1985). 3062931 

Tensioner Pulley; W/Big Cam 
III Eng.; W/V-Ribbed Belt 

(1985). 3064919 

Tensioner Pulley - W.P.; 

W/V-Ribbed Belt 

(1981-1980). 3064919 


Hose - Upper; W/Low Flow Cool. 
Hose - Lower; W/Low Flow Cool. 
Hose - Aftercooler. 

6900 SERIES 

1990-1989 

Belt - Fan; W/49 7/8" Belt 

O.C.; Preferred Belt. 

Belt - Fan; W/49 7/8" Belt 

O.C.; Optional Belt. 

Belt - Fan; W/51 5/8" Belt 

O.C.; Preferred Belt. 

Belt - Fan; W/51 5/8" Belt 

O.C.; Optional Belt. 

Belt - Fan; W/52" Belt O.C. 


7450 

41173 

41174 



Belt - Alt.; W/36 3/8" Belt 

41111 

O.C. 


Belt - Alt.; W/40 1/2" Belt 


O.C. 

41111 

Belt - Alt.; W/45 3/8" Belt 

▲1” I.D. 

O.C. 

▲1 1/4” I.D. 

Belt - A.C.; W/45 1/2" Belt 

21488 

O.C. 


2/TR28492PB 

©TR28492 

2/TR28510PB 

©TR28510 

©TR28514 

©49530HD 

4K040430HD 

4K060435HD 

12)6596 

TR24438 

K040445 

4K040430HD 

49360HD 

49400HD 

@♦49451 HD 
♦9405HD 

7450 

41173 

41174 

41111 


41111 
▲ 1 ” I.D. 

▲1 1/4” I.D. 
21488 


2/TR28492PB 

©TR28492 

2/TR28510PB 

©TR28510 

©TR28514 


6900 SERIES - Continued 
1990-1989 - Continued 
Belt - Fan; W/53 1/2" Belt 

O.C. 

Belt - W.P.; 

Belt - W.P. 

Belt - W.P. 

Belt ■ 


■ W.P. 


W/4-Ribbed Belt.. 
W/6-Ribbed Belt.. 

W/Dual Belts. 

W/Eccentric Adj- 


©49530HD 

♦K040430HD 

♦K060435HD 

@6596 

TR24438 

49360HD 

♦9400HD 

@♦♦9451 HD 


Idler Pulley; W/Flat Idler Pul¬ 
ley . 

Idler Pulley; W/V-Ribbed Belt 
Hose - Upper; W/Low Flow Cool. 
Hose - Lower; W/Low Flow Cool. 
Hose - Aftercooler. 


3065000 

3062931 


7450 

41173 

41174 
▲1” I.D. 

▲1 1/4” I.D. 

21488 

DETROIT DIESEL 6-71 DIESEL ENG. 

4800 SERIES 

1988-1979 

Belt - Alt. 534771 

Belt - Fan & Air Brake Com- 
pr. 541963 

4900 SERIES 

1988-1979 

Belt - Alt. 534771 

Belt - Fan & Air Brake Com- 

pr.; (1988-1981). 541963 

Belt - Fan & Air Brake Com- 

pr.; (1980). 541963 

Belt - Fan & Air Brake Com- 
pr.; (1979). 541963 

DETROIT DIESEL 6V-92 DIESEL ENG. 

3800 SERIES 


534771 

@7417 

541963 

©49730HD 

534771 

@7417 

541963 

©49730HD 

541963 

49730HD 

541963 

©49730HD 


1989 

Belt - Fan. 

. 5133767 

©49620HD 

Belt - Alt. 

. 027015076 

49305HD 

4800 SERIES; 

4900 SERIES 


1989-1979 

Belt - Fan. 

. 5133767 

©49620HD 

Belt - Alt. 

6900 SERIES 

. 027015076 

49305HD 

1989 

Belt - Fan. 

. 5133767 

©49620HD 

Belt - Alt. 

. 027015076 

49305HD 


DETROIT DIESEL 8V-71 DIESEL ENG. 

4800 SERIES; 4900 SERIES 

1986-1979 

Belt-Fan. 5136268 ©4961OHD 

Belt - Alt. 537660 @9279 

WHITE 

CATERPILLAR 1160 DIESEL ENG. 

ROAD BOSS 

1974 

Belt - Fan. 027069700 

Belt - W.P. 027069450 

Belt - Alt. & Air Brake Compr. 550552 

Hose - Upper. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 


©449500HD 
©449520HD 
©49680HD 
@23547 
■4-2” I.D. 
20532 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 4- 

▲ Durion ® Silicone Hose Recommended. O 

•*” Use Notched Belt Only. ♦ 

^ Cut To Fit. 4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

WHITE - Continued 


Gates No. 


Application 


Mfr. Part No. 


WHITE - Continued 


Gates No. 


CATERPILLAR 1160 DIESEL ENG. 

- Continued 

ROAD BOSS - Continued 


CATERPILLAR 1693 DIESEL ENG. 

- Continued 

ROAD XPEDITOR - Continued 


1974 - Continued 

Hose - Oil Cooler Inlet. 

Hose - Oil Cooler Outlet. 

WESTERN STAR SERIES 
1976-1969 


Belt - Fan.9L894 

Belt - W.P.9L894 


Belt - Alt. & Air Brake Compr. 9L1130 

Belt - W.P. & P.S. 

Hose - Upper. 

Hose - Lower. 

Hose - Oil Cooler Inlet. 

Hose - Oil Cooler Outlet. 


6000 SERIES 
1973 

Belt - Fan. 

Belt - W.P. 

Belt - Alt.; W/65A. Alt. 

Hose - Lower. 

Hose - By Pass - Inlet... 
Hose - By Pass - Outlet 


21381 

21380 


©449520HD 
49520HD 
©449670HD 
49480HD 
26533 
^20206 
or 26507 
21381 
21380 


©49420HD 
215356 ©6596 

027107731 ©449476HD 

. -:-2 1/2” I.D. 

. 1 1/4” I.D. 

. 1 1/2” I.D. 


1976-1975 - Continued 

Belt - P.S. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

ROAD XPEDITOR 2 
1977 

Belt - Fan. 027069700 

Belt - W.P.9N1329 

Belt - Alt. & Air Brake Compr. 

Belt - P.S. 

Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad. 

Hose - Lower - Eng. To Pipe. 

Hose - Oil Cooler Inlet. 

Hose - Oil Cooler Outlet. 

WESTERN STAR SERIES 


1977-1970 

Belt - Fan & W.P.9L1629 

Belt - Alt. 562023 

Belt - A.C. 027104142 


Hose - Upper - Eng. To Pipe 
Hose - Upper - Pipe To Rad. 


©49560HD 
*2 1/4” I.D. 
20369 


©449500HD 

©449435HD 

©49630HD 

©49560HD 

^21194 

^21194 

20532 

21381 

21380 


9740 

©49420HD 
©♦49470HD 
■>3” I.D. 
s<20172 


CATERPILLAR 1673 DIESEL ENG. 

CONSTRUCTOR SERIES 
1972 


Belt - Fan. 

027000233 

©49525HD 

Belt - Alt. 

027006289 

©♦49435HD 

Hose - Upper. 


26533 

Hose - Lower. 


26529 

Hose - By Pass. 


2 1/4” I.D. 

Hose - Heater. 


5/8” I.D. 

CATERPILLAR 1674 DIESEL ENG. 

ROAD BOSS 

1975 

Belt - Fan & W.P. 

027069539 

©49640HD 

Belt - Alt. 

027069662 

©49420HD 

Hose - Upper. 


=<20987 

Hose - Lower. 


<21042 

Hose - By Pass. 


1 1/4” I.D. 

Hose - Heater. 

ROAD COMMANDER 

1974 


5/8” I.D. 

Belt - Fan & W.P. 

566485 

©49680HD 

Belt - Alt. 

562023 

©49420HD 

Belt - A.C. 

027006289 

49435HD 

Hose - Upper. 


*2 1/2” I.D. 

Hose - Lower. 


■0-3” I.D. 

Hose - By Pass. 


1 1/4” I.D. 

Hose - Heater. 

WESTERN STAR SERIES 

1975-1972 

5/8” I.D. 

Belt - Fan & W.P. 

9L5279 

©49700HD 

Belt - Alt. 

9L1126 

©49405HD 


CATERPILLAR 1693 DIESEL ENG. 

ROAD BOSS 
1977-1974 


Belt - Fan. 

027132951 

©449500HD 

Belt - W.P. 

9N1329 

©449435HD 

Belt - Alt. & Air Brake Compr. 


©♦49610HD 

Belt - P.S. 

027132868 

©49560HD 

ROAD XPEDITOR 



1976-1975 



Belt - Fan. 

027069700 

©449500HD 

Belt - W.P. 

9N1329 

©♦49435HD 

Belt - Alt. & Air Brake Compr. 


©49630HD 


CATERPILLAR 3208 DIESEL ENG. 

ROAD BOSS 

1977-1976 

Belt - Fan. 027069700 

Belt - W.P.9N1329 

Belt - P.S. 8002379 

Hose - Upper - Eng. To Pipe. 

Hose - Lower - Eng. To Pipe. 

Hose - Heater. 

ROAD XPEDITOR 2 

1983-1977 

Belt - Fan. 027069700 

Belt - W.P.9N1329 

Belt - Alt. & Air Brake Compr. 

Belt - P.S. 8002379 

Belt - Air Compr. 027070550 

Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad. 

Hose - Lower - Pipe To Rad.; W/Eng. Oil 

Cooler. 

Hose - Lower - Pipe To Rad.; W/O Oil 

Cooler. 

Hose - Lower - Pipe To Cooler. 

Hose - Lower - Cooler To Pipe. 

Hose - Heater Inlet. 

Hose - Heater Outlet. 

Hose - Oil Cooler Outlet. 

Hose - Oil Cooler - Front Inlet. 

Hose - Oil Cooler - Rear Inlet. 

WX 

1989-1981 

Belt - Fan. 027069700 

Belt - W.P.9N1329 

Belt - Alt. & Air Brake Compr. 

Belt - P.S. 8002379 

Belt - Air Compr. 027070550 

Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad. 

Hose - Lower - Pipe To Rad.; W/Eng. Oil 

Cooler. 

Hose - Lower - Pipe To Rad.; W/O Oil 

Cooler. 

Hose - Lower - Pipe To Cooler. 

Hose - Lower - Cooler To Pipe. 

Hose - Heater Inlet. 

Hose - Heater Outlet. 


©449500HD 
©449435HD 
©49560HD 
s-<21194 
=<21307 
5/8” I.D. 


©449500HD 

©449435HD 

©49630HD 

©49560HD 

49530HD 

=<21194 

=<21194 

21400 

20369 
=<21042 
*3” I.D. 
3/4” I.D. 
5/8” I.D. 

21380 
21824 

21381 


©449500HD 

©449435HD 

©49630HD 

©49560HD 

49530HD 

=<21194 

=<21194 

21400 

20369 
=<21042 
■*3” I.D. 
3/4” I.D. 
5/8” I.D. 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

=< Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


WHITE - Continued 

CATERPILLAR 3208 DIESEL ENG. 

- Continued 

WX - Continued 

1989-1981 - Continued 

Hose - Oil Cooler Outlet. 

Hose - Oil Cooler - Front Inlet 
Hose - Oil Cooler - Rear Inlet. 

WXD 

1989-1981 

Belt - Fan; (1989-1985). 

Belt - Fan; (1983-1981). 

Belt - W.P.; (1989-1985). 

Belt - W.P.; (1983-1981). 

Belt - Alt. & Air Brake Coni' 

pr.; (1989-1985). 

Belt - Alt. & Air Brake Coni' 

pr.; (1983-1981). 

Belt - P.S.; (1989-1985). 

Belt - P.S.; (1983-1981). 

Belt - Air Compr.; 

(1989-1985). 

Belt - Air Compr.; 

(1983-1981). 

CATERPILLAR 3306 DIESEL 

WCL; WCM; WCS 

1989-1981 

Belt - Fan. 8500099 

Belt - Alt. 027015398 

Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad. 

Hose - Upper - Pipe To Pipe. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Eng. 

Hose - Lower - Pipe To Pipe. 

Hose - By Pass. 

Hose - Heater Inlet. 

Hose - Heater Outlet. 

CATERPILLAR 3406 DIESEL 

WCL 

1989-1984 


027069700 

027069700 

9N1329 

9N1329 


8002379 

8002379 

027070550 

027070550 


21380 
21824 

21381 


©449500HD 

©449500HD 

©449435HD 

©♦♦9435HD 

©49630HD 

©49630HD 

©49560HD 

©49560HD 

49530HD 

49530HD 

ENG. 


©449660HD 
©449490HD 
■ 0-2 1/2” I.D. 
ix21115 
■ 0-2 1/2” I.D. 

2 1/2” I.D. 
*2 1/2” I.D. 
skills 
1 3/4” I.D. 
3/4” I.D. 
5/8” I.D. 

ENG. 


Belt - Fan 
W/57 3/4' 
Belt - Fan 
W/57 3/4' 
Belt - Fan 

O.C. 

Belt - Fan 
O.C. 

Belt - Alt. 

O.C. 

Belt - Alt. 
Belt - Alt. 
Belt - 
O.C. 

Belt - 
O.C. 


Preferred Belt; 

Belt O.C. 

Optional Belt; 

Belt O.C. 

W/65 1/2" Belt 


W/57 3/4" Belt 

(1985). 

W/47 1/2" Belt 

W/47” Belt O.C.. 
& A.C. 


O.C. 
Hose ■ 
Hose ■ 


A.C.; 

W/42 3/4" Belt 

A.C.; 

W/45 1/4" Belt 

A.C.; 

W/50 1/2" Belt 


027101663 

700810A 

027101663 

8500385 

027069664 

027000233 

027016442 


027070547 


Upper - Eng. To Pipe. 
Upper - Pipe To Rad.. 
Hose - Upper - Pipe To Pipe. 

Hose - Lower. 

Hose - By Pass. 

Hose - Heater Inlet. 

Hose - Heater Outlet. 

WCM; WCS 

1989-1984 

Belt - Fan; Preferred Belt; 

W/57 3/4" Belt O.C. 

Belt - Fan; Optional Belt; 

W/57 3/4" Belt O.C. 


027101663 


2/TR22570PB 

©TR22570 

©TR22648 

©TR22570 

49470HD 

49463HD 

©49525HD 

49425HD 

49451 HD 

49500HD 
20369 
:x21194 
k21194 
©■>2” I.D. 

I 1/4” I.D. 
3/4” I.D. 

5/8” I.D. 


2/TR22570PB 

©TR22570 


WHITE - Continued 

CATERPILLAR 3406 DIESEL 

- Continued 

WCM; WCS - Continued 
1989-1984 - Continued 
Belt - Fan; W/65 1/2" Belt 

O.C. 700810A 

Belt - Alt.; W/47 1/2" Belt 

O.C. 8500385 

Belt - Alt.; W/47” Belt O.C. 027069664 

Belt - Alt. & A.C. 027000233 

Belt - A.C.; W/42 3/4" Belt 

O.C. 

Belt - A.C.; 

O.C. 

Belt - A.C.; 

O.C. 

Hose - Upper - Eng. To Pipe.. 

Hose - Upper - Pipe To Rad... 

Hose - Upper - Pipe To Pipe.. 

Hose - Lower. 

Hose - By Pass. 

Hose - Heater Inlet. 

Hose - Heater Outlet. 

WHL 
1989-1985 

Belt - Fan. 


W/45 1/4" Belt 


W/50 1/2" Belt 


027016442 


027070547 


Belt - Alt. 
Belt - A.C. 

O.C. 

Belt - A.C. 


. 8003840 

W/42 1/2" Belt 

. 027069662 

W/44 1/2" Belt 

O.C. 027122365 

Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad. 

Hose - Lower. 

Hose - By Pass. 

Hose - Heater Inlet. 

Hose - Heater Outlet. 

WHM 

1989-1985 

Belt - Fan. 


Belt - Alt. 8003840 

Belt - A.C.; W/42 1/2" Belt 

O.C. 027069662 

Belt - A.C.; W/44 1/2" Belt 
O.C. 027122365 

WHR 

1989-1985 

Belt - Fan. 


Belt - Alt. 
Belt - A.C. 

O.C. 

Belt - A.C. 


. 8003840 

W/42 1/2" Belt 

. 027069662 

W/44 1/2" Belt 

O.C. 027122365 

Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad. 

Hose - Lower. 

Hose - By Pass. 

Hose - Heater Inlet. 

Hose - Heater Outlet. 

WHS 

1989-1985 

Belt - Fan. 

Belt - Alt. 

Belt - A.C.; W/42 1/2" Belt 

O.C. 

Belt - A.C.; W/44 1/2“ Belt 


WIA; WIG 

1989-1985 

Belt - Fan; Preferred Belt; 

W/57 3/4" Belt O.C. 

Belt - Fan; Optional Belt; 

W/57 3/4" Belt O.C. 027101663 


ENG. 


©TR22648 

49470HD 

49463HD 

©49525HD 

49425HD 

49451 HD 

49500HD 
20369 
ix21194 
ix21194 
©■>2” I.D. 

1 1/4” I.D. 
3/4” I.D. 
5/8” I.D. 


TR22648 

49455HD 

49420HD 

49440HD 
21135 
21891 
©■>2” I.D. 

1 1/4” I.D. 
3/4” I.D. 
5/8” I.D. 


TR22648 

49455HD 

49420HD 

49440HD 


TR22648 

49455HD 

49420HD 

49440HD 
21135 
21891 
©■>2” I.D. 



1 1/4” I.D. 
3/4” I.D. 
5/8” I.D. 


TR22648 

8003840 

49455HD 

027069662 

49420HD 

027122365 

49440HD 


2/TR22570PB 

©TR22570 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only, 
ix Cut To Fit. 


o 

♦ 

4 


Green Stripe * 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


WHITE - Continued 

CATERPILLAR 3406 DIESEL ENG. 

- Continued 

WIA; WIG - Continued 
1989-1985 - Continued 
Belt - Fan; W/65 1/2" Belt 


O.C. 

Belt - Alt.; W/47 1/2" Belt 
O.C. 

.. 700810A 

.. 8500385 

©TR22648 

49470HD 

Belt - Alt.; W/47" Belt O.C... 

.. 027069664 

49463HD 

Belt - Alt. & A.C. 

.. 027000233 

©49525HD 

Belt - A.C.; W/42 3/4" Belt 

O.C. 

.. 027016442 

49425HD 

Belt - A.C.; W/45 1/4" Belt 

O.C. 


49451 HD 

Belt - A.C.; W/50 1/2" Belt 

O.C. 

.. 027070547 

49500HD 

Hose - Upper. 


©■>2 1/2” I.D. 


Hose - Lower. 

Hose - By Pass. 

Hose - Heater Inlet. 

Hose - Heater Outlet. 

WIL 

1989-1985 

Belt - Fan; Preferred Belt; 

W/57 3/4" Belt O.C. 

Belt - Fan; Optional Belt; 


Hose - Upper - Pipe To Rad.. 
Hose - Upper - Pipe To Pipe. 

Hose - Lower. 

Hose - By Pass. 

Hose - Heater Inlet. 

Hose - Heater Outlet. 

WIM 

1989-1985 

Belt - Fan; Preferred Belt; 

W/57 3/4" Belt O.C. 

Belt - Fan; Optional Belt; 


©■>3” I.D. 

1 1/4” I.D. 
3/4” I.D. 
5/8” I.D. 


2/TR22570PB 


W/57 3/4" Belt O.C. 027101663 ©TR22570 

Belt - Fan; W/65 1/2" Belt 

O.C. 70081OA ©TR22648 

Belt - Alt.; 
O.C. 

W/47 1/2" Belt 

. 8500385 49470HD 

Belt - Alt.; 
Belt - Alt. 
Belt - A.C 
O.C. 

W/47" Belt O.C. 027069664 49463HD 

& A.C. 027000233 ©49525HD 

; W/42 3/4" Belt 

. 027016442 49425HD 

Belt - A.C 
O.C. 

; W/45 1/4" Belt 

. 49451 HD 

Belt - A.C 

O.C. 

Hose - Up 

; W/50 1/2" Belt 

. 027070547 49500HD 

per - Eng. To Pipe. 20369 


^21194 
^21194 
©■>2” I.D. 

1 1/4” I.D. 
3/4” I.D. 
5/8” I.D. 


2/TR22570PB 


W/57 3/4" Belt O.C. 027101663 ©TR22570 

Belt - Fan; W/65 1/2" Belt 

O.C. 70081 OA ©TR22648 

Belt - Alt.; 
O.C. 

W/47 1/2" Belt 

. 8500385 49470HD 

Belt - Alt.; 
Belt - Alt. 
Belt - A.C 
O.C. 

W/47" Belt O.C. 027069664 49463HD 

& A.C. 027000233 ©49525HD 

; W/42 3/4" Belt 

. 027016442 49425HD 

Belt - A.C 
O.C. 

; W/45 1/4" Belt 

. 49451 HD 

Belt - A.C 
O.C. 

; W/50 1/2" Belt 

. 027070547 49500HD 


CUMMINS C SERIES 8.3 L DIESEL 
ENG. 

2300 SERIES 
1970-1969 

Belt-Fan. 178531 ©TR24355 

Belt-Alt. 178596 TR22514 

Belt - P.S.311 OKI 29 ©TR22474 

Hose - Lower. 26531 


WHITE - Continued 

CUMMINS C SERIES 8.3 L DIESEL 
ENG. - Continued 

4000 SERIES 

1972-1969 

Belt-Fan. 178539 ©TR22363 

Belt - W.P. 178581 TR22358 

Belt-Alt. 178596 TR22517 

Belt - P.S. 542312 ©TR22474 

Hose - Upper; (1972). 26531 

Hose - Upper; (1969). s<21115 

Hose - Lower; (1972). Q1 1/4” I.D. 

Hose - Lower; (1969). 2 1/2” I.D. 

Hose - By Pass; (1972). 1 1/4” I.D. 

Hose - By Pass; (1969). <20661 

Hose - Heater; (1972). 5/8” I.D. 

Hose - Heater; (1969). 5/8” I.D. 

CUMMINS L10 DIESEL ENG. 

ACL64B AUTOCAR; ACM64 AUTOCAR 

1989-1983 

Belt - Fan. 8500604 4K080645HD 

Belt - Alt. 3039376 4K050350HD 

Belt - A.C. 8003836 49555HD 

Hose - Upper; W/Low Flow Cool. Al” I.D. 

Hose - Lower; W/Low Flow Cool. A1 1/4” I.D. 

WCA; WCL; WCM; WCS; WG; WHS; WIA 

1989-1986 

Belt - Fan; W/.8 To 1 Ratio.... 3034945 
; W/1 To 1 Ratio 
W/1.2 To 1 Ral 
W/34 3/8" Belt 


Alt.; W/35 3/8" Belt 
A.C.; W/54 1/2" Belt 


Belt 

Belt - Fai 
Belt - Alt. 

O.C. 

Belt - 
O.C. 

Belt - 
O.C. 

Belt - A.C.; W/57 1/2" Belt 

O.C. 027000344 

Hose - Upper; W/Single Hose. 

Hose - Upper - Eng. To Pipe; W/Dual 

Hose. 

Hose - Upper - Pipe To Rad.; W/Dual 

Hose. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Pipe. 

Hose - Lower - Pipe To Rad. 


3034945 

4K080585HD 

3034350 

4K080565HD 

208040006 

K080525 

3037425 

4K050340HD 

3039376 

4K050350HD 

027068626 

49540HD 

027000344 

49570HD 


wx 

1989-1984 

Belt 
Belt 


Fan; W/.7 To 1 Ratio.... 3034944 
Fan; W/.8 To 1 Ratio.... 8003853 


Belt - Fan; W/1 To 1 Ratio. 8003852 


Belt - 
O.C. 


Fan; W/56 1/8" Belt 


3027697 


Belt - Fan; W/59" Belt O.C. 3081862 

Belt - Alt. 3037425 

Belt - A.C. 8003836 

Hose - Upper; W/Dual Hose (1989-1986).... 
Hose - Upper; W/Single Hose (1989-1986). 
Hose - Lower - Eng. To Pipe; W/Cooler 

(1989-1986). 

Hose - Lower - Eng. To Pipe; W/O Cooler 

(1989-1986). 

Hose - Lower - Pipe To Rad.; W/O Cooler 

(1989-1986). 

Hose - Lower - Pipe To Cooler; 

(1989-1986). 

Hose - Lower - Cooler To Rad.; 
(1989-1986). 

WXL 

1989-1985 

Belt - Fan; W/.7 To 1 Ratio.... 3034944 
Belt - Fan; W/.8 To 1 Ratio.... 8003853 
Belt - Fan; W/1 To 1 Ratio. 8003852 


2 1/2” I.D. 

*2 1/4” I.D. 

■ 0-2 1/2” I.D. 
^21891 
*2 1/2” I.D. 
s<21891 


4K080545HD 

K080530 

4K080510HD 

4K080560HD 
4K080585HD 
4K050340HD 
49555HD 
©■>2 1/4” I.D. 
26524 

21400(A) 

■D-2 1/2” I.D. 

21400(A) 

s<21042 

s<21042 


4K080545HD 

K080530 

4K080510HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durlon® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

•*” Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

WHITE - Continued 


Gates No. 


Application 


Mfr. Part No. 


WHITE - Continued 


Gates No. 


CUMMINS L10 DIESEL ENG. - Continued 


CUMMINS NH230 DIESEL ENG. 


WXL - Continued 



1989-1985 - Continued 



Belt - Fan; W/56 1/8" Belt 



O.C. 

. 3027697 

4K080560HD 

Belt - Fan; W/59" Belt O.C.... 

. 3081862 

4K080585HD 

Belt - Alt. 

. 3037425 

4K050340HD 

Belt - A.C. 

. 8003836 

49555HD 

Hose - Upper; W/Dual Hose (1989-1986).... 

©■>2 1/4” I.D. 

Hose - Upper; W/Single Hose (1989-1986). 

26524 

Hose - Lower - Enq. To Pipe; W/Cooler 


(1989-1986). 


21400(A) 

Hose - Lower - Enq. To Pipe; W/O Cooler 


(1989-1986). 


*2 1/2” I.D. 

Hose - Lower - Pipe To Rad.; W/O Cooler 


(1989-1986). 


21400(A) 

Hose - Lower - Pipe To Cooler; 


(1989-1986). 


^21042 

Hose - Lower - Cooler To Rad.; 


(1989-1986). 


^21042 

CUMMINS NH230 DIESEL ENG. 

CONSTRUCKTOR SERIES 


1976-1974 



Belt - Fan. 

. 172856 

©TR24449 

Belt - Alt. 

. 178618 

TR22380 

Belt - P.S. 

. 544995 

©TR28406 

Hose - Upper. 


02 1/2” I.D. 

Hose - Lower. 


■>2 1/2” I.D. 

Hose - By Pass. 


1 1/4” I.D. 

Hose - Heater. 


5/8” I.D. 

ROAD XPEDITOR 



1976-1975 



Belt - W.P. 

. 172856 

©TR24457 

Belt - Alt. 


©♦49451 HD 

Belt - P.S. 

. 027018819 

TR22410 

Hose - Upper. 


©23562 

Hose - Lower. 


©23562 

Hose - By Pass. 


1 1/4” I.D. 

Hose - Heater. 


5/8” I.D. 

4000 SERIES 



1973-1968 



Belt - Fan; W/High Mount 



Fan (1972-1968). 

. 200549 

©49465HD 

Belt - W.P.; W/High Mount 



Fan (1972-1968). 

. 200328 

TR24438 

Belt - W.P.; W/Low Mount 



Fan (1972-1968). 

. 172856 

©>TR24457 

Belt - Alt.; W/105A. Leece 



Neville Alt.; W/Dual Belts 



(1972-1968). 

. 700823 

©♦49470HD 

Belt - Alt.; W/62A. Delco Alt.; 



W/Single Belt (1972-1968)... 


TR22434 

Hose - Upper. 


26529 

Hose - Lower. 


@23562 

Hose - By Pass. 


1 1/4” I.D. 

Hose - Heater. 


5/8” I.D. 

6000 SERIES 



1973-1968 



Belt - W.P.; (1973-1972). 

. 172856 

©.TR24457 

Belt - Alt.; (1973-1972). 

. 02700982 

249463HD 

Hose - Upper. 


26529 

Hose - Lower. 


@23562 

Hose - By Pass. 


1 1/4” I.D. 

Hose - Heater. 


5/8” I.D. 

7000 SERIES 



1969 




- Continued 

7000 SERIES - Continued 

1969 - Continued 

Hose - Heater. 5/8” I.D. 


CUMMINS NHC250 DIESEL ENG. 

4000 SERIES 

1972-1968 


Belt - Fan; W/High Mount 

Fan. 200549 

Belt - W.P. & Idler; (1972). 

Belt - W.P.; W/High Mount 

Fan. 200328 

Belt - W.P.; W/Low Mount 

Fan (1972). 172856 

Belt - Alt.; W/105A. Leece 

Neville Alt. (1972). 700823 

Belt - Alt.; W/62A. Delco Alt. 

(1972). 02700302 

Belt - Alt.; W/53A. Delco, 

38A. Leece Neville Alt. 

(1971-1968). 178655 


Belt - Alt.; W/62A. Delco Alt. 

(1971-1968). 

Belt - Alt.; W/65A. Delco Alt. 

(1971-1968). 

Hose - Upper. 

Hose - Lower. 

Hose - By Pass. 

Hose - Heater. 

6000 SERIES 


©49465HD 

6596 

TR24438 

TR24457 

©♦49470HD 

TR22434 


TR22373 

TR24438 

TR22350 
23562 
23562 
1 1/4” I.D. 
5/8” I.D. 


1974-1971 

Belt - W.P. 172856 

Belt - Alt. 02700982 

Belt - P.S. 

Hose - Upper. 

Hose - Lower. 

Hose - By Pass. 

Hose - Heater. 

7000 SERIES 

1972-1969 


Belt - Fan; (1972). 538078 

Belt - Fan; (1969). 538078 

Belt - W.P.; (1972). 200328 

Belt - W.P.; (1969). 200328 

Belt - Alt.; W/62A. Delco Alt. 

(1972). 02700302 

Belt - Alt.; (1969). 

Belt - A.C.; (1969). 697689 

Belt - A.C. - From J.S.; 

(1972). 697689 

Belt - A.C. - From Fan; 

(1972). 

Belt - A.C. - From W.P.; 

(1972). 200328 

Hose - Upper; (1972). 

Hose - Upper; (1969). 


Hose - Upper - Eng. To Pipe; (1972) 
Hose - Upper - Pipe To Rad.; (1972) 

Hose - Lower; (1969). 

Hose - By Pass; (1972). 

Hose - By Pass; (1969). 

Hose - Heater; (1972). 

Hose - Heater; (1969). 

9000 SERIES 

1971-1968 


©TR24457 
©49455HD 
TR22416 
©>23562 
>©23562 
1 1/4” I.D. 
5/8” I.D. 


©49490HD 

©49490HD 

TR24438 

TR24438 

TR22434 

TR22358 

TR22392 

TR22386 

©49485HD 

TR24438 
23562 
2 1/2” I.D. 
21194 
02 1/4” I.D. 
2 1/2” I.D. 
1 1/4” I.D. 
1 1/4” I.D. 
5/8” I.D. 
5/8” I.D. 


Belt-W.P. 172856 ®>TR24457 

Belt - Alt. 536140 TR22358 

Belt - A.C. 562793 TR28423 

Hose - Upper. -*2 1/2” I.D. 

Hose - Lower. *2 1/2” I.D. 

Hose - By Pass. 1 1/4” I.D. 


Belt - Fan. 538079 ©49463HD 

Belt - W.P. 200328 TR24438 

Belt - Alt. TR22461 

Belt - P.S. 535291 TR22350 

Hose - Upper. 26530 

Hose - Lower. @23547 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

WHITE - Continued 


Gates No. 


Application 


Mfr. Part No. 


WHITE - Continued 


Gates No. 


CUMMINS NHC250 DIESEL ENG. 


CUMMINS 6-CYL. 14.0 L DIESEL ENG. 


- Continued 

9000 SERIES - Continued 


- Continued 

ROAD BOSS 


1971-1968 - Continued 

Hose - By Pass. 

Hose - Heater. 


1 1/4” I.D. 
5/8” I.D. 


CUMMINS NHD230 DIESEL ENG. 

CONSTRUCKTOR SERIES 


1974-1972 

Belt - W.P. 172856 

Belt - Alt. 178618 

Belt - P.S. 544995 

Hose - Upper. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

Hose - By Pass. 

Hose - Heater. 


©TR24457 
TR22380 
©TR28406 
26529 
23562 
*2 1/2” I.D. 
1 1/4” I.D. 
5/8” I.D. 


CUMMINS V555 DIESEL ENG. 

ROAD XPEDITOR 2 

1978 

Belt - Fan & W.P. 178386 49480HD 

Belt - Alt. @7550 

Hose - Upper - Pipe To Rad. 2x21194 

Hose - Lower - Eng. To Pipe. s*=21194 


CUMMINS V903 DIESEL ENG.; CUM¬ 
MINS VT903 DIESEL ENG. 

ROAD BOSS 

1974 


Belt - Fan & W.P. 202048 

Belt - Alt. 027015399 

Belt - A.C. 

Hose - Upper. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

Hose - By Pass. 

Hose - Heater. 

4000 SERIES 


©49605HD 
©49480HD 
TR22517 
@■>2 1/4” I.D. 
@3” I.D. 
^20900 
1 1/4” I.D. 
5/8" I.D. 


1973-1972 

Belt - W.P. 201927 ©449540HD 

Belt - Alt. 027001391 ©449490HD 

Hose - Upper. @->2 1/4” I.D. 

Hose - Lower. @->3” I.D. 

Hose - By Pass. 1 1/4” I.D. 


1977-1974 

Belt - Fan; W/Dual Belts. 8001928 

Belt - Fan; W/Triple Belts; 

W/46 7/8" Belt O.C. 538079 

Belt - Fan; W/Triple Belts; 

W/48 7/8" Belt O.C. 538078 

Belt - W.P.; W/V-Belt Drive .... 215356 

Belt - W.P.; W/V-Ribbed Belt 

Drive. 217638 

Belt - Alt. 027016056 

Belt - A.C. 

Idler Pulley; W/2-Groove Pul¬ 
ley. 3064920 


Hose - Upper. 

Hose - Lower - Eng. To Pipe.. 
Hose - Lower - Pipe To Rad... 

Hose - By Pass. 

Hose - Heater. 

ROAD BOSS 2 

1983-1978 

Belt - Fan; W/V-Belt Drive; 
W/Fan Clutch; Preferred 

Belt. 

Belt - Fan; W/V-Belt Drive; 
W/Fan Clutch; Optional Belt. 


Belt - Fan; W/V-Belt Drive; 

WO Fan Clutch. 

Belt - Fan; W/V-Ribbed Belt 

Drive. 8003137 

Belt - W.P.; W/V-Belt Drive .... 215356 
Belt - W.P.; W/V-Ribbed Belt 

Drive. 217638 

Belt - Alt. 

Belt - A.C. 

Idler Pulley; W/2-Groove Pul¬ 
ley (1979-1978). 3064920 

Tensioner Pulley - W.P.; 

W/V-Ribbed Belt 

(1981-1980). 3064919 


Hose - Upper; 1-Piece Hose. 
Hose - Upper; 2-Piece Hose. 
Hose - Lower - Eng. To Pipe 
Hose - Lower - Pipe To Rad. 

Hose - By Pass - Inlet. 

Hose - By Pass - Outlet. 

Hose - Heater. 


CUMMINS 6-CYL 14.0 L DIESEL ENG. 


CONSTRUCKTOR SERIES 

1972-1969 

Belt - Fan; W/High Mount 


Fan. 

542145 

©49505HD 

Belt - Fan; W/Low Mount Fan 

200549 

©49465HD 

Belt - W.P.; W/High Mount 
Fan; W/Dual Belts. 

215356 

@6596 

Belt - W.P.; W/High Mount 
Fan; W/Single Belt. 

200328 

TR24438 

Belt - W.P.; W/Low Mount 

Fan. 

172856 

TR24457 

Belt - Alt.; W/Dual Belts. 


©49470HD 

Belt - Alt.; W/Single Belt; 

W/41 1/8" Belt O.C. 

178587 

TR22405 

Belt - Alt.; W/Single Belt; 
W/44" Belt O.C. 

027007302 

TR22434 

Idler Pulley; W/2-Groove Pul¬ 
ley (1972-1971). 

3064920 

41129 

Hose - Upper. 


26530 

Hose - Lower. 


@23568 

Hose - By Pass - Inlet. 


1 1/4” I.D. 

Hose - By Pass - Outlet. 


1 1/2” I.D. 

Hose - Heater. 


5/8" I.D. 


Hose - Aftercooler. 

ROAD COMMANDER 

1975-1973 

Belt - Fan; W/48 7/8" Belt 
O.C.; Preferred Belt 

(1974-1973). 

Belt - Fan; W/48 7/8" Belt 
O.C.; Optional Belt 

(1974-1973). 

Belt - Fan; W/50 1/2" Belt 

O.C. (1974-1973). 

Belt - Fan; W/50" Belt O.C. 

(1974-1973). 

Belt - Fan; W/V-Ribbed Belt 

Drive (1974-1973). 8003137 

Belt - W.P.; (1974-1973). 

Belt - Alt.; (1974-1973). 

Belt - A.C.; (1974-1973). 

Idler Pulley; W/2-Groove Pul¬ 
ley. 3064920 

Hose - Upper; OEM Part No. 20407-0011 .. 
Hose - Upper; OEM Part No. 20407-0012.. 
Hose - Upper; OEM Part No. 20407-0013.. 
Hose - Lower - Eng. To Pipe; W/2 1/2" 
Pipe O.D. 


©TR28514 

©49465HD 

©49485HD 

@6596 

4K060435HD 

©♦49463HD 

TR28406 

41129 
2x21393 
21400 
2x21042 
1 1/4” I.D. 
5/8” I.D. 


2/TR28483PB 

©TR28483 

©TR28514 

4K100495 HD 
©)6596 

4K060435HD 

©♦♦9463HD 

TR28412 

41129 


41111 
21393 
©2x21194 
23562 
21400 
1 1/4” I.D. 
1 1/2” I.D. 
5/8” I.D. 
21488 


2/TR28483PB 


©TR28483 

©49505HD 

©TR28514 

4K100495 HD 
©6596 
©♦49470HD 
TR22386 

41129 

21516 

21393 

sx21516 

23562 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

•*” Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check, 

sx Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


WHITE - Continued 

CUMMINS 6-CYL. 14.0 L DIESEL ENG. 

- Continued 

ROAD COMMANDER - Continued 
1975-1973 - Continued 
Hose - Lower - Eng. To Pipe; W/3" Pipe 

O.D. 21400 

Hose - Lower - Pipe To Rad.; W/2 1/2" 

Pipe O.D. 21400 

Hose - Lower - Pipe To Rad.; W/3" Pipe 

O.D. 

Hose - By Pass - Inlet.. 


Hose - By Pass - Outlet. 

Hose - Heater. 

Hose - Aftercooler. 

ROAD COMMANDER 2 
1983-1976 

Belt - Fan; W/48 7/8" Belt 

O.C.; Preferred Belt. 

Belt - Fan; W/48 7/8" Belt 

O.C.; Optional Belt. 

Belt - Fan; W/49 7/8" Belt 

O.C.; Preferred Belt. 

Belt - Fan; W/49 7/8" Belt 

O.C.; Optional Belt. 

Belt - Fan; W/52" Belt O.C. 

Belt - W.P.; W/V-Belt Drive .... 215356 
Belt - W.P.; W/V-Ribbed Belt 

Drive. 217638 

Belt - Alt. 8001797 

Belt - A.C. 

Idler Pulley; W/2-Groove Pul¬ 
ley (1979-1976). 3064920 

Tensioner Pulley - W.P.; 

W/V-Ribbed Belt 

(1981-1980). 3064919 

Hose - Upper; OEM Part No. 20407-0011 .. 
Hose - Upper; OEM Part No. 20407-0012.. 
Hose - Upper; OEM Part No. 20407-0013.. 
Hose - Lower - Eng. To Pipe; W/2 1/2" 

Pipe O.D. 

Hose - Lower - Eng. To Pipe; W/3" Pipe 

O.D. 

Hose - Lower - Pipe To Rad.; W/2 1/2" 

Pipe O.D. 

Hose - Lower - Pipe To Rad.; W/3" Pipe 

O.D. 

Hose - By Pass - Inlet. 

Hose - By Pass - Outlet. 

Hose - Heater. 

Hose - Aftercooler. 

ROAD XPEDITOR 


Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

Hose - By Pass - Inlet. 

Hose - By Pass - Outlet. 

Hose - Heater Inlet. 

Hose - Heater Outlet. 

ROAD XPEDITOR 2 
1982-1977 

Belt - Fan; W/53" Belt O.C. 027074196 

Belt - Fan; W/55 1/8" Belt 

O.C. 

Belt - W.P.; W/V-Belt Drive .... 215356 


©21042 
1 1/4” I.D. 
1 1/2” I.D. 
5/8” I.D. 
21488 


2/TR28483PB 

©TR28483 

2/TR28492PB 


©TR28492 

©TR28514 

12)6596 

4K060435HD 

©♦♦9463HD 

TR28406 

41129 


41111 

21516 

21393 

x21516 

23562 

21400 

21400 

©21042 
1 1/4” I.D. 
1 1/2” I.D. 
5/8” I.D. 
21488 


1976-1975 

Belt - Fan; W/43” Belt O.C.... 

. 660041 

©TR24424 

Belt - Fan; W/44 3/8" Belt 

O.C. 

. 574160 

©TR24438 

Belt - W.P. 

. 215356 

@6596 

Belt - Alt. 


©♦49463HD 

Belt - P.S. 

. 562023 

©49420HD 

Idler Pulley; W/2-Groove Pul¬ 
ley . 

. 3064920 

41129 


s<21194 
23547 
23562 
21400 
1 1/4” I.D. 
1 1/2” I.D. 
3/4” I.D. 
5/8” I.D. 


©TR28522 

©TR28545 

@6596 


4K060435HD 

©49465HD 

TR22410 

41129 


41111 
x21194 
23547 
23562 
21400 
1 1/4” I.D. 
1 1/2” I.D. 
3/4” I.D. 
5/8” I.D. 


WHITE - Continued 

CUMMINS 6-CYL 14.0 L DIESEL ENG. 

- Continued 

ROAD XPEDITOR 2 - Continued 
1982-1977 - Continued 
Belt - W.P.; W/V-Ribbed Belt 

Drive. 217638 

Belt - Alt. 

Belt - A.C. 

Idler Pulley; W/2-Groove Pul¬ 
ley (1979-1977). 3064920 

Tensioner Pulley - W.P.; 

W/V-Ribbed Belt 

(1981-1980). 3064919 

Hose - Upper - Eng. To Pipe; (1977).... 

Hose - Upper - Pipe To Rad.; (1977).... 

Hose - Lower - Eng. To Pipe; (1977).... 

Hose - Lower - Pipe To Rad.; (1977).... 

Hose - By Pass - Inlet; (1977). 

Hose - By Pass - Outlet; (1977). 

Hose - Heater Inlet; (1977). 

Hose - Heater Outlet; (1977). 

WCA 
1988-1985 

Belt - Fan; W/V-Belt Drive; 

W/48 7/8" Belt O.C.; Pre¬ 
ferred Belt. 8003118 

Belt - Fan; W/V-Belt Drive; 

W/48 7/8" Belt O.C.; Option' 

al Belt. 8003118 

Belt - Fan; W/V-Belt Drive; 

W/49 7/8" Belt O.C.; Pre¬ 
ferred Belt. 8003076 

Belt - Fan; W/V-Belt Drive; 

W/49 7/8" Belt O.C.; Option' 

al Belt. 

Belt - Fan; W/V-Ribbed Belt 

Drive; W/.86 To 1 Ratio. 8057487 

Belt - Fan; W/V-Ribbed Belt 

Drive; W/1 To 1 Ratio. 8057486 

Belt - Fan; W/V-Ribbed Belt 

Drive; W/1.2 To 1 Ratio. 8060304 

Belt - W.P.; W/4-Ribbed Belt; 

Early (1988). 3062620 

Belt - W.P.; W/4-Ribbed Belt; 

Late (1988). 3063817 

Belt - W.P.; W/6-Ribbed Belt.. 217638 
Belt - Alt.; W/45 7/8" Belt 

O.C. 

Belt - Alt.; W/47" Belt O.C.... 

Belt - A.C.; W/1/2" Belt T.W. 

Belt - A.C.; W/7/8" Belt T.W.; 

Preferred Belt. 

Belt - A.C.; W/7/8" Belt T.W.; 

Optional Belt. 

Idler Pulley; W/Flat Idler Pul¬ 
ley . 

Idler Pulley; WA/-Ribbed Belt. 3062931 
Tensioner Pulley; W/Big Cam 
III Eng.; W/V-Ribbed Belt 

(1985). 3064919 

Hose - Upper - Eng. To Pipe 

Hose - Upper - Pipe To Rad. 

Hose - Lower; W/2 1/2" I.D. Hose 
Hose - Lower; W/2 1/4" I.D. Hose 

Hose - By Pass - Inlet. 

Hose - By Pass - Outlet. 

Hose - Heater Inlet. 

Hose - Heater Outlet. 

Hose - Aftercooler. 

WCL; WCM; WCS 
1988-1984 

Belt - Fan; W/V-Belt Drive; 

W/48 7/8" Belt O.C.; Pre¬ 
ferred Belt. 8003118 2/TR28483PB 


8003118 

2/TR28483PB 

8003118 

©TR28483 

8003076 

2/TR28492PB 

8003076 

©TR28492 

8057487 

4K080415HD 

8057486 

4K080427HD 

8060304 

K080435 

3062620 

K040445 

3063817 

4K040430HD 

217638 

4K060435HD 

802228003 

©♦49451 HD 
©49465HD 

027070552 

49385HD 

2/TR28400PB 

TR28400 

3065000 

41173 

3062931 

41174 

3064919 

41111 


26520 


x21194 
@23562 
@23547 
1 1/4” I.D. 
1 1/2” I.D. 
3/4” I.D. 
5/8” I.D. 
21488 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. O 
•*” Use Notched Belt Only. ♦ 

x Cut To Fit. 4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


WHITE - Continued 

CUMMINS 6-CYL 14.0 L DIESEL ENG. 

- Continued 

WCL; WCM; WCS - Continued 
1988-1984 - Continued 
Belt - Fan; W/V-Belt Drive; 

W/48 7/8" Belt O.C.; Option- 


al Belt. 

Belt - Fan; W/V-Belt Drive; 
W/49 7/8" Belt O.C.; Pre¬ 
ferred Belt. 

Belt - Fan; W/V-Belt Drive; 
W/49 7/8" Belt O.C.; Option¬ 
al Belt. 

8003118 

8003076 

8003076 

©TR28483 

2/TR28492PB 

©TR28492 

Belt - Fan; W/V-Ribbed Belt 
Drive; W/.86 To 1 Ratio. 

8057487 

♦K080415HD 

Belt - Fan; W/V-Ribbed Belt 
Drive; W/1 To 1 Ratio. 

8057486 

♦K080427HD 

Belt - Fan; WA/-Ribbed Belt 
Drive; W/1.2 To 1 Ratio. 

8060304 

K080435 

Belt - W.P.; W/4-Ribbed Belt; 
Early (1988). 

3062620 

K040445 

Belt - W.P.; W/4-Ribbed Belt; 
Late (1988). 

3063817 

♦K040430HD 

Belt - W.P.; W/6-Ribbed Belt.. 

217638 

♦K060435HD 

Belt - Alt.; W/45 7/8" Belt 

O.C. 

802228003 

©♦*9451 HD 

Belt - Alt.; W/47" Belt O.C. 


©*9465HD 

Belt - A.C.; W/1/2" Belt T.W... 

027070552 

*9385HD 

Belt - A.C.; W/7/8" Belt T.W.; 
Preferred Belt. 


2/TR28400PB 

Belt - A.C.; W/7/8" Belt T.W.; 
Optional Belt. 


TR28400 

Idler Pulley; W/Flat Idler Pul¬ 
ley (1988-1985). 

3065000 

41173 

Idler Pulley; W/V-Ribbed Belt 
(1988-1985). 

3062931 

41174 

Tensioner Pulley; W/Big Cam 
III Eng.; W/V-Ribbed Belt 
(1985). 

3064919 

41111 

Hose - Upper - Eng. To Pipe. 


26520 

Hose - Upper - Pipe To Rad.. 


=<21194 


Hose - Lower; W/2 1/2" I.D. Hose. 
Hose - Lower; W/2 1/4" i.D. Hose. 

Hose - By Pass - Inlet. 

Hose - By Pass - Outlet. 

Hose - Heater Inlet. 

Hose - Heater Outlet. 

Hose - Aftercooler. 

WG 


<123562 
<1)23547 
1 1/4” I.D. 
1 1/2” I.D. 
3/4” I.D. 
5/8” I.D. 
21488 


1989 

Belt - Fan. 

V8060304 

K080435 

Belt - W.P. 


*K060425HD 

Belt - Alt.; W/45 3/8" Belt 
O.C.; Preferred Belt. 

802223801 

2/9451PB 

Belt - Alt.; W/45 3/8" Belt 
O.C.; Optional Belt. 

802223801 

@*9451 HD 

Belt - Alt'; W/46 3/8" Belt 
O.C.; Preferred Belt. 

8001797 

2/9463PB 

Belt - Alt.; W/46 3/8" Belt 
O.C.; Optional Belt. 

8001797 

®*9463HD 

Belt - A.C.; W/37 1/2" Belt 
O.C. 

8029802 

*9370HD 

Belt - A.C.; W/39 1/2" Belt 
O.C. 


TR28390 

Idler Pulley; W/Flat Idler Pul¬ 
ley . 

3065000 

41173 


Idler Pulley; W/V-Ribbed Belt. 

Hose - Upper. 

Hose - Lower - Eng. To Pipe. 
Hose - Lower - Pipe To Eng.. 

Hose - By Pass. 

Hose - Heater. 


3062931 


41174 
2 1/2” I.D. 
2 1/2” I.D. 
=■<21891 
1 1/4” I.D. 
5/8” I.D. 


WHITE - Continued 

CUMMINS 6-CYL. 14.0 

- Continued 
WHL; WHM; WHR; WHS 
1988-1984 

Belt - Fan; W/V-Belt Drive; 

W/48 7/8" Belt O.C.; Pre- 


L DIESEL ENG. 


Belt - Fan; W/V-Belt Drive; 
W/48 7/8" Belt O.C.; Option¬ 
al Belt. 

Belt - Fan; W/V-Belt Drive; 
W/49 7/8" Belt O.C.; Pre- 


Belt - Fan; W/V-Belt Drive; 
W/49 7/8" Belt O.C.; Option¬ 
al Belt. 

Belt - Fan; W/V-Ribbed Belt 


Belt - Fan; W/V-Ribbed Belt 


Belt - Fan; W/V-Ribbed Belt 


Belt - W.P.; W/4-Ribbed Belt; 


Belt - W.P.; W/4-Ribbed Belt; 


Belt - W.P.; W/6-Ribbed Belt. 

Belt - Alt.; W/45 7/8" Belt 

O.C. 802228003 

Belt - Alt.; W/47" Belt O.C. 

Belt - A.C.; W/1/2" Belt T.W... 027070552 
Belt - A.C.; W/7/8" Belt T.W.; 

Preferred Belt. 

Belt - A.C.; W/7/8" Belt T.W.; 

Optional Belt. 

Idler Pulley; W/Flat Idler Pul¬ 
ley (1988-1985). 3065000 

Idler Pulley; WA/-Ribbed Belt 

(1988-1985). 3062931 

Tensioner Pulley; W/Big Cam 
III Eng.; W/V-Ribbed Belt 

(1985). 3064919 

Hose - Upper; 1-Piece Hose (1987-1984).. 
Hose - Upper; 2-Piece Hose (1987-1984).. 
Hose - Lower - Eng. To Pipe; (1987-1984) 
Hose - Lower - Pipe To Rad.; (1987-1984) 

Hose - By Pass - Inlet; (1987-1984). 

Hose - By Pass - Outlet; (1987-1984). 

Hose - Heater Inlet; (1987-1984). 

Hose - Heater Outlet; (1987-1984). 

WIA 

1989-1985 

Belt - Fan; W/45 5/8" Belt 

O.C. 208040019 

Belt - Fan; W/V-Belt Drive; 

Preferred Belt. 8003118 

Belt - Fan; W/V-Belt Drive; 

Optional Belt. 8003118 

Belt - Fan; W/V-Ribbed Belt 

Drive; W/.86 To 1 Ratio. 8057487 

Belt - Fan; W/V-Ribbed Belt 

Drive; W/1 To 1 Ratio. 8057486 

Belt - Fan; W/V-Ribbed Belt 

Drive; W/1.2 To 1 Ratio. 86060304 

Belt - W.P.; W/4-Ribbed Belt 

(1989). 3063817 

Belt - W.P.; W/6-Ribbed Belt.. 217638 

Belt - W.P.; W/4-Ribbed Belt; 

Early (1988). 3062620 

Belt - W.P.; W/4-Ribbed Belt; 

Late (1988). 3063817 

Belt - Alt. 8001797 


8003118 

2/TR28483PB 

8003118 

©TR28483 

8003076 

2/TR28492PB 

8003076 

©TR28492 

8057487 

*K080415HD 

8057486 

*K080427HD 

8060304 

K080435 

3062620 

K040445 

3063817 

217638 

*K040430HD 

*K060435HD 


Belt - A.C. 

O.C. 

Belt - A.C. 
O.C. 


W/37 1/2" Belt 


8029802 


W/39 1/2“ Belt 


©♦*9451 HD 
@*9465HD 
♦9385HD 

2/TR28400PB 

TR28400 

41173 

41174 


41111 
21393 
©=<21194 
■4-2 1/2” I.D. 
21400 
1 1/4” I.D. 
1 1/2” I.D. 
3/4” I.D. 
5/8” I.D. 


♦K080450HD 

2/TR28483PB 

©TR28483 

♦K080415HD 

♦K080427HD 

K080435 

♦K040430HD 

♦K060435HD 

K040445 

♦K040430HD 

©♦*9463HD 

♦9370HD 

TR28390 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 4- Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durlon® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

•*” Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

=< Cut To Fit. * Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


WHITE - Continued 

CUMMINS 6-CYL 14.0 

- Continued 

WIA - Continued 
1989-1985 - Continued 
Belt - A.C.; W/40 1/2" Belt 
O.C. 


L DIESEL ENG. 


Idler Pulley; 
ley 

Idler Pulley; 


W/Flat Idler Pul- 


W/V-Ribbed Belt. 
Tensioner Pulley; W/Big Cam 
III Eng.; W/V-Ribbed Belt 

(1985). 

Hose - Upper. 

Hose - Lower. 

Hose - By Pass - Inlet. 

Hose - By Pass - Outlet. 

Hose - Heater Inlet. 

Hose - Heater Outlet. 

WIG 

1989-1985 

Belt - Fan; W/45 5/8" Belt 

O.C. 

Belt - Fan; W/V-Belt Drive; 

Preferred Belt. 

Belt - Fan; W/V-Belt Drive; 

Optional Belt. 

Belt - Fan; W/V-Ribbed Belt 

Drive; W/.86 To 1 Ratio. 

Belt - Fan; W/V-Ribbed Belt 

Drive; W/1 To 1 Ratio. 

Belt - Fan; W/V-Ribbed Belt 

Drive; W/1.2 To 1 Ratio. 

Belt - W.P.; W/4-Ribbed Belt 

(1989). 

Belt - W.P.; W/6-Ribbed Belt.. 
Belt - W.P.; W/4-Ribbed Belt; 

Early (1988). 

Belt - W.P.; W/4-Ribbed Belt; 

Late (1988). 

Belt - Alt. 

Belt - A.C.; W/37 1/2" Belt 

O.C. 

Belt - A.C.; W/39 1/2" Belt 

O.C. 

Belt - A.C.; W/40 1/2" Belt 
O.C. 


8003838 

3065000 

3062931 


3064919 


Idler Pulley; 
ley 

Idler Pulley; 


W/Flat Idler Pul- 


W/V-Ribbed Belt. 
Tensioner Pulley; W/Big Cam 
III Eng.; W/V-Ribbed Belt 
(1985). 

WIL 

1989-1985 

Belt - Fan; W/45 5/8" Belt 

O.C. 

Belt - Fan; W/V-Belt Drive; 

Preferred Belt. 

Belt - Fan; W/V-Belt Drive; 

Optional Belt. 

Belt - Fan; W/V-Ribbed Belt 

Drive; W/.86 To 1 Ratio. 

Belt - Fan; W/V-Ribbed Belt 

Drive; W/1 To 1 Ratio. 

Belt - Fan; W/V-Ribbed Belt 

Drive; W/1.2 To 1 Ratio. 

Belt - W.P.; W/4-Ribbed Belt 

(1989). 

Belt - W.P.; W/6-Ribbed Belt.. 
Belt - W.P.; W/4-Ribbed Belt; 

Early (1988). 

Belt - W.P.; W/4-Ribbed Belt; 

Late (1988). 

Belt - Alt. 


8001797 

8029802 


8003838 

3065000 

3062931 


3064919 


WHITE - Continued 

CUMMINS 6-CYL. 14.0 

- Continued 

WIL - Continued 

1989-1985 - Continued 


L DIESEL ENG. 


TR28400 

Belt - A.C.; 
O.C. 

W/37 1/2" Belt 

8029802 

49370HD 

41173 

Belt - A.C.; 
O.C. 

W/39 1/2" Belt 


TR28390 

41174 

Belt - A.C.; 
O.C. 

W/40 1/2" Belt 

8003838 

TR28400 

41111 

Idler Pulley 
ley. 

W/Flat Idler Pul- 

3065000 

41173 


*2 1/2” I.D. 
■D-2 1/2” I.D. 
1 1/4” I.D. 
1 1/2” I.D. 
3/4” I.D. 
5/8” I.D. 


Idler Pulley; 


Hose ■ 
Hose ■ 
Hose ■ 


3062931 


; W/V-Ribbed Belt. 

Tensioner Pulley; W/Big Cam 
III Eng.; W/V-Ribbed Belt 

(1985). 3064919 

Hose - Upper - Eng. To Pipe; (1988-1985). 
Hose - Upper - Pipe To Rad.; (1988-1985). 

Lower; (1988-1985). 

By Pass - Inlet; (1988-1985). 

By Pass - Outlet; (1988-1985). 


©♦49463HD 

49370HD 

TR28390 

TR28400 

41173 

41174 

41111 


ferred Belt (1984). 

Belt - Fan; W/V-Belt Drive; 
W/48 7/8" Belt O.C.; Option¬ 
al Belt (1984). 

Belt - Fan; W/V-Belt Drive; 
W/49 7/8" Belt O.C.; Pre¬ 
ferred Belt (1984). 

Belt - Fan; W/V-Belt Drive; 
W/49 7/8" Belt O.C.; Option¬ 
al Belt (1984). 

Belt - W.P.; W/4-Ribbed Belt 

(1989). 

Belt - W.P.; W/6-Ribbed Belt.. 
Belt - W.P.; W/4-Ribbed Belt; 

Early (1988). 

Belt - W.P.; W/4-Ribbed Belt; 
Late (1988). 


8003118 


8003118 


8003076 


8003076 

3063817 

217638 

3062620 

3063817 


41174 


41111 
21135 
21194 
©2 1/2” I.D. 
1 1/4” I.D. 
1 1/2” I.D. 


208040019 

4K080450HD 

Hose - Heater Inlet; (1988-1985). 

Hose - Heater Outlet; (1988-1985). 

3/4” I.D. 

5/8” I.D. 

8003118 

2/TR28483PB 

WIM 





1989-1984 



8003118 

©TR28483 

Belt - Fan; W/45 5/8" Belt 





O.C. (1989-1985). 

. 208040019 

4K080450HD 

8057487 

4K080415HD 

Belt - Fan; W/V-Belt Drive; 





Preferred Belt (1989-1985).. 

. 8003118 

2/TR28483PB 

8057486 

4K080427HD 

Belt - Fan; W/V-Belt Drive; 





Optional Belt (1989-1985).... 

. 8003118 

©TR28483 

86060304 

K080435 

Belt - Fan; W/V-Ribbed Belt 





Drive; W/.86 To 1 Ratio. 

. 8057487 

4K080415HD 

3063817 

4K040430HD 

Belt - Fan; W/V-Ribbed Belt 



217638 

4K060435HD 

Drive; W/1 To 1 Ratio. 

Belt - Fan; W/V-Ribbed Belt 

. 8057486 

4K080427HD 

3062620 

K040445 

Drive; W/1.2 To 1 Ratio. 

. 86060304 

K080435 


Belt - Fan; W/V-Belt Drive; 

3063817 

4K040430HD 

W/48 7/8" Belt O.C.; Pre- 




2/TR28483PB 


©TR28483 


2/TR28492PB 


©TR28492 

4K040430HD 

4K060435HD 

K040445 

4K040430HD 


208040019 

4K080450HD 

Belt - Alt.; (1989-1985). 

Belt - Alt.; W/45 7/8" Belt 

8001797 

©♦49463HD 

8003118 

2/TR28483PB 

O.C. (1984). 

Belt - Alt.; W/47" Belt O.C. 

802228003 

©♦49451 HD 

8003118 

©TR28483 

(1984). 

Belt - A.C.; W/37 1/2" Belt 


©49465HD 

8057487 

4K080415HD 

O.C. (1989-1985). 

Belt - A.C.; W/39 1/2" Belt 

8029802 

49370HD 

8057486 

4K080427HD 

O.C. (1989-1985). 

Belt - A.C.; W/40 1/2" Belt 


TR28390 

86060304 

K080435 

O.C. (1989-1985). 

Belt - A.C.; W/1/2" Belt T.W. 

8003838 

TR28400 

3063817 

217638 

3062620 

3063817 

4K040430HD 

4K060435HD 

K040445 

4K040430HD 

(1984). 

Belt - A.C.; W/7/8" Belt T.W.; 

Preferred Belt (1984). 

Belt - A.C.; W/7/8" Belt T.W.; 

Optional Belt (1984). 

Idler Pulley; W/Flat Idler Pul- 

027070552 

49385HD 

2/TR28400PB 

TR28400 

8001797 

©449463HD 

ley (1989-1985). 

3065000 

41173 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

^ Cut To Fit. 


o 

♦ 

4 


Green Stripe * 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


WHITE - Continued 

CUMMINS 6-CYL. 14.0 

- Continued 

WIM - Continued 
1989-1984 - Continued 
Idler Pulley; W/V-Ribbed Belt 


L DIESEL ENG. 


Tensioner Pulley; W/Big Cam 
III Eng.; W/V-Ribbed Belt 

(1985). 

Hose - Upper - Eng. To Pipe; 

Hose - Upper - Eng. To Pipe; 

Hose - Upper - Pipe To Rad. 

Hose - Upper - Pipe To Rad. 

Hose - Lower; (1988-1985) 

Hose - Lower; W/2 1/2" I.D. Hose (1984).. 
Hose - Lower; W/2 1/4" I.D. Hose (1984).. 

Hose - By Pass - Inlet; (1988-1984). 

Hose - By Pass - Outlet; (1988-1984). 

Hose - Heater Inlet; (1988-1984). 

Hose - Heater Outlet; (1988-1984). 

Hose - Aftercooler; (1984). 

WSL 

1988-1985 

Belt - Fan; W/V-Belt Drive; 

W/48 7/8" Belt O.C.; Pre- 


3062931 

41174 

3064919 

41111 

(1988-1985). 

21135 

(1984). 

26520 

(1988-1985). 

21194 

(1984). 

s-=21194 


Belt - Fan; W/V-Belt Drive; 
W/48 7/8" Belt O.C.; Option¬ 
al Belt. 

Belt - Fan; W/V-Belt Drive; 
W/49 7/8" Belt O.C.; Pre- 


Belt - Fan; W/V-Belt Drive; 
W/49 7/8" Belt O.C.; Option¬ 
al Belt. 

Belt - Fan; W/V-Ribbed Belt 


Belt - Fan; W/V-Ribbed Belt 

Drive; W/1 To 1 Ratio. 

Belt - Fan; W/V-Ribbed Belt 


Belt - W.P.; W/4-Ribbed Belt; 


Belt - W.P.; W/4-Ribbed Belt; 


Belt - W.P.; W/6-Ribbed Belt.. 

Belt - Alt.; W/45 7/8" Belt 

O.C. 

Belt - Alt.; W/47" Belt O.C. 

Belt - A.C.; W/1/2" Belt T.W... 

Belt - A.C.; W/7/8" Belt T.W.; 

Preferred Belt. 

Belt - A.C.; W/7/8" Belt T.W.; 

Optional Belt. 

Idler Pulley; W/Flat Idler Pul¬ 
ley . 

Idler Pulley; W/V-Ribbed Belt. 

Tensioner Pulley; W/Big Cam 
III Eng.; W/V-Ribbed Belt 

(1985). 3064919 

Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad. 

Lower; W/2 1/2" I.D. Hose. 

Lower; W/2 1/4" I.D. Hose. 

Hose - By Pass - Inlet. 

Hose - By Pass - Outlet. 

Hose - Heater Inlet. 

Hose - Heater Outlet. 

Hose - Aftercooler. 


Hose ■ 
Hose ■ 


WX 


1988-1982 

Belt - Fan; Preferred Belt. 8003118 

Belt - Fan; Optional Belt. 8003118 

Belt - W.P.; W/4-Ribbed Belt; 

Early (1988). 3062620 


©2 1/2” I.D. 
<1)23562 
©23547 
1 1/4” I.D. 
1 1/2” I.D. 
3/4” I.D. 
5/8” I.D. 
21488 


WHITE - Continued 

CUMMINS 6-CYL 14.0 L DIESEL ENG. 

- Continued 

WX - Continued 
1988-1982 - Continued 
Belt - W.P.; W/4-Ribbed Belt; 

Late (1988). 3063817 

Belt - W.P.; W/6-Ribbed Belt.. 217638 

Belt - Alt. 027102952 

Belt - A.C. 027070552 

Idler Pulley; W/Flat Idler Pul¬ 
ley (1988-1985). 3065000 

Idler Pulley; W/V-Ribbed Belt 

(1988-1985). 3062931 

Tensioner Pulley; W/Big Cam 
III Eng.; W/V-Ribbed Belt 

(1985). 3064919 

Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad. 

Hose - Lower. 

Hose - By Pass - Inlet. 

Hose - By Pass - Outlet. 

Hose - Heater Inlet. 

Heater Outlet. 


Hose ■ 

1500 SERIES 
1973 


41111 
26520 
s<21194 
@23562 
©23547 
1 1/4” I.D. 
1 1/2” I.D. 
3/4” I.D. 
5/8” I.D. 
21488 


2/TR28483PB 

©TR28483 

K040445 


6000 SERIES 

1973-1971 


Hose - Upper; W/2 1/2" I.D. Hose. 
Hose - Upper; W/2 1/4" I.D. Hose. 

Hose - Lower. 

Hose - By Pass. 


4K040430HD 

4K060435HD 

©♦49470HD 

49385HD 

41173 

41174 


41111 
^20397 
^21194 
©■>2 1/2” I.D. 
1 1/4” I.D. 
1 1/2” I.D. 
3/4” I.D. 
5/8” I.D. 


8003118 

2/TR28483PB 

Belt - Fan. 


©TR24424 



Belt - W.P. 

215356 

@6596 



Belt - Alt. 

027017732 

©449470HD 

. 8003118 

©TR28483 

Belt - A.C. 


49420HD 



Idler Pulley; W/2-Groove Pul- 





ley. 

3064920 

41129 

8003076 

2/TR28492PB 

Hose - Upper. 


26530 



Hose - Lower. 


@23568 

8003076 

©TR28492 

Hose - By Pass. 


1 1/4” I.D. 



4000 SERIES 



8057487 

4K080415HD 

1972-1969 





Belt - Fan; W/High Mount 



8057486 

4K080427HD 

Fan. 

542145 

©49505HD 



Belt - Fan; W/Low Mount Fan 

200549 

©49465HD 

8060304 

K080435 

Belt - W.P.; W/Hiqh Mount 





Fan; W/Dual Belts. 

215356 

©6596 

3062620 

K040445 

Belt - W.P.; W/Hiqh Mount 





Fan; W/Single Belt. 

200328 

TR24438 

3063817 

4K040430HD 

Belt - W.P.; W/Low Mount 



217638 

4K060435HD 

Fan. 

172856 

TR24457 



Belt - Alt.; W/Dual Belts. 


©49470HD 

802228003 

©♦49451 HD 

Belt - Alt.; W/Single Belt; 




©49465HD 

W/41 1/8" Belt O.C. 

178587 

TR22405 

027070552 

49385HD 

Belt - Alt.; W/Single Belt; 





W/44" Belt O.C. 

027007302 

TR22434 


2/TR28400PB 

Idler Pulley; W/2-Groove Pul- 





ley (1972-1971). 

3064920 

41129 


TR28400 

Hose - Upper. 


26530 



Hose - Lower. 


@23568 

3065000 

41173 

Hose - By Pass - Inlet. 


1 1/4” I.D. 

3062931 

41174 

Hose - By Pass - Outlet. 


1 1/2” I.D. 



Hose - Heater. 


5/8” I.D. 


Belt - Fan; W/Low Flow Cool. 178575 ©TR24438 

Belt - Fan; W/O Full Flow 

Cool. ©TR24400 

Belt - W.P.; 
Cool. 

W/Full Flow 

. 215356 @6596 

Belt - W.P.; 
Cool. 

W/O Full Flow 

. 200328 TR24438 

Belt - Alt... 

. ©449463HD 

Belt - P.S.. 

. 562023 ©49420HD 

Idler Pulley; 
ley. 

W/2-Groove Pul- 

. 3064920 41129 


26530 
26521 
@23562 
1 1/4” I.D. 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

•*” Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

^ Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


WHITE - Continued 

CUMMINS 6-CYL. 14.0 L DIESEL ENG. 

- Continued 

6000 SERIES - Continued 
1973-1971 - Continued 
Hose - Heater. 

7000 SERIES 

1971-1970 

Belt - Fan. 574191 

Belt - W.P. 200328 

Belt - Alt.531311 

Belt - A.C. 

Idler Pulley; W/2-Groove Pul¬ 
ley (1971). 3064920 

Hose - Upper. 

Hose - Lower - Eng. To Pipe. 


5/8” I.D. 


©49500HD 

TR24438 

TR22455 

TR22392 


Hose - Lower - Pipe To Rad. 

Hose - By Pass. 

Hose - Heater. 

9000 SERIES 

1972 

Belt - Fan; W/46 7/8" Belt 

O.C. 

Belt - Fan; W/50 7/8" Belt 

O.C. 542145 

Belt - W.P.; W/High Mount 

Fan; W/Dual Belts. 215356 

Belt - W.P.; W/High Mount 

Fan; W/Single Belt. 200328 

Belt - W.P.; W/Low Mount 

Fan. 

Belt - Alt.; W/Dual Belts. 700823 

Belt - Alt.; W/Single Belt. 

Idler Pulley; W/2-Groove Pul 

ley. 

Hose - Upper. 

Hose - Lower. 

Hose - By Pass - Inlet. 

Hose - By Pass - Outlet. 

Hose - Heater. 


41129 
26531 
^21042 
26519 
23547 
1 1/4” I.D. 
5/8” I.D. 


®*9465HD 


542145 

©49505HD 

215356 

@6596 

200328 

TR24438 

172856 

TR24457 

700823 

©♦♦9470HD 

TR22405 

3064920 

41129 


26530 


©23562 


1 1/4” I.D. 
1 1/2” I.D. 
5/8” I.D. 


CUMMINS 6-CYL. 1150 DIESEL ENG. 

ROAD COMMANDER 2 

1977 

Belt - Alt. 206996 K050370 

Belt-A.C. 3001109 TR24619 

Hose - Upper - Eng. To Pipe. 23562 

Hose - Upper - Pipe To Rad. ^<21115 

Hose - Lower. ©->3 1/2” I.D. 

CUMMINS V-6 140 DIESEL ENG. 

1200 SERIES 

1969 

Belt - Fan & Alt. 178660 ©49485HD 

Belt - P.S.311 OKI 42 49375HD 

Hose - Upper. s<21379 

Hose - Lower. s<21379 

Hose - By Pass. 1 3/4” I.D. 

CUMMINS V-8 185 DIESEL ENG. 

1500 SERIES 


1968 



Belt - Fan. 

178678 

©TR22448 

Belt - Alt. 


♦9400HD 

Belt - P.S. 


49330HD 

Hose - Upper. 


26510 

Hose - Lower. 


02 1/4” I.D. 

2300 SERIES 



1969 



Belt - Fan & W.P. 

178540 

©TR22588 

Belt - Alt. 

3110KI 23 

49365HD 

Belt - P.S. 

3110KI 23 

49365HD 

© Two Required. 

© Six Required. 

® Three Required. 

▲ 

Durion® Silicone Ho 

© Four Required. 

■*’ Use Notched Belt Oi 

© Five Required. 

^ Cut To Fit. 


WHITE - Continued 

CUMMINS V-8 185 DIESEL ENG. 

- Continued 

2300 SERIES - Continued 

1969 - Continued 

Hose - Lower. 26520 

Hose - By Pass. 1 1/2” I.D. 

4000 SERIES 

1969-1968 

Belt-Fan. 1900580 ©TR22648 

Belt-Alt. 1900540 *9440HD 

Belt-P.S. 1900410 49335HD 

Hose - Upper. 2 1/2” I.D. 

Hose - Lower. 1 1/4” I.D. 

Hose - By Pass - Inlet. 1 1/4” I.D. 

Hose - By Pass - Outlet. 1 5/8” I.D. 

DETROIT DIESEL 6-71 DIESEL ENG. 

ROAD BOSS 

1975-1974 

Belt - Alt. 027016834 TR22474 

Belt - Fan & Air Brake Com- 

pr. 541963 ©49730HD 

Hose - Upper. ©23547 

Hose - Lower - Eng. To Pipe. 23572 

Hose - Lower - Pipe To Rad. s<21042 

ROAD BOSS 2 

1980-1978 

Belt - Fan. ©49630HD 

Belt - Alt. 027016442 @*9425HD 

Belt - A.C. 8002150 49580HD 

Belt - Air Brake Compr. 027134232 49530HD 

Hose - Upper - Eng. To Pipe. s«20849 

Hose - Upper - Pipe To Rad. s*=21194 

Hose - Lower - Eng. To Pipe. 21042 

Hose - Lower - Pipe To Rad. 21400 

ROAD XPEDITOR 2 

1983-1978 

Belt - Fan; W/7 1/2" Pulley. 027069700 ©49500HD 

Belt - Fan; W/9 3/4" Pulley. 8002693 ©♦♦9530HD 

Belt - Alt. 027016442 @*9425HD 

Belt - A.C. 027134232 49540HD 

Hose - Lower - Eng. To Pipe; (1983). ^<21042 

Hose - Lower - Pipe To Rad.; (1983). 21400 

Hose - By Pass; (1983). ©1 3/4” I.D. 

WESTERN STAR SERIES 

1978-1968 

Belt - Alt. 534771 ©7417 

Belt - Fan & Air Brake Com¬ 
pr. 541963 ©49730HD 

wx 

1988-1983 

Belt - Fan. 027000233 ©49525HD 

Belt - Alt. 027016442 ©49425HD 

Hose - Lower - Eng. To Pipe. ^21042 

Hose - Lower - Pipe To Rad. 21400(A) 

4000 SERIES 

1973-1972 

Belt - Alt. 534771 ©7417 

Belt - Fan & Air Brake Com¬ 
pr. 541963 ©49730HD 

DETROIT DIESEL 6V-53 DIESEL ENG. 

ROAD XPEDITOR 

1975 

Belt - Fan. 027016441 ©49400HD 

Belt-W.P. 5139228 @7370 

Belt - Alt. 027070552 ©49385HD 

Hose - Upper. *2 1/2” I.D. 

Hose - Lower. @s<20900 

Hose - By Pass. 1 1/4” I.D. 


Green Stripe 8 4-Ply Coolant Hose Recommended. 

Q Use Wire Inserted Green Stripe® Coolant Hose. 

♦ PowerBand® Belt May Work, Use Template To Check. 

* Standard Belt Also Available. See Inside Back Cover. 

421 





























































































Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

WHITE - Continued 


Gates No. 


Application 


Mfr. Part No. 


WHITE - Continued 


Gates No. 


DETROIT DIESEL 6V-53 DIESEL ENG. 


DETROIT DIESEL 6V-92 DIESEL ENG. 


- Continued 

1500 SERIES 

1972 

Belt - Fan. 5135298 

Belt - W.P. 5139228 

Belt - Alt. 700832 

Hose - Upper. 

Hose - Lower. 

Hose - By Pass; Molded Hose. 

Hose - By Pass; Strt. Hose. 

Hose - Heater. 

2300 SERIES 

1970-1969 

Belt - W.P. 5116451 

Belt - Alt. 

Belt - Fan & Air Brake Com- 

pr. 5139212 

Hose - Upper. 

Hose - Lower. 

6000 SERIES 

1972 

Belt - Fan. 5135298 

Belt - W.P. 5139228 

Belt - Alt. 700832 

Hose - Upper. 

Hose - Lower. 

Hose - By Pass; Molded Hose. 

Hose - By Pass; Strt. Hose. 

Hose - Heater. 


19309 
@7370 
@*9390HD 
4-1 3/4” I.D. 
*2 3/8” I.D. 
^20894 
1 1/4” I.D. 
5/8” I.D. 


@7370 

@7405 

@**9590HD 

26510 

26508 


19309 
@7370 
@*9390HD 
4-1 3/4” I.D. 
*2 3/8” I.D. 
^20894 
1 1/4” I.D. 
5/8” I.D. 


DETROIT DIESEL 6V-92 DIESEL ENG. 

ROAD BOSS 2 

1984-1978 


- Continued 

WCL; WCM; WCS - Continued 

1987-1984 - Continued 

Belt - Alt. 

Belt - A.C. 

Hose - Upper - Eng. To Pipe (Left & Right; 

(1987-1985). 

Hose - Upper - Pipe To Rad.; (1987-1985). 
Hose - Upper - Pipe To Pipe; (1987-1985). 
Hose - Lower - Eng. To Pipe; (1987-1985). 
Hose - Lower - Pipe To Rad.; (1987-1985). 

Hose - By Pass; (1987-1985). 

Hose - Heater; (1987-1985). 

WESTERN STAR SERIES 

1978-1973 

Belt - Fan. 5133767 

Belt - Alt. 027015076 

WHL; WHM; WHS 

1987- 1985 

Belt - Fan. 

Belt - Alt. 027015076 

Belt - A.C. 

Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

Hose - By Pass. 

Hose - Heater. 

WX 

1988- 1983 

Belt - Fan. 8002598 

Belt - Alt. 027015078 


Belt - Fan; W/V-Belt Drive 

(1980-1978). 

Belt - Alt.; W/Delco Alt. 

(1980-1978). 027015077 

Belt - Alt.; W/Leece Neville 

Alt. (1980-1978). 027015076 

Belt - A.C.; (1980-1978). 027121521 


Hose - Upper - Eng. To Pipe; (1980-1978) 
Hose - Upper - Pipe To Rad.; (1980-1978) 
Hose - Lower - Eng. To Pipe; (1980-1978) 
Hose - Lower - Pipe To Rad.; (1980-1978) 

Hose - By Pass; (1984). 

Hose - By Pass; (1980-1978). 

Hose - Heater; (1984). 

Hose - Heater; (1980-1978). 

ROAD COMMANDER 2 


1984-1977 

Belt - Fan; W/V-Belt Drive 

(1980-1977). 

Belt - Alt.; W/Delco Alt. 

(1980-1977). 027015077 

Belt - Alt.; W/Leece Neville 

Alt. (1980-1977). 027015076 

Belt - A.C.; (1980-1977). 027121521 


Hose - Upper - Eng. To Pipe; (1980-1977) 
Hose - Upper - Pipe To Rad.; (1980-1977) 
Hose - Lower - Eng. To Pipe; (1980-1977) 
Hose - Lower - Pipe To Rad.; (1980-1977) 

Hose - By Pass; (1984). 

Hose - By Pass; (1980-1977). 

Hose - Heater; (1984). 

Hose - Heater; (1980-1977). 


WCL; WCM; WCS 

1987-1984 

Belt - Fan; W/62 3/4" Belt 

O.C. 8500484 

Belt - Fan; W/65 1/4" Belt 
O.C. 8002489 


@*9660HD 

@*9319HD 

@**9305HD 
@*9365HD 
s<21194 
x2 1/4” I.D. 
*3” I.D. 
*3” I.D. 

1 3/4” I.D. 
1 3/4” I.D. 
5/8” I.D. 
5/8” I.D. 


@*9660HD 

@*9319HD 

@**9305HD 
@*9365HD 
^21194 
x2 1/4” I.D. 
*3” I.D. 
*3” I.D. 

1 3/4” I.D. 
1 3/4” I.D. 
5/8” I.D. 
5/8” I.D. 


Belt - A.C. 

Hose - Upper - Eng. To Pipe (Left & Right. 
Hose - Upper - Pipe To Rad. (Left & Right 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 


Hose - By Pass. 

Hose - Heater. 

WXF 

1988-1983 

Belt - Fan; (1988-1985). 8500200 

Belt - Fan; (1983). 8500200 

Belt - Alt.; (1988-1985). 027015077 

Belt - Alt.; (1983). 027015077 

Belt - A.C.; (1988-1985). 027121521 

Belt - A.C.; (1983). 027121521 


Hose - Upper - Eng. To Pipe (Left & Right; 

(1988-1985). 

Hose - Upper - Eng. To Pipe (Left & Right; 

(1983). 

Hose - Upper - Pipe To Rad. (Left & 

Right; (1988-1985). 

Hose - Upper - Pipe To Rad. (Left & 

Right; (1983). 

Hose - Lower - Eng. To Pipe; (1988-1985). 

Hose - Lower - Eng. To Pipe; (1983). 

Hose - Lower - Pipe To Rad.; (1988-1985). 

Hose - Lower - Pipe To Rad.; (1983). 

Hose - By Pass; (1988-1985). 

Hose - By Pass; (1983). 

Hose - Heater; (1988-1985). 

Hose - Heater; (1983). 

WXLL 

1988-1983 


@*9625HD 

®*9650HD 


Belt - Fan; (1988-1985) 

Belt - Fan; (1983). 

Belt - Alt.; (1988-1985). 
Belt - Alt.; (1983). 


8003364 

8003364 

027069166 

027069166 


@♦*9313HD 
©*9365HD 

*2 1/4” I.D. 
-=20530 
-=20530 
■>3” I.D. 
21419 
1 3/4” I.D. 
5/8” I.D. 


@*9620HD 

*9305HD 


@*9660HD 
©♦*9305HD 
@*9365HD 
■0-2 1/4” I.D. 
^21194 
21419 
*2 3/4” I.D. 
1 3/4” I.D. 
5/8” I.D. 


©*9520HD 
@*9341 HD 
@*9365HD 
*2 1/4” I.D. 
■0-2 1/4” I.D. 
4-3” I.D. 
4-3” I.D. 

1 3/4” I.D. 
5/8” I.D. 


@*9660HD 
@*9660HD 
@*9319HD 
@*9319HD 
@*9365HD 
@*9365HD 

4-2 1/4” I.D. 

4-2 1/4” I.D. 

s-<21194 

s-=21194 
s-=21419 
s-=21419 
s-=21419 
^21419 
1 3/4” I.D. 
1 3/4” I.D. 
5/8” I.D. 
5/8” I.D. 


@**9550HD 

@**9550HD 

@*9370HD 

@*9370HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 4- Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

=< Cut To Fit. * Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


WHITE - Continued 

DETROIT DIESEL 6V-92 DIESEL ENG. 

- Continued 

WXLL - Continued 
1988-1983 - Continued 
Hose - Upper - Eng. To Pipe (Left & Right; 

(1988-1985). =<21194 

Hose - Upper - Eng. To Pipe (Left & Right; 

(1983). 

Hose - Upper - Pipe To Rad. (Left & 

Right; (1988-1985). 

Hose - Upper - Pipe To Rad. (Left & 

Right; (1983). 

Hose - Lower - Eng. To Pipe; (1988-1985). 

Hose - Lower - Eng. To Pipe; (1983). 

Hose - Lower - Pipe To Rad.; (1988-1985). 

Hose - Lower - Pipe To Rad.; (1983). 

Hose - By Pass; (1988-1985). 

Hose - By Pass; (1983). 

Hose - Heater; (1988-1985). 

Hose - Heater; (1983). 

DETROIT DIESEL 8V-71 DIESEL ENG 

CONSTRUCKTOR SERIES 

1974- 1972 

Belt - Fan. 5136268 

Belt - Alt. 537660 

Belt - A.C. 562023 

Hose - Upper. 

Hose - Lower. 

Hose - Heater. 

ROAD BOSS 

1975- 1974 

Belt - Fan; W/61 1/4" Belt 


=<21194 

*2 1/4” I.D. 

*2 1/4” I.D. 
=<21042 
=■<21042 
=<21042 
=<21042 
1 3/4” I.D. 
1 3/4” I.D. 
5/8” I.D. 
5/8” I.D. 


©49610HD 
<1)9279 
*9420HD 
02 1/4” I.D. 
2 3/4” I.D. 
5/8” I.D. 


O.C. 
Belt - 
O.C. 
Belt 


Fan; W/62 1/4" Belt 


■ Alt. 027015076 

Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad. (Left Side).... 
Hose - Upper - Pipe To Rad. (Right Side).. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

Hose - By Pass. 

Hose - Heater. 

ROAD COMMANDER 


@*961OHD 

<@*9620HD 
@*9305HD 
23547 
=<21194 
23547 
23572 
■>2 1/2” I.D. 
1 1/4” I.D. 
5/8" I.D. 


1974-1973 



Belt - Fan. 

. 5136268 

©TR20412 

Belt - Alt. 

. 027015076 

®*9305HD 

Belt - A.C. 

. 562023 

@*9420HD 

ROAD COMMANDER 2 



1980-1977 



Belt - Fan; (1977). 

. 8001794 

®*9660HD 

Belt - Alt.; (1977). 


®*9305HD 

Belt - A.C.; (1977). 


*9425HD 

Hose - Upper - Eng. To Pipe; (1980). 

@■>2 1/4” I.D. 


Hose - Upper - Pipe To Rad.; (1980). ©=<21194 

Hose - By Pass - Inlet; (1980). ©1 3/4” I.D. 

Hose - By Pass - Outlet; (1980). ©2 3/8” I.D. 

Hose - Heater; (1980). 5/8" I.D. 

WESTERN STAR SERIES 


1978-1968 

Belt - Fan. 

. 5136268 

©*961OHD 

Belt - Alt. 

4000 SERIES 

. 537660 

©9279 

1973-1972 

Belt - Fan. 

. 5136268 

®*9610HD 

Belt - Alt. 

. 537660 

<@9279 

Belt - A.C. 

. 562023 

*9420HD 


Hose - Upper... 
Hose - Lower... 
Hose - Heater.. 


02 1/4” I.D. 
2 3/4” I.D. 
5/8” I.D. 


©*9630HD 
©*9319HD 
*9365HD 
©=<21194 
©■>2 1/4” I.D. 
©21419 
©21419 

1 3/4” I.D. 

2 3/8” I.D. 


WHITE - Continued 

DETROIT DIESEL 8V-71 DIESEL ENG. 

- Continued 

6000 SERIES 

1974-1972 

Belt - Fan; (1973). 5133763 ®*9550HD 

Belt - Alt.; (1973). 027004127 @*9350HD 

Hose - Upper. 2 1/4” I.D. 

Hose - Lower. 2 3/4” I.D. 

Hose - Heater. 5/8” I.D. 

DETROIT DIESEL 8V-92 DIESEL ENG. 

COE 

1986 

Belt - Fan. 8003359 

Belt - Alt... 

Belt - 
Hose 
Hose 
Hose 
Hose 
Hose 
Hose 

ROAD 

1980 

Belt 
Belt 
Belt 
Alt. 

Belt - 
Hose 
Hose 
Hose 
Hose 
Hose 
Hose 

ROAD 

1980 

Belt 
Belt 
Belt 
Alt. 

Belt - 
Hose 
Hose 
Hose 
Hose 
Hose 
Hose 


®*9660HD 

©**9305HD 

©*9319HD 
*9365HD 
=<21194 
■0-2 1/4” I.D. 
*3” I.D. 
*3” I.D. 

1 3/4” I.D. 

2 3/8” I.D. 


Air Compr. 027121521 

- Upper - Eng. To Pipe. 

- Upper - Pipe To Rad. 

- Lower - Eng. To Pipe. 

- Lower - Pipe To Rad. 

- By Pass - Inlet. 

- By Pass - Outlet. 

BOSS 2 

-1978 

Fan. 8001794 

Alt.; W/Delco Alt. 

Alt.; W/Leece Neville 

. 027015077 

A.C. 

- Upper - Eng. To Pipe (Left & Right. 

- Upper - Pipe To Rad. (Left & Right 

- Lower - Eng. To Pipe. 

- Lower - Pipe To Rad. 

- By Pass - Inlet. 

- By Pass - Outlet. 

COMMANDER 2 

-1976 

Fan. 8001794 

Alt.; W/Delco Alt. 

Alt.; W/Leece Neville 

. 027015077 

A.C. 

- Upper - Eng. To Pipe (Left & Right. 

- Upper - Pipe To Rad. (Left & Right 

- Lower - Eng. To Pipe. 

- Lower - Pipe To Rad. 

- By Pass - Inlet. 

By Pass - Outlet. 

DETROIT DIESEL SERIES 60 DIESEL 
ENG. 

WCA; WIA 

1989-1988 

A//38 1/2" Belt 

@*9380HD 


®*9660HD 

@**9305HD 

©*9319HD 
*9365HD 
=<21194 
*2 1/4” I.D. 
*3” I.D. 
*3” I.D. 

1 3/4” I.D. 

2 3/8” I.D. 


Belt - Fan; W/38 1/2" Belt 
O.C. 

.. 20804320 

Belt - Fan; W/55 1/2" Belt 
O.C. 

.. 8003254 

Belt - Fan; W/57" Belt O.C.. 
Belt - Fan; W/58 1/2" Belt 
O.C. 

.. 208043206 

Belt - Alt.; W/48 3/4" Belt 
O.C. 

.. 802220021 

Belt - Alt.; W/49 1/4" Belt 
O.C. 

.. 027015398 

Belt - Alt.; W/51 1/4" Belt 


O.C. 027132951 

Belt - A.C.; W/56 1/2" Belt 

O.C. 8003836 

Belt - A.C.; W/57 1/2" Belt 

O.C. 208043207 

Belt - A.C.; W/58 3/4" Belt 
O.C. 611370001 


@*9550HD 

*9565HD 

®*9580HD 

@*9485HD 

©**9490HD 

2/9500PB 

*9560HD 

*9570HD 

*9585HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

=< Cut To Fit. 


o 

♦ 

* 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. 

WHITE - Continued 


Gates No. 


Application 


Mfr. Part No. 


WHITE - Continued 


Gates No. 


DETROIT DIESEL SERIES 60 DIESEL 

ENG. - Continued 



WCA; WIA - Continued 



1989-1988 - Continued 



Hose - Upper - Eng. To Pipe. 


2 1/2” I.D. 

Hose - Upper - Pipe To Rad.. 


^21135 



or 26529 

Hose - Lower - Eng. To Pipe. 


^21135 

Hose - Lower - Pipe To Rad.. 


21939 

Hose - By Pass. 


@1 3/4” I.D. 

GM V-8 350 ENG. 



1200 SERIES 



1971-1969 



Belt - Fan & Alt. 

311 OKI 48 

©49560HD 

Belt - Fan & Air Brake Com- 



pr. 

311 OKI 46 

49660HD 

Belt - Fan & A.P. 

311 OKI 49 

49540HD 

Hose - Upper. 


25478 

Hose - Lower. 


@4-1 3/4” I.D. 

GM V-8 5.7 L ENG. 



1200 



1989-1984 



Belt - Fan & Alt. 

311 OKI 48 

©49560HD 

Belt - Fan & Air Brake Com- 



P r . 

311 OKI 46 

49660HD 

Belt - Fan & A.P. 

311 OKI 49 

49540HD 

Hose - Upper. 


25478 

Hose - Lower. 


©4-1 3/4” I.D. 

GM V-8 366 ENG. 



1200 SERIES 



1971-1969 



Belt - Fan & Alt. 

2060G1 

©49600HD 

Belt - P.S. 


49405HD 

Belt - Fan & Air Brake Com- 



pr. 

4003M5 

49690HD 

Hose - Upper. 


26509 

Hose - Lower - Pipe To Rad.. 


2” I.D. 

GM V-8 6.0 L ENG. 



1200 



1989-1984 



Belt - Fan & Alt. 

2060G1 

©49600HD 

Belt - P.S. 


49405HD 

Belt - Fan & Air Brake Com- 



pr. 

4003M5 

49690HD 

Hose - Upper. 


26509 

Hose - Lower - Pipe To Rad.. 


2” I.D. 

MERCEDES-BENZ OM402.1 DIESEL 


ENG. 

ROAD BOSS 

1975 

Belt - Fan & W.P. 566485 

Belt - Alt. 

VOLVO 6-CYL 200 ENG. 

1500 SERIES 

1972-1958 

Belt - W.P. & Alt. 674366 

Belt - P.S. 

Belt - Air Brake Compr. 1600504 

Hose - Upper - Eng. To Pipe. 

Hose - Upper - Pipe To Rad. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 

Hose - Heater. 


VOLVO 6-CYL. 200 

2300 SERIES 

ENG.- 

Continued 

1970-1958 

Belt - Fan & Alt. 

1789G1 

©TR22545 

Belt - P.S. 

3110K114 

♦9400HD 

Belt - Air Brake Compr. 

3000 SERIES 

1602206 

TR28463 

1971-1958 

Belt - Gen. 

Belt - W.P. & Alt.; Model No. 

1600988 

©TR22553 

3100. 

Belt - W.P. & Alt.; Tilt No. 

674367 

©TR22534 

678-752 . 

674367 

©TR22534 

Belt - P.S.; Model No. 3200... 
Belt - P.S.; W/34 3/8" Belt 

682097 

49375HD 

O.C. 

665819 

*9341 HD 

Belt - P.S.; W/42 3/8" Belt 


O.C. 

160015 

49420HD 

Belt - Air Brake Compr. 

4000 SERIES 

1600504 

TR28454 

1973-1972 

Belt - Gen. 

Belt - W.P. & Alt.; Model No. 

1600988 

©TR22553 

4264. 

Belt - W.P. & Alt.; Tilt No. 

688803 

©TR22553 

678-752 . 

674367 

©TR22534 

Belt - P.S.; Model No. 4264... 

695788 

TR22434 

Belt - P.S.; Model No. 4300... 
Belt - P.S.; W/38 7/8" Belt 

530774 

TR22448 

O.C. 

Belt - P.S.; W/42 3/8" Belt 

674494 

49385HD 

O.C. 

160015 

♦9420HD 

Belt - Air Brake Compr. 

5000 SERIES 

1600504 

TR28454 

1964-1958 

Belt - Gen. 

Belt - W.P. & Alt.; Tilt No. 

1600988 

©TR22553 

678-752 . 

674367 

©TR22534 

Belt - P.S. 

160015 

49420HD 

Belt - Air Brake Compr. 

6000 SERIES 

1600504 

TR28454 

1974-1972 

Belt - W.P. & Alt. 

674366 

©TR22534 

Belt - P.S. 


©TR24457 

Belt - Air Brake Compr. 

9000 SERIES 

1600504 

TR28454 

1973-1972 

Belt - Gen. 

Belt - W.P. & Alt.; Tilt No. 

1600988 

©TR22553 

678-752 . 

674367 

©TR22534 

Belt - P.S.; Model No. 9064... 

695788 

TR22434 

Belt - P.S.; Model No. 9300... 
Belt - P.S.; W/38 7/8" Belt 

530774 

TR22448 

O.C. 

Belt - P.S.; W/42 3/8" Belt 

674494 

49385HD 

O.C. 

160015 

49420HD 

Belt - Air Brake Compr. 

1600504 

TR28454 


WHITE GMC 

CATERPILLAR 3176 DIESEL ENG. 


WCL SERIES; WCM SERIES 

1990 

Belt - Fan & Alt.; W/73 1/2" 

Belt O.C. 8060264 

Belt - Fan & Alt.; W/74" Belt 

O.C. 208043213 

Belt - A.C. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Rad. 


®*9680HD 

©♦*9540HD 


©TR22534 
@TR24457 
TR28454 
26530 
23562 
26530 
23550 
5/8” I.D. 


*K080730HD 

4K080733HD 

49440HD 

21194 

^21393 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. O Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

Cut To Fit. * Standard Belt Also Available. See Inside Back Cover. 


424 











































































Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


WHITE GMC - Continued 
CATERPILLAR 3176 DIESEL 

- Continued 

WG SERIES 

1990 

Belt - Fan & Alt.; W/73 1/2" 


ENG. 


WHITE GMC - Continued 
CATERPILLAR 3406 DIESEL ENG. 

- Continued 

WCS SERIES - Continued 

1990 - Continued 


Belt - A.C. 

Hose - Lower - Eng. To Pipe 
Hose - Lower - Pipe To Rad. 

WHITE AERO 
1990 


8060264 4K080730HD 

Belt - A.C.; W/42 3/4" Belt 
OC. . 

49440HD 

. 21194 

Belt - A.C.; W/45 1/4" Belt 

O.C. 

. <21393 

Belt - A.C.; W/50 1/2" Belt 


O.C. 


WG SERIES 

027069664 49463HD 

1990 


027016442 


027070547 


Hose - Upper - Eng. To Pipe.. 
Hose - Upper - Pipe To Rad... 
Hose - Lower. 


■>2” I.D. 

*2 1/2” I.D. 
*2 1/4” I.D. 


CATERPILLAR 3208 DIESEL 

XPEDITOR 

1990 

Belt - Fan; Preferred Belt. 027069700 

Belt - Fan; Optional Belt. 

Belt - W.P.; Preferred Belt.9N1329 

Belt - W.P.; Optional Belt. 

Belt - Alt. & Air Brake Compr. 

Belt - P.S. 8002379 

Belt - Air Compr. 027070550 

CATERPILLAR 3406 DIESEL 

WCL SERIES 

1990 

Belt - Fan; Preferred Belt; 

W 57 3/4" Belt O.C. 

Belt - Fan; Optional Belt; 

W/57 3/4" Belt O.C. 027101663 

Belt - Fan; W/65 1/2" Belt 

O.C. 700810A 

Belt - Alt.; W/47” Belt O.C. 027069664 

Belt - Alt. & A.C. 027000233 

Belt - A.C.; W/42 3/4" Belt 

O.C. 027016442 

Belt - A.C.; W/45 1/4" Belt 
O.C. 

Belt 
O.C. 

WCM SERIES 

1990 


■A.C. 


W/50 1/2" Belt 


027070547 


ENG. 


2/9500PB 

©49500HD 

2/9435PB 

©49435HD 

49630HD 

49560HD 

49530HD 

ENG. 


2/TR22570PB 

©TR22570 

TR22648 

49463HD 

49525HD 

49425HD 

49451 HD 

49500HD 


Belt - Fan; Preferred Belt; 
W/57 3/4" Belt O.C. 


2/TR22570PB 

Belt - Fan; Optional Belt; 
W/57 3/4" Belt O.C. 

.. 027101663 

©TR22570 

Belt - Fan; W/65 1/2" Belt 
O.C. 

.. 70081 OA 

TR22648 

Belt - Alt.; W/47 1/2" Belt 
O.C. 

.. 8500385 

49470HD 

Belt - Alt.; W/47" Belt O.C... 

.. 027069664 

49463HD 


Belt - Alt. & A.C. 027000233 


Belt - A.C. 

O.C. 

Belt - A.C. 

O.C. 

Belt - A.C, 

O.C. 

WCS SERIES 
1990 
Belt - Fan; 

W/57 3/4' 

Belt - Fan; 

W/57 3/4' 

Belt - Fan 


W/42 3/4" Belt 


W/45 1/4" Belt 


W/50 1/2" Belt 


027016442 


027070547 


Preferred Belt; 

Belt O.C. 

Optional Belt; 

Belt O.C. 027101663 

W/65 1/2" Belt 

O.C. 700810A 

Belt - Alt.; W/47" Belt O.C. 027069664 

Belt - Alt. & A.C. 027000233 


49525HD 
49425HD 
49451 HD 
49500HD 


2/TR22570PB 

©TR22570 

TR22648 

49463HD 

49525HD 


Belt - Fan; Preferred Belt; 

W/57 3/4" Belt O.C. 

Belt - Fan; Optional Belt; 

W/57 3/4" Belt O.C. 027101663 

Belt - Fan; W/65 1/2" Belt 

O.C. 700810A 

Belt - Alt.; W/47" Belt O.C. 027069664 

Alt. & A.C. 027000233 

W/42 3/4" Belt 

. 027016442 

W/45 1/4" 


■A.C. 


■A.C. 


Belt 


W/50 1/2" Belt 


Belt 

Belt - A.C. 

O.C. 

Belt 
O.C. 

Belt 
O.C. 

Hose - Upper. 

Lower. 

By Pass. 

Hose - Heater Inlet. 

Hose - Heater Outlet. 

WHL SERIES; WHR SERIES 


027070547 


Hose ■ 
Hose ■ 


Hose - By Pass. 

Hose - Heater Inlet. 

Hose - Heater Outlet. 

WIA SERIES 

1990 

Belt - Fan; Preferred Belt; 

W/57 3/4" Belt O.C. 

Belt - Fan; Optional Belt; 


Belt - Fan; W/65 1/2" Belt 

O.C. 

Belt - Alt.; W/47" Belt O.C.. 

Belt - Alt. & A.C. 

Belt - A.C.; W/45 1/4" Belt 

O.C. 

Belt - A.C.; W/50 1/2" Belt 


Hose - Upper. 

Hose - Lower. 

Hose - By Pass. 

Hose - Heater Inlet. 

Hose - Heater Outlet. 

WIL SERIES 

1990 

Belt - Fan; Preferred Belt; 

W/57 3/4" Belt O.C. 

Belt - Fan; Optional Belt; 

W/57 3/4" Belt O.C. 027101663 

Belt - Fan; W/65 1/2" Belt 
O.C. 70081OA 


49425HD 
49451 HD 
49500HD 

2/TR22570PB 

©TR22570 

TR22648 

49463HD 

49525HD 

49425HD 

49451 HD 

49500HD 
*2 1/2” I.D. 
*3” I.D. 

1 1/4” I.D. 
3/4” I.D. 

5/8” I.D. 


1990 



Belt - Fan. 

70081OA 

TR22648 

Belt - Alt. 

8003840 

49455HD 

Belt - A.C.; W/42 1/2" Belt 



O.C. 

027069662 

49420HD 

Belt - A.C.; W/44 1/2" Belt 



O.C. 

027122365 

49440HD 

Hose - Upper - Eng. To Pipe. 


21135 

Hose - Upper - Pipe To Rad.. 


21891 

Hose - Lower. 


*2” I.D. 


1 1/4” I.D. 
3/4” I.D. 
5/8” I.D. 


2/TR22570PB 


027101663 

©TR22570 

70081OA 

TR22648 

027069664 

49463HD 

027000233 

49525HD 


49451 HD 

027070547 

49500HD 
*2 1/2” I.D. 
■>3” I.D. 


1 1/4” I.D. 
3/4” I.D. 
5/8” I.D. 


2/TR22570PB 

©TR22570 

TR22648 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. 
•*” Use Notched Belt Only. 

Cut To Fit. 


o 

♦ 

4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


WHITE GMC - Continued 
CATERPILLAR 3406 DIESEL ENG. 

- Continued 

WIL SERIES - Continued 
1990 - Continued 
Belt - Alt.; W/47 1/2" Belt 


O.C. 8500385 

Belt - Alt.; W/47" Belt O.C. 027069664 

Belt - Alt. & A.C. 027000233 

Belt - A.C.; 

O.C. 

Belt - A.C.; 

O.C. 


Belt - A.C. 

O.C. 

WIM SERIES 

1990 

Belt - Fan; 
W/57 3/4' 
Belt - Fan; 
W/57 3/4' 
Belt - Fan 


W/42 3/4' 
W/45 1/4' 
VV 50 1/2' 


Belt 

Beit’ 

Belt 


027016442 


027070547 


Preferred Belt; 

Belt O.C. 

Optional Belt; 

Belt O.C. 027101663 

W/65 1/2" Belt 

O.C. 700810A 

Belt - Alt.; W/47" Belt O.C. 027069664 

Belt - Alt. & A.C. 027000233 

Belt - A.C.; 

O.C. 

Belt - A.C.; 

O.C. 


Belt - A.C. 
O.C. 


W/42 3/4' 
W/45 1/4' 
W 50 i/2 1 


Belt 

Belt 

Belt 


027016442 


49470HD 

49463HD 

49525HD 

49425HD 

49451 HD 

49500HD 


2/TR22570PB 

©TR22570 

TR22648 

49463HD 

49525HD 

49425HD 

49451 HD 

49500HD 


027070547 

CUMMINS L10 DIESEL ENG. 

WCA SERIES; WCL SERIES; WCM SERIES; WCS 
SERIES; WG SERIES; WHR SERIES; WIA SERIES 
1990 


Belt - Fan; W/.8 To 1 Fan 

Ratio. 

Belt - Fan; W/1 To 1 Fan Ra¬ 
tio. 

Belt - Fan; W/1.2 To 1 Fan 
Ratio. 

3034945 

3034350 

208040006 

4K080585HD 

4K080565HD 

K080525 

Belt - Alt.; W/34 3/8" Belt 

O.C. 

3037425 

4K050340HD 

Belt - Alt.; W/35 3/8" Belt 

O.C. 

3039376 

4K050350HD 

Belt - A.C.; W/54 1/2" Belt 
O.C. 

027068626 

49540HD 

Belt - A.C.; W/57 1/2" Belt 
O.C. 

027000344 

49570HD 


Hose - Upper; W/Single Hose. 

Hose - Upper - Eng. To Pipe; W/Dual 

Hose. 

Hose - Upper - Pipe To Rad.; W/Dual 


Hose.. 

Hose - Lower - Eng. To Pipe.. 
Hose - Lower - Pipe To Pipe.. 
Hose - Lower - Pipe To Rad... 


XPEDITOR 

1990 

Belt - Fan 

Ratio. 

Belt - Fan 

Ratio. 

Belt - Fan 

tio. 

Belt - Fan 

O.C. 

Belt - Fan 
Belt - Alt. 
Belt - A.C. 


W/.7 To 1 Fan 
W/.8 To 1 Fan 


3034944 


W/1 To 1 Fan Ra- 


8003853 

8003852 


W/56 1/8" Belt 

. 3027697 

W/59" Belt O.C. 3081862 

. 3037425 

. 8003836 

Hose - Upper; W/Dual Hose. 

Hose - Upper; W/Single Hose. 

Hose - Lower - Eng. To Pipe; W/Cooler. 

Hose - Lower - Eng. To Pipe; W/O Cooler. 


*2 1/2” I.D. 

*2 1/4” I.D. 

*2 1/2” I.D. 
^21891 
■>2 1/2” I.D. 
sx21891 


4K080545HD 

K080530 

4K080510HD 

4K080560HD 
4K080585HD 
4K050340HD 
49555HD 
*2 1/4” I.D. 
26524 
21400 
*2 1/2” I.D. 


WHITE GMC - Continued 
CUMMINS L10 DIESEL ENG. - Continued 

XPEDITOR - Continued 

1990 - Continued 

Hose - Lower - Pipe To Rad.; W/O Cooler. 21400 

Hose - Lower - Pipe To Cooler. s<21042 

Hose - Lower - Rad. To Cooler. s^=21042 

CUMMINS 6-CYL. 14.0 L DIESEL ENG. 

WG SERIES 

1990 

Belt - Fan; W/V-Belt Drive; 

Preferred Belt. 

Belt - Fan; W/V-Belt Drive; 

Optional Belt. 

Belt - Fan; W/V-Ribbed Belt 
Drive; W/.86 To 1 Fan Ratio 
Belt - Fan; W/V-Ribbed Belt 
Drive; W/1 To 1 Fan Ratio... 

Belt - Fan; W/V-Ribbed Belt 
Drive; W/1.2 To 1 Fan Ratio 
Belt - Fan; W/V-Ribbed Belt 
Drive; W/45 5/8" Belt O.C.... 

Belt - W.P.; W/4-Ribbed Belt.. 

Belt - W.P.; W/6-Ribbed Belt.. 

Belt - Alt.; W/45 3/8" Belt 

O.C.; Preferred Belt. 

Belt - Alt.; W/45 3/8" Belt 

O.C.; Optional Belt. 

Belt - Alt.; W/46 3/8" Belt 

O.C.; Preferred Belt. 

Belt - Alt.; W/46 3/8" Belt 

O.C.; Optional Belt. 

Belt - A.C.; W/37 1/2" Belt 

O.C. 

Belt - A.C. 

O.C. 

Belt - A.C. 

O.C. 

Idler Pulley; 
ley 

Idler Pulley; 


W/39 1/2" Belt 


W/40 1/2“ Belt 


W/Flat Idler Pul- 


W/V-Ribbed Belt. 

Hose - Upper. 

Hose - Lower - Eng. To Pipe; 

Hose. 

Hose - Lower - Eng. To Pipe; 

Hose - By Pass. 

Hose - Heater. 

WIA SERIES 

1990 

Belt - Fan; W/V-Belt Drive; 

Preferred Belt. 

Belt - Fan; W/V-Belt Drive; 

Optional Belt. 

Belt - Fan; WA/-Ribbed Belt 
Drive; W/.86 To 1 Fan Ratio 
Belt - Fan; W/V-Ribbed Belt 
Drive; W/1 To 1 Fan Ratio... 
Belt - Fan; W/V-Ribbed Belt 
Drive; W/1.2 To 1 Fan Ratio 
Belt - Fan; WA/-Ribbed Belt 
Drive; W/45 5/8" Belt O.C.... 
Belt - W.P.; W/4-Ribbed Belt.. 
Belt - W.P.; W/6-Ribbed Belt.. 

Belt - Alt. 

Belt - A.C.; W/37 1/2" Belt 

O.C. 

Belt - A.C.; W/39 1/2" Belt 

O.C. 

Belt - A.C.; W/40 1/2" Belt 

O.C. 

Idler Pulley; W/Flat Idler Pul¬ 
ley . 

Idler Pulley; W/V-Ribbed Belt. 

Hose - Upper. 

Hose - Lower. 

Hose - By Pass - Inlet. 


8003118 

2/TR28483PB 


©TR28483 

8057487 

4K080415HD 

8057486 

4K080427HD 

86060304 

K080435 

208040019 

3063817 

217638 

4K080450HD 

4K040430HD 

4K060435HD 

802223801 

2/9451PB 


@49451 HD 

8001797 

2/9463PB 


©49463HD 

8029802 

49370HD 


TR28390 

8003838 

TR28400 

3065000 

3062931 

41173 

41174 


Molded 
Strt. Hose.. 


8003118 

8057487 

8057486 

86060304 

208040019 

3063817 

217638 

8029802 

8003838 

3065000 

3062931 


*2 1/2” I.D. 

s-<21891 
*2 1/2” I.D. 
1 1/4” I.D. 
5/8” I.D. 


2/TR28483PB 

©TR28483 

4K080415HD 

4K080427HD 

K080435 

4K080450HD 

4K040430HD 

4K060435HD 

©449463HD 

49370HD 

TR28390 

TR28400 

41173 

41174 
■0-2 1/2” I.D. 

*2 1/2” I.D. 

1 1/4” I.D. 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. Green Stripe ® 4-Ply Coolant Hose Recommended. 

▲ Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 


426 


















































































Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application 


Mfr. Part No. 


Gates No. 


Application 


Mfr. Part No. 


Gates No. 


WHITE GMC - Continued 
CUMMINS 6-CYL. 14.0 L DIESEL ENG. 

- Continued 

WIA SERIES - Continued 

1990 - Continued 
Hose - By Pass - Outlet.. 


1 1/2” I.D. 


Hose - Heater Inlet. 

Hose - Heater Outlet. 

WIL SERIES; WIM SERIES 

1990 

Belt - Fan; W/V-Belt Drive; 

Preferred Belt. 8003118 

Belt - Fan; W/V-Belt Drive; 

Optional Belt. 

Belt - Fan; W/V-Flibbed Belt 
Drive; W/.86 To 1 Fan Ratio 8057487 
Belt - Fan; W/V-Ribbed Belt 
Drive; W/1 To 1 Fan Ratio... 8057486 
Belt - Fan; W/V-Ribbed Belt 
Drive; W/1.2 To 1 Fan Ratio 86060304 
Belt - Fan; W/V-Ribbed Belt 
Drive; W/45 5/8" Belt O.C... 

Belt - W.P.; W/4-Ribbed Belt.. 3063817 
Belt - W.P.; W/6-Ribbed Belt.. 217638 

Belt - Alt. 

Belt - A.C.; W/37 1/2" Belt 
O.C. 8029802 


208040019 


Belt - A.C.; W/39 1/2“ Belt 
O.C. 


Belt - A.C.; W/40 1/2" Belt 
O.C. 

. 8003838 

Idler Pulley; W/Flat Idler Pul¬ 
ley . 

. 3065000 


3062931 


2/TR28483PB 

©TR28483 

4K080415HD 

4K080427HD 


K080435 

4K080450HD 

4K040430HD 

4K060435HD 

©449463HD 

49370HD 

TR28390 

TR28400 

41173 

41174 


Idler Pulley; W/V-Ribbed Belt. 

DETROIT DIESEL SERIES 60 DIESEL 
ENG. 

WCA SERIES 

1990 

Fan; W/38 1/2" Belt 


Belt - 


Belt - Fan; W/55 1/2" Belt 
O.C. 

.. 8003254 

Belt - Fan; W/57" Belt O.C.. 
Belt - Fan; W/58 1/2" Belt 
O.C. 

.. 208043206 

Belt - Alt.; W/48 3/4” Belt 
O.C. 

.. 802220021 

Belt - Alt.; W/49 1/4" Belt 

O.C.; Preferred Belt. 

Belt - Alt.; W/49 1/4” Belt 

O.C.; Optional Belt. 

Belt - Alt.; W/51 1/4" Belt 

O.C.; Preferred Belt. 

Belt - Alt.; W/51 1/4" Belt 
O.C.; Optional Belt. 

.. 02713295 

Belt - A.C.; W/56 1/2" Belt 
O.C. 

.. 8003836 

Belt - A.C.; W/57 1/2" Belt 
O.C. 

.. 208043207 

Belt - A.C.; W/58 3/4" Belt 
O.C. 

.. 611370001 


Hose - Upper - Eng. To Pipe.. 
Hose - Upper - Pipe To Rad... 


Hose - Lower - Eng. To Pipe; W/2 1/2" 

I.D. Hose. 

Hose - Lower - Pipe To Rad.; W/2 3/4" 

I.D. Hose. 

Hose - By Pass. 

WIA SERIES 

1990 

Belt - Fan; W/38 1/2" Belt 
O.C. 20804320 


49380HD 

49550HD 

49565HD 

49580HD 

49485HD 

2/9490PB 

©49490HD 

2/9500PB 

©49500HD 

49555HD 

49570HD 

49585HD 
*2 1/2” I.D. 
^21135 
' 26529 

^21135 

21939 
1 3/4” I.D. 


49380HD 


WHITE GMC - Continued 
DETROIT DIESEL SERIES 60 DIESEL 
ENG. - Continued 

WIA SERIES - Continued 

1990 - Continued 
Belt - Fan; W/55 1/2" Belt 


8003254 


5/8” I.D. 

Belt - Fan; W/57" Belt O.C... 
Belt - Fan; W/58 1/2" Belt 
O.C. 

.. 208043206 


Belt - Alt.; W/48 3/4" Belt 
O.C. 

.. 802220021 


Belt ■ 
O.C.; 
Belt - 
O.C.; 


■ Alt.; W/49 1/4" Belt 

Preferred Belt. 

■ Alt.; W/49 1/4" Belt 

; Optional Belt. 

Belt - Alt.; W/51 1/4" Belt 

O.C.; Preferred Belt. 

Belt - Alt.; W/51 1/4" Belt 
; Optional Belt.. 


W/56 1/2 


Belt 


O.C.; 

Belt - A.C. 

O.C. 

Belt - A.C. 

O.C. 

Belt - A.C.; 

O.C. 

Hose - Upper - Pipe To Rad.. 


W/57 1/2 


Belt 


W/58 3/4' 


Belt 


02713295 

8003836 

208043207 

611370001 


Hose - Lower - Eng. To Pipe; W/2 1/2" 

I.D. Hose. 

Hose - Lower - Eng. To Pipe; W/3" I.D. 

Hose. 

Hose - Lower - Pipe To Rad.; W/1 1/2" 

I.D. Hose. 

Hose - Lower - Pipe To Rad.; W/2 3/4" 

I.D. Hose. 

Hose - By Pass. 

VOLVO VE 7 DIESEL ENG. 

WCA SERIES 

1990 

Belt - Fan; W/64 1/2" Belt 

O.C.; Preferred Belt. 

Belt - Fan; W/64 1/2" Belt 

O.C.; Optional Belt. 

Belt - Fan; W/65 5/8" Belt 

O.C.; Preferred Belt. 8002600 

Belt - Fan; W/65 5/8" Belt 

O.C.; Optional Belt. 

Fan; W/66 1/2" Belt 

; Preferred Belt. 

Fan; W/66 1/2" Belt 

; Optional Belt. 

W/51" Belt O.C. 966989 

W/52 1/2" Belt 

. 966843 

W/53 1/2’ Belt 

. 966993 

W/39 1/2" Belt 


W/42" Belt O.C.... 
W/43 1/4" Belt 


Belt - 
O.C. 

Belt - 
O.C. 

Belt - Alt 
Belt - Alt 

O.C. 

Belt - Alt 

O.C. 

Belt - A.C. 

O.C. 

Belt - A.C. 

Belt - A.C. 

O.C. 

Hose - Upper. 

Hose - Lower - Eng. To Pipe. 

Hose - Lower - Pipe To Reservoir. 

WG SERIES 

1990 

Belt - Fan; W/64 1/2" Belt 

O.C.; Preferred Belt. 

Belt - Fan; W/64 1/2" Belt 

O.C.; Optional Belt. 

Fan; W/65 5/8" Belt 

Preferred Belt. 8002600 

Fan; W/65 5/8" Belt 
Optional Belt. 


966387 

027016442 


Belt ■ 
O.C.; 
Belt ■ 
O.C.; 


49550HD 

49565HD 

49580HD 

49485HD 

2/9490PB 

©49490HD 

2/9500PB 

©49500HD 

49555HD 

49570HD 

49585HD 
^21135 
or 26529 

^21135 

21420 

20900 

21939 
1 3/4” I.D. 


2/9640PB 

©49640HD 

2/9650PB 

©49650HD 

2/9660PB 

©49660HD 

7508 

7520 

7530 

49390HD 
49415HD 

49425HD 

^21118 

^21124 

s<20137 


2/9640PB 

©49640HD 

2/9650PB 

©49650HD 


© Two Required. 
® Three Required. 
© Four Required. 
© Five Required. 


© Six Required. 

▲ Durion ® Silicone Hose Recommended. O 
V Use Notched Belt Only. ♦ 

Cut To Fit. 4 


Green Stripe ® 4-Ply Coolant Hose Recommended. 

Use Wire Inserted Green Stripe® Coolant Hose. 
PowerBand® Belt May Work, Use Template To Check. 
Standard Belt Also Available. See Inside Back Cover. 
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Belts and Coolant Hose for Medium/Heavy-Duty Trucks (1990 & Older) 


Application Mfr. Part No. Gates No. 

WHITE GMC - Continued 
VOLVO VE 7 DIESEL ENG. - Continued 

WG SERIES - Continued 

1990 - Continued 

Belt - Fan; W/66 1/2" Belt 

O.C.; Preferred Belt. 2/9660PB 

Belt - Fan; W/66 1/2" Belt 


O.C.; Optional Belt. 

Belt - Alt.; W/51" Belt O.C.... 
Belt - Alt.; W/52 1/2" Belt 

O.C. 

Belt - Alt.; W/53 1/2" Belt 

0.0. 

. 966989 

. 966843 

. 966993 

©49660HD 

7508 

7520 

7530 

Belt - A.C.; W/39 1/2" Belt 

O.C. 


49390HD 

Belt - A.C.; W/42" Belt O.C.. 

. 966387 

49415HD 

Belt - A.C.; W/43 1/4" Belt 

O.C. 

. 027016442 

49425HD 

Hose - Upper. 


s<20957 


Application Mfr. Part No. Gates No. 

WHITE GMC - Continued 
VOLVO VE 7 DIESEL ENG. - Continued 


WG SERIES - Continued 

1990 - Continued 

Flose - Lower - Eng. To Pipe. s<21124 

Flose - Lower - Pipe To Rad.; W/2" I.D. 

Hose. ^21379 

Hose - Lower - Pipe To Reservoir; W/2 
1/2" I.D. Hose. <20137 

WINNEBAGO 


CUMMINS B SERIES 5.9 L DIESEL 
ENG. 

W650; W850 

1988 

Belt-Fan & Alt. 3911588 4K080560HD 


© Two Required. © Six Required. Green Stripe 8 4-Ply Coolant Hose Recommended. 

® Three Required. ▲ Durion® Silicone Hose Recommended. Q Use Wire Inserted Green Stripe® Coolant Hose. 

© Four Required. V Use Notched Belt Only. ♦ PowerBand® Belt May Work, Use Template To Check. 

© Five Required. s< Cut To Fit. 4 Standard Belt Also Available. See Inside Back Cover. 
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Green Stripe® 

Truck & Bus V-Belts 
Listed by Number 

Showing Gates Belt Numbers with 
Corresponding Nominal Outside Lengths, 
Top Widths and Angles 

IMPORTANT: Lengths shown (O.C. is Outside Circumference) are obtained by measuring around the out¬ 
side of the belt. These lengths will not agree exactly with the size significant belt numbering system which 
is based on the effective length of the belt. Effective length ("engineered" length) cannot be measured 
in the field because special tools are required. 

Automotive Top Widths are the standard sizes defined by the automotive belt industry (SAE J636). Due 
to manufacturing processes that create "Vertical Flats", the top width of XL and Truck/Bus series V-Belts 
will not agree with the printed top width dimensions. Top width on this page and on the belt sleeve refers 
to the pulley groove width and not the actual top width of these belts. A picture of a V-Belt with "Vertical 
Flats" is shown below. Actual top width of like belt sizes will also vary slightly depending on the manufac¬ 
turer and belt style. 



Competitive V-Belt 



Our V-Belts with 
“Vertical Flats” 


Gates Length Top Width Gates Length Top Width 

Belt No. Inches (mm) Inches (mm) Angle Belt No. Inches (mm) Inches (mm) Angle 


TR20412. 41 

TR20426. 43 

TR20451 . 45 

TR20544. 54 

TR20619. 62 

TR22299. 30 

TR22322. 32 

TR22329. 33 

TR22336. 34 

TR22344. 34 

TR22350. 35 

TR22358. 36 

TR22363. 36 

TR22373. 37 

TR22380. 38 

TR22386. 39 

TR22392. 39 

TR22397. 40 

TR22401 . 40 

TR22405. 41 

TR22410. 41 

TR22416. 42 

TR22425. 43 

TR22434. 44 

TR22443. 44 

TR22448. 45 

TR22455. 46 

TR22461 . 46 

TR22474. 48 

TR22485. 49 

TR22495. 50 

TR22508. 51 

TR22514. 52 

TR22517. 52 

TR22525. 53 

TR22534. 54 

TR22545. 55 

TR22553. 55 

TR22570. 57 

TR22578. 58 


5/8 (1055) 

5/8 (16) 

36' 

(1090) 

5/8 (16) 

36' 

1/2 (1150) 

5/8 (16) 

36' 

3/4 (1390) 

5/8 (16) 

36' 

3/8 (1585) 

5/8 (16) 

36' 

1/2 (775) 

11/16 (17) 

36' 

3/4 (830) 

11/16 (17) 

36' 

1/2 (845) 

11/16 (17) 

36' 

1/4 (870) 

11/16 (17) 

36' 

7/8 (885) 

11/16 (17) 

36' 

5/8 (905) 

11/16 (17) 

36' 

3/8 (925) 

11/16 (17) 

36' 

7/8 (935) 

11/16 (17) 

36' 

7/8 (960) 

11/16 (17) 

36' 

1/2 (980) 

11/16 (17) 

36' 

1/4 (995) 

11/16 (17) 

36' 

3/4 (1005) 

11/16 (17) 

36' 

1/4 (1020) 

11/16 (17) 

36' 

3/4 (1035) 

11/16 (17) 

36' 

1/8 (1045) 

11/16 (17) 

36' 

5/8 (1055) 

11/16 (17) 

36' 

1/4 (1075) 

11/16 (17) 

36' 

1/8 (1095) 

11/16 (17) 

36' 

(1120) 

11/16 (17) 

36' 

7/8 (1140) 

11/16 (17) 

36' 

3/8 (1155) 

11/16 (17) 

36' 

(1170) 

11/16 (17) 

36' 

5/8 (1185) 

11/16 (17) 

36' 

(1220) 

11/16 (17) 

36' 

1/8 (1250) 

11/16 (17) 

36' 

1/4 (1265) 

11/16 (17) 

36' 

3/8 (1305) 

11/16 (17) 

36' 

(1320) 

11/16 (17) 

36' 

1/2 (1335) 

11/16 (17) 

36' 

1/8 (1350) 

11/16 (17) 

36' 

(1370) 

11/16 (17) 

36' 

1/8 (1400) 

11/16 (17) 

36' 

7/8 (1420) 

11/16 (17) 

36' 

5/8 (1465) 

11/16 (17) 

36' 

1/4 (1480) 

11/16 (17) 

36' 


TR22588. 59 

TR22607. 61 

TR22625. 63 

TR22635. 64 

TR22648. 65 

TR22657. 66 

TR22664. 67 

TR22676. 68 

TR22692. 69 

TR22711 . 71 

TR22720. 72 

TR22752. 75 

TR22770. 77 

TR22792. 79 

TR24281 . 28 

TR24308. 31 

TR24315. 32 

TR24355. 36 

TR24365. 37 

TR24379. 38 

TR24400. 40 

TR24403. 40 

TR24407. 41 

TR24414. 42 

TR24424. 43 

TR24438. 44 

TR24449. 45 

TR24457. 46 

TR24461. 46 

TR24465. 47 

TR24476. 48 

TR24489. 49 

TR24500. 50 

TR24515. 52 

TR24530. 53 

TR24538. 54 

TR24562. 56 

TR24578. 58 

TR24597. 60 

TR24607. 61 


3/8 (1510) 

11/16 (17) 

36' 

1/4 (1555) 

11/16 (17) 

36' 

1/8 (1605) 

11/16 (17) 

36' 

1/8 (1630) 

11/16 (17) 

36' 

3/8 (1660) 

11/16 (17) 

36' 

1/8 (1680) 

11/16 (17) 

36' 

1/8 (1705) 

11/16 (17) 

36' 

1/8 (1730) 

11/16 (17) 

36' 

3/4 (1770) 

11/16 (17) 

36' 

5/8 (1820) 

11/16 (17) 

36' 

5/8 (1845) 

11/16 (17) 

36' 

3/4 (1925) 

11/16 (17) 

36' 

5/8 (1970) 

11/16 (17) 

36' 

3/8 (2015) 

11/16 (17) 

36' 

3/4 (730) 

3/4 (19) 

36' 

3/8 (795) 

3/4 (19) 

36' 

(815) 

3/4 (19) 

36' 

1/8 (920) 

3/4 (19) 

36' 

1/8 (945) 

3/4 (19) 

36' 

1/2 (980) 

3/4 (19) 

36' 

5/8 (1030) 

3/4 (19) 

36' 

7/8 (1040) 

3/4 (19) 

36' 

1/4 (1050) 

3/4 (19) 

36' 

(1065) 

3/4 (19) 

36' 

(1090) 

3/4 (19) 

36' 

3/8 (1125) 

3/4 (19) 

36' 

1/2 (1155) 

3/4 (19) 

36' 

1/4 (1175) 

3/4 (19) 

36' 

3/4 (1185) 

3/4 (19) 

36' 

1/8 (1195) 

3/4 (19) 

36' 

1/4 (1225) 

3/4 (19) 

36' 

1/2 (1255) 

3/4 (19) 

36' 

5/8 (1285) 

3/4 (19) 

36' 

(1320) 

3/4 (19) 

36' 

5/8 (1360) 

3/4 (19) 

36' 

3/8 (1380) 

3/4 (19) 

36' 

5/8 (1440) 

3/4 (19) 

36' 

3/8 (1485) 

3/4 (19) 

36' 

1/4 (1530) 

3/4 (19) 

36' 

3/8 (1560) 

3/4 (19) 

36' 


(mm) Millimeters 
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Green Stripe® Truck & Bus V-Belts Listed by Number 

Gates Length Top Width Gates Length Top Width 

Belt No. Inches (mm) Inches (mm) Angle Belt No. Inches (mm) Inches (mm) Angle 


TR24619. 62 1/2(1590) 3/4 (19) 36° 

TR24638. 64 1/4(1630) 3/4 (19) 36° 

TR24647. 65 1/4(1655) 3/4 (19) 36° 

TR24664. 67 1/8(1705) 3/4 (19) 36° 

TR24688. 69 3/8(1760) 3/4 (19) 36° 

TR24709. 71 1/4(1810) 3/4 (19) 36° 

TR26341 . 34 1/2(875) 13/16(21) 36° 

TR26353. 35 3/4(910) 13/16(21) 36° 

TR26366. 37 1/8(945) 13/16(21) 36° 

TR28333. 33 7/8(860) 7/8 (22) 36° 

TR28346. 35 1/8(890) 7/8 (22) 36° 

TR28376. 38 1/4(970) 7/8 (22) 36° 

TR28386. 39 1/4(995) 7/8 (22) 36° 

TR28390. 39 5/8(1005) 7/8 (22) 36° 

TR28400. 40 5/8(1030) 7/8 (22) 36° 

TR28406. 41 1/8(1045) 7/8 (22) 36° 

TR28412. 41 3/4(1060) 7/8 (22) 36° 

TR28423. 42 7/8(1090) 7/8 (22) 36° 

TR28429. 43 1/2(1105) 7/8 (22) 36° 

TR28437. 44 1/4 (1125) 7/8 (22) 36° 

TR28445. 45 1/8 (1145) 7/8 (22) 36° 

TR28454. 46 (1170) 7/8 (22) 36° 

TR28463. 46 7/8(1190) 7/8 (22) 36° 

TR28473. 47 7/8(1215) 7/8 (22) 36° 

TR28480. 48 5/8(1235) 7/8 (22) 36° 

TR28483. 48 7/8(1240) 7/8 (22) 36° 

TR28492. 49 7/8(1265) 7/8 (22) 36° 

TR28498. 50 3/8(1280) 7/8 (22) 36° 

TR28501 . 50 7/8(1290) 7/8 (22) 36° 

TR28510. 51 5/8(1310) 7/8 (22) 36° 

TR28514. 52 (1320) 7/8 (22) 36° 

TR28522. 53 (1345) 7/8 (22) 36° 

TR28545. 55 1/8(1400) 7/8 (22) 36° 

TR28550. 55 5/8(1415) 7/8 (22) 36° 

TR28557. 56 1/4(1430) 7/8 (22) 36° 

TR28565. 57 1/8(1445) 7/8 (22) 36° 

TR28570. 57 5/8(1465) 7/8 (22) 36° 

TR28575. 58 1/8(1475) 7/8 (22) 36° 

TR28583. 58 7/8(1495) 7/8 (22) 36° 

TR28596. 60 1/4(1530) 7/8 (22) 36° 

TR28616. 62 1/4(1580) 7/8 (22) 36° 


TR28628. 63 3/8(1610) 7/8 (22) 36° 

TR28649. 65 1/2(1665) 7/8 (22) 36° 

TR28657. 66 1/8(1680) 7/8 (22) 36° 

TR28666. 67 1/4(1710) 7/8 (22) 36° 

TR28680. 68 5/8(1745) 7/8 (22) 36° 

TR28693. 69 7/8(1775) 7/8 (22) 36° 

TR28706. 71 1/8(1805) 7/8 (22) 36° 

TR28733. 73 7/8(1875) 7/8 (22) 36° 

TR28743. 74 7/8(1900) 7/8 (22) 36° 

TR28786. 79 1/8(2010) 7/8 (22) 36° 

TR30408. 41 1/4(1050) 15/16(24) 36° 

TR30428. 43 1/4(1100) 15/16(24) 36° 

TR30448. 45 1/4(1150) 15/16(24) 36° 

TR30467. 47 1/8(1195) 15/16(24) 36° 

TR30484. 48 7/8(1240) 15/16(24) 36° 

TR30506. 51 (1295) 15/16(24) 36° 

TR30537. 54 1/8(1375) 15/16(24) 36° 

TR30543. 54 5/8(1385) 15/16(24) 36° 

TR30589. 59 1/4(1505) 15/16(24) 36° 

TR30624. 62 3/4(1595) 15/16(24) 36° 

TR30652. 65 5/8(1665) 15/16(24) 36° 

TR30672. 67 5/8(1720) 15/16(24) 36° 

TR30698. 70 3/8(1790) 15/16(24) 36° 

TR30710. 71 3/8(1815) 15/16(24) 36° 

TR30722. 72 3/4(1850) 15/16(24) 36° 

TR30754. 75 3/4(1925) 15/16(24) 36° 

TR30770. 77 (1955) 15/16(24) 36° 

TR30808. 81 1/8(2060) 15/16(24) 36° 

TR32491 . 49 3/4 (1265) 1 (25) 36° 

TR32513. 51 7/8(1320) 1(25) 36° 

TR32571 . 57 5/8 (1465) 1 (25) 36° 

TR34435. 43 7/8(1115) 1 1/16(27) 36° 

TR34456. 46 (1170) 1 1/16 (27) 36° 

TR34467. 47 (1195) 1 1/16(27) 36° 

TR34495. 49 7/8(1265) 1 1/16(27) 36° 

TR34506. 51 1/8(1300) 1 1/16(27) 36° 

TR34545. 55 (1395) 1 1/16(27) 36° 

TR34604. 60 7/8(1545) 1 1/16(27) 36° 

TR34700. 70 3/8(1790) 1 1/16(27) 36° 

TR34711 . 71 1/2(1815) 1 1/16(27) 36° 

TR34771 . 77 1/2(1970) 1 1/16(27) 36° 
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Green Stripe® 

Truck & Bus V-Belts 
Listed by Width and Length 

Showing Nominal Belt Top Widths, Outside Lengths and 
Angles with Corresponding Gates Belt Numbers 

IMPORTANT: Lengths shown (O.C. is Outside Circumference) are obtained by measuring around the out¬ 
side of the belt. These lengths will not agree exactly with the size significant belt numbering system which 
is based on the effective length of the belt. Effective length ("engineered" length) cannot be measured 
in the field because special tools are required. 

Automotive Top Widths are the standard sizes defined by the automotive belt industry (SAE J636). Due 
to manufacturing processes that create "Vertical Flats", the top width of XL and Truck/Bus series V-Belts 
will not agree with the printed top width dimensions. Top width on this page and on the belt sleeve refers 
to the pulley groove width and not the actual top width of these belts. A picture of a V-Belt with "Vertical 
Flats" is shown below. Actual top width of like belt sizes will also vary slightly depending on the manufac¬ 
turer and belt style. 



Competitive V-Belt 



Our V-Belts with 
“Vertical Flats” 


Length 

Inches (mm) 

Angle 

Gates 

Belt No. 

5/8” (16 mm) Top Width 

41 5/8 (1055). 

. 36° 

TR20412 

43 (1090). 

. 36° 

TR20426 

45 1/2 (1150). 

. 36° 

TR20451 

54 3/4 (1390). 

. 36° 

TR20544 

62 3/8 (1585). 

. 36° 

TR20619 

11/16” (17 mm) Top Width 

30 1/2 (775). 

. 36° 

TR22299 

32 3/4 (830). 

. 36° 

TR22322 

33 1/2 (845). 

. 36° 

TR22329 

34 1/4 (870). 

. 36° 

TR22336 

34 7/8 (885). 

. 36° 

TR22344 

35 5/8 (905). 

. 36° 

TR22350 

36 3/8 (925). 

. 36° 

TR22358 

36 7/8 (935). 

. 36° 

TR22363 

37 7/8 (960). 

. 36° 

TR22373 

38 1/2 (980). 

. 36° 

TR22380 

39 1/4 (995). 

. 36° 

TR22386 

39 3/4 (1005). 

. 36° 

TR22392 

40 1/4 (1020). 

. 36° 

TR22397 

40 3/4 (1035). 

. 36° 

TR22401 

41 1/8 (1045). 

. 36° 

TR22405 

41 5/8 (1055). 

. 36° 

TR22410 

42 1/4 (1075). 

. 36° 

TR22416 

43 1/8 (1095). 

. 36° 

TR22425 

44 (1120). 

. 36° 

TR22434 

44 7/8 (1140). 

. 36° 

TR22443 

45 3/8 (1155). 

. 36° 

TR22448 

46 (1170). 

. 36° 

TR22455 

46 5/8 (1185). 

. 36° 

TR22461 

48 (1220). 

. 36° 

TR22474 

49 1/8 (1250). 

. 36° 

TR22485 

50 1/4 (1265). 

. 36° 

TR22495 

51 3/8 (1305). 

. 36° 

TR22508 

52 (1320). 

. 36° 

TR22514 

52 1/2 (1335). 

. 36° 

TR22517 

53 1/8 (1350). 

. 36° 

TR22525 

54 (1370). 

. 36° 

TR22534 


Length Gates 

Inches (mm) Angle Belt No. 


11/16” (17 mm) Top Width 

- Continued 


55 1/8 (1400). 

. 36° 

TR22545 

55 7/8 (1420). 

. 36° 

TR22553 

57 5/8 (1465). 

. 36° 

TR22570 

58 1/4 (1480). 

. 36° 

TR22578 

59 3/8 (1510). 

. 36° 

TR22588 

61 1/4 (1555). 

. 36° 

TR22607 

63 1/8 (1605). 

. 36° 

TR22625 

64 1/8 (1630). 

. 36° 

TR22635 

65 3/8 (1660). 

. 36° 

TR22648 

66 1/8 (1680). 

. 36° 

TR22657 

67 1/8 (1705). 

. 36° 

TR22664 

68 1/8 (1730). 

. 36° 

TR22676 

69 3/4 (1770). 

. 36° 

TR22692 

71 5/8 (1820). 

. 36° 

TR22711 

72 5/8 (1845). 

. 36° 

TR22720 

75 3/4 (1925). 

. 36° 

TR22752 

77 5/8 (1970). 

. 36° 

TR22770 

79 3/8 (2015). 

. 36° 

TR22792 


3/4” (19 mm) Top Width 


28 3/4 (730). 

. 36° 

TR24281 

31 3/8 (795) . 

. 36° 

TR24308 

32 (815). 

. 36° 

TR24315 

36 1/8 (920). 

. 36° 

TR24355 

37 1/8 (945). 

. 36° 

TR24365 

38 1/2 (980). 

. 36° 

TR24379 

40 5/8 (1030). 

. 36° 

TR24400 

40 7/8 (1040). 

. 36° 

TR24403 

41 1/4 (1050). 

. 36° 

TR24407 

42 (1065). 

. 36° 

TR24414 

43 (1090). 

. 36° 

TR24424 

44 3/8 (1125). 

. 36° 

TR24438 

45 1/2 (1155). 

. 36° 

TR24449 

46 1/4 (1175). 

. 36° 

TR24457 

46 3/4 (1185). 

. 36° 

TR24461 

47 1/8 (1195). 

. 36° 

TR24465 


Length 


Gates 

Inches (mm) 

Angle 

Belt No. 


3/4” (19 mm) Top Width 



- Continued 


48 1/4 (1225) 

. 36° 

TR24476 

49 1/2 (1255) 

. 36° 

TR24489 

50 5/8 (1285) 

. 36° 

TR24500 

52 (1320). 

. 36° 

TR24515 

53 5/8 (1360) 

. 36° 

TR24530 

54 3/8 (1380) 

. 36° 

TR24538 

56 5/8 (1440) 

. 36° 

TR24562 

58 3/8 (1485) 

. 36° 

TR24578 

60 1/4 (1530) 

. 36° 

TR24597 

61 3/8 (1560) 

. 36° 

TR24607 

62 1/2 (1590) 

. 36° 

TR24619 

64 1/4 (1630) 

. 36° 

TR24638 

65 1/4 (1655) 

. 36° 

TR24647 

67 1/8 (1705) 

. 36° 

TR24664 

69 3/8 (1760) 

. 36° 

TR24688 

71 1/4 (1810) 

. 36° 

TR24709 


13/16” (21 mm) Top Width 


34 1/2 (875)... 

. 36° 

TR26341 

35 3/4 (910)... 

. 36° 

TR26353 

37 1/8 (945)... 

. 36° 

TR26366 

7/8” (22 mm) Top Width 

33 7/8 (860).. 

. 36° 

TR28333 

35 1/8 (890).. 

. 36° 

TR28346 

38 1/4 (970).. 

. 36° 

TR28376 

39 1/4 (995).. 

. 36° 

TR28386 

39 5/8 (1005) 

. 36° 

TR28390 

40 5/8 (1030) 

. 36° 

TR28400 

41 1/8 (1045) 

. 36° 

TR28406 

41 3/4 (1060) 

. 36° 

TR28412 

42 7/8 (1090) 

. 36° 

TR28423 

43 1/2 (1105) 

. 36° 

TR28429 

44 1/4 (1125) 

. 36° 

TR28437 

45 1/8 (1145) 

. 36° 

TR28445 


(mm) Millimeters 
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Green Stripe® Truck & Bus V-Belts Listed by Width and Length 


Length 


Gates 

Inches (mm) 

Angle 

Belt No. 


7/8” (22 mm) Top Width 



- Continued 


46 (1170). 

. 36° 

TR28454 

46 7/8 (1190) 

. 36° 

TR28463 

47 7/8 (1215) 

. 36° 

TR28473 

48 5/8 (1235) 

. 36° 

TR28480 

48 7/8 (1240) 

. 36° 

TR28483 

49 7/8 (1265) 

. 36° 

TR28492 

50 3/8 (1280) 

. 36° 

TR28498 

50 7/8 (1290) 

. 36° 

TR28501 

51 5/8 (1310) 

. 36° 

TR28510 

52 (1320). 

. 36° 

TR28514 

53 (1345). 

. 36° 

TR28522 

55 1/8 (1400) 

. 36° 

TR28545 

55 5/8 (1415) 

. 36° 

TR28550 

56 1/4 (1430) 

. 36° 

TR28557 

57 1/8 (1445) 

. 36° 

TR28565 

57 5/8 (1465) 

. 36° 

TR28570 

58 1/8 (1475) 

. 36° 

TR28575 

58 7/8 (1495) 

. 36° 

TR28583 

60 1/4 (1530) 

. 36° 

TR28596 

62 1/4 (1580) 

. 36° 

TR28616 

63 3/8 (1610) 

. 36° 

TR28628 

65 1/2 (1665) 

. 36° 

TR28649 

66 1/8 (1680) 

. 36° 

TR28657 

67 1/4 (1710) 

. 36° 

TR28666 


Length 


Gates 

Inches (mm) 

Angle 

Belt No. 


7/8” (22 mm) Top Width 



- Continued 


68 5/8 (1745). 

. 36° 

TR28680 

69 7/8 (1775). 

. 36° 

TR28693 

71 1/8 (1805). 

. 36° 

TR28706 

73 7/8 (1875). 

. 36° 

TR28733 

74 7/8 (1900). 

. 36° 

TR28743 

79 1/8 (2010). 

. 36° 

TR28786 

15/16” 

(24 mm) Top Width 

41 1/4 (1050). 

. 36° 

TR30408 

43 1/4 (1100). 

. 36° 

TR30428 

45 1/4 (1150). 

. 36° 

TR30448 

47 1/8 (1195). 

. 36° 

TR30467 

48 7/8 (1240). 

. 36° 

TR30484 

51 (1295). 

. 36° 

TR30506 

54 1/8 (1375). 

. 36° 

TR30537 

54 5/8 (1385). 

. 36° 

TR30543 

59 1/4 (1505). 

. 36° 

TR30589 

62 3/4 (1595). 

. 36° 

TR30624 

65 5/8 (1665). 

. 36° 

TR30652 

67 5/8 (1720). 

. 36° 

TR30672 

70 3/8 (1790). 

. 36° 

TR30698 

71 3/8 (1815). 

. 36° 

TR30710 

72 3/4 (1850). 

. 36° 

TR30722 


Length Gates 

Inches (mm) Angle Belt No. 


15/16” (24 mm) Top Width 

- Continued 


75 3/4 (1925).. 

. 36° 

TR30754 

77 (1955). 

. 36° 

TR30770 

81 1/8 (2060).. 

. 36° 

TR30808 

1” (25 mm) Top 

Width 

49 3/4 (1265).. 

. 36° 

TR32491 

51 7/8 (1320).. 

. 36° 

TR32513 

57 5/8 (1465).. 

. 36° 

TR32571 

1 1/16” 

(27 mm) Top Width 

43 7/8 (1115). 

. 36° 

TR34435 

46 (1175). 

. 36° 

TR34456 

47 (1195). 

. 36° 

TR34467 

49 7/8 (1265). 

. 36° 

TR34495 

51 1/8 (1300). 

. 36° 

TR34506 

55 (1395). 

. 36° 

TR34545 

60 7/8 (1545). 

. 36° 

TR34604 

70 3/8 (1790). 

. 36° 

TR34700 

71 1/2 (1815). 

. 36° 

TR34711 

77 1/2 (1970). 

. 36° 

TR34771 
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(mm) Millimeters 







































































Green Stripe® 

Truck & Bus PowerBand® Belts 
Listed by Number 

Showing Gates Belt Numbers with 
Corresponding Nominal Outside Lengths, 

Top Widths and Template Color 

IMPORTANT: When using PowerBand® belts, make sure that ALL pulleys within the drive can use a 
PowerBand® by using the appropriate PowerBand® belt template. The use of the correct template is es¬ 
sential for proper fit. The appropriate template for each belt can be determined from the size list below. 

Refer to the product page in the front of this catalog for detailed instructions on correct fit of the templates 
in the pulley grooves. The lengths shown (O.C. is Outside Circumference) are obtained by measuring 
around the outside of the belt. 



Top Width 

Gates Per Strand Length Template 

Belt No. Inches (mm) Inches (mm) Color 


2/9305PB. 1/2 (12.7) 31 17/32 (801) YELLOW 

2/9313PB. 1/2 12.7) 32 3/16 (818) YELLOW 

2/9325PB. 1/2 12.7) 33 17/32 (851) YELLOW 

2/9430 PB. 1/2 (12.7) 43 7/8 (1110) YELLOW 

2/9435PB. 1/2 12.7) 44 3/8 (1125) YELLOW 

2/9447PB. 1/2 12.7) 45 3/8 (1150) YELLOW 

2/9451 PB. 1/2 12.7) 45 27/32 (1164) YELLOW 

2/9463 PB. 1/2 12.7) 46 7/8 (1190) YELLOW 

2/9470PB. 1/2 12.7) 47 7/8 (1215) YELLOW 

2/9476PB. 1/2 12.7) 48 3/8 (1230) YELLOW 

2/9485FPB (FORD ONLY) 1/2 12.7 49 1/4 (1250) PINK 

2/9490 PB. 1/2 12.7) 49 3/4 (1265) YELLOW 

2/9500 PB. 1/2 12.7) 50 7/8 (1292) YELLOW 

2/9510PB. 1/2 12.7) 51 27/32 (1316) YELLOW 

2/9520 PB. 1/2 12.7) 52 3/8 (1330) YELLOW 

2/9530 PB. 1/2 (12.7) 53 3/4 (1365) YELLOW 

2/9540 PB. 1/2 12.7) 54 3/4 (1390) YELLOW 

2/9545 PB. 1/2 12.7) 55 1/4 (1405) YELLOW 

2/9550 PB. 1/2 12.7) 55 3/4 (1415) YELLOW 

2/9555 PB. 1/2 12.7) 56 1/2 (1435) YELLOW 

2/9570PB. 1/2 12.7) 57 3/4 (1465) YELLOW 

2/9590 PB. 1/2 12.7) 59 3/4 (1520) YELLOW 

2/9600 PB. 1/2 12.7) 60 5/8 (1540) YELLOW 

2/9610PB. 1/2 12.7 61 3/4 (1570) YELLOW 

2/9640 PB. 1/2 12.7) 64 3/8 (1635) YELLOW 

2/9650 PB. 1/2 (12.7) 65 3/8 (1660) YELLOW 


Gates 

Belt No. 

Top Width 

Per Strand 
Inches (mm) 

Length 
Inches (mm) 

Template 

Color 

2/9660 PB . 

.1/2 (12.7) 

66 3/8 (1685) 

YELLOW 

2/9670PB. 

.1/2 (12.7) 

67 3/8 (1710) 

YELLOW 

2/9690 PB. 

.1/2 (12.7) 

69 3/4 (1770) 

YELLOW 

2/9700PB. 

.1/2 (12.7) 

70 7/8 (1800) 

YELLOW 

2/9710PB. 

.1/2 (12.7) 

71 3/4 (1820) 

YELLOW 

2/9720PB. 

.1/2 (12.7) 

72 1/4 (1835) 

YELLOW 

2/9730PB. 

.1/2 (12.7) 

73 3/8 (1865) 

YELLOW 

3/9470PB. 

.1/2 (12.7) 

47 1/2 (1206) 


3/9500 PB. 

.1/2 (12.7) 

50 5/8 (1286) 


3/9525 PB . 

.1/2 (12.7) 

53 1/8 (1349) 


3/9530 PB . 

.1/2 (12.7) 

53 1/2 (1359) 


2/TR22517PB . 

.11/16 (17) 

52 1/2 (1333) 

GREEN 

2/TR22553PB . 

.11/16 (17) 

56 (1425) 

GREEN 

2/TR22570PB . 

.11/16 (17) 

57 5/8 (1465) 

GREEN 

2/TR28400PB . 

. 7/8 (22.23) 

40 1/2 (1030) 

RED 

2/TR2841 1 PB . 

. 7/8 (22.23) 

41 7/8 (1061) 

RED 

2/TR28429PB . 

. 7/8 (22.23) 

43 1/2 (1105) 

RED 

2/TR28437PB . 

. 7/8 (22.23) 

44 1/4 (1125) 

RED 

2/TR28466PB . 

. 7/8 (22.23) 

47 1/8 (1198) 

RED 

2/TR28473PB . 

. 7/8 (22.23) 

47 7/8 (1215) 

RED 

2/TR28480PB. 

. 7/8 (22.23) 

48 5/8 (1235) 

RED 

2/TR28483PB. 

. 7/8 (22.23) 

48 7/8 (1240) 

RED 

2/TR28492PB. 

. 7/8 (22.23) 

49 7/8 (1265) 

RED 

2/TR28501PB. 

. 7/8 (22.23) 

50 3/4 (1290) 

RED 

2/TR28510PB. 

. 7/8 (22.23) 

51 5/8 (1310) 

RED 


(mm) Millimeters 
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Green Stripe® 

Truck & Bus PowerBand® Belts 
Listed by Width and Length 

Showing Nominal Belt Top Widths, Outside Lengths and 
Template Color with Corresponding Gates Belt Numbers 

IMPORTANT: When using PowerBand® belts, make sure that ALL pulleys within the drive can use a 
PowerBand® by using the appropriate PowerBand® belt template. The use of the correct template is es¬ 
sential for proper fit. The appropriate template for each belt can be determined from the size list below. 

Refer to the product page in the front of this catalog for detailed instructions on correct fit of the templates 
in the pulley grooves. The lengths shown (O.C. is Outside Circumference) are obtained by measuring 
around the outside of the belt. 



Length Template 

Inches (mm) Color 


1/2” (12.7 mm) Per 
Top Width 

31 17/32 (801).YELLOW 

32 3/16 (818).YELLOW 

33 17/32 (851).YELLOW 

43 7/8 (1110).YELLOW 

44 3/8 (1125).YELLOW 

45 3/8 (1150).YELLOW 

45 27/32 (1164).YELLOW 

46 7/8 (1190).YELLOW 

47 1/2 (1206). 

47 7/8 (1215).YELLOW 

48 3/8 (1230).YELLOW 

49 1/4 (1250). PINK 

49 3/4 (1265).YELLOW 

50 5/8 (1286). 

50 7/8 (1292).YELLOW 

51 27/32 (1316).YELLOW 

52 3/8 (1330).YELLOW 

53 1/8 (1349). 

53 1/2 (1359). 


Gates 
Belt No. 


Strand 


2/9305PB 

2/9313PB 

2/9325PB 

2/9430PB 

2/9435PB 

2/9447PB 

2/9451PB 

2/9463PB 

3/9470PB 

2/9470PB 

2/9476PB 

2/9485FPB 

2/9490PB 

3/9500PB 

2/9500PB 

2/9510PB 

2/9520PB 

3/9525PB 

3/9530PB 


Length Template Gates 

Inches (mm) Color Belt No. 


1/2” (12.7 mm) Per Strand 
Top Width - Continued 


53 3/4 (1365). 

.YELLOW 

2/9530 PB 

54 3/4 (1390). 

YELLOW 

2/9540 PB 

55 1/4 (1405). 

YELLOW 

2/9545 PB 

55 3/4 (1415). 

YELLOW 

2/9550 PB 

56 1/2 (1435). 

YELLOW 

2/9555 PB 

57 3/4 (1465). 

YELLOW 

2/9570PB 

59 3/4 (1520). 

YELLOW 

2/9590 PB 

60 5/8 (1540). 

YELLOW 

2/9600 PB 

61 3/4 (1570). 

YELLOW 

2/9610PB 

64 3/8 (1635). 

YELLOW 

2/9640 PB 

65 3/8 (1660). 

YELLOW 

2/9650 PB 

66 3/8 (1685). 

YELLOW 

2/9660 PB 

67 3/8 (1710). 

YELLOW 

2/9670PB 

69 3/4 (1770). 

YELLOW 

2/9690 PB 

70 7/8 (1800). 

YELLOW 

2/9700PB 

71 3/4 (1820). 

YELLOW 

2/9710PB 

72 1/4 (1835). 

YELLOW 

2/9720 PB 

73 3/8 (1865). 

YELLOW 

2/9730 PB 


Length Template Gates 

Inches (mm) Color Belt No. 


11/16” 

(17 mm) Per Strand 
Top Width 

52 1/2 (1333). 

.GREEN 

2/TR22517PB 

56 (1425). 

GREEN 

2/TR22553PB 

57 5/8 (1465). 

GREEN 

2/TR22570PB 

7/8” (22.23 mm) Per Strand 
Top Width 

40 1/2 (1030). 

. RED 

2/TR28400PB 

41 7/8 (1061). 

RED 

2/TR28411 PB 

43 1/2 (1105). 

RED 

2/TR28429PB 

44 1/4 (1125). 

RED 

2/TR28437PB 

47 1/8 (1198). 

RED 

2/TR28466PB 

47 7/8 (1215). 

RED 

2/TR28473PB 

48 5/8 (1235). 

RED 

2/TR28480PB 

48 7/8 (1240). 

RED 

2/TR28483PB 

49 7/8 (1265). 

RED 

2/TR28492PB 

50 3/4 (1290). 

RED 

2/TR28501PB 

51 5/8 (1310). 

RED 

2/TR28510PB 


434 


(mm) Millimeters 































































FleetRunner™ Heavy-Duty V-Belts 
Listed by Number 

Showing Gates Belt Numbers with Corresponding 
Nominal Outside Lengths, Top Widths and Angles 


Gates 

Length 

Top Width 

Gates 

Length 

Top Width 

Belt No. 

Inches (mm) 

Inches (mm) Angle 

Belt No. 

Inches (mm) 

Inches (mm) Angle 


9290HD. T29 3/8 (746) 1/2 (13) 38° 

9305HD. T30 7/8 (784) 1/2 (13) 38° 

9313HD. T31 7/8 (810) 1/2 (13) 38° 

9319HD. T32 5/8 (830) 1/2 (13) 38° 

9325HD. T32 7/8 (835) 1/2 (13) 38° 

9330HD. T33 3/8 (848) 1/2 (13) 38° 

9335HD. T33 29/32 (862) 1/2 (13) 38° 

9341 HD. T34 3/8 (873) 1/2 (13) 38° 

9345HD. T34 7/8 (886) 1/2 (13) 38° 

9350HD. T35 15/32 (901) 1/2 (13) 38° 

9360HD. T36 3/8 (924) 1/2 (13) 38° 

9365HD. T36 7/8 (936) 1/2 (13) 38° 

9370HD. T37 3/8 (950) 1/2 (13) 38° 

9375HD. T37 15/16 (963) 1/2 (13) 38° 

9380HD. T38 3/8 (975) 1/2 (13) 38° 

9385HD. T38 29/32 (989) 1/2 (13) 38° 

9390HD. T39 3/8 (1000) 1/2 (13) 38° 

9395HD. T39 29/32 (1013) 1/2 (13) 38° 

9400HD. T40 3/8 (1026) 1/2 (13) 38° 

9403HD. T40 5/8 (1032) 1/2 (13) 38° 

9405HD. T40 27/32 (1038) 1/2 (13) 38° 

9412HD. T41 3/8 (1051) 1/2 (13) 38° 

9415HD. T41 29/32 (1065) 1/2 (13) 38° 

9420HD. T42 11/32 (1075) 1/2 (13) 38° 

9425HD. T42 27/32 (1088) 1/2 (13) 38° 

9430HD. T43 7/16 (1103) 1/2 (13) 38° 

9435HD. T43 7/8 (1115) 1/2 (13) 38° 

9440HD. T44 3/8 (1127) 1/2 (13) 38° 

9447HD. T44 27/32 (1139) 1/2 (13) 38° 

9451 HD. T45 7/16 (1154) 1/2 (13) 38° 

9455HD. T45 27/32 (1165) 1/2 (13) 38° 

9463HD. T46 3/8 (1178) 1/2 (13) 38° 

9465HD. T46 27/32 (1190) 1/2 (13) 38° 

9470HD. T47 3/8 (1203) 1/2 (13) 38° 

9476HD. T47 15/16 (1218) 1/2 (13) 38° 

9480HD. T48 15/32 (1231) 1/2 (13) 38° 

9485HD. T48 27/32 (1240) 1/2 (13) 38° 


9490HD . T49 3/8 (1254) 1/2 (13) 38° 

9495HD . T49 29/32 (1268) 1/2 (13) 38° 

9500HD . T50 7/16 (1281) 1/2 (13) 38° 

9505HD . T5C 7/8 (1292) 1/2 (13) 38° 

9510HD . T51 3/8 (1305) 1/2 (13) 38° 

9520HD . T52 7/16 (1332) 1/2 (13) 38° 

9525HD . T52 7/8 (1343) 1/2 (13) 38° 

9530HD . T53 7/16 (1357) 1/2 (13) 38° 

9540HD . T54 3/8 (1382) 1/2 (13) 38° 

9545HD . T54 27/32 (1393) 1/2 (13) 38° 

9550HD . T55 13/32 (1408) 1/2 (13) 38° 

9555HD . T55 27/32 (1418) 1/2 (13) 38° 

9560HD . T56 13/32 (1433) 1/2 (13) 38° 

9565HD . T56 27/32 (1443) 1/2 (13) 38° 

9570HD . T57 13/32 (1458) 1/2 (13) 38° 

9580HD . T58 3/8 (1483) 1/2 (13) 38° 

9585HD . T58 7/8 (1496) 1/2 (13) 38° 

9590HD . T59 13/32 (1509) 1/2 (13) 38° 

9600HD . T60 13/32 (1534) 1/2 (13) 38° 

9605HD . T60 31/32 (1549) 1/2 (13) 38° 

9610HD . T61 7/16 (1561) 1/2 (13) 38° 

9620HD . T62 3/8 (1584) 1/2 (13) 38° 

9625HD . T62 7/8 (1597) 1/2 (13) 38° 

9630HD . T63 13/32 (1610) 1/2 (13) 38° 

9635HD . T63 29/32 (1623) 1/2 (13) 38° 

9640HD . T64 3/8 (1635) 1/2 (13) 38° 

9650HD . T65 3/8 (1661) 1/2 (13) 38° 

9660HD . T66 3/8 (1686) 1/2 (13) 38° 

9670HD . T67 3/8 (1712) 1/2 (13) 38° 

9680HD . T68 3/8 (1737) 1/2 (13) 38° 

9690HD . T69 3/8 (1762) 1/2 (13) 38° 

9700HD . T70 3/8 (1788) 1/2 (13) 38° 

9710HD . T71 3/8 (1813) 1/2 (13) 38° 

9720HD . T72 3/8 (1838) 1/2 (13) 38° 

9730HD . T73 11/32 (1863) 1/2 (13) 38° 

9745HD . T74 7/8 (1900) 1/2 (13) 38° 

9755HD . T75 15/16 (1929) 1/2 (13) 38° 


T Indicates Notched Belt. 


(mm) Millimeters 
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FleetRunner™ Heavy-Duty V-Belts 
Listed by Width and Length 

Showing Nominal Belt Top Widths, Outside Lengths and Angles 
with Corresponding Gates Belt Numbers 


Length 
Inches (mm) 


Angle 


Gates Length 

Belt No. Inches (mm) 


Angle 


Gates Length 

Belt No. Inches (mm) 


Gates 

Angle Belt No. 


1/2” (13 mm) Top Width 
(HC50) 


1/2” (13 mm) Top Width 
(HC50) - Continued 


1/2” (13 mm) Top Width 
(HC50) - Continued 


29 3/8 (746). 

. 38° 

▼9290HD 

30 7/8 (784). 

. 38° 

▼9305HD 

31 7/8 (810). 

. 38° 

▼9313HD 

32 5/8 (830). 

. 38° 

▼9319HD 

32 7/8 (835). 

. 38° 

▼9325HD 

33 3/8 (848). 

. 38° 

▼9330HD 

33 29/32 (862). 

. 38° 

▼9335HD 

34 3/8 (873). 

. 38° 

▼9341 HD 

34 7/8 (886). 

. 38° 

▼9345HD 

35 15/32 (901). 

. 38° 

▼9350HD 

36 3/8 (924). 

. 38° 

▼9360HD 

36 7/8 (936). 

. 38° 

▼9365HD 

37 3/8 (950). 

. 38° 

▼9370HD 

37 15/16 (963). 

. 38° 

▼9375HD 

38 3/8 (975). 

. 38° 

▼9380HD 

38 29/32 (989). 

. 38° 

▼9385HD 

39 3/8 (1000). 

. 38° 

▼9390HD 

39 29/32 (1013). 

. 38° 

▼9395HD 

40 3/8 (1026). 

. 38° 

▼9400HD 

40 5/8 (1032). 

. 38° 

▼9403HD 

40 27/32 (1038). 

. 38° 

▼9405HD 

41 3/8 (1051). 

. 38° 

▼9412HD 

41 29/32 (1065). 

. 38° 

▼9415HD 

42 11/32 (1075). 

. 38° 

▼9420HD 

42 27/32 (1088). 

. 38° 

▼9425HD 


43 7/16 (1103). 

. 38° 

▼9430HD 

43 7/8 (1115). 

. 38° 

▼9435HD 

44 3/8 (1127). 

. 38° 

▼9440HD 

44 27/32 (1139). 

. 38° 

▼9447HD 

45 7/16 (1154). 

. 38° 

▼9451 HD 

45 27/32 (1165). 

. 38° 

▼9455HD 

46 3/8 (1178). 

. 38° 

▼9463HD 

46 27/32 (1190). 

. 38° 

▼9465HD 

47 3/8 (1203). 

. 38° 

▼9470HD 

47 15/16 (1218). 

. 38° 

▼9476HD 

48 15/32 (1231). 

. 38° 

▼9480HD 

48 27/32 (1240). 

. 38° 

▼9485HD 

49 3/8 (1254). 

. 38° 

▼9490HD 

49 29/32 (1268). 

. 38° 

▼9495HD 

50 7/16 (1281). 

. 38° 

▼9500HD 

50 7/8 (1292). 

. 38° 

▼9505HD 

51 3/8 (1305). 

. 38° 

▼9510HD 

52 7/16 (1332). 

. 38° 

▼9520HD 

52 7/8 (1343). 

. 38° 

▼9525HD 

53 7/16 (1357). 

. 38° 

▼9530HD 

54 3/8 (1382). 

. 38° 

▼9540HD 

54 27/32 (1393). 

. 38° 

▼9545HD 

55 13/32 (1408). 

. 38° 

▼9550HD 

55 27/32 (1418). 

. 38° 

▼9555HD 

56 13/32 (1433). 

. 38° 

▼9560HD 


56 27/32 (1443). 

. 38° 

▼9565HD 

57 13/32 (1458). 

. 38° 

▼9570HD 

58 3/8 (1483). 

. 38° 

▼9580HD 

58 7/8 (1496). 

. 38° 

▼9585HD 

59 13/32 (1509). 

. 38° 

▼9590HD 

60 13/32 (1534). 

. 38° 

▼9600HD 

60 31/32 (1549). 

. 38° 

▼9605HD 

61 7/16 (1561). 

. 38° 

▼9610HD 

62 3/8 (1584). 

. 38° 

▼9620HD 

62 7/8 (1597). 

. 38° 

▼9625HD 

63 13/32 (1610). 

. 38° 

▼9630HD 

63 29/32 (1623). 

. 38° 

▼9635HD 

64 3/8 (1635). 

. 38° 

▼9640HD 

65 3/8 (1661). 

. 38° 

▼9650HD 

66 3/8 (1686). 

. 38° 

▼9660HD 

67 3/8 (1712). 

. 38° 

▼9670HD 

68 3/8 (1737). 

. 38° 

▼9680HD 

69 3/8 (1762). 

. 38° 

▼9690HD 

70 3/8 (1788). 

. 38° 

▼9700HD 

71 3/8 (1813). 

. 38° 

▼9710HD 

72 3/8 (1838). 

. 38° 

▼9720HD 

73 11/32 (1863). 

. 38° 

▼9730HD 

74 7/8 (1900). 

. 38° 

▼9745HD 

75 15/16 (1929). 

. 38° 

▼9755HD 
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▼ Indicates Notched Belt. 


(mm) Millimeters 




















































































XL® Belts 
Listed by Number 

Showing Gates Belt Numbers 
with Corresponding Nominal Outside Lengths, 
Top Widths and Angles 

IMPORTANT: Lengths shown (O.C. is Outside Circumference) are obtained by measuring around the out¬ 
side of the belt. These lengths will not agree exactly with the size significant belt numbering system which 
is based on the effective length of the belt. Effective length ("engineered" length) cannot be measured 
in the field because special tools are required. 

Automotive Top Widths are the standard sizes defined by the automotive belt industry (SAE J636). Due 
to manufacturing processes that create "Vertical Flats", the top width of XL and Truck/Bus series V-Belts 
will not agree with the printed top width dimensions. Top width on this page and on the belt sleeve refers 
to the pulley groove width and not the actual top width of these belts. A picture of a V-Belt with "Vertical 
Flats" is shown below. Actual top width of like belt sizes will also vary slightly depending on the manufac¬ 
turer and belt style. 



Competitive V-Belt 



Our V-Belts with 
“Vertical Flats” 


Gates 

Belt No. 

Length 
Inches (mm) 

Top Width 
Inches (mm) 

Angle 

Gates 

Belt No. 

Length 

Inches (mm) 

Top Width 
Inches (mm) 

Angle 

7208 . 

. T21 1/4 (540) 

13/32 (10) 

36° 

7363. 

. 36 3/4 (935) 

1/4 (6) 

38° 

7215. 

. T22 1/8 (561) 

13/32 (10) 

36° 

7365. 

. T37 1/8 (942) 

13/32 (10) 

36° 

7228. 

. 23 (585) 

5/16 (8) 

36° 

7369. 

. 37 1/4 (945) 

5/16 (8) 

38° 

7234. 

. 23 3/4 (605) 

5/16 (8) 

38° 

7370. 

. T37 5/8 (954) 

13/32 (10) 

36° 

7240. 

. T24 5/8 (624) 

13/32 (10) 

36° 

7374 . 

. 37 3/4 (960) 

5/16 (8) 

38° 

7250 . 

. T25 5/8 (650) 

13/32 (10) 

36° 

7375 . 

. T38 1/8 (967) 

13/32 (10) 

36° 

7255 . 

. T26 1/8 (663) 

13/32 (10) 

36° 

7379 . 

. 38 1/4 (970) 

5/16 (8) 

38° 

7260 . 

. T26 5/8 (675) 

13/32 (10) 

36° 

7380 . 

. T38 5/8 (980) 

13/32 (10) 

36° 

7261 . 

. 26 1/4 (665) 

1/4 (6) 

36° 

7381 . 

. 38 1/4 (970) 

1/4 (6) 

38° 

7265 . 

. ▼27 1/8 (688) 

13/32 (10) 

36° 

7384 . 

. 38 3/4 (985) 

5/16 (8) 

38° 

7270. 

. T27 5/8 (701) 

13/32 (10) 

36° 

7385. 

. T39 1/8 (993) 

13/32 (10) 

36° 

7274 . 

. 27 1/4 (690) 

5/16 (8) 

38° 

7388 . 

. 39 1/4 (995) 

1/4 (6) 

38° 

7279. 

. 28 1/4 (720) 

1/4 (6) 

36° 

7389. 

. 39 1/4 (995) 

5/16 (8) 

38° 

7280. 

. T28 5/8 (726) 

13/32 (10) 

36° 

7390. 

. T39 5/8 (1005) 

13/32 (10) 

36° 

7290. 

. T29 5/8 (751) 

13/32 (10) 

36° 

7395 . 

. T40 1/8 (1018) 

13/32 (10) 

36° 

7292 . 

. T29 7/8 (758) 

13/32 (10) 

36° 

7400 . 

. T40 5/8 (1031) 

13/32 (10) 

36° 

7295 . 

. T30 1/8 (764) 

13/32 (10) 

36° 

7404 . 

. 40 3/4 (1035) 

5/16 (8) 

38° 

7298 . 

. 30 1/4 (770) 

1/4 (6) 

38° 

7405 . 

. T41 1/8 (1044) 

13/32 (10) 

36° 

7300 . 

. T30 5/8 (777) 

13/32 (10) 

36° 

7409 . 

. 41 1/4 (1050) 

1/4 (6) 

38° 

7304 . 

. 30 3/4 (780) 

5/16 (8) 

36° 

7410 . 

. T41 5/8 (1056) 

13/32 (10) 

36° 

7305 . 

. T31 1/8 (792) 

13/32 (10) 

36° 

7417. 

. T42 1/8 (1069) 

13/32 (10) 

36° 

7309. 

. 31 1/4 (795) 

1/4 (6) 

38° 

7419 . 

. 42 1/4 (1075) 

5/16 (8) 

38° 

7312 . 

. T31 5/8 (802) 

13/32 (10) 

36° 

7420. 

. T42 5/8 (1082) 

13/32 (10) 

36° 

7315. 

. T32 1/8 (815) 

13/32 (10) 

36° 

7425. 

. T43 1/8 (1095) 

13/32 (10) 

36° 

7318. 

. 32 1/4 (820) 

1/4 (6) 

38° 

7430. 

. T43 5/8 (1107) 

13/32 (10) 

36° 

7320 . 

. T32 5/8 (828) 

13/32 (10) 

36° 

7435 . 

. T44 1/8 (1120) 

13/32 (10) 

36° 

7324 . 

. 32 3/4 (830) 

5/16 (8) 

38° 

7440 . 

. T44 5/8 (1132) 

13/32 (10) 

36° 

7325 . 

. T33 1/8 (840) 

13/32 (10) 

36° 

7444 . 

. 44 3/4(1135) 

5/16 (8) 

38° 

7328 . 

. T33 3/8 (847) 

13/32 (10) 

36° 

7445 . 

. T45 1/8 (1145) 

13/32 (10) 

36° 

7329 . 

. 33 1/4 (845) 

1/4 (6) 

38° 

7448 . 

. T45 3/8 (1151) 

13/32 (10) 

36° 

7330 . 

. T33 5/8 (853) 

13/32 (10) 

36° 

7449 . 

. 45 1/4(1150) 

5/16 (8) 

38° 

7333. 

. 34 1/4 (870) 

1/4 (6) 

38° 

7450. 

. T45 5/8 (1158) 

13/32 (10) 

36° 

7334 . 

. 33 3/4 (855) 

5/16 (8) 

38° 

7453. 

. T45 7/8 (1164) 

13/32 (10) 

36° 

7335. 

. Y34 1/8 (866) 

13/32 (10) 

36° 

7455. 

. T46 1/8 (1171) 

13/32 (10) 

36° 

7340. 

. Y34 5/8 (878) 

13/32 (10) 

36° 

7459. 

. 46 1/4(1175) 

5/16 (8) 

38° 

7343. 

. 34 1/4 (870) 

5/16 (8) 

38° 

7460 . 

. T46 5/8 (1183) 

13/32 (10) 

36° 

7345 . 

. T35 1/8 (891) 

13/32 (10) 

36° 

7465 . 

. T47 1/8 (1196) 

13/32 (10) 

36° 

7348 . 

. 35 1/4 (895) 

1/4 (6) 

38° 

7470 . 

. T47 5/8 (1209) 

13/32 (10) 

36° 

7350 . 

. T35 5/8 (904) 

13/32 (10) 

36° 

7473 . 

. T47 7/8 (1215) 

13/32 (10) 

36° 

7355 . 

. Y36 1/8 (919) 

13/32 (10) 

36° 

7475 . 

. T48 1/8 (1221) 

13/32 (10) 

36° 

7359 . 

. 36 1/4 (920) 

1/4 (6) 

38° 

7480 . 

. T48 5/8 (1234) 

13/32 (10) 

36° 

7360. 

. T36 5/8 (929) 

13/32 (10) 

36° 

7483. 

. T48 7/8 (1242) 

13/32 (10) 

36° 

7362. 

. 36 1/2 (925) 

5/16 (8) 

38° 

7485. 

. T49 1/8 (1247) 

13/32 (10) 

36° 


T Indicates Notched Belt. 


(mm) Millimeters 
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XL® Belts Listed by Number 


Gates 

Belt No. 

Length 

Inches (mm) 

Top Width 
Inches (mm) 

Angle 

Gates 

Belt No. 

Length 

Inches (mm) 

Top Width 
Inches (mm) 

Angle 

7490. 

. T49 5/8 (1260) 

13/32 (10) 

36° 

9390. 

. T39 3/8 (1000) 

15/32 (12) 

36° 

7495. 

. T50 1/8 (1272) 

13/32 (10) 

36° 

9395. 

. T39 7/8 (1013) 

15/32 (12) 

36° 

7496. 

. 49 5/8 (1260) 

5/16 (8) 

38° 

9400. 

. T40 3/8 (1026) 

15/32 (12) 

36° 

7500. 

. T50 5/8 (1285) 

13/32 (10) 

36° 

9403. 

. T40 5/8 (1032) 

15/32 (12) 

36° 

7508. 

. T51 1/8 (1297) 

13/32 (10) 

36° 

9405. 

. T40 7/8 (1038) 

15/32 (12) 

36° 

7512. 

. T51 5/8 (1310) 

13/32 (10) 

36° 

9412. 

. T41 3/8 (1051) 

15/32 (12) 

36° 

7516. 

. T52 1/8 (1323) 

13/32 (10) 

36° 

9415. 

. T41 7/8 (1064) 

15/32 (12) 

36° 

7520. 

. T52 5/8 (1336) 

13/32 (10) 

36° 

9420. 

. T42 3/8 (1076) 

15/32 (12) 

36° 

7525. 

. T53 1/8 (1348) 

13/32 (10) 

36° 

9425. 

. T42 7/8 (1089) 

15/32 (12) 

36° 

7530. 

. T53 5/8 (1361) 

13/32 (10) 

36° 

9430. 

. T43 3/8 (1102) 

15/32 (12) 

36° 

7535. 

. T54 1/8 (1374) 

13/32 (10) 

36° 

9435. 

. T43 7/8 (1114) 

15/32 (12) 

36° 

7541 . 

. T54 5/8 (1386) 

13/32 (10) 

36° 

9440. 

. T44 3/8 (1127) 

15/32 (12) 

36° 

7545. 

. T55 1/8 (1399) 

13/32 (10) 

36° 

9447. 

. T44 7/8 (1140) 

15/32 (12) 

36° 

7550. 

. T55 5/8 (1412) 

13/32 (10) 

36° 

9451. 

. T45 3/8 (1153) 

15/32 (12) 

36° 

7555. 

. T56 1/8 (1425) 

13/32 (10) 

36° 

9455. 

. T45 7/8 (1165) 

15/32 (12) 

36° 

7560. 

. T56 5/8 (1437) 

13/32 (10) 

36° 

9463. 

. T46 3/8 (1178) 

15/32 (12) 

36° 

7565. 

. T57 1/8 (1450) 

13/32 (10) 

36° 

9465. 

. T46 7/8 (1191) 

15/32 (12) 

36° 

7570. 

. T57 5/8 (1463) 

13/32 (10) 

36° 

9470. 

. T47 3/8 (1203) 

15/32 (12) 

36° 

7575. 

. T58 1/8 (1475) 

13/32 (10) 

36° 

9476. 

. T47 7/8 (1216) 

15/32 (12) 

36° 

7580. 

. T58 5/8 (1488) 

13/32 (10) 

36° 

9480. 

. T48 3/8 (1229) 

15/32 (12) 

36° 

7585. 

. T59 1/8 (1501) 

13/32 (10) 

36° 

9485. 

. ▼48 7/8(1241) 

15/32 (12) 

36° 

7590. 

. T59 5/8 (1513) 

13/32 (10) 

36° 

9490 . 

. V49 3/8 (1254) 

15/32 (12) 

36° 

7597. 

. T60 1/8 (1526) 

13/32 (10) 

36° 

9495. 

. V49 7/8 (1267) 

15/32 (12) 

36° 

7603. 

. T60 5/8 (1539) 

13/32 (10) 

36° 

9500. 

. ^50 3/8 (1280) 

15/32 (12) 

36° 

7612. 

. T61 5/8 (1564) 

13/32 (10) 

36° 

9505. 

. ^50 7/8 (1292) 

15/32 (12) 

36° 

7619 . 

. T62 5/8 (1590) 

13/32 (10) 

36° 

9510 . 

. V51 3/8 (1305) 

15/32 (12) 

36° 

7625 . 

. T63 1/8 (1602) 

13/32 (10) 

36° 

9520 . 

. V52 3/8 (1330) 

15/32 (12) 

36° 

7630 . 

. T63 5/8 (1615) 

13/32 (10) 

36° 

9525 . 

. T52 7/8 (1343) 

15/32 (12) 

36° 

7640 . 

. T64 5/8 (1640) 

13/32 (10) 

36° 

9530 . 

. ^53 3/8 (1356) 

15/32 (12) 

36° 

7650 . 

. T65 5/8 (1666) 

13/32 (10) 

36° 

9540 . 

. ▼54 3/8(1381) 

15/32 (12) 

36° 

7660 . 

. T66 5/8 (1691) 

13/32 (10) 

36° 

9545. 

. V54 7/8 (1394) 

15/32 (12) 

36° 

7665. 

. T67 1/8 (1704) 

13/32 (10) 

36° 

9550. 

. V55 3/8 (1407) 

15/32 (12) 

36° 

7673 . 

. T67 5/8 (1717) 

13/32 (10) 

36° 

9555. 

. V55 7/8 (1418) 

15/32 (12) 

36° 

7680. 

. T68 5/8 (1742) 

13/32 (10) 

36° 

9560. 

. V56 3/8 (1432) 

15/32 (12) 

36° 

7695. 

. T70 1/8 (1780) 

13/32 (10) 

36° 

9565. 

. V56 7/8 (1445) 

15/32 (12) 

36° 

7715 . 

. T72 1/8 (1831) 

13/32 (10) 

36° 

9570 . 

. V57 3/8 (1457) 

15/32 (12) 

36° 

7730 . 

. T73 5/8 (1869) 

13/32 (10) 

36° 

9580 . 

. ^58 3/8 (1483) 

15/32 (12) 

36° 

7743 . 

. T74 5/8 (1894) 

13/32 (10) 

36° 

9585 . 

. ^58 7/8 (1495) 

15/32 (12) 

36° 

7760 . 

. T76 5/8 (1945) 

13/32 (10) 

36° 

9590 . 

. V59 3/8 (1508) 

15/32 (12) 

36° 

7775 . 

. T78 1/8 (1983) 

13/32 (10) 

36° 

9600 . 

. ^60 3/8 (1534) 

15/32 (12) 

36° 

9245 . 

. T24 7/8 (632) 

15/32 (12) 

36° 

9605. 

. ^60 7/8 (1546) 

15/32 (12) 

36° 

9255. 

. T25 7/8 (657) 

15/32 (12) 

36° 

9610 . 

. V61 3/8 (1559) 

15/32 (12) 

36° 

9260. 

. T26 3/8 (670) 

15/32 (12) 

36° 

9620. 

. T62 3/8 (1584) 

15/32 (12) 

36° 

9265. 

. T26 7/8 (683) 

15/32 (12) 

36° 

9625. 

. ▼62 7/8 (1597) 

15/32 (12) 

36° 

9270. 

. T27 3/8 (695) 

15/32 (12) 

36° 

9630. 

. V63 3/8 (1610) 

15/32 (12) 

36° 

9279 . 

. T28 3/8 (721) 

15/32 (12) 

36° 

9635 . 

. ^63 7/8 (1622) 

15/32 (12) 

36° 

9290 . 

. T29 3/8 (746) 

15/32 (12) 

36° 

9640 . 

. V64 3/8 (1635) 

15/32 (12) 

36° 

9295 . 

. T29 7/8 (759) 

15/32 (12) 

36° 

9650 . 

. ▼65 3/8 (1661) 

15/32 (12) 

36° 

9300 . 

. T30 3/8 (772) 

15/32 (12) 

36° 

9660 . 

. V66 3/8 (1686) 

15/32 (12) 

36° 

9305 . 

. T30 7/8 (784) 

15/32 (12) 

36° 

9670 . 

. ▼67 3/8 (1711) 

15/32 (12) 

36° 

9309 . 

. T31 3/8 (797) 

15/32 (12) 

36° 

9680. 

. W68 3/8 (1737) 

15/32 (12) 

36° 

9313. 

. T31 7/8 (809) 

15/32 (12) 

36° 

9690. 

. V69 3/8 (1762) 

15/32 (12) 

36° 

9319 . 

. T32 3/8 (822) 

15/32 (12) 

36° 

9700. 

. V70 3/8 (1788) 

15/32 (12) 

36° 

9325. 

. T32 7/8 (835) 

15/32 (12) 

36° 

9710. 

. V71 3/8 (1813) 

15/32 (12) 

36° 

9330. 

. T33 3/8 (848) 

15/32 (12) 

36° 

9720. 

. T72 3/8 (1838) 

15/32 (12) 

36° 

9335 . 

. T33 7/8 (860) 

15/32 (12) 

36° 

9730 . 

. W73 3/8 (1864) 

15/32 (12) 

36° 

9341 . 

. T34 3/8 (873) 

15/32 (12) 

36° 

9740 . 

. V74 3/8 (1889) 

15/32 (12) 

36° 

9345 . 

. T34 7/8 (886) 

15/32 (12) 

36° 

9745 . 

. V74 7/8 (1902) 

15/32 (12) 

36° 

9350 . 

. T35 3/8 (899) 

15/32 (12) 

36° 

9755 . 

. V75 7/8 (1927) 

15/32 (12) 

36° 

9355 . 

. ▼35 7/8(911) 

15/32 (12) 

36° 

9765 . 

. T78 7I8 (1953) 

15/32 (12) 

36° 

9360 . 

. T36 3/8 (924) 

15/32 (12) 

36° 

9770. 

. W77 3/8 (1965) 

15/32 (12) 

36° 

9365. 

. T36 7/8 (937) 

15/32 (12) 

36° 

9775. 

. T77 7/8 (1978) 

15/32 (12) 

36° 

9370. 

. T37 3/8 (949) 

15/32 (12) 

36° 

9810. 

. V81 3/8 (2067) 

15/32 (12) 

36° 

9375. 

. T37 7/8 (962) 

15/32 (12) 

36° 

9820 . 

. T82 3/8 (2092) 

15/32 (12) 

36° 

9378. 

. ^38 1/8 (968) 

15/32 (12) 

36° 

9830 . 

. ▼83 3/8(2118) 

15/32 (12) 

36° 

9380 . 

. ^38 3/8 (975) 

15/32 (12) 

36° 

9840. 

. V84 3/8 (2143) 

15/32 (12) 

36° 

9385 . 

. T38 7/8 (987) 

15/32 (12) 

36° 

9850 . 

. ^85 3/8 (2169) 

15/32 (12) 

36° 
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▼ Indicates Notched Belt. 


(mm) Millimeters 














































































































































XL® Belts 

Listed by Width and Length 

Showing Nominal Belt Top Widths, Outside Lengths and Angles 
with Corresponding Gates Belt Numbers 

IMPORTANT: Lengths shown (O.C. is Outside Circumference) are obtained by measuring around the out¬ 
side of the belt. These lengths will not agree exactly with the size significant belt numbering system which 
is based on the effective length of the belt. Effective length ("engineered" length) cannot be measured 
in the field because special tools are required. 

Automotive Top Widths are the standard sizes defined by the automotive belt industry (SAE J636). Due 
to manufacturing processes that create "Vertical Flats", the top width of XL and Truck/Bus series V-Belts 
will not agree with the printed top width dimensions. Top width on this page and on the belt sleeve refers 
to the pulley groove width and not the actual top width of these belts. A picture of a V-Belt with "Vertical 
Flats" is shown below. Actual top width of like belt sizes will also vary slightly depending on the manufac¬ 
turer and belt style. 



Competitive V-Belt 



Our V-Belts with 
“Vertical Flats” 


Length Gates Length Gates 

Inches (mm) Angle Belt No. Inches (mm) Angle Belt No. 


1/4” (6 mm) Top Width (HC25) 

26 1/4 (665).. 

. 36° 

7261 

28 1/4 (720).. 

. 36° 

7279 

30 1/4 (770).. 

. 38° 

7298 

31 1/4 (795).. 

. 38° 

7309 

32 1/4 (820).. 

. 38° 

7318 

33 1/4 (845).. 

. 38° 

7329 

34 1/4 (870).. 

. 38° 

7333 

35 1/4 (895).. 

. 38° 

7348 

36 1/4 (920).. 

. 38° 

7359 

36 3/4 (935).. 

. 38° 

7363 

38 1/4 (970).. 

. 38° 

7381 

39 1/4 (995).. 

. 38° 

7388 

41 1/4 (1050) 

. 38° 

7409 

5/16” 

(8 mm) Top 
(HC31) 

Width 

23 (585). 

. 36° 

7228 

23 3/4 (605).. 

. 38° 

7234 

27 1/4 (690).. 

. 38° 

7274 

30 3/4 (780).. 

. 36° 

7304 

32 3/4 (830).. 

. 38° 

7324 

33 3/4 (855).. 

. 38° 

7334 

34 1/4 (870).. 

. 38° 

7343 

36 1/2 (925).. 

. 38° 

7362 

37 1/4 (945).. 

. 38° 

7369 

37 3/4 (960).. 

. 38° 

7374 

38 1/4 (970).. 

. 38° 

7379 

38 3/4 (985).. 

. 38° 

7384 

39 1/4 (995).. 

. 38° 

7389 

40 3/4 (1035) 

. 38° 

7404 

42 1/4 (1075) 

. 38° 

7419 

44 3/4 (1135) 

. 38° 

7444 

45 1/4 (1150) 

. 38° 

7449 

46 1/4 (1175) 

. 38° 

7459 

49 5/8 (1260) 

. 38° 

7496 


13/32” (10 mm) Top Width 
(HC41) 


21 1/4 (540). 

. 36° 

▼7208 

22 1/8 (561). 

. 36° 

▼7215 

24 5/8 (624). 

. 36° 

▼7240 

25 5/8 (650). 

. 36° 

▼7250 

26 1/8 (663). 

. 36° 

▼7255 

26 5/8 (675). 

. 36° 

▼7260 

27 1/8 (688). 

. 36° 

▼7265 

27 5/8 (701). 

. 36° 

▼7270 

28 5/8 (726). 

. 36° 

▼7280 

29 5/8 (751). 

. 36° 

▼7290 

29 7/8 (758). 

. 36° 

▼7292 

30 1/8 (764). 

. 36° 

▼7295 

30 5/8 (777). 

. 36° 

▼7300 

31 1/8 (792). 

. 36° 

▼7305 

31 5/8 (802). 

. 36° 

▼7312 

32 1/8 (815). 

. 36° 

▼7315 

32 5/8 (828). 

. 36° 

▼7320 

33 1/8 (840). 

. 36° 

▼7325 

33 3/8 (847). 

. 36° 

▼7328 

33 5/8 (853). 

. 36° 

▼7330 

34 1/8 (866). 

. 36° 

▼7335 

34 5/8 (878). 

. 36° 

▼7340 

35 1/8 (891). 

. 36° 

▼7345 

35 5/8 (904). 

. 36° 

▼7350 

36 1/8 (919). 

. 36° 

▼7355 

36 5/8 (929). 

. 36° 

▼7360 

37 1/8 (942). 

. 36° 

▼7365 

37 5/8 (954). 

. 36° 

▼7370 

38 1/8 (967). 

. 36° 

▼7375 

38 5/8 (980). 

. 36° 

▼7380 

39 1/8 (993). 

. 36° 

▼7385 

39 5/8 (1005). 

. 36° 

▼7390 

40 1/8 (1018). 

. 36° 

▼7395 

40 5/8 (1031). 

. 36° 

▼7400 

41 1/8 (1044). 

. 36° 

▼7405 

41 5/8 (1056). 

. 36° 

▼7410 

42 1/8 (1069). 

. 36° 

▼7417 

42 5/8 (1082). 

. 36° 

▼7420 

43 1/8 (1095). 

. 36° 

▼7425 

43 5/8 (1107). 

. 36° 

▼7430 

44 1/8 (1120). 

. 36° 

▼7435 


Length Gates 

Inches (mm) Angle Belt No. 


13/32” (10 mm) Top Width 
(HC41) - Continued 


44 5/8 (1132). 

. 36° 

▼7440 

45 1/8 (1145). 

. 36° 

▼7445 

45 3/8 (1151). 

. 36° 

▼7448 

45 5/8 (1158). 

. 36° 

▼7450 

45 7/8 (1164). 

. 36° 

▼7453 

46 1/8 (1171). 

. 36° 

▼7455 

46 5/8 (1183). 

. 36° 

▼7460 

47 1/8 (1196). 

. 36° 

▼7465 

47 5/8 (1209). 

. 36° 

▼7470 

47 7/8 (1215). 

. 36° 

▼7473 

48 1/8 (1221). 

. 36° 

▼7475 

48 5/8 (1234). 

. 36° 

▼7480 

48 7/8 (1242). 

. 36° 

▼7483 

49 1/8 (1247). 

. 36° 

▼7485 

49 5/8 (1260). 

. 36° 

▼7490 

50 1/8 (1272). 

. 36° 

▼7495 

50 5/8 (1285). 

. 36° 

▼7500 

51 1/8 (1297). 

. 36° 

▼7508 

51 5/8 (1310). 

. 36° 

▼7512 

52 1/8 (1323). 

. 36° 

▼7516 

52 5/8 (1336). 

. 36° 

▼7520 

53 1/8 (1348). 

. 36° 

▼7525 

53 5/8 (1361). 

. 36° 

▼7530 

54 1/8 (1374). 

. 36° 

▼7535 

54 5/8 (1386). 

. 36° 

▼7541 

55 1/8 (1399). 

. 36° 

▼7545 

55 5/8 (1412). 

. 36° 

▼7550 

56 1/8 (1425). 

. 36° 

▼7555 

56 5/8 (1437). 

. 36° 

▼7560 

57 1/8 (1450). 

. 36° 

▼7565 

57 5/8 (1463). 

. 36° 

▼7570 

58 1/8 (1475). 

. 36° 

▼7575 

58 5/8 (1488). 

. 36° 

▼7580 

59 1/8 (1501). 

. 36° 

▼7585 

59 5/8 (1513). 

. 36° 

▼7590 

60 1/8 (1526). 

. 36° 

▼7597 

60 5/8 (1539). 

. 36° 

▼7603 

61 5/8 (1564). 

. 36° 

▼7612 

62 5/8 (1590). 

. 36° 

▼7619 

63 1/8 (1602). 

. 36° 

▼7625 

63 5/8 (1615). 

. 36° 

▼7630 


▼ Indicates Notched Belt. 


(mm) Millimeters 
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XL® Belts Listed by Width and Length 


Length 


Gates 

Length 


Gates 

Length 


Gates 

Inches (mm) 

Angle 

Belt No. 

Inches (mm) 

Angle 

Belt No. 

Inches (mm) 

Angle 

Belt No. 


13/32” (10 mm) Top Width 
(HC41) - Continued 


64 5/8 ( 1640 ). 

. 36 ° 

▼7640 

65 5/8 ( 1666 ). 

. 36 ° 

▼7650 

66 5/8 ( 1691 ). 

. 36 ° 

▼7660 

67 1/8 ( 1704 ). 

. 36 ° 

▼7665 

67 5/8 ( 1717 ). 

. 36 ° 

▼7673 

68 5/8 ( 1742 ). 

. 36 ° 

▼7680 

70 1/8 ( 1780 ). 

. 36 ° 

▼7695 

72 1/8 ( 1831 ). 

. 36 ° 

▼7715 

73 5/8 ( 1869 ). 

. 36 ° 

▼7730 

74 5/8 ( 1894 ). 

. 36 ° 

▼7743 

76 5/8 ( 1945 ). 

. 36 ° 

▼7760 

78 1/8 ( 1983 ). 

. 36 ° 

▼7775 

15/32” 

(12 mm) Top Width 
(HC50) 

24 7/8 ( 632 ).. 

. 36 ° 

▼9245 

25 7/8 ( 657 ).. 

. 36 ° 

▼9255 

26 3/8 ( 670 ).. 

. 36 ° 

▼9260 

26 7/8 ( 683 ).. 

. 36 ° 

▼9265 

27 3/8 ( 695 ).. 

. 36 ° 

▼9270 

28 1/4 ( 718 ).. 

. 36 ° 

▼9279 

29 3/8 ( 746 ).. 

. 36 ° 

▼9290 

29 7/8 ( 759 ).. 

. 36 ° 

▼9295 

30 3/8 ( 772 ).. 

. 36 ° 

▼9300 

30 7/8 ( 784 ).. 

. 36 ° 

▼9305 

31 3/8 ( 797 ).. 

. 36 ° 

▼9309 

31 7/8 ( 809 ).. 

. 36 ° 

▼9313 

32 3/8 ( 822 ).. 

. 36 ° 

▼9319 

32 7/8 ( 835 ).. 

. 36 ° 

▼9325 

33 3/8 ( 848 ).. 

. 36 ° 

▼9330 

33 7/8 ( 860 ).. 

. 36 ° 

▼9335 

34 3/8 ( 873 ).. 

. 36 ° 

▼9341 

34 7/8 ( 886 ).. 

. 36 ° 

▼9345 

35 3/8 ( 899 ).. 

. 36 ° 

▼9350 

35 7/8 ( 911 ).. 

. 36 ° 

▼9355 


15/32” (12 mm) Top Width 
(HC50) - Continued 


36 3/8 ( 924 ). 

. 36 ° 

▼9360 

36 7/8 ( 937 ). 

. 36 ° 

▼9365 

37 3/8 ( 949 ). 

. 36 ° 

▼9370 

37 7/8 ( 962 ). 

. 36 ° 

▼9375 

38 1/8 ( 968 ). 

. 36 ° 

▼9378 

38 3/8 ( 975 ). 

. 36 ° 

▼9380 

38 7/8 ( 987 ). 

. 36 ° 

▼9385 

39 3/8 ( 1000 ). 

. 36 ° 

▼9390 

39 7/8 ( 1013 ). 

. 36 ° 

▼9395 

40 3/8 ( 1026 ). 

. 36 ° 

▼9400 

40 5/8 ( 1032 ). 

. 36 ° 

▼9403 

40 7/8 ( 1038 ). 

. 36 ° 

▼9405 

41 3/8 ( 1051 ). 

. 36 ° 

▼9412 

41 7/8 ( 1064 ). 

. 36 ° 

▼9415 

42 3/8 ( 1076 ). 

. 36 ° 

▼9420 

42 7/8 ( 1089 ). 

. 36 ° 

▼9425 

43 3/8 ( 1102 ). 

. 36 ° 

▼9430 

43 7/8 ( 1114 ). 

. 36 ° 

▼9435 

44 3/8 ( 1127 ). 

. 36 ° 

▼9440 

44 7/8 ( 1140 ). 

. 36 ° 

▼9447 

45 3/8 ( 1153 ). 

. 36 ° 

▼9451 

45 7/8 ( 1165 ). 

. 36 ° 

▼9455 

46 3/8 ( 1178 ). 

. 36 ° 

▼9463 

46 7/8 ( 1191 ). 

. 36 ° 

▼9465 

47 3/8 ( 1203 ). 

. 36 ° 

▼9470 

47 7/8 ( 1216 ). 

. 36 ° 

▼9476 

48 3/8 ( 1229 ). 

. 36 ° 

▼9480 

48 7/8 ( 1241 ). 

. 36 ° 

▼9485 

49 3/8 ( 1254 ). 

. 36 ° 

▼9490 

49 7/8 ( 1267 ). 

. 36 ° 

▼9495 

50 3/8 ( 1280 ). 

. 36 ° 

▼9500 

50 7/8 ( 1292 ). 

. 36 ° 

▼9505 

51 3/8 ( 1305 ). 

. 36 ° 

▼9510 

52 3/8 ( 1330 ). 

. 36 ° 

▼9520 

52 7/8 ( 1343 ). 

. 36 ° 

▼9525 

53 3/8 ( 1356 ). 

. 36 ° 

▼9530 

54 3/8 ( 1381 ). 

. 36 ° 

▼9540 


15/32” (12 mm) Top Width 
(HC50) - Continued 


54 7/8 ( 1394 ). 

. 36 ° 

▼9545 

55 3/8 ( 1407 ). 

. 36 ° 

▼9550 

55 7/8 ( 1418 ). 

. 36 ° 

▼9555 

56 3/8 ( 1432 ). 

. 36 ° 

▼9560 

56 7/8 ( 1445 ). 

. 36 ° 

▼9565 

57 3/8 ( 1457 ). 

. 36 ° 

▼9570 

58 3/8 ( 1483 ). 

. 36 ° 

▼9580 

58 7/8 ( 1495 ). 

. 36 ° 

▼9585 

59 3/8 ( 1508 ). 

. 36 ° 

▼9590 

60 3/8 ( 1534 ). 

. 36 ° 

▼9600 

60 7/8 ( 1546 ). 

. 36 ° 

▼9605 

61 3/8 ( 1559 ). 

. 36 ° 

▼9610 

62 3/8 ( 1584 ). 

. 36 ° 

▼9620 

62 7/8 ( 1597 ). 

. 36 ° 

▼9625 

63 3/8 ( 1610 ). 

. 36 ° 

▼9630 

63 7/8 ( 1622 ). 

. 36 ° 

▼9635 

64 3/8 ( 1635 ). 

. 36 ° 

▼9640 

65 3/8 ( 1661 ). 

. 36 ° 

▼9650 

66 3/8 ( 1686 ). 

. 36 ° 

▼9660 

67 3/8 ( 1711 ). 

. 36 ° 

▼9670 

68 3/8 ( 1737 ). 

. 36 ° 

▼9680 

69 3/8 ( 1762 ). 

. 36 ° 

▼9690 

70 3/8 ( 1788 ). 

. 36 ° 

▼9700 

71 3/8 ( 1813 ). 

. 36 ° 

▼9710 

72 3/8 ( 1838 ). 

. 36 ° 

▼9720 

73 3/8 ( 1864 ). 

. 36 ° 

▼9730 

74 3/8 ( 1889 ). 

. 36 ° 

▼9740 

74 7/8 ( 1902 ). 

. 36 ° 

▼9745 

75 7/8 ( 1927 ). 

. 36 ° 

▼9755 

76 7/8 ( 1953 ). 

. 36 ° 

▼9765 

77 3/8 ( 1965 ). 

. 36 ° 

▼9770 

77 7/8 ( 1978 ). 

. 36 ° 

▼9775 

81 3/8 ( 2067 ). 

. 36 ° 

▼9810 

82 3/8 ( 2092 ). 

. 36 ° 

▼9820 

83 3/8 ( 2118 ). 

. 36 ° 

▼9830 

84 3/8 ( 2143 ). 

. 36 ° 

▼9840 

85 3/8 ( 2169 ). 

. 36 ° 

▼9850 
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▼ Indicates Notched Belt. 


(mm) Millimeters 




















































































































FleetRunner™ Micro-V® Belts 
Listed by Number 

Showing Gates Belt Numbers with Corresponding 
Nominal Outside Lengths, Top Widths and Angles 


Gates 
Belt No. 


K040378HD 

K040425HD 

K040430HD 

K050340HD 

K050345HD 

K050350HD 

K050360HD 

K050380HD 

K050420HD 

K060340HD 

K060415HD 

K060425HD 

K060435HD 

K060455HD 

K060458HD 

K060470HD 

K060480MD 

K060490HD 

K060495HD 

K060500HD 

K060509HD 

K060516HD 

K060523HD 

K060529HD 

K060539HD 

K060547HD 

K060555HD 

K060559HD 

K060560HD 

K060568HD 

K060575HD 

K060586HD 

K060598HD 

K060605HD 

K060615HD 

K060635HD 

K060660HD 

K060672HD 

K060675HD 

K060685HD 

K060716HD 

K060735HD 

K060747HD 

K060832HD 

K060846HD 

K060849HD 

K060994HD 

K070640HD 

K070705HD 

K070735HD 

K080385HD 

K080400HD 

K080415HD 

K080427HD 

K080450HD 

K080465HD 

K080485HD 

K080496HD 

K080510HD 

K080537HD 

K080545HD 

K080550HD 

K080560HD 

K080565HD 

K080570HD 

K080575HD 

K080580HD 

K080585HD 

K080590HD 

K080594HD 

K080605HD 

K080610HD 

K080615HD 

K080630HD 

K080645HD 


Length 

Inches (mm) 

Top Width 
Inches (mm) 

Angle 

Gates 

Belt No. 

Length 

Inches (mm) 

Top Width 
Inches (mm) 

Angle 

38 1/2 (977) 

9/16 (14) 

40° 

K080649HD. 

. 65 1/2 (1665) 

1 3/32 (28) 

40° 

43 1/8 (1095) 

9/16 (14) 

40° 

K080672HD. 

. 67 3/4 (1722) 

1 3/32 (28) 

40° 

43 3/4 (1111) 

9/16 (14) 

40° 

K080675HD. 

. 68 (1728) 

1 3/32 (28) 

40° 

34 5/8 (881) 

21/32 (17) 

40° 

K080680HD. 

. 68 5/8 (1742) 

1 3/32 (28) 

40° 

35 1/4 (894) 

21/32 (17) 

40° 

K080685HD. 

. 69 1/8 (1756) 

1 3/32 (28) 

40° 

35 5/8 (906) 

21/32 (17) 

40° 

K080690HD. 

. 69 5/8 (1767) 

1 3/32 (28) 

40° 

36 3/4 (932) 

21/32 (17) 

40° 

K080694HD. 

. 70 (1777) 

1 3/32 (28) 

40° 

38 3/4 (983) 

21/32 (17) 

40° 

K080700HD. 

. 70 1/2 (1789) 

1 3/32 (28) 

40° 

42 5/8 (1084) 

21/32 (17) 

40° 

K080702HD. 

. 70 3/4 (1798) 

1 3/32 (28) 

40° 

34 3/4 (881) 

13/16 (20) 

40° 

K080708HD. 

. 711/4(1811) 

1 3/32 (28) 

40° 

42 1/8 (1069) 

13/16 (20) 

40° 

K080710HD. 

. 71 1/2 (1816) 

1 3/32 (28) 

40° 

43 1/8 (1095) 

13/16 (20) 

40° 

K080716HD. 

. 72 1/8 (1816) 

1 3/32 (28) 

40° 

44 1/8 (1122) 

13/16 (20) 

40° 

K080720HD. 

. 72 5/8 (1845) 

1 3/32 (28) 

40° 

46 (1170) 

13/16 (20) 

40° 

K080726HD. 

. 73 1/4 (1859) 

1 3/32 (28) 

40° 

46 3/8 (1179) 

13/16 (20) 

40° 

K080730HD. 

. 73 1/2 (1867) 

1 3/32 (28) 

40° 

47 5/8 (1211) 

13/16 (20) 

40° 

K080733HD. 

. 73 3/4 (1874) 

1 3/32 (28) 

40° 

48 5/8 (1237) 

13/16 (20) 

40° 

K080738HD. 

. 74 3/8 (1889) 

1 3/32 (28) 

40° 

49 1/2 (1258) 

13/16 (20) 

40° 

K080740HD. 

. 74 5/8 (1896) 

1 3/32 (28) 

40° 

50 1/8 (1274) 

13/16 (20) 

40° 

K080745HD. 

. 75 1/8 (1907) 

1 3/32 (28) 

40° 

50 3/4 (1288) 

13/16 (20) 

40° 

K080760HD. 

. 76 1/2 (1942) 

1 3/32 (28) 

40° 

51 1/2 (1309) 

13/16 (20) 

40° 

K080774HD. 

. 77 3/4 (1976) 

1 3/32 (28) 

40° 

52 1/8 (1325) 

13/16 (20) 

40° 

K080780HD. 

. 78 5/8 (1996) 

1 3/32 (28) 

40° 

52 7/8 (1342) 

13/16 (20) 

40° 

K080785HD. 

. 79 (2007) 

1 3/32 (28) 

40° 

53 1/2 (1359) 

13/16 (20) 

40° 

K080806HD. 

. 81 1/8(2061) 

1 3/32 (28) 

40° 

54 1/2 (1385) 

13/16 (20) 

40° 

K080810HD. 

. 81 5/8 (2073) 

1 3/32 (28) 

40° 

55 1/4 (1404) 

13/16 (20) 

40° 

K080820HD. 

. 82 3/4 (2101) 

1 3/32 (28) 

40° 

56 (1423) 

13/16 (20) 

40° 

K080825HD. 

. 83 1/8(2112) 

1 3/32 (28) 

40° 

56 1/2 (1436) 

13/16 (20) 

40° 

K080830HD. 

. 83 3/4 (2127) 

1 3/32 (28) 

40° 

56 5/8 (1439) 

13/16 (20) 

40° 

K080839HD. 

. 84 3/8 (2144) 

1 3/32 (28) 

40° 

57 3/8 (1459) 

13/16 (20) 

40° 

K080855HD. 

. 86 1/8 (2187) 

1 3/32 (28) 

40° 

58 (1473) 

13/16 (20) 

40° 

K080859HD. 

. 86 3/8 (2195) 

1 3/32 (28) 

40° 

59 1/4 (1504) 

13/16 (20) 

40° 

K080893HD. 

. 89 7/8 (2282) 

1 3/32 (28) 

40° 

60 3/8 (1534) 

13/16 (20) 

40° 

K080903HD. 

. 90 7/8 (2308) 

1 3/32 (28) 

40° 

61 1/8 (1553) 

13/16 (20) 

40° 

K080922HD. 

. 92 3/4 (2355) 

1 3/32 (28) 

40° 

62 1/8 (1577) 

13/16 (20) 

40° 

K080926HD. 

. 93 1/8 (2367) 

1 3/32 (28) 

40° 

64 1/8 (1627) 

13/16 (20) 

40° 

K080934HD. 

. 93 7/8 (2384) 

1 3/32 (28) 

40° 

66 3/4 (1696) 

13/16 (20) 

40° 

K080944HD. 

. 95 (2412) 

1 3/32 (28) 

40° 

67 3/4 (1722) 

13/16 (20) 

40° 

K080952HD. 

. 95 3/4 (2432) 

1 3/32 (28) 

40° 

68 (1728) 

13/16 (20) 

40° 

K08I020HD. 

. 102 5/8 (2605) 

1 3/32 (28) 

40° 

69 1/8 (1756) 

13/16 (20) 

40° 

K081035HD. 

. 104 (2642) 

1 3/32 (28) 

40° 

72 (1830) 

13/16 (20) 

40° 

K08I074HD. 

. 108 (2745) 

1 3/32 (28) 

40° 

74 1/8 (1881) 

13/16 (20) 

40° 

K081079HD. 

. 108 1/2 (2756) 

1 3/32 (28) 

40° 

75 3/8 (1914) 

13/16 (20) 

40° 

K081092HD. 

. 109 3/4 (2788) 

1 3/32 (28) 

40° 

83 3/4 (2127) 

13/16 (20) 

40° 

K081124HD. 

. 113 (2869) 

1 3/32 (28) 

40° 

85 1/4 (2164) 

13/16 (20) 

40° 

K08I213HD. 

. 121 7/8 (3096) 

1 3/32 (28) 

40° 

85 1/2 (2171) 

13/16 (20) 

40° 

K081223HD. 

. 122 3/4 (3117) 

1 3/32 (28) 

40° 

99 7/8 (2537) 

13/16 (20) 

40° 

K081265HD. 

. 127 1/8 (3228) 

1 3/32 (28) 

40° 

64 5/8 (1642) 

15/16 (24) 

40° 

K081377HD. 

. 138 1/4 (3513) 

1 3/32 (28) 

40° 

71 1/8 (1807) 

15/16 (24) 

40° 

K090609HD. 

. 61 1/2 (1562) 

1 7/32 (31) 

40° 

74 1/8 (1883) 

15/16 (24) 

40° 

K100465HD. 

. 47 (1195) 

1 3/8 (35) 

40° 

39 1/8 (992) 

1 3/32 (28) 

40° 

K100495HD. 

. 50 1/8 (1274) 

1 3/8 (35) 

40° 

40 3/4 (1034) 

1 3/32 (28) 

40° 

K100502HD. 

. 50 3/4 (1288) 

1 3/8 (35) 

40° 

42 1/8 (1069) 

1 3/32 (28) 

40° 

K100510HD. 

. 51 1/2 (1309) 

1 3/8 (35) 

40° 

43 1/2 (1103) 

1 3/32 (28) 

40° 

K100540HD. 

. 54 1/2 (1385) 

1 3/8 (35) 

40° 

45 5/8 (1160) 

1 3/32 (28) 

40° 

K100554HD. 

. 56 (1423) 

1 3/8 (35) 

40° 

47 (1195) 

1 3/32 (28) 

40° 

K100570HD. 

. 57 1/2 (1462) 

1 3/8 (35) 

40° 

49 1/8 (1249) 

1 3/32 (28) 

40° 

K100579HD. 

. 58 1/2 (1487) 

1 3/8 (35) 

40° 

50 1/8 (1274) 

1 3/32 (28) 

40° 

K100582HD. 

. 58 3/4 (1492) 

1 3/8 (35) 

40° 

51 1/2 (1309) 

1 3/32 (28) 

40° 

K100607HD. 

. 61 1/4 (1557) 

1 3/8 (35) 

40° 

54 1/4 (1379) 

1 3/32 (28) 

40° 

K10061 OH D. 

. 61 5/8 (1564) 

1 3/8 (35) 

40° 

55 1/8 (1399) 

1 3/32 (28) 

40° 

K100630HD. 

. 63 5/8 (1616) 

1 3/8 (35) 

40° 

55 3/4 (1415) 

1 3/32 (28) 

40° 

K100640HD. 

. 64 5/8 (1642) 

1 3/8 (35) 

40° 

56 5/8 (1439) 

1 3/32 (28) 

40° 

K100655HD. 

. 66 (1678) 

1 3/8 (35) 

40° 

57 (1448) 

1 3/32 (28) 

40° 

K100658HD. 

. 66 3/8 (1687) 

1 3/8 (35) 

40° 

57 1/2 (1462) 

1 3/32 (28) 

40° 

K100665HD. 

. 67 1/8 (1704) 

1 3/8 (35) 

40° 

58 1/8 (1475) 

1 3/32 (28) 

40° 

K100670HD. 

. 67 1/2 (1716) 

1 3/8 (35) 

40° 

58 5/8 (1490) 

1 3/32 (28) 

40° 

K100675HD. 

. 68 (1728) 

1 3/8 (35) 

40° 

59 (1499) 

1 3/32 (28) 

40° 

K100677HD. 

. 68 1/4 (1734) 

1 3/8 (35) 

40° 

59 1/2 (1512) 

1 3/32 (28) 

40° 

K100710HD. 

. 71 1/2 (1816) 

1 3/8 (35) 

40° 

60 (1523) 

1 3/32 (28) 

40° 

K100719HD. 

. 72 3/8 (1840) 

1 3/8 (35) 

40° 

61 1/8 (1553) 

1 3/32 (28) 

40° 

K100731 HD. 

. 73 5/8 (1871) 

1 3/8 (35) 

40° 

61 3/4 (1569) 

1 3/32 (28) 

40° 

K100771 HD. 

. 77 3/4 (1976) 

1 3/8 (35) 

40° 

62 1/8 (1577) 

1 3/32 (28) 

40° 

K120738HD. 

. 74 3/8 (1889) 

1 21/32 (42) 

40° 

63 5/8 (1616) 

1 3/32 (28) 

40° 

K120842HD. 

. 84 3/4 (2154) 

1 21/32 (42) 

40° 

65 1/4 (1657) 

1 3/32 (28) 

40° 

K120911 HD. 

. 91 3/4 (2329) 

1 21/32 (42) 

40° 


(mm) Millimeters 


441 






























































































































































FleetRunner™ Micro-V® Belts Listed by Number 


Gates 
Belt No. 


K120985HD 

K121000HD 


Length Top Width 

Inches (mm) Inches (mm) 


99 1/8 (2516) 1 21/32 (42) 

100 5/8 (2556) 1 21/32 (42) 


Angle 


Gates 
Belt No. 


40° K121039HD 

40° K140429HD 


Length Top Width 

Inches (mm) Inches (mm) Angle 


104 1/2 (2654) 1 21/32 (42) 40° 

43 1/2(1106) 1 15/16 (42) 40° 


442 


(mm) Millimeters 












FleetRunner™ Micro-V® Belts 
Listed by Width and Length 

Showing Nominal Belt Top Widths, Outside Lengths and Angles 
with Corresponding Gates Belt Numbers 


Length Gates 

Inches (mm) Angle Belt No. 


9/16” (14 mm) Top Width 


38 1/8 (977)... 

. 40° 

K040378HD 

43 1/8 (1095). 

. 40° 

K040425HD 

43 3/4 (1111). 

. 40° 

K040430HD 

21/32” 

(17 mm) Top Width 

34 5/8 (881).. 

. 40° 

K050340HD 

35 1/4 (894).. 

. 40° 

K050345HD 

35 5/8 (906).. 

. 40° 

K050350HD 

36 3/4 (932).. 

. 40° 

K050360HD 

38 3/4 (983).. 

. 40° 

K050380HD 

42 5/8 (1084) 

. 40° 

K050420HD 

13/16” 

(20 mm) Top Width 

34 3/4 (881)... 

. 40° 

K060340HD 

42 1/8 (1069). 

. 40° 

K060415HD 

43 1/8 (1095). 

. 40° 

K060425HD 

44 1/8 (1122). 

. 40° 

K060435HD 

46 (1170). 

. 40° 

K060455HD 

46 3/8 (1179). 

. 40° 

K060458HD 

47 5/8 (1211). 

. 40° 

K060470HD 

48 5/8 (1237). 

. 40° 

K060480HD 

49 1/2 (1258). 

. 40° 

K060490HD 

50 1/8 (1274). 

. 40° 

K060495HD 

50 3/4 (1288). 

. 40° 

K060500HD 

51 1/2 (1309). 

. 40° 

K060509HD 

52 1/8 (1325). 

. 40° 

K060516HD 

52 7/8 (1342). 

. 40° 

K060523HD 

53 1/2 (1359). 

. 40° 

K060529HD 

54 1/2 (1385). 

. 40° 

K060539HD 

55 1/4 (1404). 

. 40° 

K060547HD 

56 (1423). 

. 40° 

K060555HD 

56 1/2 (1436). 

. 40° 

K060559HD 

56 5/8 (1439). 

. 40° 

K060560HD 

57 3/8 (1459). 

. 40° 

K060568HD 

58 (1473). 

. 40° 

K060575HD 

59 1/4 (1504). 

. 40° 

K060586HD 

60 3/8 (1534). 

. 40° 

K060598HD 

61 1/8 (1553). 

. 40° 

K060605HD 

62 1/8 (1577). 

. 40° 

K060615HD 

64 1/8 (1627). 

. 40° 

K060635HD 

66 3/4 (1696). 

. 40° 

K060660HD 

67 3/4 (1722). 

. 40° 

K060672HD 

68 (1728). 

. 40° 

K060675HD 

69 1/8 (1756). 

. 40° 

K060685HD 

72 (1830). 

. 40° 

K060716HD 

74 1/8 (1881). 

. 40° 

K060735HD 

75 3/8 (1914). 

. 40° 

K060747HD 

83 3/4 (2127). 

. 40° 

K060832HD 

85 1/4 (2164). 

. 40° 

K060846HD 

85 1/2 (2171). 

. 40° 

K060849HD 

99 7/8 (2537). 

. 40° 

K060994HD 

15/16” 

(24 mm) Top Width 

64 5/8 (1642). 

. 40° 

K070640HD 

71 1/8 (1807). 

. 40° 

K070705HD 

74 1/8 (1883). 

. 40° 

K070735HD 


Length 

Inches (mm) 

Angle 

Gates 

Belt No. 

1 3/32” (28 mm) Top Width 

39 1/8 (992). 

. 40° 

K080385HD 

40 3/4 (1034). 

. 40° 

K080400HD 

42 1/8 (1069). 

. 40° 

K080415HD 

43 1/2 (1103). 

. 40° 

K080427HD 

45 5/8 (1160). 

. 40° 

K080450HD 

47 (1195). 

. 40° 

K080465HD 

49 1/8 (1249). 

. 40° 

K080485HD 

50 1/8 (1274). 

. 40° 

K080496HD 

51 1/2 (1309). 

. 40° 

K080510HD 

54 1/4 (1379). 

. 40° 

K080537HD 

55 1/8 (1399). 

. 40° 

K080545HD 

55 3/4 (1415). 

. 40° 

K080550HD 

56 5/8 (1439). 

. 40° 

K080560HD 

57 (1448). 

. 40° 

K080565HD 

57 1/2 (1462). 

. 40° 

K080570HD 

58 1/8 (1475). 

. 40° 

K080575HD 

58 5/8 (1490). 

. 40° 

K080580HD 

59 (1499). 

. 40° 

K080585HD 

59 1/2 (1512). 

. 40° 

K080590HD 

60 (1523). 

. 40° 

K080594HD 

61 1/8 (1553). 

. 40° 

K080605HD 

61 3/4 (1569). 

. 40° 

K080610HD 

62 1/8 (1577). 

. 40° 

K080615HD 

63 5/8 (1616). 

. 40° 

K080630HD 

65 1/4 (1657). 

. 40° 

K080645HD 

65 1/2 (1665). 

. 40° 

K080649HD 

67 3/4 (1722). 

. 40° 

K080672HD 

68 (1728). 

. 40° 

K080675HD 

68 5/8 (1742). 

. 40° 

K080680HD 

69 1/8 (1756). 

. 40° 

K080685HD 

69 5/8 (1767). 

. 40° 

K080690HD 

70 (1777). 

. 40° 

K080694HD 

70 1/2 (1789). 

. 40° 

K080700HD 

70 3/4 (1798). 

. 40° 

K080702HD 

71 1/4 (1811). 

. 40° 

K080708HD 

71 1/2 (1816). 

. 40° 

K080710HD 

72 1/8 (1831). 

. 40° 

K080716HD 

72 5/8 (1845). 

. 40° 

K080720HD 

73 1/4 (1859). 

. 40° 

K080726HD 

73 1/2 (1867). 

. 40° 

K080730HD 

73 3/4 (1874). 

. 40° 

K080733HD 

74 3/8 (1889). 

. 40° 

K080738HD 

74 5/8 (1896). 

. 40° 

K080740HD 

75 1/8 (1907). 

. 40° 

K080745HD 

76 1/2 (1942). 

. 40° 

K080760HD 

77 3/4 (1976). 

. 40° 

K080774HD 

78 5/8 (1996). 

. 40° 

K080780HD 

79 (2007). 

. 40° 

K080785HD 

81 1/8 (2061). 

. 40° 

K080806HD 

81 5/8 (2073). 

. 40° 

K080810HD 

82 3/4 (2101). 

. 40° 

K080820MD 

83 1/8 (2112). 

. 40° 

K080825HD 

83 3/4 (2127). 

. 40° 

K080830HD 

84 3/8 (2144). 

. 40° 

K080839HD 

86 1/8 (2187). 

. 40° 

K080855HD 

86 3/8 (2195). 

. 40° 

K080859HD 

89 7/8 (2282). 

. 40° 

K080893HD 

90 7/8 (2308). 

. 40° 

K080903HD 

92 3/4 (2355). 

. 40° 

K080922MD 


Length Gates 

Inches (mm) Angle Belt No. 


1 3/32” (28 mm) Top Width 

- Continued 


93 1/8 (2367).. 

. 40° 

K080926HD 

93 7/8 (2384).. 

. 40° 

K080934HD 

95 (2412). 

. 40° 

K080944HD 

95 3/4 (2432).. 

. 40° 

K080952HD 

102 5/8 (2605) 

. 40° 

K081020HD 

104 (2642). 

. 40° 

K081035HD 

108 (2745). 

. 40° 

K081074HD 

108 1/2 (2756) 

. 40° 

K081079HD 

109 3/4 (2788) 

. 40° 

K081092HD 

113 (2869). 

. 40° 

K081124HD 

121 7/8 (3096) 

. 40° 

K081213HD 

122 3/4 (3117) 

. 40° 

K081223HD 

127 1/8 (3228) 

. 40° 

K081265HD 

138 1/4 (3513) 

. 40° 

K081377HD 

1 7/32” 

(31 mm) 

Top Width 

61 1/2 (1562).. 

. 40° 

K090609HD 

1 3/8” 

(35 mm) Top Width 

47 (1195). 

. 40° 

K100465HD 

50 1/8 (1274). 

. 40° 

K100495HD 

50 3/4 (1288). 

. 40° 

K100502HD 

51 1/2 (1309). 

. 40° 

K100510HD 

54 1/2 (1385). 

. 40° 

K100540HD 

56 (1423). 

. 40° 

K100554HD 

57 1/2 (1462). 

. 40° 

K100570HD 

58 1/2 (1487). 

. 40° 

K100579HD 

58 3/4 (1492). 

. 40° 

K100582HD 

61 1/4 (1557). 

. 40° 

K100607HD 

61 5/8 (1564). 

. 40° 

K100610HD 

63 5/8 (1616). 

. 40° 

K100630HD 

64 5/8 (1642). 

. 40° 

K100640HD 

66 (1678). 

. 40° 

K100655HD 

66 3/8 (1687). 

. 40° 

K100658HD 

67 1/8 (1704). 

. 40° 

K100665HD 

67 1/2 (1716). 

. 40° 

K100670HD 

68 (1728). 

. 40° 

K100675HD 

68 1/4 (1734). 

. 40° 

K100677HD 

71 1/2 (1816). 

. 40° 

K100710HD 

72 3/8 (1840). 

. 40° 

K100719HD 

73 5/8 (1871). 

. 40° 

K100731 HD 

77 3/4 (1976). 

. 40° 

K100771 HD 

1 21/32” 

' (42 mm) 

Top Width 

74 3/8 (1889).. 

. 40° 

K120738HD 

84 3/4 (2154).. 

. 40° 

K120842HD 

91 3/4 (2329).. 

. 40° 

K120911 HD 

99 1/8 (2516).. 

. 40° 

K120985HD 

100 5/8 (2556) 

. 40° 

K121000HD 

104 1/2 (2654) 

. 40° 

K121039HD 


1 15/16” (49 mm) Top Width 


43 1/2 (1106). 40° K140429HD 


(mm) Millimeters 


443 




































































































































































Micro-V® Belts 
Listed by Number 

Showing Gates Belt Numbers with Corresponding 
Nominal Outside Lengths, Top Widths and Angles 


Gates Length Top Width Gates 

Belt No. Inches (mm) Inches (mm) Angle Belt No. 


DK050565. *57 3/4 (1468) 

DK050610. #62 1/8 (1579) 

DK060472. #47 5/8 (1210) 

DK060519. #52 9/16 (1335) 

DK060674. #68 1/2 (1741) 

DK060702. #711/4(1811) 

DK060718. #72 1/4 (1835) 

DK060725. #72 3/4 (1848) 

DK060729. #73 11/32 (1863) 

DK060791. #80 1/4 (2040) 

DK070536. #54 1/16 (1373) 

DK070551. #55 17/32 (1410) 

DK070817. #82 7/8 (2105) 

H040790. 79 3/8(2015) 

H040920. 92 3/8(2345) 

H050920. 92 3/8(2345) 

H051000. 100 3/8 (2550) 

J060293. 29 3/4 (755) 

J060328. 33 1/2 (850) 

K030195. 19 7/8(505) 

K030220. 22 5/8(576) 

K030236. 24 1/4(615) 

K030240. 24 3/4 (629) 

K030245. 25 1/4(640) 

K030250. 25 3/4(654) 

K030265. 27 1/8(689) 

K030267. 27 3/8(695) 

K030280. 28 3/4(730) 

K030290. 29 3/4(755) 

K030295. 30 1/8(765) 

K030299. 30 1/2 (775) 

K030300. 30 3/4(781) 

K030310. 31 5/8(805) 

K030323. 32 7/8 (836) 

K030328. 33 1/2(850) 

K030334. 34 (864) 

K030340. 34 5/8(881) 

K030350. 35 5/8(906) 

K030365. 37 1/8 (943) 

K030384. 39 1/8(993) 

K030390. 39 3/4(1008) 

K030395. 40 1/4(1021) 

K030415. 42 1/8(1068) 

K030425. 43 1/8(1095) 

K030441 . 44 3/4(1135) 

K030455. 46 (1170) 

K040233. 24 1/2(622) 

K040245. 25 1/4(640) 

K040250. 25 3/4(654) 

K040270. 27 3/4 (704) 

K040274. 28 (710) 

K040275. 28 1/4(717) 

K040285. 29 1/4(742) 

K040292. 29 3/4 (755) 

K040300. 30 3/4(781) 

K040305. 31 1/4 (793) 

K040310. 31 3/4(805) 

K040315. 32 1/4(818) 

K040319. 32 1/2(824) 

K040320. 32 3/4(831) 

K040322. 32 7/8 (836) 

K040325. 33 1/4 (844) 

K040329. 33 3/8(849) 

K040330. 33 3/4(856) 

K040332. 33 3/4 (858) 

K040335. 34 (864) 

K040338. 34 3/8(874) 

K040340. 34 5/8(881) 

K040343. 34 7/8 (885) 

K040345. 35 (889) 

K040347. 35 3/8(897) 

K040350. 35 5/8(906) 

K040353. 35 7/8(912) 

K040355. 36 1/8(918) 

K040358. 36 3/8(924) 


21/32 (17) 

40° 

K040360... 

21/32 (17) 

40° 

K040365... 

27/32 (21) 

40° 

K040370... 

27/32 (21) 

40° 

K040372... 

13/16 (20) 

40° 

K040378... 

13/16 (20) 

40° 

K040382... 

27/32 (21) 

40° 

K040384... 

27/32 (21) 

40° 

K040385... 

27/32 (21) 

40° 

K040388... 

13/16 (20) 

40° 

K040390... 

1 (25) 

40° 

K040395... 

1 (25) 

40° 

K040398... 

15/16 (24) 

40° 

K040399... 

1/4 (6) 

40° 

K040400... 

1/4 (6) 

40° 

K040405... 

5/16 (8) 

40° 

K040410... 

5/16 (8) 

40° 

K040413... 

9/16 (14) 

40° 

K040418... 

9/16 (14) 

40° 

K040420... 

13/32 (11) 

40° 

K040425... 

13/32 (11) 

40° 

K040430... 

13/32 (11) 

40° 

K040438... 

13/32 (11) 

40° 

K040440... 

13/32 (11) 

40° 

K040445... 

13/32 (11) 

40° 

K040450... 

13/32 (11) 

40° 

K040460... 

13/32 (11) 

40° 

K040465... 

13/32 (11) 

40° 

K040470... 

13/32 (11) 

40° 

K040476... 

13/32 (11) 

40° 

K040490... 

13/32 (11) 

40° 

K040500... 

13/32 (11) 

40° 

K040506... 

13/32 (11) 

40° 

K040510... 

13/32 (11) 

40° 

K040514... 

13/32 (11) 

40° 

K040517... 

13/32 (11) 

40° 

K040520... 

13/32 (11) 

40° 

K040525... 

13/32 (11) 

40° 

K040529... 

13/32 (11) 

40° 

K040535... 

13/32 (11) 

40° 

K040545... 

13/32 (11) 

40° 

K040551... 

13/32 (11) 

40° 

K040560... 

13/32 (11) 

40° 

K040575... 

13/32 (11) 

40° 

K040595... 

13/32 (11) 

40° 

K040630... 

13/32 (11) 

40° 

K040635... 

9/16 (14) 

40° 

K040685... 

9/16 (14) 

40° 

K040745... 

9/16 (14) 

40° 

K040762... 

9/16 (14) 

40° 

K040882... 

9/16 (14) 

40° 

K040940... 

9/16 (14) 

40° 

K050200... 

9/16 (14) 

40° 

K050275... 

9/16 (14) 

40° 

K050280... 

9/16 (14) 

40° 

K050290... 

9/16 (14) 

40° 

K050316... 

9/16 (14) 

40° 

K050317... 

9/16 (14) 

40° 

K050323... 

9/16 (14) 

40° 

K050330... 

9/16 (14) 

40° 

K050335... 

9/16 (14) 

40° 

K050336... 

9/16 (14) 

40° 

K050340... 

9/16 (14) 

40° 

K050344... 

9/16 (14) 

40° 

K050345... 

9/16 (14) 

40° 

K050350... 

9/16 (14) 

40° 

K050355... 

9/16 (14) 

40° 

K050360... 

9/16 (14) 

40° 

K050365... 

9/16 (14) 

40° 

K050368... 

9/16 (14) 

40° 

K050370... 

9/16 (14) 

40° 

K050375... 

9/16 (14) 

40° 

K050380... 

9/16 (14) 

40° 

K050385... 

9/16 (14) 

40° 

K050390... 

9/16 (14) 

40° 

K050396... 


Length Top Width 

Inches (mm) Inches (mm) Angle 


36 3/4 (932) 

9/16 (14) 

40' 

37 1/8 (943) 

9/16 (14) 

40' 

37 1/2 (954) 

9/16 (14) 

40' 

38 (964) 

9/16 (14) 

40' 

38 1/2 (977) 

9/16 (14) 

40' 

38 3/4 (983) 

9/16 (14) 

40' 

39 (990) 

9/16 (14) 

40' 

39 1/8 (993) 

9/16 (14) 

40' 

39 3/8 (999) 

9/16 (14) 

40' 

39 3/4 (1008) 

9/16 (14) 

40' 

40 1/4 (1021) 

9/16 (14) 

40' 

40 3/8 (1027) 

9/16 (14) 

40' 

40 5/8 (1031) 

9/16 (14) 

40' 

40 3/4 (1034) 

9/16 (14) 

40' 

41 1/4 (1047) 

9/16 (14) 

40' 

41 3/4 (1059) 

9/16 (14) 

40' 

42 1/8 (1068) 

9/16 (14) 

40' 

42 3/8 (1076) 

9/16 (14) 

40' 

42 5/8 (1084) 

9/16 (14) 

40' 

43 1/8 (1095) 

9/16 (14) 

40' 

43 3/4 (1111) 

9/16 (14) 

40' 

44 3/8 (1128) 

9/16 (14) 

40' 

44 3/4 (1135) 

9/16 (14) 

40' 

45 1/8 (1148) 

9/16 (14) 

40' 

45 5/8 (1160) 

9/16 (14) 

40' 

46 5/8 (1186) 

9/16 (14) 

40' 

47 (1195) 

9/16 (14) 

40' 

47 5/8 (1211) 

9/16 (14) 

40' 

48 1/8 (1223) 

9/16 (14) 

40‘ 

49 1/2 (1258) 

9/16 (14) 

40' 

50 5/8 (1286) 

9/16 (14) 

40' 

51 1/8 (1300) 

9/16 (14) 

40' 

51 1/2 (1309) 

9/16 (14) 

40' 

52 (1320) 

9/16 (14) 

40' 

52 1/8 (1325) 

9/16 (14) 

40' 

52 5/8 (1338) 

9/16 (14) 

40' 

53 1/8 (1351) 

9/16 (14) 

40' 

53 1/2 (1360) 

9/16 (14) 

40' 

54 (1373) 

9/16 (14) 

40' 

55 1/8 (1399) 

9/16 (14) 

40‘ 

55 3/4 (1415) 

9/16 (14) 

40' 

56 1/2 (1436) 

9/16 (14) 

40' 

58 1/8 (1475) 

9/16 (14) 

40' 

60 (1523) 

9/16 (14) 

40' 

63 5/8 (1615) 

9/16 (14) 

40' 

64 1/8 (1627) 

9/16 (14) 

40' 

69 1/8 (1756) 

9/16 (14) 

40' 

75 1/8 (1907) 

9/16 (14) 

40' 

76 7/8 (1951) 

9/16 (14) 

40' 

88 3/4 (2255) 

9/16 (14) 

40' 

94 5/8 (2403) 

9/16 (14) 

40' 

20 3/4 (527) 

21/32 (17) 

40' 

28 1/4 (717) 

21/32 (17) 

40' 

28 3/4 (730) 

21/32 (17) 

40' 

29 3/4 (755) 

21/32 (17) 

40' 

32 1/4 (818) 

21/32 (17) 

40' 

32 1/2 (824) 

21/32 (17) 

40' 

33 (837) 

21/32 (17) 

40' 

33 3/4 (856) 

21/32 (17) 

40' 

34 (864) 

21/32 (17) 

40' 

34 3/8 (872) 

21/32 (17) 

40' 

34 5/8 (881) 

21/32 (17) 

40' 

35 (875) 

21/32 (17) 

40' 

35 1/4 (894) 

21/32 (17) 

40' 

35 5/8 (906) 

21/32 (17) 

40' 

36 1/8 (918) 

21/32 (17) 

40' 

36 3/4 (932) 

21/32 (17) 

40' 

37 1/8 (943) 

21/32 (17) 

40' 

37 3/8 (949) 

21/32 (17) 

40' 

37 3/4 (957) 

21/32 (17) 

40' 

38 1/4 (970) 

21/32 (17) 

40' 

38 3/4 (983) 

21/32 (17) 

40' 

39 1/4 (996) 

21/32 (17) 

40' 

39 3/4 (1008) 

21/32 (17) 

40' 

40 1/4 (1021) 

21/32 (17) 

40' 


444 


(mm) Millimeters 


# Dual Sided Belt 






























































































































































Micro-V® Belts Listed by Number 


Gates Length Top Width Gates 

Belt No. Inches (mm) Inches (mm) Angle Belt No. 


K050398. 

. 40 3/8 (1027) 

K050400. 

. 40 5/8 (1031) 

K050402. 

. 40 3/4 (1035) 

K050405. 

. 41 1/4 (1047) 

K050410. 

K050415. 

K050418. 

K050420. 

. 41 3/4 (1059) 

. 42 1/8 (1068) 

. 42 3/8 (1076) 

. 42 5/8 (1084) 

K050425. 

43 1/8 (1095) 

K050429. 

43 1/2 (1103) 

K050433. 

. 43 3/4 (1113) 

K050435. 

. 44 1/8 (1122) 

K050440. 

. 44 3/4(1135) 

K050446. 

. 45 1/8(1148) 

K050450. 

. 45 5/8 (1160) 

K050455. 

. 46 (1170) 

K050459. 

. 46 3/8 (1179) 

K050460. 

. 46 5/8 (1186) 

K050470. 

K050474. 

K050478. 

K050480. 

. 47 5/8 (1211) 

. 47 7/8 (1218) 

. 48 3/8 (1228) 

. 48 5/8 (l 237) 

K050486. 

. 49 1/8 (1249) 

K050490. 

. 49 1/2 (1258) 

K050500. 

. 50 5/8 (1286) 

K050505. 

. 51 (1297) 

K050507. 

. 51 i/8 (1300) 

K050510. 

K050516. 

K050520. 

. 51 3/4 (1315) 

. 52 1/4(1327) 

. 52 5/8 (l 338) 

K050523. 

K050530. 

. 52 7/8 (1343) 

. 53 1/2 (1359) 

K050532. 

. 53 7/8 (1367) 

K050538. 

. 54 3/8 (1380) 

K050545. 

. 55 1/4 (1404) 

K050551 . 

K050565. 

. 55 3/4 (1415) 

. 57 (1448) 

K050570. 

K050586. 

. 57 i/2 (1462) 

. 59 1/4 (l 504) 

K050609. 

. 61 1/2 (1563) 

K050625. 

K050630. 

. 63 1/8 (1603) 

. 63 5/8 (l 616) 

K050635. 

. 64 1/8 (1627) 

K050640. 

. 64 5/8 (1642) 

K050644. 

. 65 (1651) 

K050647. 

K050650. 

. 65 i/4 (1657) 

. 65 5/8 (1667) 

K050653. 

. 65 7/8 (1675) 

K050658. 

. 66 3/8 (1687) 

K050660. 

. 66 3/4 (1696) 

K050665. 

. 67 1/8 (l 704) 

K050690. 

. 69 3/4 (1772) 

K050705. 

K050715. 

K050720. 

. 71 1/8 (1807) 

. 72 1/8(1831) 

. 72 5/8 (l 845) 

K050750. 

. 75 3/8 (1914) 

K050755. 

. 76 (1932) 

K050757. 

K050778. 

K050817. 

K050825. 

. 76 i/4 (1937) 

. 78 3/8 (1989) 

. 82 1/2 (2096) 

. 83 1/8 (2112) 

K050835. 

. 84 (2134) 

K050836. 

. 84 i/8 (2138) 

K050845. 

. 85 1/8 (2164) 

K050855. 

. 86 1/8 (2187) 

K050887. 

. 89 1/8 (2265) 

K060288. 

. 29 1/2 (748) 

K060295. 

. 30 1/8 (765) 

K060305. 

. 31 1/4 (793) 

K060325. 

K060331 . 

K060338. 

. 33 1/4 (844) 

. 33 3/4 (856) 

. 34 3/8 (873) 

K060340. 

. 34 3/4 (881) 

K060345. 

. 35 1/4 (894) 

K060355. 

. 36 1/8 (918) 

K060365. 

. 37 1/8 (943) 

K060370. 

K060374. 

K060380. 

. 37 3/4 (957) 

. 38 (964) 

. 38 3/4 (983) 

K060385. 

. 39 1/8 (993) 

K060388. 

. 39 3/8 (999) 

K060390. 

. 39 3/4 (1008) 

K060400. 

. 40 3/4 (1034) 

K060405. 

. 41 (1043) 

K060407. 

K060408. 

. 41 3/8 (1050) 

. 41 1/2 (1054) 

K060410. 

K060415. 

. 41 3/4 (1059) 

. 42 1/8 (1069) 


21/32 (17) 

40° 

K060418... 

21/32 (17) 

40° 

K060420... 

21/32 (17) 

40° 

K060423... 

21/32 (17) 

40° 

K060425... 

21/32 (17) 

40° 

K060427... 

21/32 (17) 

40° 

K060431... 

21/32 (17) 

40° 

K060434... 

21/32 (17) 

40° 

K060435... 

21/32 (17) 

40° 

K060439... 

21/32 (17) 

40° 

K060441... 

21/32 (17) 

40° 

K060445... 

21/32 (17) 

40° 

K060450... 

21/32 (17) 

40° 

K060455... 

21/32 (17) 

40° 

K060458... 

21/32 (17) 

40° 

K060461... 

21/32 (17) 

40° 

K060465... 

21/32 (17) 

40° 

K060468... 

21/32 (17) 

40° 

K060470... 

21/32 (17) 

40° 

K060473... 

21/32 (17) 

40° 

K060478... 

21/32 (17) 

40° 

K060480... 

21/32 (17) 

40° 

K060483... 

21/32 (17) 

40° 

K060486... 

21/32 (17) 

40° 

K060490... 

21/32 (17) 

40° 

K060495... 

21/32 (17) 

40° 

K060500... 

21/32 (17) 

40° 

K060505... 

21/32 (17) 

40° 

K060507... 

21/32 (17) 

40° 

K060509... 

21/32 (17) 

40° 

K060512... 

21/32 (17) 

40° 

K060514... 

21/32 (17) 

40° 

K060516... 

21/32 (17) 

40° 

K060520... 

21/32 (17) 

40° 

K060523... 

21/32 (17) 

40° 

K060525... 

21/32 (17) 

40° 

K060529... 

21/32 (17) 

40° 

K060532... 

21/32 (17) 

40° 

K060535... 

21/32 (17) 

40° 

K060539... 

21/32 (17) 

40° 

K060547... 

21/32 (17) 

40° 

K060551... 

21/32 (17) 

40° 

K060555... 

21/32 (17) 

40° 

K060557... 

21/32 (17) 

40° 

K060559... 

21/32 (17) 

40° 

K060560... 

21/32 (17) 

40° 

K060563... 

21/32 (17) 

40° 

K060569... 

21/32 (17) 

40° 

K060573... 

21/32 (17) 

40° 

K060575... 

21/32 (17) 

40° 

K060578... 

21/32 (17) 

40° 

K060586... 

21/32 (17) 

40° 

K060588... 

21/32 (17) 

40° 

K060594... 

21/32 (17) 

40° 

K060598... 

21/32 (17) 

40° 

K060602... 

21/32 (17) 

40° 

K060604... 

21/32 (17) 

40° 

K060605... 

21/32 (17) 

40° 

K060609... 

21/32 (17) 

40° 

K060612... 

21/32 (17) 

40° 

K060615... 

21/32 (17) 

40° 

K060620... 

21/32 (17) 

40° 

K060623... 

21/32 (17) 

40° 

K060625... 

21/32 (17) 

40° 

K060630... 

21/32 (17) 

40° 

K060635... 

21/32 (17) 

40° 

K060637... 

13/16 (20) 

40° 

K060640... 

13/16 (20) 

40° 

K060642... 

13/16 (20) 

40° 

K060645... 

13/16 (20) 

40° 

K060650... 

13/16 (20) 

40° 

K060653... 

13/16 (20) 

40° 

K060658... 

13/16 (20) 

40° 

K060660... 

13/16 (20) 

40° 

K060663... 

13/16 (20) 

40° 

K060667... 

13/16 (20) 

40° 

K060670... 

13/16 (20) 

40° 

K060672... 

13/16 (20) 

40° 

K060675... 

13/16 (20) 

40° 

K060680... 

13/16 (20) 

40° 

K060682... 

13/16 (20) 

40° 

K060685... 

13/16 (20) 

40° 

K060690... 

13/16 (20) 

40° 

K060695... 

13/16 (20) 

40° 

K060696... 

13/16 (20) 

40° 

K060703... 

13/16 (20) 

40° 

K060705... 

13/16 (20) 

40° 

K060710... 

13/16 (20) 

40° 

K060716... 


Length Top Width 

Inches (mm) Inches (mm) Angle 


42 3/8 (1076) 13/16 (20) 

42 1/2(1081) 13/16(20) 

42 7/8 (1089) 13/16 (20) 

43 1/8 (1095) 13/16 (20) 

43 1/2(1103) 13/16(20) 

43 3/4(1111) 13/16(20) 

43 7/8(1116) 13/16(20) 

44 1/8(1122) 13/16(20) 

44 1/2(1129) 13/16(20) 

44 3/4(1135) 13/16(20) 

45 1/8(1148) 13/16(20) 

45 5/8(1160) 13/16(20) 

46 (1170) 13/16(20) 

46 3/8(1179) 13/16(20) 

46 5/8(1186) 13/16(20) 

47 (1195) 13/16(20) 

47 3/8 (1204) 13/16 (20) 

47 5/8(1211) 13/16(20) 

47 7/8 (1216) 13/16 (20) 

48 1/4(1227) 13/16(20) 

48 5/8(1237) 13/16(20) 

48 7/8(1241) 13/16(20) 

49 1/8 (1248) 13/16 (20) 

49 1/2 (1258) 13/16 (20) 

50 1/8 (1274) 13/16 (20) 

50 3/4 (1288) 13/16 (20) 

51 (1297) 13/16 (20) 

51 1/8 (1300) 13/16 (20) 

51 1/2 (1309) 13/16 (20) 

51 3/4 (1315) 13/16 (20) 

52 (1321) 13/16 (20) 

52 1/8 (1325) 13/16 (20) 

52 3/4 (1339) 13/16 (20) 

52 7/8 (1342) 13/16 (20) 

53 3/8 (1355) 13/16 (20) 

53 1/2 (1359) 13/16 (20) 

53 7/8(1367) 13/16(20) 

54 1/4 (1379) 13/16 (20) 

54 1/2 (1385) 13/16 (20) 

55 1/4 (1404) 13/16 (20) 

55 3/4 (1415) 13/16 (20) 

56 (1423) 13/16 (20) 

56 1/4 (1429) 13/16 (20) 

56 1/2 (1436) 13/16 (20) 

56 5/8 (1439) 13/16 (20) 

56 7/8(1445) 13/16(20) 

57 1/2 (1462) 13/16 (20) 

57 7/8 (1471) 13/16 (20) 

58 (1473) 13/16 (20) 

58 3/8 (1483) 13/16 (20) 

59 1/4 (1504) 13/16 (20) 

59 3/8 (1508) 13/16 (20) 

60 (1523) 13/16 (20) 

60 3/8 (1534) 13/16 (20) 

60 3/4 (1542) 13/16 (20) 

60 7/8 (1547) 13/16 (20) 

61 1/8 (1553) 13/16 (20) 

61 1/2 (1563) 13/16 (20) 

61 3/4 (1569) 13/16 (20) 

62 1/8 (1577) 13/16 (20) 

62 5/8(1591) 13/16(20) 

62 7/8 (1598) 13/16 (20) 

63 1/8 (1603) 13/16 (20) 

63 5/8 (1616) 13/16 (20) 

64 1/8 (1627) 13/16 (20) 

64 3/8 (1634) 13/16 (20) 

64 5/8 (1642) 13/16 (20) 

64 3/4 (1646) 13/16 (20) 

65 (1651) 13/16 (20) 

65 1/2 (1665) 13/16 (20) 

65 7/8 (1674) 13/16 (20) 

66 3/8 (1687) 13/16 (20) 

66 3/4 (1696) 13/16 (20) 

66 7/8 (1699) 13/16 (20) 

67 1/4 (1708) 13/16 (20) 

67 1/2 (1716) 13/16 (20) 

67 3/4 (1722) 13/16 (20) 

68 (1728) 13/16 (20) 

68 5/8 (1742) 13/16 (20) 

68 7/8 (1750) 13/16 (20) 

69 1/8 (1756) 13/16 (20) 

69 5/8 (1767) 13/16 (20) 

70 (1777) 13/16 (20) 

70 1/4 (1783) 13/16 (20) 

70 7/8 (1799) 13/16 (20) 

71 1/8 (1807) 13/16 (20) 

71 1/2 (1816) 13/16 (20) 

72 (1830) 13/16 (20) 


40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 


(mm) Millimeters 


* Dual Sided Belt 


445 
























































































































































































Micro-V® Belts Listed by Number 

Gates Length Top Width Gates Length Top Width 

Belt No. Inches (mm) Inches (mm) Angle Belt No. Inches (mm) Inches (mm) Angle 


K060721 . 72 5/8 (1845) 13/16 (20) 40° 

K060722. 72 3/4(1848) 13/16(20) 40° 

K060725. 73 1/4(1859) 13/16(20) 40° 

K060730. 73 1/2(1867) 13/16(20) 40° 

K060733. 73 7/8(1876) 13/16(20) 40° 

K060735. 74 1/8(1881) 13/16(20) 40° 

K060739. 74 1/2(1893) 13/16(20) 40° 

K060744. 75 (1904) 13/16(20) 40° 

K060747. 75 3/8(1914) 13/16(20) 40° 

K060750. 75 5/8(1921) 13/16(20) 40° 

K060755. 76 (1932) 13/16(20) 40° 

K060760. 76 1/2(1942) 13/16(20) 40° 

K060763. 76 7/8(1951) 13/16(20) 40° 

K060770. 77 3/8(1967) 13/16(20) 40° 

K060772. 77 7/8(1977) 13/16(20) 40° 

K060775. 78 (1982) 13/16(20) 40° 

K060780. 78 5/8(1996) 13/16(20) 40° 

K060785. 79 (2007) 13/16(20) 40° 

K060790. 79 1/2(2018) 13/16(20) 40° 

K060795. 80 1/8(2034) 13/16(20) 40° 

K060798. 80 3/8(2040) 13/16(20) 40° 

K060802. 80 3/4(2051) 13/16(20) 40° 

K060806. 81 1/8(2061) 13/16(20) 40° 

K060810. 81 5/8(2073) 13/16(20) 40° 

K060815. 82 1/8(2085) 13/16(20) 40° 

K060820. 82 1/2(2096) 13/16(20) 40° 

K060825. 83 1/8(2112) 13/16(20) 40° 

K060827. 83 1/4(2116) 13/16(20) 40° 

K060832. 83 3/4(2127) 13/16(20) 40° 

K060837. 84 1/4(2140) 13/16(20) 40° 

K060840. 84 1/2(2147) 13/16(20) 40° 

K060845. 85 1/4(2165) 13/16(20) 40° 

K060849. 85 1/2(2171) 13/16(20) 40° 

K060854. 85 7/8(2182) 13/16(20) 40° 

K060858. 86 3/8(2193) 13/16(20) 40° 

K060860. 86 5/8(2201) 13/16(20) 40° 

K060863. 86 7/8(2206) 13/16(20) 40° 

K060864. 86 7/8(2208) 13/16(20) 40° 

K060866. 87 1/4(2216) 13/16(20) 40° 

K060868. 87 3/8(2219) 13/16(20) 40° 

K060870. 87 5/8(2225) 13/16(20) 40° 

K060874. 87 7/8(2233) 13/16(20) 40° 

K060875. 88 1/8(2238) 13/16(20) 40° 

K060876. 88 1/8(2239) 13/16(20) 40° 

K060878. 88 3/8(2245) 13/16(20) 40° 

K060882. 88 7/8(2257) 13/16(20) 40° 

K060883. 88 7/8(2257) 13/16(20) 40° 

K060888. 89 1/2(2273) 13/16(20) 40° 

K060891 . 89 3/4 (2278) 13/16 (20) 40° 

K060895. 90 1/8(2289) 13/16(20) 40° 

K060900. 90 5/8(2301) 13/16(20) 40° 

K060905. 90 7/8(2308) 13/16(20) 40° 

K060908. 91 1/4(2318) 13/16(20) 40° 

K060910. 91 5/8(2329) 13/16(20) 40° 

K060915. 92 1/8(2340) 13/16(20) 40° 

K060919. 92 3/8(2347) 13/16(20) 40° 

K060923. 92 7/8(2360) 13/16(20) 40° 

K060926. 93 1/8(2364) 13/16(20) 40° 

K060930. 93 5/8 (2377) 13/16(20) 40° 

K060935. 94 (2387) 13/16(20) 40° 

K060938. 94 1/2(2400) 13/16(20) 40° 

K060942. 94 3/4(2407) 13/16(20) 40° 

K060945. 95 1/8(2415) 13/16(20) 40° 

K060947. 95 1/4(2419) 13/16(20) 40° 

K060950. 95 5/8(2428) 13/16(20) 40° 

K060956. 96 1/8(2440) 13/16(20) 40° 

K060960. 96 5/8(2452) 13/16(20) 40° 

K060962. 96 7/8(2460) 13/16(20) 40° 

K060966. 97 1/8(2468) 13/16(20) 40° 

K060970. 97 5/8(2479) 13/16(20) 40° 

K060975. 98 1/8(2492) 13/16(20) 40° 

K060980. 98 5/8 (2505) 13/16(20) 40° 

K060984. 99 (2513) 13/16(20) 40° 

K060988. 99 1/2(2526) 13/16(20) 40° 

K060990. 99 5/8(2531) 13/16(20) 40° 

K060994. 99 7/8(2537) 13/16(20) 40° 

K060997. 100 1/4 (2546) 13/16(20) 40° 

K061000. 100 5/8 (2555) 13/16(20) 40° 

K061005. 101 1/8 (2568) 13/16(20) 40° 

K061010. 101 5/8 (2581) 13/16(20) 40° 

K061015. 102 1/8 (2593) 13/16(20) 40° 

K061020. 102 5/8 (2605) 13/16(20) 40° 

K061025. 103 (2615) 13/16(20) 40° 

K061031 . 103 5/8 (2633) 13/16(20) 40° 

K061033. 103 7/8 (2639) 13/16(20) 40° 

K061037. 104 1/4 (2649) 13/16(20) 40° 

K061045. 105 (2666) 13/16(20) 40° 

K061058. 106 3/8 (2701) 13/16 (20) 40° 


K061066. 107 1/8 (2722) 13/16(20) 40° 

K061073. 107 7/8 (2741) 13/16(20) 40° 

K061075. 108 1/8 (2746) 13/16(20) 40° 

K061080. 108 3/4 (2761) 13/16(20) 40° 

K061093. 109 3/4 (2788) 13/16(20) 40° 

K061098. 109 3/8 (2780) 13/16(20) 40° 

K061105. 111 1/8 (2824) 13/16(20) 40° 

K061110. 111 5/8 (2835) 13/16(20) 40° 

K061114. 111 7/8 (2841) 13/16(20) 40° 

K061115. 111 7/8 (2841) 13/16(20) 40° 

K061120. 112 1/2 (2859) 13/16(20) 40° 

K061123. 112 7/8 (2869) 13/16(20) 40° 

K061130. 113 5/8 (2886) 13/16(20) 40° 

K061140. 114 1/2 (2910) 13/16(20) 40° 

K061141 . 114 5/8 (2911) 13/16(20) 40° 

K061145. 115 1/4 (2927) 13/16(20) 40° 

K061177. 118 1/4 (3005) 13/16(20) 40° 

K061187. 119 1/4 (3030) 13/16(20) 40° 

K061195. 120 1/8 (3051) 13/16(20) 40° 

K061203. 120 7/8 (3069) 13/16(20) 40° 

K061306. 136 5/8 (3470) 13/16(20) 40° 

K070319. 32 1/2(824) 15/16(24) 40° 

K070362. 36 7/8(936) 15/16(24) 40° 

K070370. 37 3/4(957) 15/16(24) 40° 

K070390. 39 3/4(1008) 15/16(24) 40° 

K070425. 43 1/8(1095) 15/16(24) 40° 

K070505. 51 1/8(1300) 15/16(24) 40° 

K070553. 55 7/8(1418) 15/16(24) 40° 

K070610. 61 5/8(1564) 15/16(24) 40° 

K070622. 62 3/4(1594) 15/16(24) 40° 

K070628. 63 3/8(1609) 15/16(24) 40° 

K070630. 63 5/8(1616) 15/16(24) 40° 

K070640. 64 5/8(1642) 15/16(24) 40° 

K070653. 65 7/8(1675) 15/16(24) 40° 

K070673. 67 3/4(1722) 15/16(24) 40° 

K070677. 68 1/4(1734) 15/16(24) 40° 

K070680. 68 5/8(1743) 15/16(24) 40° 

K070683. 68 7/8(1750) 15/16(24) 40° 

K070685. 69 1/8(1756) 15/16(24) 40° 

K070694. 70 (1779) 15/16(24) 40° 

K070701 . 70 3/4 (1796) 15/16 (24) 40° 

K070705. 71 1/8(1807) 15/16(24) 40° 

K070709. 71 1/2(1816) 15/16(24) 40° 

K070733. 73 3/4(1874) 15/16(24) 40° 

K070735. 74 1/8(1883) 15/16(24) 40° 

K070763. 76 7/8(1951) 15/16(24) 40° 

K070776. 78 (1982) 15/16(24) 40° 

K070786. 79 1/8(2011) 15/16(24) 40° 

K070825. 83 1/8(2112) 15/16(24) 40° 

K070834. 84 (2133) 15/16(24) 40° 

K070835. 84 (2134) 15/16(24) 40° 

K070855. 86 1/8(2187) 15/16(24) 40° 

K070873. 87 7/8(2232) 15/16(24) 40° 

K070880. 88 1/2(2249) 15/16(24) 40° 

K070882. 88 3/4(2255) 15/16(24) 40° 

K070885. 89 1/8(2263) 15/16(24) 40° 

K070886. 89 1/8(2265) 15/16(24) 40° 

K070890. 89 3/4(2278) 15/16(24) 40° 

K070896. 90 1/8(2289) 15/16(24) 40° 

K070901 . 90 5/8(2301) 15/16(24) 40° 

K070903. 90 7/8(2308) 15/16(24) 40° 

K070905. 91 1/8(2314) 15/16(24) 40° 

K070916. 92 1/4(2343) 15/16(24) 40° 

K070922. 92 3/4(2357) 15/16(24) 40° 

K070924. 93 (2362) 15/16(24) 40° 

K070931 . 93 5/8(2378) 15/16(24) 40° 

K070951 . 95 3/4(2431) 15/16(24) 40° 

K070975. 97 3/4(2484) 15/16(24) 40° 

K070976. 98 1/8(2492) 15/16(24) 40° 

K071005. 101 1/8 (2568) 15/16(24) 40° 

K071009. 101 3/8 (2576) 15/16(24) 40° 

K071013. 101 7/8 (2586) 15/16(24) 40° 

K071031 . 103 5/8 (2633) 15/16(24) 40° 

K071037. 104 1/4 (2649) 15/16(24) 40° 

K071040. 104 5/8 (2656) 15/16(24) 40° 

K071045. 105 1/8 (2671) 15/16(24) 40° 

K071056. 106 1/4 (2699) 15/16(24) 40° 

K071065. 107 1/8 (2720) 15/16(24) 40° 

K071130. 113 5/8 (2886) 15/16(24) 40° 

K071134. 114 (2897) 15/16(24) 40° 

K071141 . 114 5/8 (2912) 15/16(24) 40° 

K071150. 115 5/8 (2936) 15/16(24) 40° 

K071157. 116 1/4 (2953) 15/16(24) 40° 

K071194. 119 7/8 (3046) 15/16(24) 40° 

K071247. 125 3/8 (3183) 15/16(24) 40° 

K080300. 30 3/4(781) 1 3/32(28) 40° 

K080330. 33 3/4(856) 1 3/32(28) 40° 

K080360. 36 3/4(932) 1 3/32(28) 40° 
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(mm) Millimeters 


* Dual Sided Belt 
























































































































































































Micro-V® Belts Listed by Number 


Gates 
Belt No. 


K080365 

K080370 

K080375 

K080382 

K080384 

K080390 

K080392 

K080400 

K080408 

K080415 

K080427 

K080435 

K080450 

K080455 

K080458 

K080465 

K080471 

K080485 

K080491 

K080496 

K080505 

K080510 

K080514 

K080525 

K080530 

K080537 

K080545 

K080550 

K080558 

K080560 

K080565 

K080566 

K080570 

K080575 

K080580 

K080585 

K080590 

K080594 

K080600 

K080605 

K080610 

K080615 

K080620 

K080623 

K080626 

K080630 

K080635 

K080644 

K080645 

K080649 

K080653 

K080655 

K080660 

K080670 

K080672 

K080675 

K080677 

K080680 

K080685 

K080690 

K080694 

K080700 

K080702 

K080708 

K080710 

K080716 

K080720 

K080726 

K080730 

K080733 

K080734 

K080738 

K080740 

K080745 

K080751 

K080755 

K080760 

K080765 

K080774 

K080776 

K080780 

K080785 

K080790 

K080797 

K080806 

K080810 

K080816 

K080817 


Length 

Inches (mm) 

Top Width 
Inches (mm) 

Angle 

Gates 

Belt No. 

Length 

Inches (mm) 

Top Width 
Inches (mm) 

Angle 

37 1/8 (943) 

1 3/32 (28) 

40° 

K080820. 

. 82 3/4 (2101) 

1 3/32 (28) 

40° 

37 3/4 (957) 

1 3/32 (28) 

40° 

K080825. 

. 83 1/8(2112) 

1 3/32 (28) 

40° 

38 1/8 (968) 

1 3/32 (28) 

40° 

K080830 . 

. 83 3/4 (2127) 

1 3/32 (28) 

40° 

38 3/4 (983) 

1 3/32 (28) 

40° 

K080839 . 

. 84 3/8 (2144) 

1 3/32 (28) 

40° 

39 (990) 

1 3/32 (28) 

40° 

K080842. 

. 84 3/4 (2154) 

1 3/32 (28) 

40° 

39 3/4 (1008) 

1 3/32 (28) 

40° 

K080855 . 

. 86 1/8 (2187) 

1 3/32 (28) 

40° 

39 7/8 (1014) 

1 3/32 (28) 

40° 

K080859 . 

. 86 3/8 (2195) 

1 3/32 (28) 

40° 

40 3/4 (1034) 

1 3/32 (28) 

40° 

K080872 . 

. 87 3/4 (2230) 

1 3/32 (28) 

40° 

41 3/8 (1051) 

1 3/32 (28) 

40° 

K080876 . 

. 88 1/8 (2240) 

1 3/32 (28) 

40° 

42 1/8 (1069) 

1 3/32 (28) 

40° 

K080878 . 

. 88 3/8 (2245) 

1 3/32 (28) 

40° 

43 1/2 (1103) 

1 3/32 (28) 

40° 

K080893. 

. 89 7/8 (2282) 

1 3/32 (28) 

40° 

44 1/8 (1122) 

1 3/32 (28) 

40° 

K080897 . 

. 90 3/8 (2295) 

1 3/32 (28) 

40° 

45 5/8 (1160) 

1 3/32 (28) 

40° 

K080903 . 

. 90 7/8 (2308) 

1 3/32 (28) 

40° 

46 (1170) 

1 3/32 (28) 

40° 

K080910. 

. 91 5/8 (2326) 

1 3/32 (28) 

40° 

46 3/8 (1179) 

1 3/32 (28) 

40° 

K080915. 

. 92 1/8 (2340) 

1 3/32 (28) 

40° 

47 (1195) 

1 3/32 (28) 

40° 

K080922. 

. 92 3/4 (2355) 

1 3/32 (28) 

40° 

47 3/4 (1211) 

1 3/32 (28) 

40° 

K080926 . 

. 93 1/8 (2367) 

1 3/32 (28) 

40° 

49 1/8 (1249) 

1 3/32 (28) 

40° 

K080934 . 

. 93 7/8 (2384) 

1 3/32 (28) 

40° 

49 5/8 (1260) 

1 3/32 (28) 

40° 

K080939. 

. 94 1/2 (2400) 

1 3/32 (28) 

40° 

50 1/8 (1274) 

1 3/32 (28) 

40° 

K080944 . 

. 95 (2412) 

1 3/32 (28) 

40° 

51 (1297) 

1 3/32 (28) 

40° 

K080952. 

. 95 3/4 (2432) 

1 3/32 (28) 

40° 

51 1/2 (1309) 

1 3/32 (28) 

40° 

K080968. 

. 97 1/2 (2475) 

1 3/32 (28) 

40° 

52 (1320) 

1 3/32 (28) 

40° 

K080981 . 

. 98 5/8 (2505) 

1 3/32 (28) 

40° 

53 1/8 (1351) 

1 3/32 (28) 

40° 

K080986 . 

. 99 1/8 (2519) 

1 3/32 (28) 

40° 

53 1/2 (1359) 

1 3/32 (28) 

40° 

K080991 . 

. 99 5/8 (2531) 

1 3/32 (28) 

40° 

54 1/4 (1379) 

1 3/32 (28) 

40° 

K081000. 

. 100 5/8 (2555) 

1 3/32 (28) 

40° 

55 1/8 (1399) 

1 3/32 (28) 

40° 

K081005. 

. 101 1/8 (2568) 

1 3/32 (28) 

40° 

55 3/4 (1415) 

1 3/32 (28) 

40° 

K081020. 

. 102 5/8 (2605) 

1 3/32 (28) 

40° 

56 1/4 (1429) 

1 3/32 (28) 

40° 

K081023. 

. 102 7/8 (2613) 

1 3/32 (28) 

40° 

56 5/8 (1439) 

1 3/32 (28) 

40° 

K081035. 

. 104 (2642) 

1 3/32 (28) 

40° 

57 (1448) 

1 3/32 (28) 

40° 

K081074. 

. 108 (2745) 

1 3/32 (28) 

40° 

57 1/8 (1452) 

1 3/32 (28) 

40° 

K081079. 

. 108 1/2 (2756) 

1 3/32 (28) 

40° 

57 1/2 (1462) 

1 3/32 (28) 

40° 

K081088. 

. 109 3/8 (27 ) 

1 3/32 (28) 

40° 

58 1/8 (1475) 

1 3/32 (28) 

40° 

K081092. 

. 109 3/4 (2788) 

1 3/32 (28) 

40° 

58 5/8 (1490) 

1 3/32 (28) 

40° 

K081102. 

. 110 3/4(2814) 

1 3/32 (28) 

40° 

59 (1499) 

1 3/32 (28) 

40° 

K081124. 

. 113 (2869) 

1 3/32 (28) 

40° 

59 1/2 (1512) 

1 3/32 (28) 

40° 

K081145. 

. 115 1/8 (2924) 

1 3/32 (28) 

40° 

60 (1523) 

1 3/32 (28) 

40° 

K081153. 

. 116 1/4 (2953) 

1 3/32 (28) 

40° 

60 5/8 (1538) 

1 3/32 (28) 

40° 

K081177. 

. 118 1/4 (3005) 

1 3/32 (28) 

40° 

61 1/8 (1553) 

1 3/32 (28) 

40° 

K081189. 

. 119 1/2 (3035) 

1 3/32 (28) 

40° 

61 3/4 (1569) 

1 3/32 (28) 

40° 

K081196. 

. 120 1/8 (3050) 

1 3/32 (28) 

40° 

62 1/8 (1577) 

1 3/32 (28) 

40° 

K081207. 

. 121 3/8 (3082) 

1 3/32 (28) 

40° 

62 5/8 (1591) 

1 3/32 (28) 

40° 

K081213. 

. 121 7/8 (3096) 

1 3/32 (28) 

40° 

62 7/8 (1598) 

1 3/32 (28) 

40° 

K081223. 

. 122 3/4 (3117) 

1 3/32 (28) 

40° 

63 1/8 (1603) 

1 3/32 (28) 

40° 

K081251 . 

. 125 5/8 (3192) 

1 3/32 (28) 

40° 

63 5/8 (1616) 

1 3/32 (28) 

40° 

K081265. 

. 127 1/8 (3228) 

1 3/32 (28) 

40° 

64 1/4 (1633) 

1 3/32 (28) 

40° 

K081298. 

. 130 3/8 (3312) 

1 3/32 (28) 

40° 

65 (1651) 

1 3/32 (28) 

40° 

K081325. 

. 133 1/8 (3381) 

1 3/32 (28) 

40° 

65 1/4 (1657) 

1 3/32 (28) 

40° 

K081331 . 

. 133 3/4 (3396) 

1 3/32 (28) 

40° 

65 1/2 (1665) 

1 3/32 (28) 

40° 

K081359. 

. 136 1/2 (3468) 

1 3/32 (28) 

40° 

65 7/8 (1674) 

1 3/32 (28) 

40° 

K081377. 

. 138 1/4 (3513) 

1 3/32 (28) 

40° 

66 1/4 (1683) 

1 3/32 (28) 

40° 

K090500. 

. 50 1/2 (1282) 

1 7/32 (31) 

40° 

66 1/2 (1691) 

1 3/32 (28) 

40° 

K090609 . 

. 61 1/2 (1562) 

1 7/32 (31) 

40° 

67 1/2 (1716) 

1 3/32 (28) 

40° 

K100381 . 

. 38 3/4 (983) 

1 3/8 (35) 

40° 

67 3/4 (1722) 

1 3/32 (28) 

40° 

K100437. 

. 44 1/4(1124) 

1 3/8 (35) 

40° 

68 (1728) 

1 3/32 (28) 

40° 

K100445. 

. 45 1/8(1148) 

1 3/8 (35) 

40° 

68 1/4 (1734) 

1 3/32 (28) 

40° 

K100456. 

. 46 1/8(1173) 

1 3/8 (35) 

40° 

68 5/8 (1742) 

1 3/32 (28) 

40° 

K100465. 

. 47 (1195) 

1 3/8 (35) 

40° 

69 1/8 (1756) 

1 3/32 (28) 

40° 

K100485. 

. 48 7/8 (1241) 

1 3/8 (35) 

40° 

69 5/8 (1767) 

1 3/32 (28) 

40° 

K100495. 

. 50 1/8 (1274) 

1 3/8 (35) 

40° 

70 (1777) 

1 3/32 (28) 

40° 

K100502. 

. 50 3/4 (1288) 

1 3/8 (35) 

40° 

70 1/2 (1789) 

1 3/32 (28) 

40° 

K100510. 

. 51 1/2 (1309) 

1 3/8 (35) 

40° 

70 3/4 (1798) 

1 3/32 (28) 

40° 

K100535. 

. 54 (1373) 

1 3/8 (35) 

40° 

71 1/4 (1811) 

1 3/32 (28) 

40° 

K100540. 

. 54 1/2 (1385) 

1 3/8 (35) 

40° 

71 1/2 (1816) 

1 3/32 (28) 

40° 

K100554. 

. 56 (1423) 

1 3/8 (35) 

40° 

72 1/8 (1831) 

1 3/32 (28) 

40° 

K100563. 

. 56 7/8 (1444) 

1 3/8 (35) 

40° 

72 5/8 (1845) 

1 3/32 (28) 

40° 

K100570. 

. 57 1/2 (1462) 

1 3/8 (35) 

40° 

73 1/4 (1859) 

1 3/32 (28) 

40° 

K100572. 

. 57 7/8 (1469) 

1 3/8 (35) 

40° 

73 1/2 (1867) 

1 3/32 (28) 

40° 

K100575. 

. 58 1/8 (1475) 

1 3/8 (35) 

40° 

73 3/4 (1874) 

1 3/32 (28) 

40° 

K100579. 

. 58 1/2 (1487) 

1 3/8 (35) 

40° 

74 (1880) 

1 3/32 (28) 

40° 

K100594. 

. 60 (1523) 

1 3/8 (35) 

40° 

74 3/8 (1889) 

1 3/32 (28) 

40° 

K100607. 

. 61 1/4 (1557) 

1 3/8 (35) 

40° 

74 5/8 (1896) 

1 3/32 (28) 

40° 

K100610. 

. 61 5/8 (1564) 

1 3/8 (35) 

40° 

75 1/8 (1907) 

1 3/32 (28) 

40° 

K100618. 

. 62 3/8 (1585) 

1 3/8 (35) 

40° 

75 5/8 (1921) 

1 3/32 (28) 

40° 

K100630. 

. 63 5/8 (1616) 

1 3/8 (35) 

40° 

76 (1931) 

1 3/32 (28) 

40° 

K100637. 

. 64 1/4 (1633) 

1 3/8 (35) 

40° 

76 1/2 (1942) 

1 3/32 (28) 

40° 

K100640. 

. 64 5/8 (1642) 

1 3/8 (35) 

40° 

77 (1957) 

1 3/32 (28) 

40° 

K100655. 

. 66 (1678) 

1 3/8 (35) 

40° 

77 3/4 (1976) 

1 3/32 (28) 

40° 

K100658. 

. 66 3/8 (1687) 

1 3/8 (35) 

40° 

78 1/8 (1985) 

1 3/32 (28) 

40° 

K100665. 

. 67 1/8 (1704) 

1 3/8 (35) 

40° 

78 5/8 (1996) 

1 3/32 (28) 

40° 

K100670. 

. 67 1/2 (1716) 

1 3/8 (35) 

40° 

79 (2007) 

1 3/32 (28) 

40° 

K100675. 

. 68 (1728) 

1 3/8 (35) 

40° 

79 1/2 (2019) 

1 3/32 (28) 

40° 

K100677. 

. 68 1/4 (1734) 

1 3/8 (35) 

40° 

80 1/8 (2037) 

1 3/32 (28) 

40° 

K100710. 

. 71 1/2 (1816) 

1 3/8 (35) 

40° 

81 1/8 (2061) 

1 3/32 (28) 

40° 

K100719. 

. 72 3/8 (1840) 

1 3/8 (35) 

40° 

81 5/8 (2073) 

1 3/32 (28) 

40° 

K100731 . 

. 73 5/8 (1871) 

1 3/8 (35) 

40° 

82 1/8 (2086) 

1 3/32 (28) 

40° 

K100739. 

. 74 1/2 (1893) 

1 3/8 (35) 

40° 

82 3/8 (2091) 

1 3/32 (28) 

40° 

K100771 . 

. 77 3/4 (1976) 

1 3/8 (35) 

40° 


(mm) Millimeters 


* Dual Sided Belt 
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Micro-V® Belts Listed by Number 

Gates Length Top Width Gates Length Top Width 

Belt No. Inches (mm) Inches (mm) Angle Belt No. Inches (mm) Inches (mm) 


K100789. 79 1/2(2019) 1 3/8(35) 40° 

K100810. 81 5/8(2073) 1 3/8(35) 40° 

K100852. 85 7/8(2182) 1 3/8(35) 40° 

K100891 . 89 3/4 (2278) 1 3/8 (35) 40° 

K120281 . 28 3/4 (730) 1 21/32 (42) 40° 

K120360. 36 5/8(929) 1 21/32 (42) 40° 

K120390. 39 3/4(1008) 1 21/32 (42) 40° 

K120400. 40 3/4(1034) 1 21/32 (42) 40° 

K120410. 41 1/2(1054) 1 21/32 (42) 40° 

K120525. 53 1/8(1351) 1 21/32 (42) 40° 

K120559. 56 1/2(1436) 1 21/32 (42) 40° 

K120594. 60 (1523) 1 21/32 (42) 40° 

K120606. 61 1/8(1553) 1 21/32 (42) 40° 

K120610. 61 3/4(1569) 1 21/32 (42) 40° 

K120702. 70 3/4(1798) 1 21/32 (42) 40° 

K120720. 72 5/8(1845) 1 21/32 (42) 40° 

K120738. 74 3/8(1889) 1 21/32 (42) 40° 

K120815. 82 (2083) 1 21/32 (42) 40° 

K120842. 84 3/4(2154) 1 21/32 (42) 40° 

K120864. 86 7/8(2208) 1 21/32 (42) 40° 

K120872. 87 3/4(2230) 1 21/32 (42) 40° 

K120878. 88 3/8(2245) 1 21/32 (42) 40° 

K120891 . 89 5/8 (2278) 1 21/32 (42) 40° 

K120901 . 90 5/8 (2301) 1 21/32 (42) 40° 

K120903. 90 7/8(2308) 1 21/32 (42) 40° 

K120911 . 91 3/4(2329) 1 21/32 (42) 40° 


K120924. 93 1/8(2364) 1 21/32 (42) 

K120931 . 93 3/4(2381) 1 21/32 (42) 

K120964. 97 (2463) 1 21/32 (42) 

K120979. 98 1/8(2492) 1 21/32 (42) 

K121039. 104 1/2 (2654) 1 21/32 (42) 

K140345. 35 (890) 1 15/16 (49) 

K140352. 35 7/8(910) 1 15/16 (49) 

K140370. 37 1/2(954) 1 15/16 (49) 

K140429. 43 1/2(1106) 1 15/16 (49) 

K140433. 43 7/8(1116) 1 15/16 (49) 

K140451 . 45 5/8(1160) 1 15/16 (49) 

K140496. 50 1/8(1274) 1 15/16 (49) 

K140516. 52 1/8(1325) 1 15/16 (49) 

K140524. 53 1 8 :1350: 1 15/16 (49) 

K140555. 56 (1423) 1 15/16 (49) 

K140580. 58 5/8(1490) 1 15/16 (49) 

K140594. 60 (1523) 1 15/16 (49) 

K140597. 60 3/8(1534) 1 15/16 (49) 

K140603. 60 7/8(1546) 1 15/16 (49) 

K140618. 62 3/8(1585) 1 15/16 (49) 

K140627. 63 3/8(1609) 1 15/16 (49) 

K140662. 66 3 4 :1696: 1 15/16 (49) 

K140682. 68 3/4(1746) 1 15/16 (49) 

K140700. 70 1/2(1789) 1 15/16 (49) 

K150759. 76 3/8(1942) 2 1/16(53) 


Angle 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 

40° 
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(mm) Millimeters 


* Dual Sided Belt 



























































Micro-V® Belts 
Listed by Width and Length 

Showing Nominal Belt Top Widths, Outside Lengths and Angles 
with Corresponding Gates Belt Numbers 


Length 

Inches (mm) 

Angle 

Gates 
Belt No. 

1/4” (6 mm) Top Width 

79 3/8 (2015). 

. 40° 

H040790 

92 3/8 (2345). 

. 40° 

H040920 

5/16” (8 mm) Top Width 

92 3/8 (2345). 

. 40° 

H050920 

100 3/8 (2550). 

. 40° 

H051000 

13/32” (11 mm) Top Width 

19 7/8 (505). 

. 40° 

K030195 

22 5/8 (576). 

. 40° 

K030220 

24 1/4 (615). 

. 40° 

K030236 

24 3/4 (629). 

. 40° 

K030240 

25 1/4 (640). 

. 40° 

K030245 

25 3/4 (654). 

. 40° 

K030250 

27 1/8 (689). 

. 40° 

K030265 

27 3/8 (695). 

. 40° 

K030267 

28 3/4 (730). 

. 40° 

K030280 

29 3/4 (755). 

. 40° 

K030290 

30 1/8 (765). 

. 40° 

K030295 

30 1/2 (775). 

. 40° 

K030299 

30 3/4 (781). 

. 40° 

K030300 

31 5/8 (805). 

. 40° 

K030310 

32 7/8 (836). 

. 40° 

K030323 

33 1/2 (850). 

. 40° 

K030328 

34 (864). 

. 40° 

K030334 

34 5/8 (881). 

. 40° 

K030340 

35 5/8 (906). 

. 40° 

K030350 

37 1/8 (943). 

. 40° 

K030365 

39 1/8 (993). 

. 40° 

K030384 

39 3/4 (1008). 

. 40° 

K030390 

40 1/4 (1021). 

. 40° 

K030395 

42 1/8 (1068). 

. 40° 

K030415 

43 1/8 (1095). 

. 40° 

K030425 

44 3/4 (1135). 

. 40° 

K030441 

46 (1170). 

. 40° 

K030455 


9/16” (14 mm) Top Width 


24 1/2 (622). 

. 40° 

K040233 

25 1/4 (640). 

. 40° 

K040245 

25 3/4 (654). 

. 40° 

K040250 

27 3/4 (704). 

. 40° 

K040270 

28 (710). 

. 40° 

K040274 

28 1/4 (717). 

. 40° 

K040275 

29 1/4 (742). 

. 40° 

K040285 

29 3/4 (755). 

. 40° 

K040292 

29 3/4 (755). 

. 40° 

J060293 

30 3/4 (781). 

. 40° 

K040300 

31 1/4 (793). 

. 40° 

K040305 

31 3/4 (805). 

. 40° 

K040310 

32 1/4 (818). 

. 40° 

K040315 

32 1/2 (824). 

. 40° 

K040319 

32 3/4 (831). 

. 40° 

K040320 

32 7/8 (836). 

. 40° 

K040322 

33 1/4 (844). 

. 40° 

K040325 

33 3/8 (849). 

. 40° 

K040329 

33 1/2 (850). 

. 40° 

J060328 

33 3/4 (856). 

. 40° 

K040330 

33 3/4 (858). 

. 40° 

K040332 

34 (864). 

. 40° 

K040335 

34 3/8 (874). 

. 40° 

K040338 

34 5/8 (881). 

. 40° 

K040340 

34 7/8 (885). 

. 40° 

K040343 

35 (889). 

. 40° 

K040345 

35 3/8 (897). 

. 40° 

K040347 

35 5/8 (906). 

. 40° 

K040350 

35 7/8 (912). 

. 40° 

K040353 

36 1/8 (918). 

. 40° 

K040355 


Length 


Gates 

Length 


Gates 

Inches (mm) 

Angle 

Belt No. 

Inches (mm) 

Angle 

Belt No. 

9/16” 

(14 mm) Top Width 

21/32” 

(17 mm) Top Width 


- Continued 



- Continued 


36 3/8 (924).. 

. 40° 

K040358 

36 1/8 (918)... 

. 40° 

K050355 

36 3/4 (932).. 

. 40° 

K040360 

36 3/4 (932)... 

. 40° 

K050360 

37 1/8 (943).. 

. 40° 

K040365 

37 1/8 (943)... 

. 40° 

K050365 

37 1/2 (954).. 

. 40° 

K040370 

37 3/8 (949)... 

. 40° 

K050368 

38 (964). 

. 40° 

K040372 

37 3/4 (957)... 

. 40° 

K050370 

38 1/2 (977).. 

. 40° 

K040378 

38 1/4 (970)... 

. 40° 

K050375 

38 3/4 (983).. 

. 40° 

K040382 

38 3/4 (983)... 

. 40° 

K050380 

39 (990). 

. 40° 

K040384 

39 1/4 (996)... 

. 40° 

K050385 

39 1/8 (993).. 

. 40° 

K040385 

39 3/4 (1008). 

. 40° 

K050390 

39 3/8 (999).. 

. 40° 

K040388 

40 1/4 (1021). 

. 40° 

K050396 

39 3/4 (1008) 

. 40° 

K040390 

40 3/8 (1027). 

. 40° 

K050398 

40 1/4 (1021) 

. 40° 

K040395 

40 5/8 (1031). 

. 40° 

K050400 

40 3/8 (1027) 

. 40° 

K040398 

40 3/4 (1035). 

. 40° 

K050402 

40 5/8 (1031) 

. 40° 

K040399 

41 1/4 (1047). 

. 40° 

K050405 

40 3/4 (1034) 

. 40° 

K040400 

41 3/4 (1059). 

. 40° 

K050410 

41 1/4 (1047) 

. 40° 

K040405 

42 1/8 (1068). 

. 40° 

K050415 

41 3/4 (1059) 

. 40° 

K040410 

42 3/8 (1076). 

. 40° 

K050418 

42 1/8 (1068) 

. 40° 

K040413 

42 5/8 (1084). 

. 40° 

K050420 

42 3/8 (1076) 

. 40° 

K040418 

43 1/8 (1095). 

. 40° 

K050425 

42 5/8 (1084) 

. 40° 

K040420 

43 1/2 (1103). 

. 40° 

K050429 

43 1/8 (1095) 

. 40° 

K040425 

43 3/4 (1113). 

. 40° 

K050433 

43 3/4 (1111) 

. 40° 

K040430 

44 1/8 (1122). 

. 40° 

K050435 

44 3/8 (1128) 

. 40° 

K040438 

44 3/4 (1135). 

. 40° 

K050440 

44 3/4 (1135) 

. 40° 

K040440 

45 1/8 (1148). 

. 40° 

K050446 

45 1/8 (1148) 

. 40° 

K040445 

45 5/8 (1160). 

. 40° 

K050450 

45 5/8 (1160) 

. 40° 

K040450 

46 (1170). 

. 40° 

K050455 

46 5/8 (1186) 

. 40° 

K040460 

46 3/8 (1179). 

. 40° 

K050459 

47 (1195). 

. 40° 

K040465 

46 5/8 (1186). 

. 40° 

K050460 

47 5/8 (1211) 

. 40° 

K040470 

47 3/4 (1215). 

. 40° 

K050470 

48 1/8 (1223) 

. 40° 

K040476 

47 7/8 (1218). 

. 40° 

K050474 

49 1/2 (1258) 

. 40° 

K040490 

48 3/8 (1228). 

. 40° 

K050478 

50 5/8 (1286) 

. 40° 

K040500 

48 5/8 (1237). 

. 40° 

K050480 

51 1/8 (1300) 

. 40° 

K040506 

49 1/8 (1249). 

. 40° 

K050486 

51 1/2 (1309) 

. 40° 

K040510 

49 1/2 (1258). 

. 40° 

K050490 

52 (1320). 

. 40° 

K040514 

50 5/8 (1286). 

. 40° 

K050500 

52 i/8 (1325) 

. 40° 

K040517 

51 (1297).. 

. 40° 

K050505 

52 5/8 (1338) 

. 40° 

K040520 

51 1/8 (1300). 

. 40° 

K050507 

53 1/8 (1351) 

. 40° 

K040525 

51 3/4 (1315). 

. 40° 

K050510 

53 1/2 (1360) 

. 40° 

K040529 

52 1/4 (1327). 

. 40° 

K050516 

54 (1373). 

. 40° 

K040535 

52 5/8 (1338). 

. 40° 

K050520 

55 1/8 (1399) 

. 40° 

K040545 

52 7/8 (1343). 

. 40° 

K050523 

55 3/4 (1415) 

. 40° 

K040551 

53 1/2 (1359). 

. 40° 

K050530 

56 1/2 (1436) 

. 40° 

K040560 

53 7/8 (1367). 

. 40° 

K050532 

58 1/8 (1475) 

. 40° 

K040575 

54 3/8 (1380). 

. 40° 

K050538 

60 (1523). 

. 40° 

K040595 

55 1/4 (1404). 
55 3/4 (1415). 

. 40° 

K050545 

63 5/8 (1615) 

. 40° 

K040630 

. 40° 

K050551 

64 1/8 (1627) 

. 40° 

K040635 

57 (1448). 

. 40° 

K050565 

69 1/8 (1756) 

. 40° 

K040685 

57 1/2 (1462). 
57 3/4 (1468). 

. 40° 

K050570 

75 1/8 (1907) 

. 40° 

K040745 

. 40° 

#DK050565 

76 7/8 (1951) 

. 40° 

K040762 

59 1/4 (1504). 

. 40° 

K050586 

88 3/4 (2255) 

. 40° 

K040882 

61 1/2 (1563). 

. 40° 

K050609 

94 5/8 (2403) 

. 40° 

K040940 

62 1/8 (1579). 

. 40° 

• DK050610 

21/32” 

(17 mm) Top Width 

63 1/8 (1603). 
63 5/8 (1616). 

. 40° 

. 40° 

K050625 

K050630 




64 1/8 (1627). 

. 40° 

K050635 

20 3/4 (527).. 

. 40° 

K050200 

64 5/8 (1642). 

. 40° 

K050640 

28 1/4 (717).. 

. 40° 

K050275 

65 (1651). 

. 40° 

K050644 

28 3/4 (730).. 

. 40° 

K050280 

65 1/4 (1657). 

. 40° 

K050647 

29 3/4 (755).. 

. 40° 

K050290 

65 5/8 (1667). 

. 40° 

K050650 

32 1/4 (818).. 

. 40° 

K050316 

65 7/8 (1675). 

. 40° 

K050653 

32 1/2 (824).. 

. 40° 

K050317 

66 3/8 (1687). 

. 40° 

K050658 

33 (837). 

. 40° 

K050323 

66 3/4 (1696). 

. 40° 

K050660 

33 3/4 (856).. 

. 40° 

K050330 

67 1/8 (1704). 

. 40° 

K050665 

34 (864). 

. 40° 

K050335 

69 3/4 (1772). 

. 40° 

K050690 

34 3/8 (872).. 

. 40° 

K050336 

71 1/8 (1807). 

. 40° 

K050705 

34 5/8 (881).. 

. 40° 

K050340 

72 1/8 (1831). 

. 40° 

K050715 

35 (875). 

. 40° 

K050344 

72 5/8 (1845). 

. 40° 

K050720 

35 1/4 (894).. 

. 40° 

K050345 

75 3/8 (1914). 

. 40° 

K050750 

35 5/8 (906).. 

. 40° 

K050350 

76 (1932). 

. 40° 

K050755 






(mm) Millimeters 


* Dual Sided Belt 
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Micro-V® Belts Listed by Width and Length 


Length Gates 

Inches (mm) Angle Belt No. 


21/32” (17 mm) Top Width 

- Continued 


76 1/4 (1937). 

. 40° 

K050757 

78 3/8 (1989). 

. 40° 

K050778 

82 1/2 (2096). 

. 40° 

K050817 

83 1/8 (2112). 

. 40° 

K050825 

84 (2134). 

. 40° 

K050835 

84 1/8 (2138). 

. 40° 

K050836 

85 1/8 (2164). 

. 40° 

K050845 

86 1/8 (2187). 

. 40° 

K050855 

89 1/8 (2265). 

. 40° 

K050887 

13/16” 

(20 mm) Top Width 

29 1/2 (748).. 

. 40° 

K060288 

30 1/8 (765).. 

. 40° 

K060295 

31 1/4 (793).. 

. 40° 

K060305 

33 1/4 (844).. 

. 40° 

K060325 

33 3/4 (856).. 

. 40° 

K060331 

34 3/8 (873).. 

. 40° 

K060338 

34 3/4 (881).. 

. 40° 

K060340 

35 1/4 (894).. 

. 40° 

K060345 

36 1/8 (918).. 

. 40° 

K060355 

37 1/8 (943).. 

. 40° 

K060365 

37 3/4 (957).. 

. 40° 

K060370 

38 (964). 

. 40° 

K060374 

38 3/4 (983).. 

. 40° 

K060380 

39 1/8 (993).. 

. 40° 

K060385 

39 3/8 (999).. 

. 40° 

K060388 

39 3/4 (1008) 

. 40° 

K060390 

40 3/4 (1034) 

. 40° 

K060400 

41 (1043). 

. 40° 

K060405 

41 3/8 (1050) 

. 40° 

K060407 

41 1/2 (1054) 

. 40° 

K060408 

41 3/4 (1059) 

. 40° 

K060410 

42 1/8 (1069) 

. 40° 

K060415 

42 3/8 (1076) 

. 40° 

K060418 

42 1/2 (1081) 

. 40° 

K060420 

42 7/8 (1089) 

. 40° 

K060423 

43 1/8 (1095) 

. 40° 

K060425 

43 1/2 (1103) 

. 40° 

K060427 

43 3/4 (1111) 

. 40° 

K060431 

43 7/8 (1116) 

. 40° 

K060434 

44 1/8 (1122) 

. 40° 

K060435 

44 1/2 (1129) 

. 40° 

K060439 

44 3/4 (1135) 

. 40° 

K060441 

45 1/8 (1148) 

. 40° 

K060445 

45 5/8 (1160) 

. 40° 

K060450 

46 (1170). 

. 40° 

K060455 

46 3/8 (1179) 

. 40° 

K060458 

46 5/8 (1186) 

. 40° 

K060461 

47 (1195). 

. 40° 

K060465 

47 3/8 (1204) 

. 40° 

K060468 

47 5/8 (1211) 

. 40° 

K060470 

47 7/8 (1216) 

. 40° 

K060473 

48 1/4 (1227) 

. 40° 

K060478 

48 5/8 (1237) 

. 40° 

K060480 

48 7/8 (1241) 

. 40° 

K060483 

49 1/8 (1248) 

. 40° 

K060486 

49 1/2 (1258) 

. 40° 

K060490 

50 1/8 (1274) 

. 40° 

K060495 

50 3/4 (1288) 

. 40° 

K060500 

51 (1297). 

. 40° 

K060505 

51 1/8 (1300) 

. 40° 

K060507 

51 1/2 (1309) 

. 40° 

K060509 

51 3/4 (1315) 

. 40° 

K060512 

52 (1321). 

. 40° 

K060514 

52 1/8 (1325) 

. 40° 

K060516 

52 3/4 (1339) 

. 40° 

K060520 

52 7/8 (1342) 

. 40° 

K060523 

53 3/8 (1355) 

. 40° 

K060525 

53 1/2 (1359) 

. 40° 

K060529 

53 7/8 (1367) 

. 40° 

K060532 

54 1/4 (1379) 

. 40° 

K060535 

54 1/2 (1385) 

. 40° 

K060539 

55 1/4 (1404) 

. 40° 

K060547 

55 3/4 (1415) 

. 40° 

K060551 

56 (1423). 

. 40° 

K060555 

56 1/4 (1429) 

. 40° 

K060557 

56 1/2 (1436) 

. 40° 

K060559 

56 5/8 (1439) 

. 40° 

K060560 

56 7/8 (1445) 

. 40° 

K060563 

56 7/8 (1459) 

. 40° 

K060568 

57 1/2 (1462) 

. 40° 

K060569 

57 7/8 (1471) 

. 40° 

K060573 


Length Gates 

Inches (mm) Angle Belt No. 


13/16” (20 mm) Top Width 

- Continued 


58 (1473). 

. 40° 

K060575 

58 3/8 (1483). 

. 40° 

K060578 

59 1/4 (1504). 

. 40° 

K060586 

59 3/8 (1508). 

. 40° 

K060588 

60 (1523). 

. 40° 

K060594 

60 3/8 (1534). 

. 40° 

K060598 

60 3/4 (1542). 

. 40° 

K060602 

60 7/8 (1547). 

. 40° 

K060604 

61 1/8 (1553). 

. 40° 

K060605 

61 1/2 (1563). 

. 40° 

K060609 

61 3/4 (1569). 

. 40° 

K060612 

62 1/8 (1577). 

. 40° 

K060615 

62 5/8 (1591). 

. 40° 

K060620 

62 7/8 (1598). 

. 40° 

K060623 

63 1/8 (1603). 

. 40° 

K060625 

63 5/8 (1616). 

. 40° 

K060630 

64 1/8 (1627). 

. 40° 

K060635 

64 3/8 (1634). 

. 40° 

K060637 

64 5/8 (1642). 

. 40° 

K060640 

64 3/4 (1646). 

. 40° 

K060642 

65 (1651). 

. 40° 

K060645 

65 1/2 (1665). 

. 40° 

K060650 

65 7/8 (1674). 

. 40° 

K060653 

66 3/8 (1687). 

. 40° 

K060658 

66 3/4 (1696). 

. 40° 

K060660 

66 7/8 (1699). 

. 40° 

K060663 

67 1/4 (1708). 

. 40° 

K060667 

67 1/2 (1716). 

. 40° 

K060670 

67 3/4 (1722). 

. 40° 

K060672 

68 (1728). 

. 40° 

K060675 

68 1/2 (1741). 

. 40° 

*DK060674 

68 5/8 (1742). 

. 40° 

K060680 

68 7/8 (1750). 

. 40° 

K060682 

69 1/8 (1756). 

. 40° 

K060685 

69 5/8 (1767). 

. 40° 

K060690 

70 (1777). 

. 40° 

K060695 

70 1/4 (1783). 

. 40° 

K060696 

70 7/8 (1799). 

. 40° 

K060703 

71 1/8 (1807). 

. 40° 

K060705 

71 1/4 (1811). 

. 40° 

*DK060702 

71 1/2 (1816). 

. 40° 

K060710 

72 (1830). 

. 40° 

K060716 

72 5/8 (1845). 

. 40° 

K060721 

72 3/4 (1848). 

. 40° 

K060722 

73 1/4 (1859). 

. 40° 

K060725 

73 1/2 (1867). 

. 40° 

K060730 

73 7/8 (1876). 

. 40° 

K060733 

74 1/8 (1881). 

. 40° 

K060735 

74 1/2 (1893). 

. 40° 

K060739 

75 (1904). 

. 40° 

K060744 

75 3/8 (1914). 

. 40° 

K060747 

75 5/8 (1921). 

. 40° 

K060750 

76 (1932). 

. 40° 

K060755 

76 1/2 (1942). 

. 40° 

K060760 

76 7/8 (1951). 

. 40° 

K060763 

77 3/8 (1967). 

. 40° 

K060770 

77 7/8 (1977). 

. 40° 

K060772 

78 (1982). 

. 40° 

K060775 

78 5/8 (1996). 

. 40° 

K060780 

79 (2007). 

. 40° 

K060785 

79 1/2 (2018). 

. 40° 

K060790 

80 1/8 (2034). 

. 40° 

K060795 

80 1/4 (2040). 

. 40° 

*DK060791 

80 3/8 (2040). 

. 40° 

K060798 

80 3/4 (2051). 

. 40° 

K060802 

81 1/8 (2061). 

. 40° 

K060806 

81 5/8 (2073). 

. 40° 

K060810 

82 1/8 (2085). 

. 40° 

K060815 

82 1/2 (2096). 

. 40° 

K060820 

83 1/8 (2112). 

. 40° 

K060825 

83 1/4 (2116). 

. 40° 

K060827 

83 3/4 (2127). 

. 40° 

K060832 

84 1/4 (2140). 

. 40° 

K060837 

84 1/2 (2147). 

. 40° 

K060840 

85 1/4 (2165). 

. 40° 

K060845 

85 1/2 (2171). 

. 40° 

K060846 

85 1/2 (2171). 

. 40° 

K060849 

85 7/8 (2182). 

. 40° 

K060854 

86 3/8 (2193). 

. 40° 

K060858 

86 5/8 (2201). 

. 40° 

K060860 

86 7/8 (2206). 

. 40° 

K060863 

86 7/8 (2208). 

. 40° 

K060864 

87 1/4 (2216). 

. 40° 

K060866 


Length Gates 

Inches (mm) Angle Belt No. 


13/16” (20 mm) Top Width 

- Continued 


87 3/8 (2219). 

. 40° 

K060868 

87 5/8 (2225). 

. 40° 

K060870 

87 7/8 (2233). 

. 40° 

K060874 

88 1/8 (2238). 

. 40° 

K060875 

88 1/8 (2239). 

. 40° 

K060876 

88 3/8 (2245). 

. 40° 

K060878 

88 7/8 (2257). 

. 40° 

K060882 

88 7/8 (2257). 

. 40° 

K060883 

89 1/2 (2273). 

. 40° 

K060888 

89 3/4 (2278). 

. 40° 

K060891 

90 1/8 (2289). 

. 40° 

K060895 

90 5/8 (2301). 

. 40° 

K060900 

90 7/8 (2308). 

. 40° 

K060905 

91 1/4 (2318). 

. 40° 

K060908 

91 5/8 (2329). 

. 40° 

K060910 

92 1/8 (2340). 

. 40° 

K060915 

92 3/8 (2347). 

. 40° 

K060919 

92 7/8 (2360). 

. 40° 

K060923 

93 1/8 (2364). 

. 40° 

K060926 

93 5/8 (2377). 

. 40° 

K060930 

94 (2387). 

. 40° 

K060935 

94 1/2 (2400). 

. 40° 

K060938 

94 3/4 (2407). 

. 40° 

K060942 

95 1/8 (2415). 

. 40° 

K060945 

95 1/4 (2419). 

. 40° 

K060947 

95 5/8 (2428). 

. 40° 

K060950 

96 1/8 (2440). 

. 40° 

K060956 

96 5/8 (2452). 

. 40° 

K060960 

96 7/8 (2460). 

. 40° 

K060962 

97 1/8 (2468). 

. 40° 

K060966 

97 5/8 (2479). 

. 40° 

K060970 

98 1/8 (2492). 

. 40° 

K060975 

98 5/8 (2505). 

. 40° 

K060980 

99 (2513). 

. 40° 

K060984 

99 1/2 (2526). 

. 40° 

K060988 

99 5/8 (2531). 

. 40° 

K060990 

99 7/8 (2537). 

. 40° 

K060994 

100 1/4 (2546). 

. 40° 

K060997 

100 5/8 (2555). 

. 40° 

K061000 

101 1/8 (2568). 

. 40° 

K061005 

101 5/8 (2581). 

. 40° 

K061010 

102 1/8 (2593). 

. 40° 

K061015 

102 5/8 (2605). 

. 40° 

K061020 

103 (2615). 

. 40° 

K061025 

103 5/8 (2633). 

. 40° 

K061031 

103 7/8 (2639). 

. 40° 

K061033 

104 1/4 (2649). 

. 40° 

K061037 

105 (2666). 

. 40° 

K061045 

106 3/8 (2701). 

. 40° 

K061058 

107 1/8 (2722). 

. 40° 

K061066 

107 7/8 (2741). 

. 40° 

K061073 

108 1/8 (2746). 

. 40° 

K061075 

108 3/4 (2761). 

. 40° 

K061080 

109 3/8 (2780). 

. 40° 

K061098 

109 3/4 (2788). 

. 40° 

K061093 

Ill 1/8 (2824). 

. 40° 

K061105 

111 5/8 (2835). 

. 40° 

K061110 

111 7/8 (2841). 

. 40° 

K061114 

Ill 7/8 (2841). 

. 40° 

K061115 

112 1/2 (2859). 

. 40° 

K061120 

112 7/8 (2869). 

. 40° 

K061123 

113 5/8 (2886). 

. 40° 

K061130 

114 1/2 (2910). 

. 40° 

K061140 

114 5/8 (2911). 

. 40° 

K061141 

115 1/4 (2927). 

. 40° 

K061145 

118 1/4 (3005). 

. 40° 

K061177 

119 1/4 (3030). 

. 40° 

K061187 

120 1/8 (3051). 

. 40° 

K061195 

120 7/8 (3069). 

. 40° 

K061203 

136 5/8 (3470). 

. 40° 

K061306 


27/32” (21 mm) Top Width 


47 5/8 (1210). 

. 40° 

*DK060472 

52 9/16 (1335). 

. 40° 

*DK060519 

72 1/4 (1835). 

. 40° 

*DK060718 

72 3/4 (1848). 

. 40° 

*DK060725 

73 11/32 (1863). 

. 40° 

*DK060729 


15/16” (24 mm) Top Width 


32 1/2 (824). 40° K070319 

36 7/8 (936). 40° K070362 


450 


(mm) Millimeters 


* Dual Sided Belt 


























































































































































































































































Micro-V® Belts Listed by Width and Length 


Length Gates 

Inches (mm) Angle Belt No. 


15/16” (24 mm) Top Width 

- Continued 


37 3/4 (957).... 

. 40° 

K070370 

39 3/4 (1008).. 

. 40° 

K070390 

43 1/8 (1095).. 

. 40° 

K070425 

51 1/8 (1300).. 

. 40° 

K070505 

55 7/8 (1418).. 

. 40° 

K070553 

61 5/8 (1564).. 

. 40° 

K070610 

62 3/4 (1594).. 

. 40° 

K070622 

63 3/8 (1609).. 

. 40° 

K070628 

63 5/8 (1616).. 

. 40° 

K070630 

64 5/8 (1642).. 

. 40° 

K070640 

65 7/8 (1675).. 

. 40° 

K070653 

67 3/4 (1722).. 

. 40° 

K070673 

68 1/4 (1734).. 

. 40° 

K070677 

68 5/8 (1743).. 

. 40° 

K070680 

68 7/8 (1750).. 

. 40° 

K070683 

69 1/8 (1756).. 

. 40° 

K070685 

70 (1779). 

. 40° 

K070694 

70 3/4 (1796).. 

. 40° 

K070701 

71 1/8 (1807).. 

. 40° 

K070705 

71 1/2 (1816).. 

. 40° 

K070709 

73 3/4 (1874).. 

. 40° 

K070733 

74 1/8 (1883).. 

. 40° 

K070735 

76 7/8 (1951).. 

. 40° 

K070763 

78 (1982). 

. 40° 

K070776 

79 1/8 (2011).. 

. 40° 

K070786 

82 7/8 (2105).. 

. 40° 

DK070817 

83 1/8 (2112).. 

. 40° 

K070825 

84 (2133). 

. 40° 

K070834 

84 (2134). 

. 40° 

K070835 

86 1/8 (2187).. 

. 40° 

K070855 

87 7/8 (2232).. 

. 40° 

K070873 

88 1/2 (2249).. 

. 40° 

K070880 

88 3/4 (2255).. 

. 40° 

K070882 

89 1/8 (2263).. 

. 40° 

K070885 

89 1/8 (2265).. 

. 40° 

K070886 

89 3/4 (2278).. 

. 40° 

K070890 

90 1/8 (2289).. 

. 40° 

K070896 

90 5/8 (2301).. 

. 40° 

K070901 

90 7/8 (2308).. 

. 40° 

K070903 

91 1/8 (2314).. 

. 40° 

K070905 

92 1/4 (2343).. 

. 40° 

K070916 

92 3/4 (2357).. 

. 40° 

K070922 

93 (2362). 

. 40° 

K070924 

93 5/8 (2378).. 

. 40° 

K070931 

95 3/4 (2431).. 

. 40° 

K070951 

97 3/4 (2484).. 

. 40° 

K070975 

98 1/8 (2492).. 

. 40° 

K070976 

101 1/8 (2568) 

. 40° 

K071005 

101 3/8 (2576) 

. 40° 

K071009 

101 7/8 (2586) 

. 40° 

K071013 

103 5/8 (2633) 

. 40° 

K071031 

104 1/4 (2649) 

. 40° 

K071037 

104 5/8 (2656) 

. 40° 

K071040 

105 1/8 (2671) 

. 40° 

K071045 

106 1/4 (2699) 

. 40° 

K071056 

107 1/8 (2720) 

. 40° 

K071065 

113 5/8 (2886) 

. 40° 

K071130 

114 (2897). 

. 40° 

K071134 

114 5/8 (2912) 

. 40° 

K071141 

115 5/8 (2936) 

. 40° 

K071150 

116 1/4 (2953) 

. 40° 

K071157 

119 7/8 (3046) 

. 40° 

K071194 

125 3/8 (3183) 

. 40° 

K071247 

1” (25 mm) Top Width 

54 1/16 (1373). 

. 40° 

♦ DK070536 

55 17/32 (1410) 

. 40° 

♦ DK070551 

1 3/32” 

(28 mm) Top Width 

30 3/4 (781).... 

. 40° 

K080300 

33 3/4 (856).... 

. 40° 

K080330 

36 3/4 (932).... 

. 40° 

K080360 

37 1/8 (943).... 

. 40° 

K080365 

37 3/4 (957).... 

. 40° 

K080370 

38 1/8 (968).... 

. 40° 

K080375 

38 3/4 (983).... 

. 40° 

K080382 

39 (990). 

. 40° 

K080384 

38 1/8 (992).... 

. 40° 

K080385 

39 3/4 (1008).. 

. 40° 

K080390 

39 7/8 (1014).. 

. 40° 

K080392 

40 3/4 (1034).. 

. 40° 

K080400 


Length Gates Length Gates 

Inches (mm) Angle Belt No. Inches (mm) Angle Belt No. 


1 3/32” (28 mm) Top Width 

- Continued 


41 3/8 (1051). 

. 40° 

K080408 

42 1/8 (1069). 

. 40° 

K080415 

43 1/2 (1103). 

. 40° 

K080427 

44 1/8 (1122). 

. 40° 

K080435 

45 5/8 (1160). 

. 40° 

K080450 

46 (1170). 

. 40° 

K080455 

46 3/8 (1179). 

. 40° 

K080458 

47 (1195). 

. 40° 

K080465 

47 3/4 (1211). 

. 40° 

K080471 

49 1/8 (1249). 

. 40° 

K080485 

49 5/8 (1260). 

. 40° 

K080491 

50 1/8 (1274). 

. 40° 

K080496 

51 (1297). 

. 40° 

K080505 

51 1/2 (1309). 

. 40° 

K080510 

52 (1320). 

. 40° 

K080514 

53 1/8 (1351). 

. 40° 

K080525 

53 1/2 (1359). 

. 40° 

K080530 

54 1/4 (1379). 

. 40° 

K080537 

55 1/8 (1399). 

. 40° 

K080545 

55 3/4 (1415). 

. 40° 

K080550 

56 1/4 (1429). 

. 40° 

K080558 

56 5/8 (1439). 

. 40° 

K080560 

57 (1448). 

. 40° 

K080565 

57 1/8 (1452). 

. 40° 

K080566 

57 1/2 (1462). 

. 40° 

K080570 

58 1/8 (1475). 

. 40° 

K080575 

58 5/8 (1490). 

. 40° 

K080580 

59 (1499). 

. 40° 

K080585 

59 1/2 (1512). 

. 40° 

K080590 

60 (1523). 

. 40° 

K080594 

60 5/8 (1538). 

. 40° 

K080600 

61 1/8 (1553). 

. 40° 

K080605 

61 3/4 (1569). 

. 40° 

K080610 

62 1/8 (1577). 

. 40° 

K080615 

62 5/8 (1591). 

. 40° 

K080620 

62 7/8 (1598). 

. 40° 

K080623 

63 1/8 (1603). 

. 40° 

K080626 

63 5/8 (1616). 

. 40° 

K080630 

64 1/4 (1633). 

. 40° 

K080635 

65 (1651). 

. 40° 

K080644 

65 1/4 (1657). 

. 40° 

K080645 

65 1/2 (1665). 

. 40° 

K080649 

65 7/8 (1674). 

. 40° 

K080653 

66 1/4 (1683). 

. 40° 

K080655 

66 1/2 (1691). 

. 40° 

K080660 

67 1/2 (1716). 

. 40° 

K080670 

67 3/4 (1722). 

. 40° 

K080672 

68 (1728). 

. 40° 

K080675 

68 1/4 (1734). 

. 40° 

K080677 

68 5/8 (1742). 

. 40° 

K080680 

69 1/8 (1756). 

. 40° 

K080685 

69 5/8 (1767). 

. 40° 

K080690 

70 (1777). 

. 40° 

K080694 

70 1/2 (1789). 

. 40° 

K080700 

70 3/4 (1798). 

. 40° 

K080702 

71 1/4 (1811). 

. 40° 

K080708 

71 1/2 (1816). 

. 40° 

K080710 

72 1/8 (1831). 

. 40° 

K080716 

72 5/8 (1845). 

. 40° 

K080720 

73 1/4 (1859). 

. 40° 

K080726 

73 1/2 (1867). 

. 40° 

K080730 

73 3/4 (1874). 

. 40° 

K080733 

74 (1880). 

. 40° 

K080734 

74 3/8 (1889). 

. 40° 

K080738 

74 5/8 (1896). 

. 40° 

K080740 

75 1/8 (1907). 

. 40° 

K080745 

75 5/8 (1921). 

. 40° 

K080751 

76 (1931). 

. 40° 

K080755 

76 1/2 (1942). 

. 40° 

K080760 

77 (1957). 

. 40° 

K080765 

77 3/4 (1976). 

. 40° 

K080774 

78 1/8 (1985). 

. 40° 

K080776 

78 5/8 (1996). 

. 40° 

K080780 

79 (2007). 

. 40° 

K080785 

79 1/2 (2019). 

. 40° 

K080790 

80 1/8 (2037). 

. 40° 

K080797 

81 1/8 (2061). 

. 40° 

K080806 

81 5/8 (2073). 

. 40° 

K080810 

82 1/8 (2086). 

. 40° 

K080816 

82 3/8 (2091). 

. 40° 

K080817 

82 3/4 (2101). 

. 40° 

K080820 

83 1/8 (2112). 

. 40° 

K080825 

83 3/4 (2127). 

. 40° 

K080830 


1 3/32” (28 mm) Top Width 

- Continued 


84 3/8 (2144).. 

. 40° 

K080839 

84 3/4 (2154).. 

. 40° 

K080842 

86 1/8 (2187).. 

. 40° 

K080855 

86 3/8 (2195).. 

. 40° 

K080859 

87 3/4 (2230).. 

. 40° 

K080872 

88 1/8 (2240).. 

. 40° 

K080876 

88 3/8 (2245).. 

. 40° 

K080878 

89 7/8 (2282).. 

. 40° 

K080893 

90 3/8 (2295).. 

. 40° 

K080897 

90 7/8 (2308).. 

. 40° 

K080903 

91 5/8 (2326).. 

. 40° 

K080910 

92 1/8 (2340).. 

. 40° 

K080915 

92 3/4 (2355).. 

. 40° 

K080922 

93 1/8 (2367).. 

. 40° 

K080926 

93 7/8 (2384).. 

. 40° 

K080934 

94 1/2 (2400).. 

. 40° 

K080939 

95 (2412). 

. 40° 

K080944 

95 3/4 (2432).. 

. 40° 

K080952 

97 1/2 (2475).. 

. 40° 

K080968 

98 5/8 (2505).. 

. 40° 

K080981 

99 1/8 (2519).. 

. 40° 

K080986 

99 5/8 (2531).. 

. 40° 

K080991 

100 5/8 (2555) 

. 40° 

K081000 

101 1/8 (2568) 

. 40° 

K081005 

102 5/8 (2605) 

. 40° 

K081020 

102 7/8 (2613) 

. 40° 

K081023 

104 (2642). 

. 40° 

K081035 

108 (2745). 

. 40° 

K081074 

108 1/2 (2756) 

. 40° 

K081079 

109 3/8 (27 )... 

. 40° 

K081088 

109 3/4 (2788) 

. 40° 

K081092 

110 3/4 (2814) 

. 40° 

K081102 

113 (2869). 

. 40° 

K081124 

115 1/8 (2924) 

. 40° 

K081145 

116 1/4 (2953) 

. 40° 

K081153 

118 1/4 (3005) 

. 40° 

K081177 

119 1/2 (3035) 

. 40° 

K081189 

120 1/8 (3050) 

. 40° 

K081196 

121 3/8 (3082) 

. 40° 

K081207 

121 7/8 (3096) 

. 40° 

K081213 

122 3/4 (3117) 

. 40° 

K081223 

125 5/8 (3192) 

. 40° 

K081251 

127 1/8 (3228) 

. 40° 

K081265 

130 3/8 (3312) 

. 40° 

K081298 

133 1/8 (3381) 

. 40° 

K081325 

133 3/4 (3396) 

. 40° 

K081331 

136 1/2 (3468) 

. 40° 

K081359 

138 1/4 (3513) 

. 40° 

K081377 

1 7/32” 

(31 mm) 

Top Width 

50 1/2 (1282).. 

. 40° 

K090500 

61 1/2 (1562).. 

. 40° 

K090609 

1 3/8” 

(35 mm) Top Width 

38 3/4 (983).... 

. 40° 

K100381 

44 1/4 (1124).. 

. 40° 

K100437 

45 1/8 (1148).. 

. 40° 

K100445 

46 1/8 (1173).. 

. 40° 

K100456 

47 (1195). 

. 40° 

K100465 

48 7/8 (1241).. 

. 40° 

K100485 

50 1/8 (1274).. 

. 40° 

K100495 

50 3/4 (1288).. 

. 40° 

K100502 

51 1/2 (1309).. 

. 40° 

K100510 

54 (1373). 

. 40° 

K100535 

54 1/2 (1385).. 

. 40° 

K100540 

56 (1423). 

. 40° 

K100554 

56 7/8 (1444).. 

. 40° 

K100563 

57 1/2 (1462).. 

. 40° 

K100570 

57 7/8 (1469).. 

. 40° 

K100572 

58 1/8 (1475).. 

. 40° 

K100575 

58 1/2 (1487).. 

. 40° 

K100579 

60 (1523). 

. 40° 

K100594 

61 1/4 (1557).. 

. 40° 

K100607 

61 5/8 (1564).. 

. 40° 

K100610 

62 3/8 (1585).. 

. 40° 

K100618 

63 5/8 (1616).. 

. 40° 

K100630 

64 1/4 (1633).. 

. 40° 

K100637 

64 5/8 (1642).. 

. 40° 

K100640 

66 (1678). 

. 40° 

K100655 

66 3/8 (1687).. 

. 40° 

K100658 

67 1/8 (1704).. 

. 40° 

K100665 


(mm) Millimeters 


* Dual Sided Belt 
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Micro-V® Belts Listed by Width and Length 


Length 


Gates 

Length 


Gates 

Length 


Gates 

Inches (mm) 

Angle 

Belt No. 

Inches (mm) 

Angle 

Belt No. 

Inches (mm) 

Angle 

Belt No. 


1 3/8” (35 mm) Top Width 

- Continued 


67 1/2 (1716)... 

. 40° 

K100670 

68 (1728). 

. 40° 

K100675 

68 1/4 (1734)... 

. 40° 

K100677 

71 1/2 (1816)... 

. 40° 

K100710 

72 3/8 (1840)... 

. 40° 

K100719 

73 5/8 (1871)... 

. 40° 

K100731 

74 1/2 (1893)... 

. 40° 

K100739 

77 3/4 (1976)... 

. 40° 

K100771 

79 1/2 (2019)... 

. 40° 

K100789 

81 5/8 (2073)... 

. 40° 

K100810 

85 7/8 (2182)... 

. 40° 

K100852 

89 3/4 (2278)... 

. 40° 

K100891 

1 21/32” 

(42 mm) Top Wid 

28 3/4 (730). 

. 40° 

K120281 

36 5/8 (929). 

. 40° 

K120360 

39 3/4 (1008)... 

. 40° 

K120390 

40 3/4 (1034)... 

. 40° 

K120400 

41 1/2 (1054)... 

. 40° 

K120410 

53 1/8 (1351)... 

. 40° 

K120525 

56 1/2 (1436)... 

. 40° 

K120559 

60 (1523). 

. 40° 

K120594 


1 21/32” (42 mm) Top Width 

- Continued 


61 1/8 (1553). 

. 40° 

K120606 

61 3/4 (1569). 

. 40° 

K120610 

70 3/4 (1798). 

. 40° 

K120702 

72 5/8 (1845). 

. 40° 

K120720 

74 3/8 (1889). 

. 40° 

K120738 

82 (2083). 

. 40° 

K120815 

84 3/4 (2154). 

. 40° 

K120842 

86 7/8 (2208). 

. 40° 

K120864 

87 3/4 (2230). 

. 40° 

K120872 

88 3/8 (2245). 

. 40° 

K120878 

89 5/8 (2278). 

. 40° 

K120891 

90 5/8 (2301). 

. 40° 

K120901 

90 7/8 (2308). 

. 40° 

K120903 

91 3/4 (2329). 

. 40° 

K120911 

93 1/8 (2364). 

. 40° 

K120924 

93 3/4 (2381). 

. 40° 

K120931 

97 (2463). 

. 40° 

K120964 

98 1/8 (2492). 

. 40° 

K120979 

98 1/8 (2556). 

. 40° 

K120985 

104 1/2 (2654). 

. 40° 

K121039 


1 15/16” (49 mm) Top Width 


35 (890). 

. 40° 

K140345 

35 7/8 (910). 

. 40° 

K140352 

37 1/2 (954). 

. 40° 

K140370 

43 1/2 (1106). 

. 40° 

K140429 

43 7/8 (1116). 

. 40° 

K140433 

45 5/8 (1160). 

. 40° 

K140451 

50 1/8 (1274). 

. 40° 

K140496 

52 1/8 (1325). 

. 40° 

K140516 

53 1/8 (1350). 

. 40° 

K140524 

56 (1423). 

. 40° 

K140555 

58 5/8 (1490). 

. 40° 

K140580 

60 (1523). 

. 40° 

K140594 

60 3/8 (1534). 

. 40° 

K140597 

60 7/8 (1546). 

. 40° 

K140603 

62 3/8 (1585). 

. 40° 

K140618 

63 3/8 (1609). 

. 40° 

K140627 

66 3/4 (1696). 

. 40° 

K140662 

68 3/4 (1746). 

. 40° 

K140682 

70 1/2 (1789). 

. 40° 

K140700 


2 1/16” (53 mm) Top Width 


76 3/8 (1942). 40° K150759 


452 


(mm) Millimeters 


* Dual Sided Belt 






































































Special Belts 
Listed by Number 

Showing Gates Belt Numbers with Corresponding 
Nominal Outside Lengths, Top Widths and Angles 


Gates Length Top Width Gates Length Top Width 

Belt No. Inches (mm) Inches (mm) Angle Belt No. Inches (mm) Inches (mm) Angle 


811. 

. *22 1/2 (570) 

1 1/8 (28) 


813. 

. *26 3/4 (680) 

1 1/8 (28) 


814. 

. *31 1/2 (800) 

1 1/8 (28) 


822. 

. *36 (915) 

1 (25) 


5500. 

56 1/4 (1430) 

13/16 (20) 

38° 

5501. 

71 (1805) 

13/16 (20) 

38° 

5502. 

64 3/4 (1645) 

13/16 (20) 

38° 

5503. 

52 (1320) 

13/16 (20) 

38° 

5504. 

65 (1650) 

13/16 (20) 

38° 

5506. 

132 (3355) 

21/32 (16) 

40° 

5508. 

59 (1500) 

3/8 (9.5/10) 

39° 

5509. 

81 (2055) 

3/8 (9.5/10) 

40° 

5510. 

. T35 1/8 (890) 

1/2 (12.5/13) 

38° 

5511. 

54 (1370) 

13/16 (20) 

38° 

5512. 

67 1/8 (1705) 

13/16 (20) 

38° 

5513. 

55 (1395) 

13/16 (20) 

38° 

5515. 

81 7/8 (2080) 

21/32 (16.5) 

38° 

5516. 

. 058 1/2 (1485) 

1/2 (12.5/13) 

36° 

5517. 

93 5/8 (2430) 

1/2 (12.5/13) 

40° 

5518. 

. T93 1/8 (2365) 

1/2 (12.5/13) 

38° 

5519. 

. T31 5/8 (805) 

1/2 (12.5/13) 

38° 

5520. 

53 (1345) 

13/16 (20) 

40° 

5521. 

50 (1270) 

13/16 (20) 

40° 

5522. 

60 1/2 (1535) 

13/16 (20) 

40° 

5523. 

164 (4165) 

21/32 (16.5) 

40° 

5524. 

115 1/2 (2935) 

21/32 (16.5) 

40° 

5525. 

118 (2995) 

21/32 (16.5) 

40° 

5526. 

142 (3605) 

21/32 (16.5) 

40° 

5527. 

. 053 3/4 (1364) 

1/2 (12.5/13) 

36° 

5528. 

58 (1475) 

1/2 (12.5/13) 

38° 

5529. 

. T42 7/8 (1090) 

21/32 (16.5) 

38° 

5530. 

. T67 1/8 (1705) 

1/2 (12.5/13) 

38° 

5531. 

. T75 1/2 (1920) 

21/32 (16.5) 

38° 

5533. 

51 7/8 (1320) 

21/32 (16.5) 

40° 

5534. 

69 (1753) 

21/32 (16) 

38° 

5535. 

155 (3935) 

21/32 (16.5) 

40° 

5536. 

34 1/8 (865) 

1/2 (12.5/13) 

37° 

5537. 

86 7/8 (2205) 

21/32 (16.5) 

40° 

5538. 

113 1/2 (2880) 

21/32 (16.5) 

40° 

5539. 

. T76 7/8 (1955) 

1 1/4 (35) 

42° 

5700. 

68 1/4 (1735) 

1/2 (12.5/13) 

38° 

5701. 

110 1/2 (2805) 

1/2 (12.5/13) 

40° 

5707 (167 TEETH). 

. +19 3/4 (500) 

19/32 (15) 


5716 (220 TEETH). 

. +69 9/32 (1760) 

25/32 (19.8) 


5718. 

44 5/8(1135) 

1 1/4 (32) 

40° 

5723. 

58 3/8 (1485) 

1/2 (12.5/13) 

36° 

5724. 

54 7/8 (1395) 

1/2 (12.5/13) 

36° 

5725. 

48 7/8 (1230) 

7/16 (11) 

36° 

5726. 

57 3/8 (1455) 

1/2 (12.5/13) 

36° 

5731. 

35 1/2 (900) 

3/8 (9.5/10) 

36° 

5732. 

35 3/4 (910) 

3/8 (9.5/10) 

36° 

5734. 

45 1/4(1150) 

1/2 (12.5/13) 

36° 

5735. 

37 7/8 (960) 

1/2 (12.5/13) 

36° 

5736. 

39 (990) 

1/2 (12.5/13) 

36° 

5737. 

48 (1220) 

1/2 (12.5/13) 

36° 

5738. 

49 3/8 (1255) 

1/2 (12.5/13) 

36° 


5740. 

54 (1370) 

1/2 (12.5/13) 

36° 

5741. 

36 1/2 (925) 

1/2 (12.5/13) 

36° 

5742. 

44 3/4(1135) 

1/2 (12.5/13) 

36° 

5743. 

43 7/8(1115) 

1/2 (12.5/13) 

36° 

5744. 

53 3/8 (1355) 

1/2 (12.5/13) 

36° 

6183. 

. *15 1/2 (395) 

5/16 (8) 


6224. 

. T48 3/8 (1229) 

1/2 (13) 

42° 

6234. 

. +71 1/2 (1815) 

1/2 (12.5/13) 

36° 

6354 (180 TEETH). 

. +56 3/4 (1440) 

25/32 (20) 


6370. 

31 7/8 (810) 

1/2 (12.5/13) 

37° 

6372. 

38 3/4 (985) 

1/2 (12.5/13) 

40° 

6375. 

. 074 3/8 (1890) 

1/2 (12.5/13) 

36° 

6376. 

36 3/4 (935) 

1/2 (12.5/13) 

40° 

6377. 

79 3/4 (2025) 

1/2 (12.5/13) 

40° 

6378. 

103 1/4 (2625) 

1/2 (12.5/13) 

40° 

6379. 

108 1/8 (2745) 

1/2 (12.5/13) 

40° 

6380. 

25 3/8 (645) 

3/8 (9.5/10) 

37° 

6384 (153 TEETH). 

. +48 1/4 (1225) 

1 (25) 


6385 (140 TEETH). 

. +44 1/8(1120) 

1 (25) 


6386 (130 TEETH). 

. +41 (1040) 

1 (25) 


6387. 

127 1/8 (3230) 

1/2 (13) 

40° 

6389. 

49 1/8 (1245) 

1/4 (6) 

42° 

6390. 

34 3/8 (873) 

3/8 (9.5/10) 

38° 

6391. 

32 1/2 (825) 

1/4 (6) 

42° 

6392. 

32 (815) 

1/4 (6) 

42° 

6398. 

117 1/8 (2975) 

1/2 (12.5/13) 

40° 

6413 (65 TEETH). 

. +24 3/8 (620) 

3/8 (9.5/10) 


6414 (61 TEETH). 

. +22 7/8 (580) 

3/8 (9.5/10) 


6421 (68 TEETH). 

. +25 1/2 (650) 

5/16 (8) 


6548. 

83 1/8(2110) 

1/2 (12.5/13) 

39° 

6550. 

120 1/4 (3055) 

1/2 (12.5/13) 

40° 

6556. 

24 3/4 (630) 

3/8 (9) 

38° 

6560. 

126 1/8 (3205) 

1/2 (13) 

40° 

6565. 

107 1/4 (2725) 

1/2 (13) 

39° 

6572. 

. T62 7/8 (1590) 

1 1/8 (31) 

38° 

6574. 

64 1/4 (1630) 

1/2 (13) 

40° 

6575. 

54 1/4 (1377) 

1/2 (13) 

38° 

6578. 

69 1/4 (1760) 

21/32 (17) 

38° 

6582. 

90 5/8 (2350) 

1/2 (13) 

40° 

6583. 

34 1/2 (875) 

1/2 (12.5/13) 

40° 

6589. 

29 3/4 (755) 

3/8 (9.5/10) 

37° 

6593. 

86 (2185) 

1/2 (12.5/13) 

39° 

6596. 

44 (1120) 

7/16 (11) 

36° 

6597. 

57 (1450) 

7/16 (11) 

36° 

6599. 

. T86 5/8 (2200) 

1 15/32 (37) 

38° 

6601. 

. T53 (1346) 

1 1/8 (29) 

38° 

6604. 

157 (3988) 

7/8 (22) 

40° 

6697. 

35 1/2 (900) 

3/16 (5) 

60° 

6698. 

48 1/32 (1220) 

9/32 (7) 

60° 

BSX680 . 

. T68 3/8 (1735) 

1/2 (12.5/13) 

36° 

BSX690 . 

. T69 3/8 (1760) 

1/2 (12.5/13) 

36° 

BSX700 . 

. T70 3/8 (1790) 

1/2 (12.5/13) 

36° 

BSX710. 

. T71 3/8 (1815) 

1/2 (12.5/13) 

36° 

BSX720 . 

. T72 3/8 (1840) 

1/2 (12.5/13) 

36° 

BSX770 . 

. T77 3/8 (1965) 

1/2 (12.5/13) 

36° 


(mm) Millimeters. 

❖ Double-V Belt. 


★ Flat Belt. Length Given Is Inside Circumference. ▼ Indicates Notched Belt. 

+ Timing Belt. Length Given is Pitch Length. 
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Special Belts 

Listed by Width and Length 

Showing Nominal Belt Top Widths, Outside Lengths and Angles 
with Corresponding Gates Belt Numbers 


Length 


Gates 

Length 


Gates 

Length 


Gates 

Inches (mm) 

Angle 

Belt No. 

Inches (mm) 

Angle 

Belt No. 

Inches (mm) 

Angle 

Belt No. 


3/16” (5 mm) Top Width 

35 1/2 (900). 60° 6697 

1/4” (6 mm) Top Width 


32 (815). 

. 42° 

6392 

32 1/2 (825).. 

. 42° 

6391 

49 1/8 (1250) 

. 42° 

6389 

9/32” 

(7 mm) Top Width 

48 1/32 (1220 

). 60° 

6698 

5/16” 

(8 mm) Top Width 

15 1/2 (395).. 

. 38° 

*6183 

25 1/2 (650).. 


*6421 


(68 TEETH) 

3/8” 

(9 mm) Top Width 

24 3/4 (630).. 

. 38° 

6556 

3/8” (9. 

,5/10 mm) Top Width 

22 7/8 (580).. 


*6414 


(61 TEETH) 

24 3/8 (620).. 


*6413 


(65 TEETH) 

25 3/8 (645).. 

. 37° 

6380 

29 3/4 (755).. 

. 37° 

6589 

34 3/8 (873).. 

. 38° 

6390 

35 1/2 (900).. 

. 36° 

5731 

35 3/4 (910).. 

. 36° 

5732 

59 (1500). 

. 39° 

5508 

81 (2055). 

. 40° 

5509 

7/16” 

(11 mm) Top Width 

44 (1120). 

. 36° 

6596 

48 7/8 (1230) 

. 36° 

5725 

57 (1450). 

. 36° 

6597 

1/2” (12 

1.5/13 mm) 

Top Width 

31 5/8 (805).. 

. 38° 

▼5519 

31 7/8 (810).. 

. 37° 

6370 

34 1/8 (865).. 

. 37° 

5536 

34 1/2 (875).. 

. 40° 

6583 

35 1/8 (890).. 

. 38° 

▼5510 

36 1/2 (925).. 

. 36° 

5741 

36 3/4 (935).. 

. 40° 

6376 

37 7/8 (960).. 

. 36° 

5735 

38 3/4 (985).. 

. 40° 

6372 

39 (990). 

. 36° 

5736 

43 7/8 (1115) 

. 36° 

5743 

43 3/4 (1135) 

. 36° 

5742 

45 1/4 (1150) 

. 36° 

5734 

48 (1220). 

. 36° 

5737 

49 3/8 (1255) 

. 36° 

5738 

53 3/8 (1355) 

. 36° 

5744 

53 3/4 (1364) 

. 36° 

45527 

54 (1370). 

. 36° 

5740 

54 7/8 (1395) 

. 36° 

5724 

57 3/8 (1455) 

. 36° 

5726 


(mm) Millimeters. 

❖ Double-V Belt. 


1/2” (12.5/13 mm) Top Width 

- Continued 


58 (1475). 

. 38° 

5528 

58 3/8 (1485). 

. 36° 

5723 

58 1/2 (1485). 

. 36° 

45516 

67 1/8 (1705). 

. 38° 

▼5530 

68 1/4 (1735). 

. 38° 

5700 

68 3/8 (1735). 

. 36° 

▼BSX680 

69 3/8 (1760). 

. 36° 

▼BSX690 

70 3/8 (1790). 

. 36° 

▼BSX700 

71 3/8 (1815). 

. 36° 

▼BSX710 

71 1/2 (1815). 

. 36° 

46234 

72 3/8 (1840). 

. 36° 

▼BSX720 

74 3/8 (1890). 

. 36° 

46375 

77 3/8 (1965). 

. 36° 

▼BSX770 

79 3/4 (2025). 

. 40° 

6377 

83 1/8 (2110). 

. 39° 

6548 

86 (2185). 

. 39° 

6593 

93 1/8 (2365). 

. 38° 

▼5518 

93 5/8 (2430). 

. 40° 

5517 

103 1/4 (2625). 

. 40° 

6378 

108 1/8 (2745). 

. 40° 

6379 

110 1/2 (2805). 

. 40° 

5701 

117 1/8 (2975). 

. 40° 

6398 

120 1/4 (3055). 

. 40° 

6550 


1/2” (13 mm) Top Width 


48 3/8 (1229). 

. 42° 

▼6224 

54 1/4 (1377). 

. 38° 

6575 

64 1/4 (1630). 

. 40° 

6574 

90 5/8 (2350). 

. 40° 

6582 

107 1/4 (2725). 

. 39° 

6565 

126 1/8 (3205). 

. 40° 

6560 

127 1/8 (3230). 

. 40° 

6387 


19/32” (15 mm) Top Width 

19 3/4 (500). -:-5707 

(167 TEETH) 

21/32” (16 mm) Top Width 

68 7/8 (1750). 40° 5534 

132 (3355). 40° 5506 

21/32” (16.5 mm) Top Width 


42 7/8 (1090). 

. 38° 

▼5529 

51 7/8 (1320). 

. 40° 

5533 

69 (1753). 

. 38° 

5534 

69 1/4 (1760). 

. 38° 

6578 

75 1/2 (1920). 

. 38° 

▼5531 

81 7/8 (2080). 

. 38° 

5515 

86 7/8 (2205). 

. 40° 

5537 

113 1/2 (2880). 

. 40° 

5538 

115 1/2 (2935). 

. 40° 

5524 

118 (2995). 

. 40° 

5525 

142 (3605). 

. 40° 

5526 

155 (3935). 

. 40° 

5535 

164 (4165). 

. 40° 

5523 


★ Flat Belt. Length Given Is Inside Circumference. 

* Timing Belt. Length Given is Pitch Length. 


25/32” (19.8 mm) Top Width 

69 9/32(1760). *5716 

(220 TEETH) 

25/32” (20 mm) Top Width 


56 3/4 (1440). *6354 

(180 TEETH) 

13/16” (20 mm) Top Width 


50 (1270). 

. 40° 

5521 

52 (1320). 

. 38° 

5503 

53 (1345). 

. 40° 

5520 

54 (1370). 

. 38° 

5511 

55 (1395). 

. 38° 

5513 

56 1/4 (1430). 

. 38° 

5500 

60 1/2 (1535). 

. 40° 

5522 

63 (1600). 

. 38° 

5507 

64 3/4 (1645). 

. 38° 

5502 

65 (1650). 

. 38° 

5504 

67 1/8 (1705). 

. 38° 

5512 

71 (1805). 

. 38° 

5501 

7/8” (22 mm) Top Width 

157 (3988). 


6604 

1” (25 mm) Top Width 

36 (915). 


★822 

41 (1040). 


*6386 
(130 TEETH) 

44 1/8 (1120). 


*6385 
(140 TEETH) 

48 1/4 (1225). 


*6384 


(153 TEETH) 


1 1/8” (28 mm) Top Width 

22 1/2 (570). *811 

26 3/4 (680). *813 

31 1/2 (800). *814 

53 (1346). T6601 

1 1/8” (31 mm) Top Width 

62 7/8 (1590). 38° T6572 

1 1/4” (32 mm) Top Width 

44 5/8 (1135). 40° 5718 

1 1/4” (35 mm) Top Width 

76 7/8 (1955). 42° T5539 

1 15/32” (37 mm) Top Width 

86 5/8 (2200). 38° T6599 


▼ Indicates Notched Belt. 
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Hi-Power® II Belts 
Listed by Number 

Showing Hi-Power® II Belts with 
Corresponding Top Widths and Outside Lengths 

PLEASE NOTE: V-Belt drives which use the belt as a clutch requires special consideration because the 
heat generated by belt slip (during engagement and disengagement) on some clutching applications can 
cause the V-Belt tensile materials in the belts listed below to shrink in length. The shrinkage may cause 
a belt, which is already engaged and driving, to not de-clutch, or a de-clutched belt may engage itself 
and start driving the machine unexpectedly. Depending on the machine and circumstances, either situa¬ 
tion could prove dangerous to the machine operator or bystanders. 

Belts especially designed to minimize or eliminate heat shrinkage may be required. 


IMPORTANT: The outside length is determined by placing a steel tape around the outside of the belt. 
This method should be used because it is the one most commonly used by Dealers and Jobbers when 
measuring a belt. 



Gates Length 

Belt No. In inches 

Gates 

Belt No. 

Length 

In inches 

Gates 

Belt No. 

Length 

In inches 

Gates 

Belt No. 

Length 

In inches 

Gates 

Belt No. 

Length 

In inches 


A Section 

A Section 

- Cont. 

A Section - Cont. 

B Section 

- Cont. 

B Section - Cont. 

A24. 

. 26 

A61. 

... 63 

A99. 

. 101 

B48. 

... 51 

B86. 

. 89 

A25. 

. 27 

A62. 

... 64 

A100. 

. 102 

B49. 

... 52 

B87. 

. 90 

A26. 

. 28 

A63. 

... 65 

A103. 

. 105 

B50. 

... 53 

B88. 

. 91 

A27. 

. 29 

A64. 

... 66 

A105. 

. 107 

B51. 

... 54 

B89. 

. 92 

A28. 

. 30 

A65. 

... 67 

A110. 

. 112 

B52. 

... 55 

B90. 

. 93 

A29. 

. 31 

A66. 

... 68 

A112. 

. 114 

B53. 

... 56 

B91. 

. 94 

A29.8.... 

. 31.8 

A67. 

... 69 

A115. 

. 117 

B54. 

... 57 

B92. 

. 95 

A30. 

. 32 

A68. 

... 70 

A120. 

. 122 

B55. 

... 58 

B93. 

. 96 

A31. 

. 33 

A69. 

... 71 

A124. 

. 126 

B56. 

... 59 

B94. 

. 97 

A32. 

. 34 

A70. 

... 72 

A128. 

. 130 

B57. 

... 60 

B95. 

. 98 

A33. 

. 35 

A71. 

... 73 

A133. 

. 135 

B58. 

... 61 

B96. 

. 99 

A34. 

. 36 

A72. 

... 74 

A136. 

. 138 

B59. 

... 62 

B97. 

. 100 

A35. 

. 37 

A73. 

... 75 

A144. 

. 146 

B60. 

... 63 

B98. 

. 101 

A36. 

. 38 

A74. 

... 76 

A158. 

. 160 

B61. 

... 64 

B99. 

. 102 

A37. 

. 39 

A75. 

... 77 

A173. 

. 175 

B62. 

... 65 

B100. 

. 103 

A38. 

. 40 

A76. 

... 78 

A180. 

. 182 

B63. 

... 66 

B101. 

. 104 

A39. 

. 41 

A77. 

... 79 


B64. 

... 67 

B102. 

. 105 

A40. 

. 42 

A78. 

... 80 

□ OCUUUII 

B65. 

... 68 

B103. 

. 106 

A41. 

. 43 

A79. 

... 81 

B28. 

. 31 

B66. 

... 69 

B104. 

. 107 

A42. 

. 44 

A80. 

... 82 

B29. 

. 32 

B67. 

... 70 

B105. 

. 108 

A43. 

. 45 

A81. 

... 83 

B30. 

. 33 

B68. 

... 71 

B106. 

. 109 

A44. 

. 46 

A82. 

... 84 

B31. 

. 34 

B69. 

... 72 

B108. 

. Ill 

A45. 

. 47 

A83. 

... 85 

B32. 

. 35 

B70. 

... 73 

B110. 

. 113 

A46. 

. 48 

A84. 

... 86 

B33. 

. 36 

B71. 

... 74 

3'12. 

. 115 

A47. 

. 49 

A85. 

... 87 

B34. 

. 37 

B72. 

... 75 

B114. 

. 117 

A48. 

. 50 

A86. 

... 88 

B35. 

. 38 

B73. 

... 76 

B115. 

. 118 

A49. 

. 51 

A87. 

... 89 

B36. 

. 39 

B74. 

... 77 

3* 16. 

. 119 

A50. 

. 52 

A88. 

... 90 

B37. 

. 40 

B75. 

... 78 

B118. 

. 121 

A51. 

. 53 

A89. 

... 91 

B38. 

. 41 

B76. 

... 79 

B120. 

. 123 

A52. 

. 54 

A90. 

... 92 

B39. 

. 42 

B77. 

... 80 

B122. 

. 125 

A53. 

. 55 

A91. 

... 93 

B40. 

. 43 

B78. 

... 81 

B124. 

. 127 

A54. 

. 56 

A92. 

... 94 

B41. 

. 44 

B79. 

... 82 

B126. 

. 129 

A55. 

. 57 

A93. 

... 95 

B42. 

. 45 

B80. 

... 83 

B128. 

. 131 

A56. 

. 58 

A94. 

... 96 

B43. 

. 46 

B81. 

... 84 

B130. 

. 133 

A57. 

. 59 

A95. 

... 97 

B44. 

. 47 

B82. 

... 85 

B133. 

. 136 

A58. 

. 60 

A96. 

... 98 

B45. 

. 48 

B83. 

... 86 

B136. 

. 139 

A59. 

. 61 

A97. 

... 99 

B46. 

. 49 

B84. 

... 87 

B138. 

. 141 

A60. 

. 62 

A98. 

... 100 

B47. 

. 50 

B85. 

... 88 

B140. 

. 143 
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Hi-Power® II Belts Listed by Number 


Gates Length 

Belt No. In inches 


Gates Length 

Belt No. In inches 


Gates Length 

Belt No. In inches 


Gates Length 

Belt No. In inches 


Gates Length 

Belt No. In inches 


B Section - Cont. 


C Section - cont. 


C Section - cont. 


C Section - cont. 


D Section - Cont. 


B142.. 

. 145 

B144.. 

. 147 

B146.. 

. 149 

B148.. 

. 151 

B150.. 

. 153 

B152.. 

. 155 

B154.. 

. 157 

B158.. 

. 161 

B162.. 

. 165 

B166.. 

. 169 

B173.. 

. 176 

B180.. 

. 183 

B188.. 

. 191 

B190.. 

. 193 

B195.. 

. 198 

B205.. 

. 208 

B210.. 

. 213 

B225.. 

. 226 

B240.. 

. 241 

B255.. 

. 256 

B270.. 

. 271 

B285.. 

. 286 

B300.. 

. 301 

B315.. 

. 316 


C Section 

C48. 

. 52 

C50. 

. 54 

C51. 

. 55 

C53. 

. 57 

C54. 

. 58 


C55. 

. 59 

C57. 

. 61 

C60. 

. 64 

C62. 

. 66 

C63. 

. 67 

C65. 

. 69 

C67. 

. 71 

C68. 

. 72 

C70. 

. 74 

C71. 

. 75 

C72. 

. 76 

C75. 

. 79 

C76. 

. 80 

C78. 

. 82 

C80. 

. 84 

C81. 

. 85 

C83. 

. 87 

C84. 

. 88 

C85. 

. 89 

C87. 

. 91 

C90. 

. 94 

C92. 

. 96 

C93. 

. 97 

C95. 

. 99 

C96. 

. 100 

C97. 

. 101 

C99. 

. 103 

Cl 00. 

. 104 

C101. 

. 105 

Cl 03. 

. 107 

Cl 05. 

. 109 


Cl 06. 

. 110 

Cl 07. 

. Ill 

Cl 08. 

. 112 

Cl 09. 

. 113 

C110. 

. 114 

cm . 

. 115 

Cl 12. 

. 116 

Cl 15. 

. 119 

Cl 16. 

. 120 

Cl 20. 

. 124 

Cl 22. 

. 126 

Cl 24. 

. 128 

C128. 

. 132 

Cl 30. 

. 134 

Cl 36. 

. 140 

Cl 40. 

. 144 

Cl 44. 

. 148 

Cl 48. 

. 152 

Cl 50. 

. 154 

Cl 52. 

. 156 

Cl 56. 

. 160 

Cl 58. 

. 162 

Cl 62. 

. 166 

Cl 70. 

. 174 

Cl 73. 

. 177 

Cl 80. 

. 184 

Cl 85. 

. 189 

Cl 90. 

. 194 

Cl 95. 

. 199 

C210. 

. 214 

C225. 

. 227 


C240.. 

. 242 

C255.. 

. 257 

C270.. 

. 272 

C285.. 

. 287 

C300.. 

. 302 

C315.. 

. 317 

C330.. 

. 332 

C345.. 

. 347 

C360.. 

. 362 

C390.. 

. 392 

C420.. 

. 422 


D Section 

D105.. 

. 110 

D112.. 

. 117 

D120.. 

. 125 

D128.. 

. 133 

D136.. 

. 141 

D144.. 

. 149 

D158.. 

. 163 

D162.. 

. 167 

D173.. 

. 178 

D180.. 

. 185 

D195.. 

. 200 

D210.. 

. 215 

D225.. 

. 228 

D240.. 

. 243 

D255.. 

. 258 

D270.. 

. 273 

D285.. 

. 288 

D300.. 

. 303 


D315.. 

. 318 

D330.. 

. 333 

D345.. 

. 348 

D360.. 

. 363 

D390.. 

. 393 

D420.. 

. 423 

D450.. 

. 453 

D480.. 

. 483 

D540.. 

. 543 

D600.. 

. 603 

D660.. 

. 663 


E Section 

E180.. 

. 187 

E195.. 

. 202 

E210.. 

. 217 

E240.. 

244 

E270.. 

. 274 

E300.. 

. 304 

E330.. 

. 334 

E360.. 

. 364 

E390.. 

. 394 

E420.. 

. 424 

E480.. 

. 484 

E540.. 

. 544 

E600.. 

. 604 

E660.. 

. 664 
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Hi-Power® II PowerBand® Belts 
Listed by Number - Size 

Key to Size Numbering System 


Part Number 


2/A48 



Number of Part 
Strands Number 


The part number is constructed by placing the number of 
strands required followed by a slash in front of the size. 



In the example above 21 is the number of strands, 
A48 is the belt size. 



c 


Gates Nominal Outside 

Belt No. Length (inches) 

Gates Nominal Outside 

Belt No. Length (inches) 

Gates Nominal Outside 

Belt No. Length (inches) 

A Section Belts 

2/A48. 50 

3/A85. 87 

B Section Belts 

2/B68. 71 

2/B75. 78 

B Section Belts - Continued 

2/B85. 88 

2/B86. 89 

2/B90. 93 

2/B92. 95 

2/B93. 96 

B Section Belts - Continued 

2/B95. 98 

2/B99. 102 

C Section Belts 

2/C90. 94 
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Super HC® Belts 
Listed by Number 

Showing Super HC® & Super HC® Molded Notch Belts 
With Corresponding Top Widths and Outside Lengths 

IMPORTANT: The outside length is determined by placing a steel tape around the outside of the belt. 

This method should be used because it is the one most commonly used by Dealers and Jobbers when 
measuring a belt. 


1 . 0 " 



Gates 

Belt No. 

Length 

In inches 

Gates 

Belt No. 

Length 

In Inches 

Gates 

Belt No. 

Length 

In inches 

Gates 

Belt No. 

Length 

In inches 

Gates 

Belt No. 

Length 

In inches 

3V/3VX 

3V/3VX - Cont. 

5V/5VX - Cont. 

5V/5VX - Cont. 

5V/5VX - Cont. 

3V250. 

25 

3VX355. 

35 1/2 





5VX1700 

170 

3V265. 

26 1/2 

3VX375. 

37 1/2 

5V950. 

95 

5VX610. 

61 

5VX1800. 

180 

3V280. 

28 

3VX400. 

40 

EvtliTifillr^ 


5VX630. 

63 

5VX1900 

190 

3V300. 

30 

3VX425. 

42 1/2 

5 VI060 . 


5VX650. 

65 

5VX2000 

200 

3V315. 

31 1/2 

3VX450. 

45 

E! I: 

112 

5VX660. 

66 



3V335. 

33 1/2 

3VX475. 

47 1/2 

E J1: iip4 

118 

5VX670. 

67 

ov 

3V355. 

35 1/2 

3VX500. 

50 

| nfSSI 

125 

5VX680. 

68 



3V375. 

37 1/2 

3VX530. 

53 

5 VI320 . 

132 

5VX690. 

69 



3V400. 

40 

3VX560. 

56 

5VI400. 

140 

5VX710. 

71 



3V425. 

42 1/2 

3VX600. 

60 

5VI500. 

150 

5VX730. 

73 



3V450. 

45 

3VX630. 

63 

5VI600 . 

160 

5VX740. 

74 



3V475. 

47 1/2 

3VX670. 

67 

5V1700 . 

170 

5VX750. 

75 

a\/i aon 

132 

3V500. 

50 

3VX710. 

71 

5VI800. 

180 

5VX780. 

78 

■ w mi 


3V530. 

53 

3VX750. 

75 

5VI900. 

190 

5VX800. 

80 

■ y mi sy** 


3V560. 

56 

3VX800. 

80 

5V2000 . 

200 

5VX810. 

81 

IJ " ► i ' :t 


svfinn 

fin 

3VX850. 

85 

5V2120 

212 

5VXR30 

83 

160 

3V630. 

63 

3VX900. 

90 

5V2240 . 

224 

5VX840. 

84 

• j ill Ipl 

170 

3VR70 

67 

3VX950. 

95 

5V23R0 

236 

5VX850 

85 

ii s!■ liiyp 

180 

3V7in 

71 

3VX1000. 

100 

RVpfion 

250 

5VXRR0 

8fi 


190 

3V750 

75 

3VX1060. 

106 

5V2R50 

2fi5 

5VX880 

88 


200 

3V800 

80 

3VX1120. 

112 

5V2800 

280 

5VX900 

90 

8V2120. 

212 

3V850 

85 

3VX1180. 

118 

5V3000 

300 

5VX930 

93 

8V2240. 

224 

3V900 

90 

3VX1250. 

125 

5V3150 

315 

5VX950 

95 

8V2360. 

236 

3V950 

95 

3VX1320. 

132 

5V3350 

335 

5VX9R0 

96 

HtH 

250 

3V1030 

100 

3VX1400. 

140 

5V3550 

355 

5VX1000 

100 

8V2650. 

265 

3V1060 

106 

5V/5VY 

5VX450 

45 

5VX1030 

103 


280 

3V1120 

112 


5VX470 

47 

5VX10R0 

106 

EStiigiISff 

300 

3V1180. 

118 

5V500. 

50 

5VX490. 

49 

5VX1080. 

108 

8V3150. 

315 

3V1250. 

125 

5V530. 

53 

5VX500. 

50 

5VX1120. 

112 

8V3350. 

335 

3V1320. 

132 

5V560. 

56 

5VX510. 

51 

5VX1150. 

115 

8V3550. 

355 

3VI400 . 

140 

5V600. 

60 

5VX530. 

53 

5VX1180. 

118 

8V3750. 

375 

3VX250. 

25 

5V630. 

63 

5VX540. 

54 

5VX1230. 

123 


400 

3VX265. 

26 1/2 

5V670. 

67 

5VX550. 

55 

5VX1250. 

125 

8V4250. 

425 

3VX280. 

28 

5V710. 

71 

5VX560. 

56 

5VX1320. 

132 

liMlililiJRR M 

450 

3VX300. 

30 

5V750. 

75 

5VX570. 

57 

5VX1400. 

140 

8V4750. 

475 

3VX315. 

31 1/2 

5V800. 

80 

5VX580. 

58 

5VX1500. 

150 


500 

3VX33R. 

33 1/2 

RV850. 

85 

LL'ULliHIJA 

59 

RVX1600. 

160 

E T ;; i ilH M 

560 
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Super HC® PowerBand® Belts 
-isted by Number - Size 

Key to Size Numbering System 


Part Number 

2/3V600 

/ - \ 

Number of Part 

Strands Number 

The part number is constructed by 
placing the number of strands required 
followed by a slash in front of the size. 

In the example above 71 is the number 
of strands. 3V600 is the belt size. 




3VX 


I*— 5/8"—►] 



I*— 5/8"— 




8V 


Gates Nominal Outside 

Belt No. Length (inches) 

Gates Nominal Outside 

Belt No. Length (inches) 

Gates Nominal Outside 

Belt No. Length (inches) 

3V / 3VX Section Belts 

2/3V600 . 60 

2/3VX375. 37 1/2 

2/3VX475. 47 1/2 

2/3VX500. 50 

2/3VX630. 63 

3/3VX500. 50 

3/3VX560. 56 

4/3VX425. 42 1/2 

5V / 5VX Section Belts 

2/5V950 . 95 

2/5V975 . 97 1/2 

2/5VX1000. 100 

2/5VX1075. 108 1/8 

2/5VX1400. 140 

2/5VX560. 56 

2/5VX600. 60 

2/5VX670. 67 

2/5VX686. 69 1/4 

5V / 5VX Section Belts 

- Continued 

2/5VX710. 71 

2/5VX800. 80 

2/5VX850. 85 

2/5VX930. 93 

2/5VX950. 95 
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Tri-Power® Belts 
Listed by Number 

Showing Tri-Power® Belts with 
Corresponding Top Widths and Outside Lengths 


PLEASE NOTE: V-Belt drives which use the belt as a clutch requires special consideration because the 
heat generated by belt slip (during engagement and disengagement) on some clutching applications can 
cause the V-Belt tensile materials in the belts listed below to shrink in length. The shrinkage may cause 
a belt, which is already engaged and driving, to not de-clutch, or a de-clutched belt may engage itself 
and start driving the machine unexpectedly. Depending on the machine and circumstances, either situa¬ 
tion could prove dangerous to the machine operator or bystanders. 

Belts especially designed to minimize or eliminate heat shrinkage may be required. 


IMPORTANT: The outside length is determined by placing a steel tape around the outside of the belt. 
This method should be used because it is the one most commonly used by Dealers and Jobbers when 
measuring a belt. 



AX BX CX 


Gates 
Belt No. 


Length 
In inches 


Gates 
Belt No. 


Length 
In inches 


Gates 
Belt No. 


Length 
In inches 


Gates 
Belt No. 


Length 
In inches 


Gates 
Belt No. 


Length 
In inches 


AX SECTION 


AX SECTION-Cont. 


AX22. 24 

AX23. 25 

AX24. 26 

AX26. 28 

AX27. 29 

AX28. 30 

AX29. 31 

AX31. 33 

AX32. 34 

AX33. 35 

AX34. 36 

AX35. 37 

AX36. 38 

AX37. 39 

AX38. 40 

AX39. 41 

AX40. 42 

AX41. 43 

AX42. 44 

AX43. 45 

AX44. 46 

AX45. 47 

AX46. 48 

AX47. 49 

AX48. 50 

AX49. 51 

AX50. 52 

AX51. 53 

AX52. 54 

AX53. 55 

AX54. 56 

AX55. 57 

AX56. 58 

AX57. 59 

AX58. 60 

AX59. 61 

AX60. 62 

AX61. 63 


AX62. 64 

AX63. 65 

AX64. 66 

AX65. 67 

AX66. 68 

AX67. 69 

AX68. 70 

AX69. 71 

AX70. 72 

AX71. 73 

AX72. 74 

AX73. 75 

AX74. 76 

AX75. 77 

AX76. 78 

AX77. 79 

AX78. 80 

AX79. 81 

AX80. 82 

AX81. 83 

AX82. 84 

AX85. 87 

AX86. 88 

AX87. 89 

AX88. 90 

AX90. 92 

AX91. 93 

AX92. 94 

AX93. 95 

AX94. 96 

AX96. 98 

AX97. 99 

AX98. 100 

AX 103. 105 

AX 105. 107 

AX' t0. 112 

AX' 12. 114 

AX120. 122 


AX SECTION-Cont 


AX128. 130 

AX 144. 146 

AX 173. 175 

BX SECTION 

BX28. 31 

BX30. 33 

BX31. 34 

BX32. 35 

BX34. 37 

BX35. 38 

BX36. 39 

BX37. 40 

BX38. 41 

BX40. 43 

BX41. 44 

BX42. 45 

BX43. 46 

BX44. 47 

BX45. 48 

BX46. 49 

BX47. 50 

BX48. 51 

BX49. 52 

BX50. 53 

BX51. 54 

BX52. 55 

BX53. 56 

BX54. 57 

BX55. 58 

BX56. 59 

BX57. 60 

BX58. 61 

BX59. 62 

BX60. 63 

BX61. 64 

BX62. 65 

BX63. 66 


BX SECTION -Cont 


BX64. 67 

BX65. 68 

BX66. 69 

BX67. 70 

BX68. 71 

BX69. 72 

BX70. 73 

BX71. 74 

BX72. 75 

BX73. 76 

BX74. 77 

BX75. 78 

BX76. 79 

BX77. 80 

BX78. 81 

BX79. 82 

BX80. 83 

BX81. 84 

BX82. 85 

BX83. 86 

BX84. 87 

BX85. 88 

BX86. 89 

BX87. 90 

BX88. 91 

BX89. 92 

BX90. 93 

BX91. 94 

BX92. 95 

BX93. 96 

BX94. 97 

BX95. 98 

BX96. 99 

BX97. 100 

BX99. 102 

BX100. 103 

BX103. 106 

BX105. 108 


BX SECTION -Cont 


BX108. Ill 

BX' '2. 115 

BX' '3. 116 

BX' '5. 118 

BX116. 119 

BX120. 123 

BX124. 127 

BX128. 131 

BX133. 136 

BX136. 139 

BX140. 143 

BX144. 147 

BX150. 153 

BX158. 161 

BX162. 165 

BX173. 176 

BX180. 183 

BX195. 198 

BX205. 208 

BX210. 213 

BX225. 227 

BX240. 242 

BX255. 257 

BX270. 272 

BX300. 302 

CX SECTION 

CX51. 55 

CX60. 64 

CX68. 72 

CX75. 79 

CX81. 85 

CX85. 89 

CX90. 94 

CX96. 100 

CXI 00. 104 

CX101. 105 

CXI 05. 109 
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Tri-Power® Belts Listed by Number 


Gates Length Gates 

Belt No. In inches Belt No. 


Length Gates 
In inches Belt No. 


Length Gates 
In inches Belt No. 


Length Gates 
In inches Belt No. 


Length 
In inches 


CX SECTION -Cont. 


CX SECTION -Cont 


CX SECTION -Cont 


CX SECTION -Cont 


CX SECTION -Cont 


CXI 06. 110 

CXI 09. 113 

CX112. 116 

CX115. 119 

CXI 20. 124 

CXI 23. 127 


CXI 28. 132 

CXI 33. 137 

CXI 36. 140 

CXI 44. 148 

CXI 50. 154 

CXI 58. 162 


CXI 62. 166 

CXI 73. 177 

CXI 80. 184 

CXI 87. 191 

CXI 90. 194 

CXI 95. 199 


CX210. 214 

CX225. 229 

CX240. 244 

CX255. 259 

CX270. 274 

CX300. 304 


CX330. 334 

CX360. 364 
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Truflex® and PoweRated® 
Belt Dimensions 

Showing Nominal Belt Top Widths and Outside 
Lengths with Corresponding Gates Belt Numbers 

Both Truflex® and PoweRated® belts are listed for your convenience. Standard series Truflex® V-Belts 
are available in four different sizes: the "0000" series, "1000" series, "2000" series and "3000" series 
V-Belts. The second and third digits in a standard series belt number indicates the outside circumference 
of the belt, in inches and the fourth digit indicates additional tenths of an inch of belt length, if any. 

IMPORTANT: The top width shown is the width obtained by placing a steel tape across the top of the 
belt. The outside length is determined by placing a steel tape around the outside of the belt. These meth¬ 
ods have been used because they are the ones most commonly used by Dealers and Jobbers when mea¬ 
suring a belt. 


Length 

In Inches 


Truflex® 

Belt No. 

PoweRated® 
Belt No. 

Length 

In Inches 


Truflex® 

Belt No. 

PoweRated® 
Belt No. 

Length 

In Inches 

Truflex® 
Belt No. 

PoweRated® 
Belt No. 


1/4” 

Top Width 


3/8” 

Top Width - Continued 

1/2” 

Top Width - Continued 

10. 


. 0100 


35. 


. 1350 

6735 

26. 

. 2260 

6826 

11. 


. 0110 


36. 


. 1360 

6736 

27. 

. 2270 

6827 

12. 


. 0120 


37. 


. 1370 

6737 

271/2.... 

. 2275 


13. 


11 iMm 


38. 


. 1380 

6738 

28. 

. 2280 

6828 

14. 


wmrrmm 


39. 


. 1390 

6739 

281/2.... 

. 2285 


15. 




40. 


. 1400 

6740 

29. 

. 2290 

6829 

16. 




41. 


. 1410 

6741 

291/2.... 

. 2295 


17. 




41 1/2.... 


. 1415 


30. 

. 2300 

6830 

18. 


: S3BE1 


42. 


. 1420 

6742 

301/2.... 

. 2305 


19. 




43. 


. 1430 

6743 

31. 

. 2310 

6831 

20. 


wmrTMm 


44. 


. 1440 

6744 

31 3/4.... 

. 2318 


21. 


mmrmm 


45. 


. 1450 

6745 

32. 

. 2320 

6832 

23. 


mmrrmm 


46. 


. 1460 

6746 

32 3/4.... 

. 2328 


24. 


MMTTMm 


47. 


. 1470 

6747 

33. 

. 2330 

6833 

25. 


mmmmM 


48. 


. 1480 

6748 

331/4.... 

. 2333 


26. 


mMTTMm 


49. 


. 1490 

6749 

33 3/4.... 

. 2338 


27. 




50. 


. 1500 

6750 

34. 

. 2340 

6834 

28. 




51. 


. 1510 

6751 

34 1/2.... 

. 2346 


29. 


. 0290 


52. 


. 1520 

6752 

35. 

. 2350 

6835 

31. 




53. 


. 1530 

6753 

36. 

. 2360 

6836 

34. 


c? IfeiS 


54. 


. 1540 

6754 

37. 

. 2370 

6837 

35. 


mmwmm 


55. 


. 1550 

6755 

38. 

. 2380 

6838 

36. 




56. 


. 1560 

6756 

39. 

. 2390 

6839 

38. 




57. 


. 1570 

6757 

40. 

. 2400 

6840 

46. 


. 0460 


58. 


. 1580 

6758 

401/2.... 

. 2405 






59. 


. 1590 

6759 

41. 

. 2410 

6841 


3/8” 

Top Width 


60. 


. 1600 

6760 

42. 

. 2420 

6842 





61. 


. 1610 

6761 

43. 

. 2430 

6843 

11. 


. 1110 


62. 


. 1620 

6762 

44. 

. 2440 

6844 

12. 


. 1120 


63. 


. 1630 

6763 

45. 

. 2450 

6845 

13. 


. 1130 


64. 


. 1640 

6764 

46. 

. 2460 

6846 

14. 


. 1140 


65. 


. 1650 

6765 

47. 

. 2470 

6847 

15. 


. 1150 


66. 


. 1660 

6766 

471/2.... 

. 2475 


16. 


. 1160 

6716 

67. 


. 1670 


48. 

. 2480 

6848 

17. 


. 1170 

6717 

671/2.... 


. 1675 


49. 

. 2490 

6849 

18. 


. 1180 

6718 

68. 


. 1680 


50. 

. 2500 

6850 

19. 


. 1190 

6719 

69. 


. 1690 


51. 

. 2510 

6851 

20. 


'THIMBU 


70. 


. 1700 


52. 

. 2520 

6852 

21. 


WB 'TTMBl 

6721 

71. 


. 1710 


53 . 

. 2530 

6853 

22 . 



6722 

73 . 


. 1730 


54. 

. 2540 

6854 

23 . 



6723 

74 . 


. 1740 

6774 

55. 

. 2550 

6855 

24 . 

241/2.. 


. 1240 

. 1245 

6724 


1/2” 

Top Width 


56 . 

57 . 

. 2560 

. 2570 

6856 

6857 

25. 


. 1250 

6725 




58. 

. 2580 

6858 

25 1/2.. 


. 1255 


15 . 


. 2150 


59 . 

. 2590 

6859 

26 . 


. 1260 

6726 

16 . 


. 2160 


60 . 

. 2600 

6860 

26 1/2.. 


. 1265 


17 . 


. 2170 

6817 

61 . 

. 2610 

6861 

27 . 


. 1270 

6727 

18 . 


. 2180 

6818 

62 . 

. 2620 

6862 

27 1/2.. 


. 1275 


18 3/4.... 


. 2188 


63 . 

. 2630 

6863 

28 . 


. 1280 

6728 

19 . 


. 2190 

6819 

64 . 

. 2640 

6864 

28 1/2.. 


. 1285 


20 . 


. 2200 

6820 

65 . 

. 2650 

6865 

29. 


. 1290 

6729 

21. 


. 2210 

6821 

66. 

. 2660 

6866 

29 1/4.. 


. 1293 


21 1/2.... 


. 2215 


67 . 

. 2670 

6867 

30 . 


» c iTiMSS! 


22 . 


. 2220 

6822 

68. 

. 2680 

6868 

31 . 


c 

6731 

23 . 


. 2230 

6823 

69 . 

. 2690 

6869 

32 . 


mmm c 

6732 

231/2.... 


. 2235 


70 . 

. 2700 

6870 

33 . 


. 1330 

6733 

24 . 


. 2240 

6824 

71 . 

. 2710 

6871 

34 . 



6734 

25 . 


. 2250 

6825 

72 . 

. 2720 

6872 

341/2.. 


. 1345 


25 1/2.... 


. 2255 


73. 

. 2730 

6873 
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Truflex® and PoweRated® Belt Dimensions 


Length 


Truflex® PoweRated® 

Length 

Truflex® 

PoweRated® 

In Inches 


Belt No. 

Belt No. j 

In Inches 

Belt No. 

Belt No. 

1/2 

” Top Width - Continued 

21/32” 

Top Width -1 

Continued 

74. 


... 2740 

6874 

27. 

. 3270 

6927 

75. 


... 2750 

6875 

28. 

. 3280 

6928 

76. 


... 2760 

6876 

29. 

. 3290 

6929 

77. 


... 2770 

6877 

30. 

. 3300 

6930 

78. 


... 2780 

6878 

31. 

. 3310 

6931 

79. 


... 2790 

6879 

32. 

. 3320 

6932 

80. 


... 2800 

6880 

33. 

. 3330 

6933 

81. 


... 2810 

6881 

34. 

. 3340 

6934 

82. 


... 2820 

6882 

35. 

. 3350 

6935 

83. 


... 2830 

6883 

35 1/2. 

. 3355 


84. 


... 2840 

6884 

36. 

. 3360 

6936 

85. 


... 2850 

6885 

37. 

. 3370 

6937 

86. 


... 2860 

6886 

38 . 

. 3380 

6938 

87 . 


... 2870 

6887 

39. 

. 3390 

6939 

88. 


... 2880 

6888 

40. 

. 3400 

6940 

89. 


... 2890 

6889 

41. 

. 3410 

6941 

90. 


... 2900 

6890 

42. 

. 3420 

6942 

91 . 


... 2910 

6891 

43 . 

. 3430 

6943 

92 . 


... 2920 

6892 

44 . 

. 3440 

6944 

93 . 


... 2930 

6893 

45 . 

. 3450 

6945 

94 . 


... 2940 

6894 

46 . 

. 3460 

6946 

95 . 


... 2950 

6895 

47 . 

. 3470 

6947 

96 . 


... 2960 

6896 

48 . 

. 3480 

6948 

97 . 


... 2970 

6897 

49 . 

. 3490 

6949 

98 . 


... 2980 

6898 

50 . 

. 3500 

6950 

99 . 


... 2990 

6899 

51 . 

. 3510 

6951 

100 . 


... 2999 

68100 

52 . 

. 3520 

6952 

105. 



68105 

53. 

. 3530 

6953 

107. 



68107 

54. 

. 3540 

6954 

117. 



68117 

55. 

. 3550 

6955 


21/32” 

Top Width 


56 . 

57 . 

. 3560 

. 3570 

6956 

6957 




58 . 

. 3580 

6958 

23 . 


... 3230 

6923 

59 . 

. 3590 

6959 

24 . 


... 3240 

6924 

60 . 

. 3600 

6960 

25 . 


... 3250 

6925 

61 . 

. 3610 

6961 

26 . 


... 3260 

6926 

62 . 

. 3620 

6962 

26 1/2.. 


... 3265 


63 . 

. 3630 

6963 


Length Truflex® PoweRated® 

In Inches Belt No. Belt No. 


21/32” Top Width - Continued 


64. 

. 3640 

6964 

65. 

. 3650 

6965 

66. 

. 3660 

6966 

67. 

. 3670 

6967 

68. 

. 3680 

6968 

69. 

. 3690 

6969 

70. 

. 3700 

6970 

71. 

. 3710 

6971 

72. 

. 3720 

6972 

73. 

. 3730 

6973 

74. 

. 3740 

6974 

75. 

. 3750 

6975 

76. 

. 3760 

6976 

77. 

. 3770 

6977 

78. 

. 3780 

6978 

79. 

. 3790 

6979 

80. 

. 3800 

6980 

81. 

. 3810 

6981 

82. 

. 3820 

6982 

83. 

. 3830 

6983 

84. 

. 3840 

6984 

85. 

. 3850 

6985 

86. 

. 3860 

6986 

87. 

. 3870 

6987 

88. 

. 3880 

6988 

89. 

. 3890 

6989 

90. 

. 3900 

6990 

91. 

. 3910 

6991 

92. 

. 3920 

6992 

93. 

. 3930 

6993 

94. 

. 3940 

6994 

95. 

. 3950 

6995 

96. 

. 3960 

6996 

97. 

. 3970 

6997 

98. 

. 3980 

6998 

99. 

. 3990 

6999 

100. 

. 3999 

69100 
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Green Stripe® Vulco-Flex® 
Coolant Hose Listed by Number 

Showing Vulco-Flex® Coolant Hose Numbers 
with Corresponding Hose Inside Diameters and Lengths 


Gates I.D. Length Gates I.D. Length 

Hose No. Inches (mm) Inches (mm) Hose No. Inches (mm) Inches (mm) 


26501 . 1 3/4(44) 13 1/2 (343) 

26502 . 1 3/4 (44) 16 1/2 (419) 

26503 . 1 3/4 (44), 2 (51) 10 (254) 

26504 . 1 3/4 (44), 2 (51) 16 1/2 (419) 

26505 . 1 3/4 (44), 2 (51) 19 (483) 

26506 . 1 3/4 (44), 2 (51) 23 1/2 (597) 

26507 . 2 (51) 9 1/2 (241) 

26508 . 2(51) 12 1/4 (311) 

26509 . 2 (51) 14 1/2 (368) 

26510 . 2 (51) 17 (432) 

26511 . 2(51) 20 (508) 

26512 . 2 (51) 24 (610) 

26513 . 2 (51) 33 (838) 

26514 . 2 (51), 2 1/4 (57) 8 1/2 (216) 

26515 . 2 (51), 2 1/4 (57) 15 (381) 

26516 . 2 (51), 2 1/4 (57) 17 1/2 (445) 

26517 . 2 (51), 2 1/4 (57) 25 (635) 

26518 . 2 (51), 2 1/2 (64) 20 (508) 

26519 . 2 1/4 (57) 9 (229) 

26520 . 2 1/4(57) 11 (279) 

26521 . 2 1/4(57) 14 (356) 

26522 . 2 1/4 (57) 17 (432) 


26523 . 2 1/4 (57) 19 (483) 

26524 . 2 1/4 (57) 24 (610) 

26525 . 2 1/4 (57) 27 (686) 

26526 . 2 1/4 (57), 2 1/2 (64) 18 (457) 

26527 . 2 1/4 (57), 2 1/2 (64) 21 (533) 

26528 . 2 1/4 (57), 2 1/2 (64) 25 (635) 

26529 . 2 1/2(64) 11(279) 

26530 . 2 1/2 (64) 14 (356) 

26531 . 2 1/2(64) 16(406) 

26532 . 2 1/2 (64) 24 (610) 

26533 . 2 1/2 (64) 28(711) 

26534 . 2 3/4 (70) 7 (178) 

26535 . 2 3/4 (70) 14 (356) 

26536 . 2 3/4 (70) 18 (457) 

26537 . 2 3/4 (70) 32 (813) 

26538 . 3 (76) 37 (940) 

26601 . 1 3/4(44) 6(152) 

26602 . 1 3/4 (44) 8 1/2 (216) 

26603 . 1 3/4(44) 11(279) 

26611 . 1 3/4(44) 19(483) 

26612 . 1 3/4 (44) 23 1/2 (597) 


464 


(mm) Millimeters 


Length is Centerline Length. 

























































Green Stripe® Vulco-Flex® 
Coolant Hose Listed by Size 

Showing Inside Diameters and Lengths with 
Corresponding Vulco-Flex® Coolant Hose Numbers 


Length 
Inches (mm) 


Gates 
Hose No. 


Length 
Inches (mm) 


Gates 
Hose No. 


Length 
Inches (mm) 


Gates 
Hose No. 


1 3/4” (44mm) I.D. 


6 ( 152 ) . 26601 

8 1/2 ( 216 ) . 26602 

11 ( 279 ) . 26603 

13 1 / 2 ( 343 ) . 26501 

16 1 / 2 ( 419 ) . 26502 

19 ( 483 ) . 26611 

23 1 / 2 ( 597 ) . 26612 

1 3/4” (44mm), 2” (51mm) I.D. 

10 ( 254 ) . 26503 

16 1 / 2 ( 419 ) . 26504 

19 ( 483 ). 26505 

23 1 / 2 ( 597 ) . 26506 

2” (51mm) I.D. 

9 1/2 ( 241 ) . 26507 

12 1 / 4 ( 311 ) . 26508 

14 1 / 2 ( 368 ) . 26509 

17 ( 432 ) . 26510 

20 ( 508 ) . 26511 

24 ( 610 ) . 26512 

33 ( 838 ) . 26513 


2” (51mm), 2 1/4” (57mm) I.D. 


8 1/2 ( 216 ) . 26514 

15 ( 381 ) . 26515 

17 1/2 ( 445 ) . 26516 

25 ( 635 ) . 26517 

2” (51mm), 2 1/2” (64mm) I.D. 

20 ( 508 ) . 26518 

2 1/4” (57mm) I.D. 

9 ( 229 ) . 26519 

11 ( 279 ) . 26520 

14 ( 356 ) . 26521 

17 ( 432 ) . 26522 

19 ( 483 ) . 26523 

24 ( 610 ) . 26524 

27 ( 686 ) . 26525 

2 1/4” (57mm), 2 1/2” (64mm) 

I.D. 

18 ( 457 ) . 26526 

21 ( 533 ) . 26527 


2 1/4” (57mm), 2 1/2” (64mm) 



I.D. - Continued 


25 ( 635 ). 


26528 


2 1/2” (64mm) I.D. 


11 ( 279 ). 


26529 

14 ( 356 ). 


26530 

16 ( 406 ). 


26531 

24 ( 610 ). 


26532 

28 ( 711 ). 


26533 


2 3/4” (70mm) I.D. 


7 ( 178 )... 


26534 

14 ( 356 ). 


26535 

18 ( 457 ). 


26536 

32 ( 813 ). 


26537 


3” (76mm) I.D. 


37 ( 940 ). 


26538 


(mm) Millimeters. 


Length is Centerline Length. 
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Vulco-Flex® II Coolant Hose 
Listed by Number 

Showing Vulco-Flex® II Coolant Hose Numbers 
with Corresponding Hose Inside Diameters and Lengths 


Gates I.D. Length Gates I.D. Length 

Hose No. Inches (mm) Inches (mm) Hose No. Inches (mm) Inches (mm) 


25149 . 

. 1 1/8 ( 29 ) 

9 ( 230 ) 

25150. 

. 11/8 ( 29 ) 

12 ( 305 ) 

25152. 

. 1 1/8 ( 29 ) 

15 ( 381 ) 

25154 . 

. 11/8 ( 29 ) 

18 ( 457 ) 

25157 . 

. 11/8 ( 29 ) 

23 ( 584 ) 

25180 . 

. 1 1/8 ( 29 ), 1 1/4 ( 32 ) 

19 ( 483 ) 

25249 . 

. 11/4 ( 32 ) 

7 1/2 ( 190 ) 

25250. 

. 11/4 ( 32 ) 

9 1/2 ( 240 ) 

25251 . 

. 11/4 ( 32 ) 

13 ( 330 ) 

25252. 

. 11/4 ( 32 ) 

15 ( 381 ) 

25253. 

. 11/4 ( 32 ) 

17 ( 432 ) 

25254. 

. 11/4 ( 32 ) 

18 1/2 ( 470 ) 

25255 . 

. 11/4 ( 32 ) 

20 ( 508 ) 

25257 . 

. 11/4 ( 32 ) 

23 ( 584 ) 

25260 . 

. 11/4 ( 32 ) 

26 1/2 ( 673 ) 

25262 . 

. 11/4 ( 32 ) 

30 ( 762 ) 

25265 . 

. 11/4 ( 32 ) 

35 ( 889 ) 

25269 . 

. 11/4 ( 32 ) 

41 ( 1041 ) 

25284 . 

. 1 1/4 ( 32 ), 1 3/8 ( 35 ) 

26 ( 660 ) 

25300 . 

. 1 1/4 ( 32 ), 1 1/2 ( 38 ) 

12 ( 305 ) 

25302 . 

. 1 1/4 ( 32 ), 1 1/2 ( 38 ) 

15 1/2 ( 394 ) 

25305 . 

. 1 1/4 ( 32 ), 1 1/2 ( 38 ) 

19 1/2 ( 495 ) 

25307 . 

. 1 1/4 ( 32 ), 1 1/2 ( 38 ) 

23 ( 584 ) 

25309 . 

. 1 1/4 ( 32 ), 1 1/2 ( 38 ) 

26 ( 660 ) 

25311 . 

. 1 1/4 ( 32 ), 1 1/2 ( 38 ) 

29 ( 737 ) 

25321 . 

. 1 1/4 ( 32 ), 1 1/2 ( 38 ) 

44 ( 1118 ) 


25384. 


3/8 ( 35 ) 

25 ( 635 ) 

25409. 


3/8 ( 35 ), 1 1/2 ( 38 ) 

26 ( 660 ) 

25428. 


3/8 ( 35 ), 1 5/8 ( 41 ) 

17 ( 432 ) 

25472. 


1/2 ( 38 ) 

8 ( 205 ) 

25473. 


1/2 ( 38 ) 

10 1/2 ( 265 ) 

25474. 


1/2 ( 38 ) 

12 ( 305 ) 

25476. 


1/2 ( 38 ) 

14 ( 356 ) 

25477. 


1/2 ( 38 ) 

15 1/2 ( 394 ) 

25478. 


1/2 ( 38 ) 

17 ( 432 ) 

25480. 


1/2 ( 38 ) 

20 ( 508 ) 

25482. 


1/2 ( 38 ) 

22 ( 559 ) 

25484. 


1/2 ( 38 ) 

25 ( 635 ) 

25487. 


1/2 ( 38 ) 

30 ( 762 ) 

25490. 


1/2 ( 38 ) 

35 ( 889 ) 

25499. 


1/2 ( 38 ) 

48 ( 1219 ) 

25526. 


1/2 ( 38 ), 1 3/4 ( 44 ) 

13 1/5 ( 335 ) 

25527. 


1/2 ( 38 ), 1 3/4 ( 44 ) 

15 ( 381 ) 

25528. 


1/2 ( 38 ), 1 3/4 ( 44 ) 

16 1/2 ( 419 ) 

25530. 


1/2 ( 38 ), 1 3/4 ( 44 ) 

20 ( 508 ) 

25532. 


1/2 ( 38 ), 1 3/4 ( 44 ) 

22 ( 559 ) 

25535. 


1/2 ( 38 ), 1 3/4 ( 44 ) 

27 ( 686 ) 

25582. 


1/2 ( 38 ), 2 ( 51 ) 

22 ( 559 ) 

25804. 

. ▲ 

1/2 ( 38 ) 

19 3/4 ( 505 ) 

25806. 

. ▲ 

1/2 ( 38 ) 

23 1/8 ( 589 ) 

25808. 

. ▲ 

1/2 ( 38 ) 

25 5/8 ( 650 ) 
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▲ 90° Molded Elbow on One End. Length is Centerline Length 


(mm) Millimeters. 


























































Vulco-Flex® II Coolant Hose 
Listed by Size 

Showing Inside Diameters and Lengths with 
Corresponding Vulco-Flex® II Coolant Hose Numbers 


Length 
Inches (mm) 


Gates Length 

Hose No. Inches (mm) 


Gates Length 

Hose No. Inches (mm) 


Gates 
Hose No. 


1 1/8” (29mm) I.D. 


9 (230). 

. 25149 

12 (305). 

. 25150 

15 (381). 

. 25152 

18 (457). 

. 25154 

23 (584) . 

. 25157 


1 1/8” (29mm), 1 1/4” (32mm) 
I.D. 


19 (483). 25180 

1 1/4” (32mm) I.D. 

7 1/2 (190). 25249 

9 1/2 (240). 25250 

13 (330). 25251 

15 (381). 25252 

17 (432). 25253 

18 1/2(470). 25254 

20 (508). 25255 

23 (584). 25257 

26 1/2(673). 25260 

30 (762). 25262 

35 (889). 25265 


1 1/4” (32mm), 1 3/8” (35mm) 
I.D. 


26 (660). 25284 

1 1/4” (32mm), 1 1/2” (38mm) 
I.D. 

12(305). 25300 

15 1/2 (394). 25302 

19 1/2 (495). 25305 

23 (584). 25307 

26 (660). 25309 

29(737). 25311 

44(1118). 25321 

1 3/8” (35mm) I.D. 

25 (635). 25384 


1 3/8” (35mm), 1 1/2” (38mm) 

I.D. 


26 (660) 


25409 


1 3/8” (35mm), 1 5/8” (41mm) 
I.D. 


1 1/2” (38mm) I.D. 


8 (205). 

10 1/2 (265) 
12 (305). 

14 (356). 

15 1/2 (394) 

17 (432). 

19 3/4 (505) 

20 (508). 

22 (559). 

23 1/8 (589) 

25 (635) . 

25 5/8 (650) 

30 (762) . 

35 (889) . 

48 (1219).... 


25472 

25473 

25474 

25476 

25477 

25478 
▲25804 

25480 

25482 

▲25806 

25484 

▲25808 

25487 

25490 

25499 


1 1/2” (38mm), 1 3/4” (44mm) 
I.D. 


13 1/5 (335). 25526 

15(381). 25527 

16 1/2 ( 419 ). 25528 

20 (508). 25530 

22 (559). 25532 

27 (686). 25535 


1 1/2” (38mm), 2” (51mm) I.D. 


41 (1041) 


25269 


17 (432) 


25428 


22 (559) 


25582 


▲ 90° Molded Elbow on One End. Length is Centerline Length 


(mm) Millimeters. 


467 

























































CHANGEOVER LISTING 


FleetRunner® V-Belt Numbers 


FleetRunner® 

V-Belt 

Part No. 

XL® 

V-Belt 

Part No. 

FleetRunner® 

V-Belt 

Part No. 

XL® 

V-Belt 

Part No. 

FleetRunner® 

V-Belt 

Part No. 

XL® 

V-Belt 

Part No. 

9290HD 

9290 

9430HD 

9430 

9565HD 

9565 

9305HD 

9305 

9435HD 

9435 

9570HD 

9570 

9313HD 

9313 

9440HD 

9440 

9580HD 

9580 

9319HD 

9319 

9447HD 

9447 

9585HD 

9585 

9325HD 

9325 

9451 HD 

9451 

9590HD 

9590 

9330HD 

9330 

9455HD 

9455 

9600HD 

9600 

9335HD 

9335 

9463HD 

9463 

9605HD 

9605 

9341 HD 

9341 

9465HD 

9465 

9610HD 

9610 

9345HD 

9345 

9470HD 

9470 

9620HD 

9620 

9350HD 

9350 

9476HD 

9476 

9625HD 

9625 

9360HD 

9360 

9480HD 

9480 

9630HD 

9630 

9365HD 

9365 

9485HD 

9485 

9635HD 

9635 

9370HD 

9370 

9490HD 

9490 

9640HD 

9640 

9375HD 

9375 

9495HD 

9495 

9650HD 

9650 

9380HD 

9380 

9500HD 

9500 

9660HD 

9660 

9385HD 

9385 

9505HD 

9505 

9670HD 

9670 

9390HD 

9390 

9510HD 

9510 

9680HD 

9680 

9395HD 

9395 

9520HD 

9520 

9690HD 

9690 

9400HD 

9400 

9525HD 

9525 

9700HD 

9700 

9403HD 

9403 

9530HD 

9530 

9710HD 

9710 

9405HD 

9405 

9540HD 

9540 

9720HD 

9720 

9412HD 

9412 

9545HD 

9545 

9730HD 

9730 

9415HD 

9415 

9550HD 

9550 

9745HD 

9745 

9420HD 

9420 

9555HD 

9555 

9755HD 

9755 

9425HD 

9425 

9560HD 

9560 




FleetRunner® Micro-V® Belt Numbers 


FleetRunner® 
Micro-V® Belt 
Part No. 

Micro-V® 

Belt 

Part No. 

FleetRunner® 
Micro-V® Belt 
Part No. 

Micro-V® 

Belt 

Part No. 

FleetRunner® 
Micro-V® Belt 
Part No. 

Micro-V® 

Belt 

Part No. 

FleetRunner® 
Micro-V® Belt 
Part No. 

Micro-V® 

Belt 

Part No. 

K040378HD 

K040378 

K060685HD 

K060685 

K080685HD 

K080685 

K081092HD 

K081092 

K040425HD 

K040425 

K060716HD 

K060716 

K080690HD 

K080690 

K081124HD 

K081124 

K040430HD 

K040430 

K060735HD 

K060735 

K080694HD 

K080694 

K081213HD 

K081213 

K050340HD 

K050340 

K060747HD 

K060747 

K080700HD 

K080700 

K081223HD 

K081223 

K050345HD 

K050345 

K060832HD 

K060832 

K080702HD 

K080702 

K081265HD 

K081265 

K050350HD 

K050350 

K060849HD 

K060849 

K080708HD 

K080708 

K081377HD 

K081377 

K050360HD 

K050360 

K060994HD 

K060994 

K080710HD 

K080710 

K090609HD 

K090609 

K050380HD 

K050380 

K070640HD 

K070640 

K080716HD 

K080716 

K100465HD 

K100465 

K050420HD 

K050420 

K070705HD 

K070705 

K080720HD 

K080720 

K100495HD 

K100495 

K060340HD 

K060340 

K070735HD 

K070735 

K080726HD 

K080726 

K100502HD 

K100502 

K060415HD 

K060415 

K080400HD 

K080400 

K080730HD 

K080730 

K100510HD 

K100510 

K060425HD 

K060425 

K080415HD 

K080415 

K080733HD 

K080733 

K100540HD 

K100540 

K060435HD 

K060435 

K080427HD 

K080427 

K080738HD 

K080738 

K100554HD 

K100554 

K060455HD 

K060455 

K080450HD 

K080450 

K080740HD 

K080740 

K100570HD 

K100570 

K060458HD 

K060458 

K080465HD 

K080465 

K080745HD 

K080745 

K100579HD 

K100579 

K060470HD 

K060470 

K080485HD 

K080485 

K080760HD 

K080760 

K100582HD 

No Equivale 

K060480HD 

K060480 

K080496HD 

K080496 

K080774HD 

K080774 

K100607HD 

K100607 

K060490HD 

K060490 

K080510HD 

K080510 

K080780HD 

K080780 

K100610HD 

K100610 

K060495HD 

K060495 

K080537HD 

K080537 

K080785HD 

K080785 

K100630HD 

K100630 

K060500HD 

K060500 

K080545HD 

K080545 

K080806HD 

K080806 

K100640HD 

K100640 

K060509HD 

K060509 

K080550HD 

K080550 

K080810HD 

K080810 

K100655HD 

K100655 

K060516HD 

K060516 

K080560HD 

K080560 

K080820HD 

K080820 

K100658HD 

K100658 

K060523HD 

K060523 

K080565HD 

K080565 

K080825HD 

K080825 

K100665HD 

K100665 

K060529HD 

K060529 

K080570HD 

K080570 

K080830HD 

K080830 

K100670HD 

K100670 

K060539HD 

K060539 

K080575HD 

K080575 

K080839HD 

K080839 

K100675HD 

K100675 

K060547HD 

K060547 

K080580HD 

K080580 

K080855HD 

K080855 

K100677HD 

K100677 

K060555HD 

K060555 

K080585HD 

K080585 

K080859HD 

K080859 

K100710HD 

K100710 

K060559HD 

K060559 

K080590HD 

K080590 

K080893HD 

K080893 

K100719HD 

K100719 

K060560HD 

K060560 

K080594HD 

K080594 

K080903HD 

K080903 

K100731 HD 

K100731 

K060575HD 

K060575 

K080605HD 

K080605 

K080922HD 

K080922 

K100771 HD 

K100771 

K060586HD 

K060586 

K080610HD 

K080610 

K080926HD 

K080926 

K120738HD 

K120738 

K060598HD 

K060598 

K080615HD 

K080615 

K080934HD 

K080934 

K120842HD 

K120842 

K060605HD 

K060605 

K080630HD 

K080630 

K080944HD 

K080944 

K120911 HD 

K120911 

K060615HD 

K060615 

K080645HD 

K080645 

K080952HD 

K080952 

K121039HD 

K121039 

K060635HD 

K060635 

K080649HD 

K080649 

K081020HD 

K081020 

K140429HD 

K140429 

K060660HD 

K060660 

K080672HD 

K080672 

K081035HD 

K081035 



K060672HD 

K060672 

K080675HD 

K080675 

K081074HD 

K081074 



K060675HD 

K060675 

K080680HD 

K080680 

K081079HD 

K081079 

















